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Index — Disregard  page  references  to  chapter  on  "Pipe  Standards  and  Use  of  Pipe," 
until  corrected  in  reprinting. 
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INTRODUCTION 

The  subject  of  petroleum  refining  embraces  in  its  broadest  sense  the  technology  of 
petroleum  from  its  production  at  the  wells  to  its  ultimate  distribution  into  the  multitude 
of  diversified  products  refined  and  manufactured  therefrom.  In  more  limited  scope, 
it  considers  methods  and  apparatus  for  the  separation  of  crude  oil  or  its  intermediates 
into  certain  well-defined  trade  commodities,  after  the  raw  product  has  been  delivered 
by  tank  car,  oil  barge,  or  pipe-line,  to  the  storage  tanks  of  the  refinery  proper.  The 
present  chapter  treats  of  petroleum  refining  in  the  more  limited  sense. 

The  subject  of  refining  may  be  divided  for  systematic  presentation  into  the  two 
general  topics  of  refinery  engineering  and  refinery  operation.  The  first  deals  with  the 
problems  incident  to  design  and  construction  of  plant  and  refining  apparatus,  while 
the  second  pertains  to  those  of  processing  and  management.  The  chapter  is  divided 
into  sub-topics  as  follows: 

PETROLEUM  REFINING 

Refinery  Engineering  Refinery  Operation 

I.  Selection  of  plant  site.  I.  General  management. 

II.  General  plant  design.  II.  General  refining  processes. 

III.  Standard  apparatus  design.  III.  Special  refining  processes. 

IV.  Special  apparatus  design.  IV.  Fire  prevention. 
V.  General  construction  and  V.  Yields  and  costs. 

equipment. 
VI.  Fire-fighting  equipment. 

REFINERY  ENGINEERING 
I.  SELECTION  OF  SITE 

The  immediate  factors  that  should  govern  the  choice  of  a  refinery  site  are,  in  the 
order  of  their  importance;  crude  supply,  with  definite  understanding  beforehand;  as  to 
quantity  and  deUvered  cost;  availability  of  unfailing  water  for  condensing  and  boiler- 
feed  purposes;  faciUties  for  rail  or  water  shipments;  a  reasonably  good  groimd  topog- 
raphy from  the  standpoint  of  erection  and  drainage;  and  desirable  adjacent  markets 
or  equitable  freight  rates  to  competitive  points. 

Other  important  considerations  that  should  influence  selection  are:  the  nature  of  the 
water  supply,  whether  hard  or  soft,  and  if  hard,  whether  amenable  to  satisfactory 
treatment  for  boiler-feed  purposes;  whether  drainage  effluent  may  later  form  the  basis 
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of  a  pollution  suit,  whether  the  location  is  above  all  remote  possibility  of  river  flood  or 
spring  tide;  and  whether  the  region  is  generally  free  from  severe  electrical  disturbances, 
high  winds,  or  tropical  storms.  Such  economic  features  as  proximity  to  cheap  natural 
gas  or  coal  for  fuel  purposes  or  nearness  to  markets  for  refinery  chemicals  (litharge,  sul- 
phuric acid,  caustic  soda,  soda  ash,  etc.),  all  have  their  bearing.  Lastly,  the  hygienic 
and  social  conditions  in  the  immediate  vicinity  should  be  given  more  than  a  passing 
thought,  as  aside  from  any  humanitarian  reason,  an  adverse  selection  will  mean  a  con- 
stant labor  turnover  with  resultant  inefficiency  in  plant  operation.  Small  skimming 
plants  operating  imder  frenzied  conditions  of  demand  have  often  been  temporarily  suc- 
cessful while  disregarding  many  of  the  requirements  noted  above;  but  an  adherence  to 
a  majority  of  the  points  mentioned  is  essential  to  the  permanent  success  of  any  large 
or  moderately  large  refinery. 

Where  a  general  geographical  location  has  been  decided  upon  for  business  reasons, 
as,  for  example,  when  the  plant  is  to  be  located  near  a  congested  industrial  district  on 
account  of  close  markets,  the  refinery  engineer  has  no  light  problem.  Various  restric- 
tions as  to  approach  of  railroad  spurs,  city  ordinances,  fire  department  regulations, 
interferences  to  entering  pipe-line,  smoke-nuisance  laws,  etc.,  etc.,  loom  up  at  every 
turn  in  such  localities.  Land  is  ordinarily  available  only  in  limited  acreage,  at  almost 
prohibitive  cost,  and  frequently  does  not  possess  the  most  desirable  topography.  In 
addition,  adequate  capital,  for  extra  construction  costs  incident  to  such  a  site  is  often, 
and  it  might  be  truthfully  said  is  usually,  not  immediately  obtainable;  so  that  the 
selection  of  a  plant  site  in  any  congested  territory  should  be  made  only  after  exhaustive 
engineering  study,  legal  advice  and  general  business  coimsel. 

Again,  in  selecting  a  site  whose  general  geographical  location  has  been  decided  upon 
in  a  region  remote  from  supplies  and  labor  market,  the  engineer  is  confronted  by  a 
different  set  of  problems,  requiring  for  example,  the  most  expert  knowledge  of  river 
currents,  legend  of  shore  line,  bearing  power  of  soil,  etc.,  etc.  Further,  as  must  be 
obvious,  in  addition  to  general  requirements,  modifying  causes  have  important  bearing 
on  any  selection.  Thus,  considerations  of  the  future  should  be  given  serious  thought 
before  definitely  deciding  upon  any  specific  location,  even  though  the  immediate  engi- 
neering problems  are  of  ready  solution.  A  series  of  hypothetical  questions  should  be 
proposed  and  answered  according  to  the  judgment  of  the  engineer,  and  the  situation 
should  be  studied  from  every  angle  before  a  final  decision  is  reached.  While  each 
selection  is  a  problem  in  itself,  the  following  generaUties  are  in  order,  assuming  that  the 
production  intended  for  the  plant  is  owned  or  controlled  by  the  prospective  interests 
about  to  engage  in  the  refining  business.  Does  the  acreage  held  consist  of  sufficiently 
proven  territory  to  warrant  the  assumption  of  a  future  crude  supply  adequate  to  justify 
the  expense  of  investment?  Has  the  life  of  wells  in  a  similar  field  or  from  the  same 
depth  of  sand  been  given  proper  consideration  as  applying  to  future  supply?  Is  there 
strong  competition  for  crude,  and  is  other  acreage  in  nearby  territory  under  develop- 
ment? Has  there  been  more  than  one  grade  of  crude  produced  in  the  area  imder  con- 
sideration, and  if  so  was  the  difference  in  quality  such  as  to  require  decidedly  different 
refining  equipment? 

If  purchasing  the  crude  from  outside  sources  is  contemplated,  the  same  information 
as  to  geological  data,  logs  of  wells,  etc.,  is  desirable  from  any  standpoint.  But  the 
question  of  the  responsibility  of  the  company  which  is  to  supply  the  crude,  and  particu- 
larly of  its  reputation  for  living  up  to  contracts  and  disposition  to  renew,  is  all  important. 
Among  the  important  hypothetical  questions  are  the  following:  What  are  the  future 
probabihties  of  failure  in  condensing  water  source?  Is  a  shift  in  river  course  or  coast 
line  likely  to  occur?  What  effect  will  a  possible  revision  of  freight  rates  have  on  com- 
petitive points;  or  (if  on  navigable  water)  what  will  be  the  corresponding  effect  on  barge 
or  steamer  delivery?    The  list  might  be  continued,  but  the  above  will  serve  the  purpose 
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of  iUustrating  future  considerations  and  will  demonstrate  the  advisability  of  not  choos- 
ing a  site  in  haste. 

As  a  further  aid  in  selection,  the  following  suggestions  are  offered,  they  being  in 
every  case  apparently  minor  details  whose  neglect  has  cost  from  hundreds  to  thousands 
of  dollars  to  various  refineries  at  one  location  or  another.  First,  in  the  matter  of  any 
proposed  agreement  as  to  any  railroad  spur  connection,  laying  of  storage,  rip  or  loading 
tracks,  crossovers,  etc.,  there  should  be  a  complete  written  agreement  with  the  rail- 
road in  question,  as  to  feasibility  of  approach.  If  any  change  of  rate  or  base  is  dis- 
cussed as  an  inducement  for  location,  such  a  tentative  agreement  should  likewise  be 
made  a  matter  of  written  record  before  concluding  an  option.  Such  a  course  is  no 
reflection  on  the  railroads,  as  an  opinion  or  proposal  made  in  good  faith  by  a  partially 
informed  agent  may  be  physically  impossible  of  accomplishment  when  all  the  data  are 
reviewed  by  the  engineering  department.  Furthermore,  the  legal  counsel  of  the  road 
may  find  some  obstacle  in  law  or  interstate  commerce  regulation  preventing  the  grant- 
ing of  a  new  rate,  however  favorable  the  road  itself  may  be  to  that  course.  When  it  is 
considered  how  an  adverse  decision,  rendered  after  a  site  has  been  purchased,  might 
depreciate  the  prospective  earning  power  of  the  new  industry,  the  purpose  of  this  warning 
becomes  at  once  apparent. 

In  locating  on  a  navigable  river  or  harbor  front,  itds  an  easy  matter  to  ascertain 
from  the  nearest  U.  S.  District  Engineer's  office  whether  the  proposed  site  is  above  the 
recorded  level  of  tidal  wave  or  flood.  In  an  inland  country  where  such  information  is 
unobtainable,  the  study  of  topographical  data  may  well  help  a  great  deal,  and  in  its 
absence  repeated  questioning  of  the  "oldest  inhabitant"  often  brings  out  the  informa- 
tion that  at  some  time  or  other  the  site  under  consideration  was  under  several  feet  of 
water.  In  general,  in  our  southwestern  country,  or  in  any  locality  of  shallow  rivers  and 
slight  drainage,  distrust  a  low  valley  site,  particularly  one  near  a  tortuous,  sluggishly 
flowing  stream.  In  fact,  careful  search  will  almost  invariably  disclose  a  record  of  past 
high  water  in  the  shape  of  drift  lodged  in  trees  or  fence  wire.  No  matter  what  other 
advantages  are  offered,  never  select  a  site  when  there  is  reason  to  believe  that  it  has 
ever  been  under  water  because  of  flood  or  tide.  The  occurrence  will  repeat  itself, 
and  the  operating  danger  with  such  a  menace  at  hand  is  too  great  to  offset  any 
gain. 

It  has  already  been  intimated  that  the  question  of  water  supply  for  condensing  and 
boiler-feed  purposes  is  all  important. 

Before  definitely  selecting  any  site,  determine  by  actual  test  the  character,  average 
temperature  and  quantity  of  water  available.  This,  a  simple  problem  on  a  large  navig- 
able river*  lake,  ocean  or  harbor  site,  is  more  complex  in  inland  districts.  Often  an  excel- 
lent flow  of  cold,  clear  water  of  moderate  hardness  is  found  as  an  underground  current 
adjacent  to  a  river  bed,  when  the  river  is  itself  dry,  or  beneath  the  floor  of  a  valley. 
Such  water  is  often  encountered  at  a  depth  varying  from  25  to  50  feet,  and  a  simple  drive 
point  will  test  out  such  a  source  at  small  expense.  At  depths  varying  from  800  to 
1200  feet,  artesian  water  in  heavy  flow  is  often  procurable  in  territory  adjacent  to  the 
foothills  of  low  mountain  ranges.  In  short,  it  seems  hardly  necessary  to  state  that  any 
company  contemplating  a  refinery,  whether  it  be  a  small  1500-barrel  skimming  plant 
representing  an  investment  of  $76,000,  or  a  plant  costing  $2,000,000,  or  more,  can  afford 
to  spend  from  a  few  himdred  to  several  thousand  dollars  if  necessary,  to  determine 
beyond  a  doubt  that  it  has  a  dependable  water  supply.  Of  course,  a  limited  supply  has 
been  made  to  answer,  through  the  agency  of  cooling  towers,  spray  ponds,  rain  ponds, 
etc.,  so  common  in  the  southwest,  but  such  water  shortly  becomes  heavily  saturated 
with  salts,  and  is  highly  objectionable  for  boiler-feed  purposes  and  inefficient  for  con- 
densing purposes.  It  is  scarcely  possible  to  lay  too  much  emphasis  on  an  adequate 
water  supply.    Reject  a  site  that  does  not  possess  it. 
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A  waste  channel  discharging  into  some  large  harbor  or  river  not  used  as  a  so-called 
public  water-supply  source  is  free  from  many  annoyances,  but  sites  possessing  this  ad- 
vantage are  comparatively  rare.  Where  an  inland  stream  is  used  never  trust  appear- 
ances,  but  determine  positively  that  it  is  not  classed  as  a  public  water-supply  source. 
It  may  have  long  since  passed  out  of  general  use  as  such,  an  analysis  may  show  its  solids 
ten  times  greater  than  the  maximum  recommended  for  a  potable  water,  but  before 
waste  is  discharged  into  it,  be  sure  of  its  legal  status.  Furthermore,  avoid  if  possible, 
discharging  waste  into  any  stream  whose  status  is  not  a  matter  of  record,  for  there  is 
always  the  chance  of  a  suit  for  pollution.  If  it  can  be  shown,  for  instance,  that  cattle 
drank  from  the  stream,  no  matter  if  the  analysis  of  a  sample  taken  above  point  of  con- 
tamination shows  the  water  as  absolutely  \mfit  for  man  or  beast,  the  court's  view  in  such 
cases  is  usually  that  though  the  water  may  not  be  an  ideal  potable  water  it  was  neverthe- 
less used  as  such,  and  that  the  plaintiff  is  entitled  to  damages.  Hence  the  necessity  of 
investigating  the  site  problem  from  this  angle  and  of  avoiding  future  dam^tge  suits. 

As  to  the  selection  of  a  site  from  the  point  of  view  of  the  soil  itself,  a  sandy  clay  loam 
is  the  most  desirable.  An  all-clay  soil  mires  heavily  in  rainy  weather,  and  is  difficult  to 
dig  for  drainage  ditches,  pipe-lines,  etc.,  while  an  all-sand  soil  is  unstable,  poor  for  founda- 
tions and  makes  leaks  difficult  to  detect.  Where  it  is  a  question  of  choice  between  the 
two,  preference  should  be  given  to  the  clay  soil  without  hesitation,  but,  as  stated,  the 
ideal  ground  is  of  sandy  clay  loam,  not  miring  readily,  giving  secure  foundation  at 
moderate  depth  and  at  the  same  time  being  easily  ditched  for  drainage  or  other  purposes. 
Where  on  account  of  the  general  geographical  location,  it  is  necessary  to  select  a  site  with 
a  soil  of  low  bearing  power,  such  as  the  Mississippi  river  bottom  land,  the  engineer  has 
little  choice.  He  must  be  guided  by  local  engineering  precedent  and  government  reports, 
supplemented  by  test  data  of  his  own  taking,  but  he  may  assume  generally  without  test 
a  slightly  higher  bearing  power  for  land  that  has  been  cleared  for  some  years,  than  for 
virgin  swamp.  The  converse  of  this  problem,  i.e.,  a  site  on  soil  with  outcropping  rock 
close  to  the  surface,  is  sometimes  met  by  the  engineer  and  offers  its  special  problems, 
but  is  sufficiently  rare  to  deserve  only  parting  comment. 

One  other  feature  which  may  be  lightly  touched  upon  is  the  necessity  of  avoiding 
a  location  where  electrical  disturbances  are  prevalent.  Where  a  general  geographical 
location  has  already  been  decided  upon  and  the  region  is  known  for  its  electric  storms,  it 
is  a  difficult  problem  indeed  to  select  an  individual  location  even  moderately  free  from 
this  menace.  It  is  a  curious  and  inexplicable  fact,  however,  that  certain  areas  seem  to 
be  centers  of  electrical  disturbances,  while  adjacent  areas  only  a  few  miles  away  are 
rarely  visited  with  storms  of  severe  intensity.  Information  that  can  serve  as  a  guide 
in  selection  is  often  obtainable  from  local  sources,  but  familiarity  with  the  country 
is  the  best  guide  in  a  problem  of  this  nature. 

Other  specific  points  affecting  selection  might  be  discussed  at  length  but  can  best 
be  treated  in  connection  with  the  topics  following.  From  a  general  standpoint,  it  may 
be  added  that  the  problem  of  a  wise  choice  in  the  selection  of  a  site  revolves  about 
the  ability  of  the  engineer  to  give  proper  proportionate  values  to  all  the  factors  entering 
into  the  question.  Familiarity  with  the  proposed  design  of  the  plant  and  the  process  it 
is  to  employ,  as  well  as  its  general  contemplated  business  policy,  are  all  important  con- 
siderations, indirectly  affecting  the  site  problem.  In  short,  the  greater  the  amount  of 
information  with  which  the  latter  is  approached  the  more  satisfactory  will  be  its 
solution. 

II.  GENERAL  PLANT  DESIGN 

The  factors  controlling  the  design  of  a  refinery  are  numerous  and  varied,  each  modi- 
fying and  supplementing  the  other,  so  that  it  is  not  only  a  practical  impossibih'ty,  but 
undesirable  from  an  engineering  standpoint  to  consider  any  one  factor  without  at  the 
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same  time  noting  its  effect  on  others.     For  convenience  in  discussion,  the  various 
factors  may  be  grouped  under  appropriate  headings  as  in  the  following  table: 

(1)  Capital  available. 

(2)  Size  of  site  and  dimensions. 

(3)  Contour  of  site  and  nature  of  soil. 

(4)  BaUroad  connections. 

(5)  Abutting  property. 

(6)  Quantity  of  water  available. 

(7)  Quantity  and  grade  of  crude. 

(8)  Nature  of  crude  delivery. 

(9)  General  refining  scheme. 

(10)  Special  refining  units. 

(11)  Storage. 

(12)  Buildings. 

(13)  General. 

Capital  available. — The  amount  of  capital  available  for  construction  of  a  refinery 
will  control  the  design  in  several  ways,  depending  upon  (a)  whether  the  entire  fund  to 
be  subscribed  is  available  immediately  or  in  deferred  installments;  (b)  whether  it  is  the 
intention  to  build  a  plant  of  definite  capacity  with  really  adequate  storage,  or  whether 
the  plan  of  erection  contemplates  a  refineiy  that  will  handle  the  maximum  amount  of 
crude  possible  with  the  money  at  command,  with  a  minimum  of  storage  and  generally 
inferior  construction. 

Adequate  capital  immediately  available  for  material  as  purchased,  even  though  the 
total  amount  subscribed  be  less  than  good  engineering  practice  would  demand,  makes 
possible  a  far  better  type  of  design  and  construction  than  can  be  obteiined  if  money  is 
supplied  at  irregular  intervals,  as,  for  example,  from  the  sale  of  stock  or  bonds.  As  a 
corollary  to  this  statement,  it  follows  that  where  a  definite  sum  is  set  aside  to  build  a  plant 
with  the  understanding  that  a  certain  fixed  quantity  of  crude  will  be  refined  (plan  b), 
the  engineer  can  usually  secmre  far  more  advantageous  construction  contracts,  obtain 
better  deliveries  of  material,  and  plan  for  greater  efficiency  both  in  immediate  construc- 
tion and  for  future  operation.  Such  a  plan  of  erection  presupposes  complete  knowledge 
of  the  process  to  be  used  and  the  nature  of  the  crude,  as  well  as  the  extent  and  degree  of 
refining  contemplated.  In  short  it  includes  the  necessaiy  technical  infonnation  con- 
cerning the  number  and  design  of  stills,  agitators,  tanks,  etc.,  that  are  required  to  refine 
a  certain  amount  of  crude  daily. 

It  is  obvious  from  the  above  that  even  before  the  question  of  cost  of  site,  or  special 
engineering  requirements,  such  as  wharfage,  piling,  etc.,  enters  into  the  problem,  it  is 
absolutely  impossible  to  give  a  hard-and-fast  rule  for  computing  the  exact  cost  of  refinery 
construction  in  doUars  per  barrel  of  crude  to  be  refined  daily.  However,  such  a  figure, 
even  if  approximate,  would  be  of  decided  benefit  in  roughly  checking  a  preliminary 
estimate,  and  for  such  purposes  the  appended  figures  are  fiuuished.  In  this  connec- 
tion exception  as  to  approximation  might  be  made  in  the  case  of  the  typical  Pennsylvania 
refinery,  manufacturing  only  high-grade  products,  where  refining  methods  are  practically 
standard.  Thus  with  cost  on  present  investment  showing  from  $240  to  $1000  per  barrel 
of  crude  refined  for  a  score  of  Pennsylvania  refineries,  the  average  cost  amounted  to 
$725  per  barrel  per  rated  daily  capacity.  Assuming  the  depreciation  in  equipment 
about  equal  to  the  advance  in  materials  and  labor,  the  above  value  closely  checks  the 
computed  cost  of  to-day  for  similar  refining  equipment,  which,  it  may  be  said  in  passing, 
is  still  about  80  to  100  per  cent  above  pre-war  costs. 

On  account  of  their  simplicity  of  construction,  the  cost  of  skimming  plants  may  also  be 
readily  reduced  to  the  barrel  basis.    Such  plants  have  been  built  as  low  as  $36  per  barrel 
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of  refining  capacity,  with  an  average  cost  of  about  $200  to  $225  per  barrel,  where  new 
material  was  used  throughout,  and  to-day  could  be  erected  at  an  investment  of  $250  to 
$400  per  barrel  of  daily  refining  capacity.  However,  as  stated  previously,  imless  some 
idea  is  given  of  the  storage  capacity  of  the  type  of  plant  imder  discussion,  the  minimum 
figures  given  as  construction  costs  may  represent  the  merest  shell  of  a  refinery,  capable, 
it  is  true,  of  running  as  much  crude  as  one  costing  50  per  cent  more  per  barrel,  but 
imable  to  store  its  refined  products  for  more  than  a  small  fractional  period  of  its  running 
capacity.  In  view  of  all  these  facts  the  values  in  the  following  table  should  never 
be  considered  absolute,  but  shoiJd  be  closely  checked  by  actual  estimate  before  any 
definite  line  of  action  is  decided  on. 

Refinery  Construction  Costs 

(Per  barrel  of  daily  rated  capacity) 

(a)  Pennsylvania  ,  complete  with  lubricating  plant $400-$900 

(6)  Lima,  O.          ,  complete  with  lubricating  plant 700-1200 

(c)  Mid-continent,  skimming  plant 250-  400 

(d)  Mid-continent,  complete  with  lubricating  plant 600-1100 

(e)  Texas               ,  complete  with  lubricating  plant 500-1000 

(/)   Mexico  or  California,  skimming  plant 350-  500 

(g)  California,  complete  with  plant  for  lubricants 500-1000 

Size  of  site  and  dimensions. — While  the  size  of  the  site  should  be  proportioned  to  the 
amount  of  crude  to  be  refined,  with  due  allowance  for  storage  and  future  expansion,  there 
is  again  no  fixed  rule  in  this  matter.  Plants  range  all  the  way  from  10  barrels  to  100 
barrels  refining  capacity  per  acre  of  land  owned.  It  is  a  general  rule  to  secure  a  site, 
especially  where  land  is  cheap,  far  in  excess  of  the  actual  present  requirements.  Fre- 
quently the  owner  will  not  sell  except  in  entirety  so  that  in  order  to  secure  a  desirable 
site  it  is  sometimes  necessary  to  purchase  from  two  to  five  times  the  acreage  actually 
necessary.  Thus,  in  the  lower  Mississippi  district,  to  secure  adequate  river  frontage 
and  drainage  rights,  an  acreage  comprising  60  per  cent  of  virgin  swamp  often  has  to  be 
bought.  As  a  converse  to  these  conditions,  there  is  the  site  near  some  congested  center 
of  industry  where  distances  between  tanks,  agitators,  etc.,  must  be  reduced  to  a  low 
minimum  with  special  fire  protection  introduced  as  an  offset  to  this  disadvantage. 
While  in  the  first  instance  the  general  design  of  plant  is  but  little  affected  except  as  the 
investment  for  land  cuts  down  fimds  available  otherwise,  in  the  second  case  highly 
specialized  construction  is  necessary,  thus  materially  affecting  the  design  and  cost  of  the 
plant. 

Again  while  a  certain  actual  acreage  may  oe  present  in  the  site,  it  may  be  in  a  long 
parallelogram  or  of  irregular  shape,  thus  modifying  the  design  to  a  considerable  degree. 
The  illustration.  Fig.  1,  gives  an  instance  of  irregular  shaped  parcels  of  land  sur- 
veyed under  the  old  French  arpent  system  in  the  river  district  of  Louisiana,  above 
the  city  of  New  Orleans.  While,  as  stated,  the  size  of  a  refinery  site  is  an  individual 
problem  in  itself,  dependent  on  location,  nature  of  process  to  be  employed  and  amount 
of  storage  proposed  in  connection  with  a  definite  quantity  of  crude  to  be  daily  refined,  it 
is  generally  customary,  where  it  is  possible  to  purchase  land  within  a  reasonable  figure,  to 
allow  about  100  to  150  acres  of  land  for  every  5000  barrels  of  rated  capacity,  and  about 
half  of  this  acreage  where  land  is  excessive  in  cost.  Very  efficient  refineries  have  been 
built  on  far  less  acreage.  There  exist  in  Pennsylvania  to-day  plants  with  capacities  from 
500  to  1000  barrels  per  day  built  on  5  to  20  acres  of  land,  but  of  course  the  fire  risk  is 
heavy  and  the  lack  of  any  great  quantity  of  storage  is  self-evident. 

Contour  of  site  and  nature  of  soil. — Where  a  site  of  reasonably  good  topography  has 
been  selected  and  at  the  same  time  is  well  drained,  the  engineering  problems  to  be  met 
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SITE  DIMENSIONS 


in  the  refinery  design  are  negligible  as  far  as  the  site  itself  is  concerned.  Where  for  com- 
mercial and  geographical  reasons  a  site  of  uneven  contour  or  soil  of  low-bearing  power 
has  been  selected  before  an  attempt  is  made  to  design  the  plant,  a  contour  map  should 
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Fio.  1. — A  map  of  the  lower  MissisBippi  river  diatriot. 

be  prepared,  particularly  if  the  plot  exceeds  25  acres  or  more  in  extent. 

previously  published  article  ^  suggests  that  a  map  be  laid  out  conveniently  in  squares  of 

1  National  Petroleum  News,  Sept.  8,  1920. 


The  author  in  a 
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50,  100  or  200-foot  side  on  a  corresponding  scale  to  the  inch.  The  scale  taken  depends 
on  the  general  nature  of  the  ground  and  extent  of  the  construction  contemplated. 
Levels  should  be  taken  at  every  50,  100,  200  or  500  feet,  depending  again  on  natural 
contours  and  structures  proposed.  The  expense  incident  to  such  work  is  repaid  many  fold 
in  the  construction  following.  For  example,  consider  a  site  adjacent  to  an  inland  river 
liable  to  sudden  rises  of  great  volume  so  typical  of  rivers  in  the  southwest.    Along  rivers 


Fig.  2. — Contour  map  of  a  refinery  aite. 


of  this  type  the  land  immediately  adjacent  to  the  river  bed  is  often  higher  by  5  or  10  feet 
than  the  land  half  a  mile  or  so  inland,  and  in  the  course  of  another  half  mile  or  so  slopes 
gradually  upward  from  the  low  level  to  an  elevation  equaling  that  adjacent  to  the  river, 
the  change  in  levels  being  so  gradual  that  the  eye  Ls  invariably  deceived.  Failure  to  take 
levels  in  such  a  case  often  results  in  locating  a  part  or  the  whole  of  a  plant  in  compar- 
atively low  land,  thus  giving  rise  to  a  series  of  troubles,  of  which  the  least  is  an  increased 
cost  of  drains  and  sewers  and  the  worst  a  very  good  chance  of  providing  an  easy  passage 
for  a  sea  of  backwater  at  flood  stage.    A  location  half  a  mile  further  inland  would  meao 
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^       an  elevation  15  to  20  feet  higher,  out  of  all  possible  danger  from  high  water.    In  fact, 

(}        there  is  no  plant  so  small  that  one  can  afiford  to  build  it  without  engineering  supervuion, 

^\        and  none  so  large  but  that  its  engineering  corps  can  spend  considerable  time  in  getting 

Id        exact  information  on  the  following:  (1)  river  stages  or  tides,  according  to  the  location 

gf        of  the  plant;  (2)  the  amount  of  sand  or  mud  deposited,  important  both  from  flood 

p,        considerations  and  navigability  of  stream;  (3)  the  general  character  of  the  ground, 

whether  deep  foundations  or  piling  will  be  necessary  to  secure  stability  of  structures; 

(4)  the  nature  of  the  soil  itself,  whether  corrosive  to  pipe  or  plate;  and  lastly  (5)  the 

character  of  the  prevailing  atmosphere,  whether  generally  dry  or  humid,  whether  free 

from  acid  traces  or  otherwise.    All  the  above  are  noted  with  a  view  to  selection  of  the 

best  protective  coverings  or  pigments  for  the  iron  exposed.    If  a  river  site  or  ocean 

harbor  is  in  question,  careful  search  should  be  made  for  records  of  maximum  high  water, 

and  these  data  carefully  compared  and  considered  in  locating  the  various  units.    If  it  is 

found  that  there  is  the  remotest  chance  of  high  water  flooding  even  a  part  of  the  site, 

the  boiler  and  power  plants  should  at  least  be  at  an  elevation  above  the  highest  possible 

,     ivater  stage. 

The  contour  map  illustrated  in  Fig.  2  will  give  an  idea  of  the  natural  ph3r8ical  obstacles 
to  be  overcome  in  l^e  average  typical  location,  and  its  inspection  will  at  once  determine 
the  course  of  the  waste  run  (6)  to  the  river  (r),  and  further  suggest  the  high  ground  at 
(a)  as  suitable  in  a  general  way  for  the  location  of  stills,  boiler  plant,  etc.,  subject  to 
modifying  factors  about  to  be  discussed.  It  should  always  be  borne  in  mind,  however, 
that  the  construction  of  a  large  plant  will  warrant  the  expenditure  of  considerable  s\mis 
for  leveling  off,  filling  in,  etc.,  that  would  not  be  permissible  in  a  small  plant.  AH  this 
must  be  duly  considered  in  preparing  a  layout.  The  successful  designer  steers  a  middle 
course  between  excessive  foundation  costs,  desirable  alignments,  and  general  arrangement 
I  with  real  refining  efficiency  as  the  keynote  both  from  a  present  and  future  standpoint. 
!  Railroad  connections. — ^With  such  a  contour  map  as  illustrated  at  hand  and  the  more 

general  location  of  stills,  boilers,  tanks,  etc.,  planned  with  due  respect  to  drainage,  general 
nature  of  ground,  etc.,  the  line  of  connecting  railroad  spur  or  spurs  must  first  of  all 
be  determined  before  assigning  definite  locations  for  the  different  units.  A  railroad 
follows  certain  undeviating  customs  which  may  interfere  considerably  with  the  originally 
planned  layout.  It  is  all  very  well  for  a  commercial  agent  to  advise  proceeding  with  con- 
struction because  a  connecting  spur  would  be  promptly  installed,  etc. ;  but  absolutely 
nothing  should  be  done  until  a  conference  is  held  with  a  representative  of  the  engineering 
department  of  the  road,  who  will  quickly  say  what  approach  is  feasible.  In  a  plant  of 
large  size,  where  almost  the  first  construction  involves  a  material  track  or  tracks,  such  a 
caution  is  unnecessary.  With  a  small  plant  or  one  of  moderate  size,  the  case  is  different 
and  unless  the  designer  is  a  thoroughly  competent  engineer  or  familiar  with  railroad 
practice,  it  is  entirely  possible  that,  after  build- 
ing has  actually  started,  the  railroad  will  not 
lay  its  spur  in  a  direction  desired  by  the  builder 
— and  for  the  best  of  reasons,  safety  in  opera- 
tion.     A  consultation  beforehand  will  avoid  „      o     ««  •   i.     . 

,  ^  .        J      X      J-  fr.1-         x    •  Fio.  3. — Mam  line  turn-outa. 

many  a  later  misimderstanding.    Thus  it  is 

not  generally  known,  that  on  a  fast  main  line  double  track  a  spur  is  invariably  connected 
80  that  the  prevailing  traffic  will  be  past  the  switch  points,  rather  than  approach- 
ing them,  i.e.,  "  trailing  points,'^  as  shown  in  Fig.  3. 

With  the  limited  land  at  disposal  in  many  refinery  sites,  it  is  obvious  that  the  direc- 

I         tion  of  approach  is  an  important  factor.   Now  consider  that  a  curve  is  contemplated  close 

to  the  connecting  spur,  that  a  creek  or  run  intervenes  and  the  problem  becomes  even  more 

complicated;  here  the  railroad  engineer's  advice  is  essential.    The  question  of  a  curve  is 

often  too  lightly  considered,  for  while  a  curve  of  even  15°  is  theoretically  allow- 
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able  and  even  permissible  in  certab  work,  it  is  altogether  too  sharp  for  switching  t^nlr 
cars,  which,  especially  when  partly  loaded,  are  somewhat  unstable  on  a  sharp  curve 
whose  outer  rail  is  laid  according  to  usual  practice,  due  to  the  flow  of  contents  to  the  low 
side.  The  illustration  in  Fig.  4  shows  such  a  maximum  degree  curve,  to  be  avoided 
wherever  possible.  It  also  shows  a  curve  of  sufficiently  generous  radius  to  offer  no 
ground  for  criticism  and  at  the  same  time  sharp  enough  to  be  usable  in  most  locations 
where  a  curve  must  be  installed.  An  extra  force  is  required  to  push  cars  around  any  form 
of  curve,  and  where  occasional  '^  spotting  "  has  to  be  done  by  mapiml  labor  its  disad- 
vantages w^ill  be  very  apparent.  Hence  at  least  avoid  any  curve  in  the  layout  near  a 
loading  rack  or  barrel-house  platform. 

Abutting  property. — It  is  highly  desirable  to  secure  a  site  sufficiently  large  and 
removed  from  a  congested  district,  so  that  there  will  be  little  likeUhood  of  complaint 
from  odor  or  damage  to  abutting  property  from  fire.  Plants  located  near  the  great 
industrial  centers  will  always  have  to  contend  with  these  problems.  While  no  general 
rule  can  be  given,  it  is  advisable  to  locate  stills,  and  particularly  pressure  stills,  on  a  line 
at  least  100,  and  better  300,  feet  from  residential  property  or  factory  buildings.  It  is 
also  inadvisable  to  locate  tanks  intended  for  crude,  gasoline,  benzine  or  other  low-flash 
products  adjacent  to  such  property.  It  is  far  better  to  save  such  a  location  for  heavy 
fuel  or  lubricating  storage  and  thereby  reduce  fire  insurance  to  the  TninimniY^      it  also 
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seems  hardly  necessary  to  suggest  that  such  a  unit  as  a  grease  plant  or  an  acid  restoring 
plant,  should  be  located  as  far  from  abutting  property  and  from  the  refinery  office  as  is 
possible  within  good  engineering  limits.  The  reasons  are  obvious.  Another  frequent 
source  of  complaint  is  the  smoke  from  a  clay  revivifying  system,  and  in  designing  a  plant 
this  imit  should  be  located  so  as  not  to  be  objectionable.  If  the  plant  operates  a  com- 
pression system  for  extracting  gasoline  from  still  gases,  it  is  also  advisable  to  have  this 
more  or  less  removed  from  adjacent  property,  as  it  constitutes  a  risk  somewhat  similar 
to  stills,  or  tanks  containing  low-flash  products. 

However,  when  the  area  is  so  hmited  that  space  must  be  economized,  and  tankage  or 
stills  erected  close  to  adjacent  property,  extra  care  should  be  exercised  in  construction  with 
special  reference  to  fire  prevention  and  extinguishing  systems,  not  only  from  the  addi- 
tional risk  to  adjacent  property,  but  from  a  consideration  of  the  more  congested  condi- 
tion in  the  refinery  itself.  The  design  should  consider  special  furnace  construction  and 
burners  to  minimize  the  smoke  produced,  scrubbing  towers  for  acid  vapors  and  the  like,  to 
prevent  suits  in  the  nature  of  smoke  nuisance;  objectionable,  foul  and  deleterious  odors, 
etc.  In  many  cases  the  extra  cost  will  be  paid  by  more  efficient  combustion  on  the  one 
hand  and  by  greater  recovery  of  acid  on  the  other.  These  and  similar  points  are  well 
worth  investigating  in  a  design,  which  is  not  affected  by  the  nature  of  the  abutting 

property. 

Quantity  of  water  available.— The  design  of  a  plant  is  greatly  affected  by  the  amount 
and  nature  of  its  water  supply.     Next  to  quantity  and  quality  of  crude  to  be  refined  it  ie 


WATER  SUPPLY  IN  PLANT  DESIGN  11 

perhaps  the  most  important  factor  iu  design.  An  efficiently  operated  refinery  is  an 
impossibility  without  adequate  water.  Where  the  water  supply  is  taken  from  a  lake  or 
clear  river  of  large  size,  as,  for  example,  in  the  plants  located  on  the  great  lakes,  the  water- 
supply  problem  is  a  very  simple  one,  it  being  merely  necessary  to  plan  an  adequate 
suction  line  with  proper-sized  pumps  to  handle  the  volume  of  water  desired.  The  quan- 
tity obtainable  is  limited  only  by  the  size  of  the  pumping  equipment. 

Similarly,  plants  located  on  rivers  of  the  Mississippi  type  can  readily  obtain  ample 
boiler-feed  water  by  pumping  direct  from  the  river  and  allowing  filtration  through  a 
simple  gravel  bed,  but  wells  must  be  drilled  to  obtain  condensing  water  of  required 
coolness.  However,  even  in  this  case  it  is  merely  a  question  of  drilling  sufficient  wells  so 
that  again  the  general  design  of  the  plant  need  scarcely  be  modified.  On  the  other  hand, 
in  inland  sites  where  a  limited  quantity  of  water  is  available,  especial  provisions  have  to 
be  exercised,  such  as  the  employment  of  condensing  sections  of  high  interchange  effi- 
ciency, spfay  ponds,  cooling  towers  and  the  like,  to  say  nothing  of  rain  ponds  and  sim- 
ilar means  of  conserving  all  the  water  produced.  Different  refining  equipments  require 
different  amounts  of  water,  as  will  be  discussed  in  special  refining  apparatus,  but  as  a 
general  proposition,  a  plant  refining  all  products  including  lubricants,  will  require  about 
1000  to  2000  gallons  per  minute,  per  thousand  barrels  of  crude  refined  daily.  Variation 
in  quantity  depends  on  the  temperature,  the  design  of  condensing  coils,  and  future  utili- 
zation and  recovery  of  water.  With  these  figures  in  mind,  a  thorough  survey  of  the 
plant  site  should  be  made  before  closing  a  purch&<3e  option,  or  beginning  actual  construc- 
tion, especially  if  the  plant  be  of  several  thousand  barrels  or  more  projected  capacity . 

When  tapping  an  underground  stream  of  water  either  by  a  deep  artesian  well  or  by 
simple  casing  if  the  flow  be  at  a  slight  depth  below  surface,  the  direction  of  the  water 
course  should  be  established  as  thoroughly  as  possible.  The  location  of  more  than  two 
or  three  wells  in  the  direction  of  flow,  except  in  instances  of  an  exceptionally  large  under- 
ground current,  does  not  seciure  a  supply  of  water  proportionate  to  the  investment.  In 
other  words,  additional  wells  should  be  located  on  a  line  at  right  angles  to  the  direction 
of  the  flow  to  the  limits  of  a  diminishing  supply.  The  distance  between  such  wells 
depends  upon  the  local  conditions  as  well  as  the  nature  of  casing,  screen,  etc.  Most 
waters  permit  ordinary  wrought  pipe;  others  require  galvanized  iron  or  brass  screen, 
depending  on  the  nature  of  the  minerals  or  gases  contained.  If  the  water  supply  is 
obtained  in  coarse  gravel,  a  simple  perforated  casing  suffices.  More  frequently  the 
presence  of  sand  requires  a  patented  slotted  design,  or  combination  of  screens  and  where 
quicksand  is  present  the  problem  is  often  difficult  of  solution,  requiring  the  services  of  an 
expert  well-driller,  familiar  with  the  locality  in  question. 

In  general  it  is  well  to  avoid  a  site  where  the  water  is  known  to  be  of  a  corrosive  nature 
or  loaded  with  mineral  salts  or  is  produced  in  a  stratum  of  fine  quicksand.  But  where 
other  considerations  make  a  certain  location  particularly  desirable,  these  objectionable 
features  if  not  too  pronounced  may  sometimes  be  overcome  at  a  certain  increased  refin- 
ing cost.  The  feasibility  of  such  treatment  and  its  cost  should  of  course  be  definitely 
known  as  affecting  the  present  and  future  design  of  the  plant.  The  rough  location  of  the 
wells  for  present  need  as  well  as  for  future  development,  should  likewise  be  considered  as 
to  influence  on  the  location  of  stiUs,  building,  tankage,  etc.,  with  due  consideration  of  the 
previous  remarks  in  this  chapter.  When  possible,  all  wells  should  be  removed  from  any 
danger  of  fire  to  the  pumping  equipment,  or  from  flooding  from  oil  or  waste  discharge. 

Quantity  and  grade  of  crude,  general  refining  scheme. — With  the  questions  of  site, 
railroad  connections,  water  supply,  etc.,  satisfactorily  solved,  the  vastly  more  important 
problem  of  plant  design  as  affected  by  quantity  and  quality  of  crude  supply  demands 
attention.  In  conjunction  with  the  closely  interrelated  general  scheme  of  refining,  it 
involves  by  far  the  greatest  expenditure  of  capital,  and  will  therefore  be  discussed  in 
considerable  detail.    With  the  quantity  of  crude  available  as  the  fundamental  basis  for 
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computation,  the  principal  modifying  causes  affecting  design  under  the  above  classifi- 
cation may  be  tabulated  as  follows: 

General  Refining  Scheme 

1.  Grades  of  crude  oil. 

(a)  Physical  characteristics. 
(h)  General  composition, 
(c)  Chemical  impurities. 

2.  Basic  process  employed. 

(a)  Skimming  or  topping. 

(6)  Reduction  to  coke,  paraffin  wax  and  paraffin  oils. 

(c)  Reduction  to  asphalt  flux,  paraffin  wax  and  red  oils. 

(d)  Reduction  to  steam  refined,  filtered  stocks  and  petrolatum. 

(e)  Reduction  to  steam  refined,  filtered  stocks,  paraffin  wax  and  neutrals. 
(/)  Reduction  to  bright  filtered  stocks,  paraffin  wax  and  neutrals. 

(g)  Various  combinations  of  the  above  schemes. 

3.  Auxiliary  processes  employed. 

(a)  Blending. 

(h)  Compounding. 

(c)  Grease  making. 

(d)  Candle  making. 

4.  Shipping  plan. 

(a)  Tank  cars. 

(b)  Drums  and  barrels. 

(c)  Cans  and  cases. 

(d)  Slabs  and  cakes. 

Grades  of  crude  oil. — ^The  physical  characteristics  and  general  composition  of  a  crude 
oil  determine  to  a  considerable  extent  the  process  that  may  be  used.  This  in  turn 
governs  the  design  and  selection  of  equipment.  Thus  it  would  be  folly  to  consider  a 
simple  skimming  plant  for  operation  on  a  high-priced,  stock-producing  crude,  such  as 
the  average  Pennsylvania  grade.  Equally  absurd  would  be  the  selection  of  stills  suit- 
able for  the  continuous  skimming  of  Mid-Continent  crude,  for  reduction  of  the  heavy 
waterHsaturated  Panuco  Mexican  grade.  Again,  a  high  sulphur-bearing  crude  such  as 
South  Lima  or  Indiana  can  only  be  refined  by  the  aid  of  special  equipment,  involving 
additional  agitator  and  still  capacity  over  that  required  for  a  so-called  **  sweet  "  crude 
of  similar  3neld  and  physical  constants.  In  short  for  plant  design  of  the  highest  effi- 
ciency, each  crude  presents  a  special  problem,  and  no  plant  however  small  should  be 
designed  ^-ithout  a  complete  anal3rsis  of  the  crude  at  hand  as  a  guide,  unless  it  is 
produced  from  an  area  of  comparative  uniformity,  for  example  the  average  Pennsyl- 
vania grade.  The  larger  the  contemplated  plant,  the  greater  the  time  that  should  be 
given  to  preliminary  analytical  work,  and  to  the  yields  of  various  products  and  their 
characteristics  as  affecting  the  design  or  equipment.  These  facts  should  be  carefully 
studied  from  data  obtained  not  from  the  small  pot  still,  run  off  in  five  to  six  hours,  but 
from  a  two-  or  three-barrel  still  run  for  the  full  period  estimated  for  the  operating  unite. 

Where  this  course  is  impossible,  the  appended  classification  of  crudes  will  serve  as  a 
rough  guide  to  variations  in  refining  practice  and  design,  peculiar  to  the  grade  of  crude, 
apart  from  the  basic  refining  scheme  given  above.    The  reader  is  cautioned,  however 
that  such  a  classification  is  very  elastic,  and  that  certain  minor  differences  in  design 
noted  in  certain  plants  running  on  different  crudes  are  the  result  of  custom  and  routine 
characteristic  of  a  certain  locality  rather  than  of  actual  need. 
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CUusifieaiion  of  Crudes  Requiring  Essential  Differences  in  Plant  Design 

(a)  Mid-Continent  (Kentucky,  Illinois,  Kansas,  Oklahoma,  etc.). 
(6)  Pennsylvania  (W.  Virginia,  E.  Ohio,  etc.). 

(c)  Lima  (North  and  South  Indiana,  etc.). 

(d)  Texas  (Gulf  Coast,  etc.). 

(e)  California  (Mexican,  etc.). 

if)  Mexican  (Heavy  California,  etc.). 
(g)  Sumatra  (Borneo,  Java,  Japanese,  etc.). 
(h)  Russian. 
(i)  Rumanian. 

In  general,  crudes  of  the  Mid-Continent  type  are  of  paraffin-asphaltic  base  and  yield 
distillatee  that  are  readily  sweetened  and  produce  excellent  lubricating  oils.  In  some, 
the  asphalt  content  predominates  to  such  an  extent  that  after  removal  of  the  lighter 
fractions,  the  residuum  can  only  be  economically  sold  as  fuel  oil,  or  at  best  reduced  and 
blown  to  asphalt.  Such  plants  are  perfectly  justifiable  as  skimming  or  stripping  units, 
and  require  little  knowledge  of  petroleum  technology  in  design.  The  greater  produc- 
tion of  Mid-Continent  crude  is  far  more  suitable,  however,  for  reduction  to  parafl&n 
wax,  neutrals,  and  red  oils,  or  wax,  paraffin  oils  and  coke;  while  in  not  a  few  instances 
crudes  have  been  produced,  notably  in  the  Billings  and  Garber  pools  resembling  Penn- 
sylvania grade  in  their  physical  characteristics.  They  yield  excellent  steam-refined, 
filtered  or  bright  stocks  by  the  application  of  proper  refining  methods.  From  the  very 
fact  that  crudes  of  this  sort  partake  of  the  nature  of  several  simpler  varieties,  it  must 
be  apparent  that  the  design  of  such  plants  calls  for  an  intimate  knowledge  of  the  tech- 
nology of  petroleum  quite  apart  from  purely  engineering  features.  Economic  con- 
ditions, however,  frequently  alter  the  situation  so  that  skimming  plants,  operating 
even  on  crudes  of  superior  lubricating  base  are  exceedingly  profitable,  and  the  design 
of  a  simple  typical  Mid-Continent  plant  will  therefore  be  discussed  in  part.  It  illustrates 
in  principle  the  general  method  of  individual  plant  design,  a  subject  which  it  is  mani- 
festly impossible  to  cover  in  its  multiplicity  of  detail  in  a  book  of  this  natiu*e. 

Consider,  for  example,  a  prospective  plant  of  1000  barrels  daily  capacity  for  operat- 
ing on  a  crude  of  the  following  characteristics. 

Characteristics  oj  Blackwelly  Oklahoma^  Crude 

Or.  Color  Odor  Base  Sulphur 

37.5  Green  Sweet  Paraffin-Asphalt  0.262  per  cent 

Laboratory  Test  Summary 

Per  Cent 

66/58  Gasoline,  450°  End-point 27.3 

60/52  Batching  naphtha 3.7 

41/43  Water-white  kerosene 15.5 

40/41  Prime-white  kerosene 8.7 

34/36  Light  gasoil 8.3 

24/26  Fuel  oQ 34.4 

Loss 2.1 

Total 100.00 

Let  it  be  assumed  that  the  above  test  has  shown  that  twenty-four  to  twenty-six 
hours  running  time  on  crude  is  necessary  to  effect  a  sufficiently  complete  separation 
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of  products,  and  that  50  per  cent  of  the  original  crude  benzine  must  be  steamnstilled 
to  secure  an  end-point  of  450°  F.  Let  it  be  further  assumed  as  demonstrated  by  test, 
that  the  steamHstill  bottoms  and  entire  original  prime-white  cut  must  also  be  rerun  to 
obtain  color,  and  that  all  overhead  products  except  the  gas  oil  must  receive  either 
sodium  plumbate,  i.e.,  "  doctor  "  treatment,  or  both  acid  and  "  doctor  "  treatment, 
to  finish  sufficiently  sweet  to  stand  inspection. 

From  the  above  data  it  follows  that  if  twenty-six  hours  are  necessary  to  strip  1000 
barrels  of  crude  in  a  1000-barrel  still,  then  a  capacity  equal  to  t^  or  ^  over  this  figure 
would  be  theoretically  necessary  to  strip  the  same  quantity  in  twenty-four  hours;    i.e., 
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Fzo.  5. — Rear-end  elevation  of  continuoua  crude  and  batch  rerunning  stills. 


1088  barrels  stiU  capacity.  It  has  also  been  demonstrated  empirically  that  practically 
the  same  separation  can  be  obtained  on  a  crude  of  this  nature  with  50  per  cent  to  60 
per  cent  ^  less  still  capacity,  and  about  an  equal  reduction  in  operating  fuel,  provided 
it  be  run  continuously  and  that  proper  exchanging  units  have  been  installed.  While 
therefore  in  the  particular  problem  at  hand,  a  capacity  of  544  barrels  would  be  theo- 
retically sufficient,  such  computation  would  allow  no  shut-downs  or  cleaning,  repairs, 
etc.  Hence  the  figure  of  544  should  be  increased  by  10  per  cent,  the  resultant  amount 
598,  or  in  round  numbers  600  barrels,  being  ample  still  capacity  if  correctly  propor- 
tioned to  the  size  of  the  plant.     Here  again  empiricism,  custom  and  good  practice 
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Fio.  6. — Plan  of  rear-end  continuous  crude  and  batch  rerunning  stills. 


would  unite  in  advocating  six  stills,  6  feet  diameter  by  25  feet  long,  each  of  100  barrels 
charging  capacity  for  a  plant  of  this  nature. 

Similarly,  basing  the  computation  on  10  per  cent  of  the  daily  crude  refined  to  be 
rerun,  requiring  say  thirty-six  hours  per  batch,  it  may  be  shown  allowing  time  for  repairs, 
still-cleaning,  etc.,  that  two  additional  100-barrel  still  units  are  a  necessary  part  of  the 
contemplated  design  for  redistillation  of  steam-stOled  bottoms  and  prime-whit«  dis- 
tillate. Fifty  per  cent  of  the  initial  crude  benzine  (which  for  purposes  of  discussion 
may  be  assumed  as  shown  by  preliminary  laboratory  tests  to  have  been  one-ninth 
greater  than  the  combined  gasoline  and  naphtha  percentages)  would  then  be  50  per 
cent  of  34.4  per  cent  or  172  barrels  daily  of  benzine  to  be  steam-stilled.  Assuming 
that  experiments  have  further  shown  a  unit  quantity  of  benzine  to  require  about  seventy- 

1  This  figure  may  be  increased  to  70  per  cent  and  in  some  cases  80  per  cent  on  small  units  where 
proper  dephlegmating  towers  arc  installed.  It  is  not  uncommon  to  skim  five  times  the  actual  charc- 
ing  capacity  of  a  battery  of  small  stills  in  twenty-four  hours. 
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two  hours  for  tower  dephlegmation  to  secure  the  best  results,  a  8team-«till  capacity 
of  3  times  172  barrels,  or  516  barrels  would  then  be  theoretically  required  with  no 
allowance  for  handling  off-color  and  off-end-point  batches  at  crude  stills.  The  above 
figure  should  therefore  be  increased,  say  25  per  cent,  to  provide  for  such  a  contingency, 
and  another  25  per  cent  for  accumulation  of  water  and  bottoms,  increasing  the  total 
amount  to  747  barrels;  or,  in  round  numbers,  two  steam  stills  10  feet  in  diameter  by 
30  feet  long,  each  of  400  barrels  charging  capacity,  would  about  fulfill  the  requirements. 
The  stills  described  above  are  shown  in  elevation  and  plan  the  crude  and  steam  stills 
connected  to  run  continuously  in  Figs.  5,  6  and  7. 

Condenstng  capacity. — In  computing  condensing  capacity  for  a  plant  of  this  size, 


Towan  4  z  U . 


Fig.  7. — Rear-end  elevation  continuous  tower  steam  stills. 

the  following  empirical  data,  based  on  the  assumption  of  14  barrels  of  water  at  70"  F. 
being  available  for  cooling  purposes  per  barrel  of  distillate  produced,  will  be  found 
satisfactory  and  practical.  More  exact  methods  of  determining  areas  of  condensation 
surfaces  are  considered  in  the  chapter  on  standard  apparatus  design.^ 

Condensing  Suhpace  Required  per  Barrel  op  Distillate  Produced  per  Hour 

Stills  Using  Both  Fire  and  Steam 

Stripping  to  "off  ga»oil "  (1}  pounds  steam  per  gallon  of  distillate)  =  50  square  feet 

Rerunning  distillate  (2i  pounds  steam  per  gallon  of  distillate) =  70  square  feet 

Steam-stilling  benzine  (li-10  pounds  steam  per  gallon  distillate) =  150  square  feet 

In  determining  the  size  of  crude-still  condensers  in  the  plant  under  discussion, 
reference  to  the  laboratory  test  shown  on  page  13  indicates  that  this  crude  will  yield  65 

1  See  p.  150. 


per  cent  distillate,  or,  in  tenns  of  qu&ntity,  and  of  crude  run,  650  barrels  p«r  twenty-four 
houiB.  This  is  distributed  among  five  stills.  Assuming  that  the  Kum  of  the  flow  of  the 
first  and  last  of  the  series  only  equals  that  of  any  one  of  the  intermediate  stills  there 


would  be  produced  per  hour  per  still  — — -  or  5.4  barrels.    Further  let  it  be  assumed 

that  at  certain  periods,  on  account  of  some  one  still  of  the  series  tailing  behind,  that 
its  flow  must  be  forced  for  a  ehort  interval.    Allowance  should  be  made  for  double 


the  regular  quantity  estimated,  Le.,  2  by  5.4  or  10.8,  or  roughly  10  barrels.  Applying 
the  surface  formula  tor  stripping  to  gas-oil,  an  area  of  10  feet  by  60  feet,  or  500  square 
feet  would  be  required.     Reduced  to  linear  feet  of  say  2-inch  pipe  (0.6  square  foot 

mean  internal-external  area  per  linear  foot),  -r— -  or  833  feet  of  the  latter  would 


HEAT  EXCHANGE  17 

be  neoessaiy.  In  round  numbers  830  feet  will  be  required  to  effect  rapid  condensation 
and  avoid  formation  of  pressure.  A  5-manifold  branch  would  be  in  order  of  -^^  or 
166  feet  to  each  section.  Estimating  the  average  length  of  the  pipe  to  be  22  feet, 
including  return  bends,  each  coil  section  would  be  composed  of  ^^ff-  or  roughly 

7  tiers.  Since  an  odd  number  is  necessary  in  or.!er  that  the  outlet  of  the  coil  be  at 
the  opposite  end  of  the  condenser  to  the  vapor  inlet,  7  rows  would  therefore  be  adopted. 
If  the  sections  themselves  are  joined  to  a  header  on  10-inch  centers,  and  spaced  verti- 
cally 8  inches  apart  by  slightly  springing  the  return  bends,  which  would  be  of  malleable 
iron,  a  box  would  be  evolved  6  feet  in  width  by  6  feet  in  depth  by  25  feet  in  length. 
Or  in  actual  fabrication  there  would  be  a  compartment  condenser  of  48  feet  length  by 
25  feet  width  by  6  feet  depth,  divided  into  8  compartments  of  the  size  above  mentioned. 
Computation  would  show  the  two  condensers  necessary  for  rerun  stills  to  be  practically 
the  same  sice  as  for  crude  stills.  Similarly  computed,  the  aze  of  the  steam-still  con- 
densers would  figure  8  feet  by  8  feet  by  25  feet,  with  7  sections,  9  pipes  to  the  coil. 
Or  in  actual  construction  a  two  compartment  box  25  feet  long  by  16  feet  wide  by  8  feet 
deep  would  be  built.    Both  crude-still  and  steam-still  types  are  illustrated   in  Figs. 

8  and  9.  In  like  manner  the  sixe  of  pumping  out  condensers  or  coolers  may  be  computed, 
these  being  an  auxiliary  or  emergency  necessity  even  where  exchangers  are  installed. 
From  the  rough  empirical  figure  of  14  barrels  of  water  required  per  barrel  of  distillate 
produced,  the  water  necessary  for  condensation,  including  that  necessary  for  partial 
cooling  of  bottoms,  may  be  figured  as  follows.  Accurately  compiled  data  for  such  work 
are  given  in  a  subsequent  chapter. 

Water  Necessary  for  CandensaHon  and  Cooling 

Barrels 
1000  Bensine,  distillate,  gas-oil  and  fuel. 
100  Rerun  distillate  (including  bottoms). 
172  Heavy  benzine  (including  bottoms). 


1272  Total  products  to  be  condensed  or  cooled. 
424  33}  per  cent  for  forced  periods. 


1696  Grand  total. 
1696X14X42 


24X60 


=  692.5  gallons  per  minute. 


Inasmuch  as  the  water  estimated  in  the  preceding  tabulation,  after  serving  its  purpose 
for  condensation,  can  be  used  for  boiler  feed,  and  to  a  certain  extent  for  washing  in 
agitators,  the  above  figure  with  an  allowance  of  say  10  per  cent  for  cold  washing  and 
miscellaneous  uses,  or  roughly  660  gallons  per  minute,  would  constitute  the  plant's 
requirements.  This  amoimt  would  be[reduced  in  proportion  to  subsequent  recirculation 
where  a  cooling  system  is  installed.  < 

Heat  exchange. — ^The  scientific  consideration  of  heat  exchangers^  is  taken  up  at 
length  in  the  chapter  on  standard  apparatus  design.  The  problem  of  proportioning  an 
exchanger  for  the  simple  type  of  plant  under  discussion  is  easily  solved  by  allowing  a 
heat  exchanging  surface  of  25  square  feet  per  barrel  of  fuel  oil  produced  per  hour.  Actual 
obnstruction  favors  a  counter-current  pipe  exchanger  for  the  small  quantities  involved, 
as  it  is  cheap  and  practical.  The  hot  residuum  pas^ses  through  the  pipes  whose  surface 
area  is  to  be  computed  and  the  crude  surrounds  the  same.  Assimiing  that  a  series  of 
2-inch  pipes  (eight  in  number)  is  inserted  in  an  outer  10-inch  jacket  and  welded  into 
tube  sheets  placed  just  within  the  ends  of  the  10-inch  pipe,  their  length  may  be  easily 

1  See  p.  181. 
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ascertained.    Thus  the  mean  intemal^xtemal  area  of  2-mch  pipe  being  0.60  square  foot 
per  bnear  foot,  we  have:  *    wrniuareioo* 

35  per  cent  X 1000X25 

-^ -=364.5  square  feet  of  pipe  surface; 

364.5 

■^-^  =607.5  linear  feet  of  2-inch  pipe; 

607.5 
g  -  75.9  feet(8  in  parallel  2-inch  pipe). 

Prom  the  above  it  is  evident  that  two  parallel  units  of  10-inch  pipe  each  38  feet 
long  containing  eight  2-inch  pipes  would  be  an  excellent  practical  arrangement.  Such 
a  form  of  exchanger  is  illustrated  in  vertical  section  in  Fig.  10. 

Steam  requirement,— The   steam  necessary  to  process  a  smaU  skimming  plant 

,  (hndtovt 
tv»l  «ut 


101a«l>pl|i«40k. 
Qnd»  la  ri-      ^ 

&8.4nla    ' 

SECTION  OP  PIK  HEAT  EXOHANOER 

Fla.  10. — ^A  section  of  a  pipe  heat  exohan^ er. 


similar  to  the  one  under  discussion  may  also  be  figured  from  empirical  considerations 
on  the  basis  of  the  appended  table. 

Skimming  Plant  Process  Steam  Requirements  in  Horsepower  per  Barrel  of  DistiUaies 

Produced  in  Stills  Using  Both  Fire  and  Steam 

H.P. 

Strippmg  to  "  off  gas-oil  " 2.1 

Rerunning  distillate 3  g 

Steam-stilling  benzine  (1st   50  per  cent) 2  1 

Steam-stilling  benzine  (2d  50  per  cent) 14 .06 

Referring  again  to  the  laboratory  yield,  and  applying  the  above  data  to  the  present 
problem,  we  have: 

H.P. 
Steam  used  in  stripping. =$^x  2.1   =  5^.9 

Steam  used  in  rerunning =^^X  3.5  =  14,5 

Steam  used  in  steam-stilling =  fJX  2.1=     7.5 

Steam  used  in  steam-stilling »  f|-X14.06»  50.2 

129.2 
Steam  used  in  forced  periods  (add  50  per  cent) 54  g 

Total  steam  used  in  process .ImTo 

By  further  simple  methods  of  computation  the  steam  necessary  for  heatinir 
pmnping  purposes  may  be  estimated  at  50  additional  horsepower,  or  a  total  of  ^aa 
For  operating  boilers  at  80  per  cent  of  their  rating,  amply  sufficient  with  the 
refinery  feed  water,  the  nominal  rating  over  the  actual  requirements  would  be  >  O 
305.    In  other  words  two  150-  or  three  100-H.P.  boilers  would  carry  the  load     fth^ 
plant  without  overcrowding.  ® 
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Agitator  capacity. — ^Assuming  that  all  the  overhead  products  except  gas-oil  require 
treating  in  some  fonn,  the  agitator  capacity  would  figure  58  per  cent  of  the  crude  oil, 
or  580  barrels  daily.  The  entire  treating  of  such  a  plant  could  theoretically  be  handled 
with  ease  in  ten  hours,  and  the  nominal  agitator  capacity  be  thereby  reduced  over  50 
per  cent;  but  such  construction  would  be  undesirable  unless  the  concern  is  exceed- 
ingly limited  in  financial  resources.  Slight  slips  in  the  process  would  mean  r^ular 
night  treating  with  its  greater  chance  for  loss  and  would  not  be  considered  the  best 
refinery  practice.  One  agitator  of  375  barrels  capacity  would  be  a  more  practical 
unit  for  a  plant  of  such  sise. 

Tankage. — In  regard  to  tankage,  in  general  one  or  preferably  two  run-down  tanks 
should  be  installed  for  each  grade  of  the  product  cut  at  a  still,  including  a  slop  tank, 
all  of  sufficient  capacity  to  avoid  more  than  one  pumping  daily.  It  is,  however, 
admitted  in  many  plants  that  the  size  of  run-down  tanks  is  a  matter  of  tradition  and 
custom  rather  than  of  expediency.  Two  small  tanks  are  always  better  than  one  large 
one,  even  though  their  initial  cost  be  greater,  because  more  regular  and  continuous 
operation  of  tHe  process  is  assured  when  one  of  a  pair  is  off  for  cleaning  or  repairs. 
Furthermore  it  is  difficult  accurately  to  compute  the  daily  balance  sheet  in  a  plant 
where  single  run-down  tanks  are  used,  on  account  of  a  condition  frequently  met,  where 
oil  is  run  into  a  tank  and  pumped  out  at  the  same  time.  In  the  simple  type  of  plant 
under  discussion,  however,  with  the  few  products  refined,  an  excellent  working  layout 
would  consist  of  one  tank  per  product  cut  at  crude  and  rerunning  stills,  including  slop, 
with  an  extra  in  reserve  making  about  eight  tanks,  with  four  at  the  steam  stills  or 
twelve  500-barrel  tanks  in  all.  In  simple  construction  of  the  above  type,  the  so-called 
working  tanks  of  larger  refineries  are  scarcely  necessary.  Only  bleachers  for  refined 
oil  and  field  storage  tanks  remain  to  be  considered  as  major  points  of  design. 

Bleachers. — The  bleachers  may  be  disposed  of  with  the  statement  that  there  should 
be  two  for  each  grade  of  refined  oil,  so  that  the  clear  oil  in  one  tank  need  not  be  dinuned 
by  the  dropping  of  a  fresh  batch.  In  size  they  should  obviously  be  large  enough  to  hold 
a  full  batch  from  the  agitator,  with  excess  room  for  expansion  when  heated  or  blown, 
amounting  in  volume  to  10  per  cent.  Thus  in  this  design  four  300-barrel  bleacher 
tanks  are  required. 

Storage  tanks. — ^While  still  and  agitator  capacity,  and  the  size  of  the  run-down 
tanks  can  be  scientifically  worked  out  for  any  refining  problem,  storage  tanks  are  depend- 
ent upon  so  many  conditions  that  a  special  topic  has  been  assigned  to  them,  as  affecting 
refinery  design.  In  a  simple  plant  of  the  type  under  discussion,  a  month's  storage 
for  crude,  burning  oil,  gas-oil,  and  gasoline  products,  with  a  two  months'  supply  for  fuel 
oil  would  not  be  an  uncommon  arrangement.  Although  a  few  skimming  plants  possess 
much  greater  reserve,  many  of  the  smaller  ones  cannot  run  longer  than  three  or  four 
days  without  a  shipment  of  some  commodity.  On  the  above  basis  the  typical  plant's 
field  storage  would  be  apportioned  as  follows: 

Typical  Field  Storage  Tanks  of  a  IQOO-Barrel  Skimming  Plant 

Tanks       Barrels 

Crude (2)  15,000 

Water-white  distillate (2)  2,500 

Prime-white  distillate (1)  2,500 

Water-white  kerosene (1)  1,000 

Prime-white  kerosene (1)  1,000 

Gas-oil (2)  1,000 

Crude  benzine (2)  2,500 

Gasoline  and  naphtha (4)  1,000 

Fuel  ofl (2)  10,000 
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Complete  fabncation  specifications  for  plate  work  in  the  typical  1000-barrel  plant 
recently  discussed,  including  certain  items  not  previously  mentioned,  will  be  found 
on  pages  24-40.    A  layout  map  is  shown  in  Fig.  11.    By  applying  the  same  principles 
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Fio.  12. — Layout  0000-barrel  plant  running  to  flux  and  lubricating  oila. 

as  mentioned  in  the  immediately  preceding  paragraphs,  in  conjunction  with  the  more 
accurate  and  scientific  methods  of  computation  discussed  in  the  sections  devoted  to 
apparatus,  the  design  for  Mid-Continent  plants  running  to  asphalt  flux,  paraffin  wax, 
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neutraLs  or  red  oils,  or  wax,  paraffin  oils  and  coke,  may  be  similarly  worked  out.  The 
lists  of  equipment  together  with  fabrication  specifications  on  pages  41-78  give  an  idea 
of  current  engineering  practice  for  a  6000-barrel  plant  of  this  order.  The  layout  of 
such  a  plant  is  shown  in  Fig.  12,  and  the  illustrations  shown  in  Figs.  13  and  14  give 
an  excellent  idea  of  the  appearance  of  such  construction. 

The  engineer  is  called  upon  for  a  wide  variation  in  style  of  construction  in  plants 
operating  on  the  grades  of  crude  thus  far  discussed.  The  design  of  a  Pennsylvania 
pjant  is  practically  standardized  as  far  as  the  process  is  involved.  It  concerns  itself 
especially  with  additions  to  the  older  plants  and  with  overcoming  engineering  dif- 
ficulties presented  by  lack  of  space,  with  the  frequently  conflicting  objectives  of  efficiency 
and  fire  hazard.  Aside  from  these  featiu'es,  and  the  obviously  different  construction 
of  earlier  periods,  the  real  basic  difference  in  the  design  of  modem  Pennsylvania  plants 
is  in  filtering  capacity,  i.e.,  whether  the  plant  is  operated  principally  for  high  fire  test 
steam-refined  stocks,  or  for  filtered  or  bright  stocks  of  medium  test.  Installation  of 
at  least  a  minimum  filtering  capacity  and  wax  plant  equipment  for  neutrals,  paraffin 
wax,  etc.,  is  practically  universal  as  are  likewise  departments  for  cooperage  and  barrel 
filling. 

Steel  plate  constructioii. — In  the  specifications  for  steel  plate  construction  which 
follow,  an  attempt  has  been  made  to  combine  the  best  standard  practice  with  experience 
gained  in  refinery  operation.  Where  certain  standards  have  been  adopted  with  little 
change,  credit  has  been  given  to  the  manufacturer,  but  in  the  main  the  schedules  pre- 
sented represent  a  combination  of  specifications  of  a  value  generally  accepted  by  refinery 
engineers  and  modified  by  operating  conditions  rather  than  by  any  one  manufacturer's 
system  of  design. 

The  specifications  for  the  1000-barrel  skimming  plant  inunediately  following,  are 
taken  largely  from  a  recent  professional  report.  Those  for  the  6000-barrel  plant  run- 
ning to  flux  and  lubricants  are  compiled  principally  from  the  author's  original  speci- 
fications for  a  refinery  erected  at  Arkansas  City,  Kansas,  a  few  years  ago,  but  revised 
and  modified  in  the  light  of  operating  experience  and  more  modem  fabrication  methods. 
Obviously  it  will  be  understood  that  detailed  specifications  of  only  the  more  general 
items  of  refinery  plant  work  can  be  included  in  the  following  schedules,  it  being  impossible 
to  discuss  secret,  semi-secret,  or  partially  developed  apparatus  or  processes.  It  is 
believed,  however,  that  such  general  specifications,  in  combination  with  the  preceding 
discussion  on  design  will  be  of  value  to  the  refiner,  student,  or  reader  who  desires  con- 
densed, empirical,  working  data.  The  chapters  on  standard  and  special  apparatus 
afford  more  detailed  information  to  those  desirous  of  giving  greater  consideration 
to  the  subject  of  design. 

In  considering  the  specifications  for  refining  plants  certain  rules  may  be  adopted 
as  general  for  all  construction.    These  include: 

1.  An  acceptance  shall  be  given  in  writing  to  the  foreman  of  erection,  which  aceept- 
cnce  shall  be  considered  as  final.  However,  the  purchaser  shall  have  the  right  to  main- 
tain a  competent  inspector  to  follow  the  progress  of  the  work.  He  shall  have  full 
authority  to  condemn  any  defective  rivets  or  riveting,  caulking  or  otherwise  unworkman- 
like assembly. 

2.  All  the  plate  and  rivets  used  in  the  fabrication  of  the  equipment  shall  be  of  the 
best  quality  and  conform  to  the  standards  of  the  associations  of  steel  manufacturers 
for  the  various  grades  used. 

3.  Purchaser  shall  have  inspection  privilege  before  shipment  if  so  desired. 

4.  Rivet  holes  shall  be  accurately  spaced.  They  shall  be  clean,  without  ragged  edges, 
and  shall  not  require  the  use  of  drift  pins,  except  to  bring  the  plates  together  for  assem- 
bly. All  the  rivets  shall  be  spaced  in  accordance  with  the  best  acknowledged  boiler 
work  practice. 
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Specifications  for  the  Steel  Plate  Work  fob  a  1000-bbl.  Skimming  Plan^ 

General  Items 

Barrels 

8  Crude  stills,  6  feet  diameterX25  feet  long 100 

2  Steam  stills,  10  feet  diameterX30  feet  long 400 

2  Steam  still  towers,  4  feet  diameter  X 15  feet  high 

1  Crude  still  condenser  box,  48  feet  long  X  25  feet  wide  X  6  feet  deep, 

divided  into  8  compartments  25  feet  long  X 6  feet  wide  X 6  feet 

deep. 
1  Steam  still  condenser  box,  25  feet  long  X 16  feet  wide  XS  teet  deep, 

divided  into  2  compartmenta  25  feet  longXS  feet  wideX8 

feet  deep. 
1  Pumping-out  pan,  25  feet  longXG  feet  wide  X  3  feet  dpep. 

1  Agitator,  12  feet  diameterXdO  feet  high 375 

2  Storage  tanks,  66  feet  diameter  X25  feet  high 15,000 

2  Storage  tanks,  55  feet  diameter  X25  fent  3}  inches  high 10,000 

4  Storage  tanks,  30  feet  diameter  X20  feet  high 2,500 

8  Storage  tanks,  22  feet  diameterX15  feet  high 1,000 

12  Rim-down  tanks,  20  feet  diameter  X 10  feet  2i  inches  high 500 

4  Bleacher  tanks,  20  feet  diameter  X8  feet  high 400 

1  Acid  tank,  10  feet  diameterXlO  feet  high 125 

1  Acid  blow-case,  3  feet  diameter  X4  feet  long 

Gallons 

2  Lye  tanks,  5  feet  diameter  X4  feet  high 500 

General  Steel  and  Tower  Specifications 

1.  All  plates  shall  be  properly  and  neatly  bevel-sheared  for  caulking  by  a  rotary 
beveler.  The  comers  shall  be  further  scarfed  to  insure  tight  joints  at  laps.  Hori- 
zontal seams  shall  be  caulked  inside  and  out. 

2.  All  flanges  except  tar  plug  flanges  and  flow  flanges  shall  be  of  standard  medium 
heavy-forged  steel  type  known  as  boiler  flanges.  Tar  plugs  and  flow  flanges  shall  be  of 
medium  heavy-forged  steel,  the  former  turned  on  bottom  face  to  seat  a  50^  conical 
plug,  and  the  latter  especially  constructed,  with  provision  made  for  the  dish  of  the  end 
of  the  still,  so  that  the  axis  of  each  flange  shall  be  parallel  to  the  axis  of  the  still.  Where 
long  hub  flanges  are  specified,  an  inside  and  an  outside  flange  may  be  used  in  combi* 
nation  instead.  Previous  to  application,  flanges  shall  be  fitted  with  C.  I.  plugs,  screwed 
up  moderately  tight  to  prevent  damage  to  threads. 

3.  Each  still  shall  be  equipped  with  a  3-inch  conical  C.  I.  tar  plug  operating  in  a 
special  outlet  flange.  The  plug  shall  be  attached  to  a  rod  passing  through  a  guiding 
strap  on  the  inside  of  the  shell,  and  the  stuffing  box  on  the  top  of  the  still.  It  shall 
be  raised  or  lowered  from  any  desired  level  by  a  pull  handle  of  convenient  length  through 
the  agency  of  a  simple  lever  device.  The  plug  shall  be  turned  at  an  angle  slightly  dif- 
ferent from  that  of  the  outlet  flange,  to  avoid  binding,  that  is,  at  approximately  50**, 
and  shall  not  exceed  6  inches  in  height  nor  over  15  poimds  in  weight,  exclusive 
of  rod. 

4.  Stills  and  towers  shall  be  fabricated  complete  in  the  shop,  except  the  application 
of  the  lugij.  They  shall  be  tested  imder  15  poimds  hydrostatic  pressure,  and  shall  be 
made  absolutely  watertight. 

5.  After  testing,  each  still  or  tower  shall  be  painted  on  the  outside  with  one  coat 
of  approved  protective  paint. 
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SpedficaHoru  for  Eight  Crude  Stills  Each  100  Barrels  Capacity 

Dimenaioiis. — Stills  shall  be  of  horixontal  type  6  feet  in  diameter  by  25  feet  long 
in  the  shell. 

ShelL — ^The  bottoms  of  the  stills  shall  be  made  in  one  piece  of  20.4-pound  plate, 
of  the  best  quality  of  firebox  steel,  108  inches  wide  running  the  full  length  of  the  still. 
The  top  or  crown  sheets  are  to  be  made  of  three  courses  running  girth-wise,  of  {-inch 
or  15.3-pound  flange  steel. 

Heads. — Heads  shall  be  made  from  one  piece  of  20.4-pound  plate,  of  best  quality 
of  flange  steel,  standard  O.D.,  and  flanged-in. 

Dome. — Stills  shall  be  provided  with  domes  30  inches  in  diameter  by  30  inches 
high,  and  shall  be  constructed  of  f-inch  or  15.3-poimd  flange  steel.  The  shell  and  head 
are  each  to  be  fonned  from  one  piece  of  plate.  The  head  is  to  be  standard  O.D.  and 
flanged-in.  Domes  shall  be  centered  4  feet  from  rear  end  of  still,  top  of  shell,  on  a  line 
midway  between  the  lugs. 

Lugs. — Stills  shall  be  supported  by  means  of  ten  cast-iron  or  pressed-steel  lugs, 
five  on  each  side  of  a  still.  The  line  through  the  base  of  opposite  lugs  shall  pass 
through  the  center  axis  of  the  still. 

Riveting. — The  roundabout  seams  of  the  crown  sheets,  and  the  vertical  and 
horisontal  seams  of  the  dome  shall  be  single  riveted.  All  other  seams  shall  be  double 
riveted  with  }-inch  rivets;  lugs  to  shell  with  1-inch  rivets.  All  rivets  shall  be  of 
cone-head  type.  They  must  completely  fill  the  holes  and  have  full  heads  not  less 
than  ^-inch  in  height,  with  centers  in  line  with  the  centers  of  the  rivet  body. 

Caulking. — The  roundabout  seams  and  dome  shall  be  caulked  on  the  outside  only. 

Flanges. — ^The  following  sizes  of  flanges  shall  be  furnished: 

Flanges  for  all  Stills 

1  6^ch  vapor  flange,  single  hub,  located  at  center  of  right-hand  side  of  dome, 
right  and  left  sides  to  be  determined  when  facing  rear  end. 

1  4-inch  charging  flange,  long  hub,  located  at  top  of  shell,  on  center  line  between 
lugs,  12  feet  from  rear  end. 

1  l}-inch  steam  flange,  long  hub,  located  at  top  of  shell,  on  center  line  between 
lugs,  16  feet  from  rear  end. 

1  2-inch  fire  steam  flange,  single  hub,  located  at  top  of  shell,  on  center  line 

between  lugs,  17  feet  from  rear  end. 

2  li-inch  tell-tale  flanges,  single  hub,  located  at  rear  head  of  still,  one  centered 

2  feet  to  right  of  perpendicular  line  through  the  center  of  the  rear  head, 
on  a  line  1  foot  above  the  bottom  of  the  still,  and  one  directly  above  on  a 
line  1  foot  from  the  top  of  the  still. 

1  3-inch  tar-plug  flange,  single  hub,  located  bottom  of  shell,  on  center  line  between 

lugs,  9  inches  from  rear  end. 

Four  Stills 

2  4-inch  flow  flanges,  long  hub,  located  at  rear  head  of  still,  centered  36  inches 

apart,  equidistant  from  center  of  end,  on  a  horizontal  line  24  inches  above 
the  bottom  of  the  still. 

Four  Stills 

2  3-inch  flow  flanges,  long  hub,  located  at  rear  head  of  still,  centered  36  inches 
apart,  equidistant  from  center  of  end,  on  a  horizontal  line  24  inches  above 
the  bottom  of  the  still. 
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Charging  Code  Taps 

No.  1  tap,  rear  head  on  center  perpendicular  line  18  inches  below  top  of  stilL 
No.  2  tap,  3  inches  to  right  of  center,  21  inches  below  top  of  still. 
No.  3  tap,  3  inches  to  right  of  No.  2  tap,  24  inches  below  top  of  still. 

Note. — ^AU  taps  should  be  for  ^-inch  pipe. 

Manheads. — Each  still  shall  be  equipped  with  one  18-inch  quick-opening  cast- 
iron  manhead,  complete  with  cover,  cross-bar  and  screw.  The  seat  casting  shall  be 
grooved  for  lime  packing,  and  the  cover  provided  with  a  corresponding  projecting 
annular  ring.  The  manhead  shall  be  located  at  the  top  of  the  shell,  on  the  center 
line  between  the  lugs,  10  feet  from  the  rear  end. 

Mannecks. — ^Each  still  shall  be  provided  with  one  18-inch  forged  manneck  on 
the  front  end  of  the  still,  centered  2  feet  from  the  bottom,  and  be  so  constructed  that 
its  axis  shall  be  parallel  to  the  axis  of  the  still,  in  other  words,  horizontal.  Each 
manneck  shall  have  the  bolt  flange  beaten  out  of  one  piece  of  Hnch  plate,  rather 
than  made  from  an  angle  ring,  and  shall  finish  }-inch  after  facing.  The  manplate 
shall  be  of  ^inch  material,  faced  in  from  the  edge,  to  a  distance  equivalent  to  the 
facing  of  the  flange,  and  shall  be  further  provided  with  a  crane  support  to  hold  the  plate 
when  it  is  not  in  use.  The  plate  shall  be  secured  by  22  f-inch  square-shouldered  still 
bolts  with  the  shoulders  fitting  in  square  holes  cut  in  the  flange  of  the  neck. 

Two  Steam  Stills  of  400  Barrels  Capacity 

Dimensions. — Stills  shall  be  of  horizontal  type  10  feet  in  diameter  by  30  feet  long 
in  the  shell. 

Shell. — The  bottom  of  the  still  shall  be  made  in  two  pieces  of  17.85-pound  plate,  of 
the  best  quality  of  flange  steel,*  108  inches  wide,  running  the  full  length  of  the  still. 
Top  or  crown  sheets  shall  be  made  of  four  courses  running  girth-wise,  of  j-inch  or 
14.3-pound  tank  steel. 

Heads. — Heads  shall  be  made  from  one  piece  of  17.85-poimd  plate,  of  the  best 
quality  of  flange  steel,  standard  O.D.,  and  flanged-in. 

Dome. — See  flange  specifications. 

Lugs. — Stills  shall  be  supported  by  means  of  twelve  cast-iron  or  pressed-steel 
lugs,  six  on  each  side  of  the  still.  The  line  through  the  base  of  the  lugs  shall  pass 
through  the  center  axis  of  the  still. 

Riveting. — The  roundabout  seams  of  the  crown  sheets  shall  be  single  riveted; 
the  horizontal  seams  double  riveted  with  {-inch  rivets;  lugs  to  shell  with  1-inch  rivets. 
All  rivets  shall  be  of  cone-head  type,  must  completely  fill  the  holes  and  have  full 
heads  not  less  than  ^-inch  in  height. 

Caulking. — The  roundabout  seams  shall  be  caulked  on  the  outside  only. 

Flanges. — The  following  sizes  shall  be  furnished  for  each  still : 

1  12-inch  vapor  flange,  single  hub,  located  at  top  of  shell,  on  center  line  between 

lugs,  8  feet  from  rear  end. 
1  4-inch  charging  flange,  long  hub,  located  at  top  of  shell,  on  center  line  between 

lugs,  14  feet  from  rear  end. 
1  3-inch  exhaust  steam  flange,  long  hub,  located  at  top  of  shell,  on  center  line 

between  lugs,  18  feet  from  rear  end. 
1  2-inoh  live  steam  flange,  long  hub,  located  at  top  of  shell,  on  center  line 

between  lugs,  19  feet  from  rear  end. 

1  On  account  of  the  necessity  of  firing  steam  stills  when  running  heavy  naphtha,  flange  steel  ia 
specified  for  the  bottom  sheet.  Tank  steel  is  of  sufficiently  good  quality  for  girth  sheets,  on  account 
of  comparatively  low  operating  temperature. 
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2  l}-inch  tell-tale  flanges,  single  hub,  located  rear  head  of  still,  one  centered 
2  feet  to  right  of  perpendicular  line  through  center  of  rear  head,  on  a  line 
1  foot  above  bottom  of  still,  and  one  directly  above  on  a  line  1  foot  from 
top  of  still. 

2  4-inch  flow  flanges,  long  hub,  located  at  rear  head  of  still  centered  84  inches 
apart,  equidistant  from  center  of  end,  on  a  horizontal  line  36  inches  above 
bottom  of  still. 

1  3-inch  tar  plug  flange,  single  hub,  located  at  bottom  of  shell,  on  center  line 
between  lugs,  9  inches  from  rear  end. 

Charging  Cock  Taps: 

No.  1  tap,  rear  head  on  center  perpendicular  line,  24  inches  below  top  of  stilL 
No.  2  tap,  3  inches  to  right  of  center,  27  inches  below  top  of  still. 
No.  3  tap,  3  inches  to  right  of  No.  2  tap,  30  inches  below  top  of  still. 

Note. — All  taps  should  be  for  }-inch  pipe. 

Manheads. — ^Each  still  shall  be  equipped  with  one  18-inch  quick-opening  cast- 
iron  manhead,  complete  with  cover,  cross-bar  and  screw.  The  seat  casting  shall  be 
grooved  for  lime  packing,  and  the  cover  provided  with  a  corresponding  projecting 
annular  ring.  The  manhead  shall  be  located  at  the  top  of  the  shell,  on  the  center 
line  between  the  lugs  12  feet  from  rear  end. 

Mannecks. — ^Each  still  shall  be  provided  with  two  18-inch  wrought-iron  mannecks, 
one  on  each  end  of  the  still,  centered  1  foot  6  inches  from  the  bottom,  and  so  con- 
structed that  their  axes  shall  be  parallel  to  the  axis  of  the  still,  in  other  words,  hori- 
zontal. "Each  neck  shall  have  the  bolt  flange  beaten  out  of  one  piece  of  i-inch  plate, 
rather  than  made  from  an  angle  ring,  and  shall  finish  }-inch  after  facing.  The  man- 
plate  shall  be  of  i^inch  material,  faced-in  from  the  edge,  to  a  distance  equivalent 
to  the  facing  of  the  flange,  and  shall  be  further  provided  with  a  crane  support  to  hold 
the  plate  when  it  is  not  in  use.  The  plate  shall  be  secured  by  22  {-inch  square-shouldered 
still  bolts,  with  the  shoulders  fitting  in  square  holes  cut  in  the  flange  of  the  neck. 

Tvfo  Steam  Still  Tmoers 

Dimensions. — Towers  shall  be  of  the  vertical  type,  4  feet  in  diameter  by  15  feet 
high. 

Shell. — This  shall  be  made  of  three  or  four  courses  running  girth-wise,  of  i-inch 
or  15.3-pound  soft  open-hearth  tank  steel.  Vertical  seams  shall  be  staggered  at  approxi- 
mately equal  intervals. 

Heads. — ^Heads  shall  be  made  from  one  piece  of  20.4-pound  plate  of  best  quality 
flange  steel,  standard  O.D.,  and  flanged-in. 

Lugs. — ^Each  tower  shall  be  provided  with  four  lugs  approximately  14  inches  wide 
by  36  inches  long,  or  of  a  proper  size  to  develop  sufficient  strength  to  support  the  tower 
in  vertical  position  full  of  water.  Lugs  shall  be  centered  90^  from  each  other 
the  bases  to  lie  on  a  line  8  inches  above  the  bottom  of  the  shell. 

Riveting. — All  roimdabout  seams  shall  be  single  riveted  with  {-inch  rivets,  spaced 
2\  inches  between  centers.  All  vertical  seams  shall  be  double  riveted  with  {-inch 
rivets,  spaced  li  inches  between  centers. 

Caulking. — All  seams  shall  be  caulked  on  the  outside  only. 

Flanges. — The  following  sizes  of  flanges  shall  be  furnished  for  each  tower: 

1  12-inch  inlet  flange,  single  hub,  centered  in  bottom  of  tower. 
1  &-inch  vapor  flange,  single  hub,  located  shell  of  tower  on  a  line  18  inches  below 
top  and  passing  vertically  through  vertical  axis  of  one  of  the  supporting  lug?. 
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4  1-inch  supporting  flanges,  single  hub,  top  of  tower,  two  located  on  a  line  passing 
throu^  center  of  tower  and  45  **  to  line  passing  through  any  two 
lugs;  two  on  a  line  at  90**  to  first  Une,  also  passing  through  center 
of  the  tower;  all  four  flanges  to  be  centered  on  a  circle  of  4  feet  diameter. 

1  3-inch  charging  flange,  long  hub  type,  located  shell  of  tower  on  a  line  18  inches 
below  rop,  entering  directly  opposite  the  6-inch  vapor  flange. 

Mannecks. — ^Each  tower  shall  be  provided  with  two  18-inch  cast-iron  mannecks, 
one  centered  at  the  top  of  the  tower;  the  other  in  the  side  of  the  shell  centered  24  inches 
from  the  bottom  on  a  line  midway  between  two  adjacent  lugs.  The  necks  shall  have 
a  bolt  flange  turned  true,  and  the  plates  shall  also  be  faced-in  to  a  distance  from  the 
edge  equivalent  to  the  facing  of  the  flange.  The  side  plate  shall  further  be  provided 
with  crane  support,  and  both  plates  shall  be  secured  by  22  i-inch  standard  bolts 

only. 

Gratings. — ^Each  tower  shall  be  provided  with  a  set  of  gratings  or  false  bottom, 

to  be  supported  4  feet  above  the  bottom  of  the  tower  by  a  f-inch  by  2}-inch  angle  ring, 
riveted  around  inside  the  shell,  and  by  two  angles  of  the  same  weight  framed  acroes 
the  shell.  Grating  plates  shall  be  cut  in  strips  sufficiently  narrow  to  pass  through 
the  mannecks;  they  shall  rest  without  fastening  on  grating  supports,  and  shall  be  per- 
forated with  as  many  4-inch  holes  as  can  be  readily  punched  in  the  sheets. 

One  Crude  Still  Condenser  Box 

Dimensions.— The  condenser  shall  be  rectangular  in  shape,  48  feet  long,  by  25  feet 
wide,  by  6  feet  deep.  It  shall  be  divided  into  eight  compartments  by  partitions  parallel 
to  the  25-foot  side,  each  compartment  being  25  feet  long,  by  6  feet  wide,  by  6  feet  deep, 
with  an  open  top  throughout. 

General  construction. — The  condenser  shall  be  constructed  in  five  courses  for  each 
25-foot  side  or  partition.  Each  course  shall  be  formed  of  single  plates  bent  at  the  lower 
edge  to  a  radius  of  3  inches,  thus  forming,  the  side  and  various  compartments  of  the 
condenser.  The  long  48-foot  sides  shall  be  formed  of  appropriate  courses,  and  flanged- 
in  where  the  side  sheets  join  the  end  sheets.  Soft  open-hearth  tank  steel  conforming 
to  the  standard  of  the  Association  of  American  Steel  Manufacturers  shall  be  used 
throughout  as  plate  material,  of  i-inch  thickness  or  10.20-pound  weight. 

Angle  bracing.— The  sides  of  the  condenser  shall  be  reinforced  by  A-inch  by  2J-inch 
by  2Hnch  angles  running  completely  around  the  top  of  the  box  and  across  the  partition 
sheets.  The  joints  shall  be  neatly  butted  and  fastened  with  butt  straps.  The  sides 
of  the  condenser  shall  be  stiffened  on  the  inside  walls  by  vertical  angles.  There  should 
be  seven  angles  i  inch  by  2}  inches  by  2}  inches  per  25-foot  side,  spaced  equally  distant, 
and  one  angle  }  inch  by  2}  inches  by  2i  inches  per  5-foot  side,  all  extending  from  the 

top  to  the  bottom  of  the  condenser.    .^     ^  ,,  ,       .   ,  ^      ^k     u    i  •    u  i. 

Cross  ties.— The  vertical  angle  umts  shaU  be  tied  together  by  J-mch  by  2.inch  flats 
running  crosswise  of  the  compartments,  midway  between  top  and  bottom  and  paraUel 
to  the  latter.  The  vertical  units  shall  be  similarly  tied  together  at  the  top  of  the  con- 
denser by  i-inch  by  2J-inch  flats.  In  addition  a  series  of  diagonal  ties  of  equal  weight 
shall  be  bolted  to  longitudinal  reinforcing  angl^ 

Riveting  —All  seams  shall  be  smgle  nveted  with  ^mch  diameter  nvets,  spaced 
IMnch  between  centers,  of  the  quality  known  as  mild-steel  tank  rivets,  conforming 
with  the  standards  of  the  Association  of  American  Steel  Manufacturers.  The  rivets 
of  the  top  angles  and  the  vertical  stiffenere  shall  be  spaced  on  3-mch  and  6-inch  centers 

^^Caulking.--The  bottom  of  the  condenser  shaU  be  caulked  on  the  inside,  the  sides 
on  the  outside. 
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Flanges. — ^All  of  the  flanges  shall  be  of  a  standard  light-forged  steel  type,  known 
as  tank  flanges.  Eight  3-inch  and  eight  2-inch  flanges  shall  be  furnished  and  applied 
in  the  field. 

Testing. — ^The  condenser  is  to  be  shipped  completely  knocked  down,  and  erected 
in  the  field  on  foundations  prepared  by  the  purchaser.  It  shall  be  tested  full  of  water 
wh&k  finished.  Each  compartment  shall  be  caulked  tight  separately,  as  well  as  the 
condenser  as  a  whole. 

One  Stmm  SHU  Condenser  Bex 

Dimensions. — ^The  condenser  shall  be  rectangular  in  shape,  25  feet  long  by  16  feet 
wide  by  8  feet  deep.  It  shall  be  divided  into  two  compartments  by  a  partition  parallel 
to  the  25-foot  side,  each  compartment  being  25  feet  long  by  8  feet  wide  by  8  feet  deep 
with  an  open  top  throughout. 

General  construction. — ^The  condense:-  shall  be  constructed  in  five  courses  for 
each  25-foot  side  or  partition.  Each  course  dhall  be  formed  of  one  or  two  plates,  the 
lower  course  to  be  bent  at  the  lower  edge  to  a  radius  of  4  inches,  thus  forming  the  sides 
of  the  condenser  and  its  central  partition.  The  short  16-foot  ends  shall  be  formed  of 
appropriate  courses,  and  flanged-in  where  the  side  sheets  join  the  end  sheets.  Soft 
open-hearth  tank  steel,  shall  be  used  throughout  as  plate  material,  of  ^V'i^^^^  thickness 
or  12.75-pounds  weight. 

Angle  bracing. — ^The  sides  of  the  condenser  shall  be  reinforced  by  iV-u^ch  by  2}-inch 
by  2i-inch  angles  running  completely  aroimd  the  top  of  the  box  and  across  the  partition 
sheet.  The  joints  shall  be  neatly  butted  and  fastened  with  butt  straps.  The  sides 
of  the  condenser  shall  be  stiffened  on  the  inside  wall  by  vertical  angles.  There  shall 
be  seven  |-inch  by  2}-inch  by  3-inch  angles  per  25-foot  side,  spaced  equally  distant, 
and  one  {-inch  by  2}-inch  by  3-inch  angle  per  8-inch  side,  all  extending  from  the  top  to 
the  bottom  of  the  condenser. 

Cross  ties. — ^The  vertical  angle  units  shall  be  tied  together  by  jt-inch  by  2-inch 
flats  running  crosswise  of  the  compartments,  midway  between  the  top  and  bottom  and 
parallel  to  the  latter.  The  vertical  units  shall  be  similarly  tied  together  at  the  top 
of  the  condenser  by  f-inch  by  2i-uich  flats.  In  addition  a  series  of  diagonal  ties  of  equal 
weight  shall  be  bolted  to  longitudinal  reinforcing  angles. 

Riveting. — ^All  seams  shall  be  single  riveted  with  f-inch  diameter  rivets,  spaced 
H  inches  between  centers,  of  quality  known  as  mild-steel  tank  rivets.  The  rivets  of 
the  top  angles  and  the  vertical  stiffeners  shall  be  spaced  on  3-inch  and  6-inch  centers 
respectively. 

CaaUdng.  The  bottom  of  the  condenser  shall  be  caulked  on  the  inside,  the  sides 
on  the  outside. 

Flanges. — ^Two  3-inch  and  two  2-inch  flanges  shall  be  furnished  and  applied  in  the 
field. 

Testing. — The  condenser  is  to  be  shipped  completely  knocked  down,  and  erected 
in  the  field  on  foundations  prepared  by  the  purchaser.  It  shall  be  tested  full  of  water 
when  finished.  Each  compartment  is  to  be  caulked  tight  separately  as  well  as  the 
condenser  as  a  whole. 

Chie  Pumping-oiU  Pan 

Dimensions. — The  pan  shall  be  rectangular  in  shape,  25  feet  long,  by  6  feet  wide, 
by  3  feet  deep,  of  open  top  construction. 

General  construction. — ^The  pan  shall  be  constructed  in  four  or  five  courses  of 
sin^e  plates  bent  on  3-inch  radii  to  form  the  sides  of  the  pan.  The  ends  shall  be 
made  from  one  piece  of  plate  and  flanged-in  where  the  side  sheets  join.    Soft  open- 
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hearth  tank  steel  shall  be  used  throughout  as  plate  material,  of  i-inch  thiekneas,  or 
10.20  pounds  weight. 

Angle  bracing. — ^The  sides  of  the  pan  shall  be  reinforced  be  iV-ii^ch  by  2i-inch  by 
2i-inch  angles  running  completely  around  the  top  of  the  pan.  The  joints  shall  be 
neatly  butted  and  fastened  with  butt  straps. 

Cross  ties. — ^A  series  of  diagonal  ties  of  i-inch  by  2}-inch  flats  shall  be  bolted  to 
longitudinal  reinforcing  angles  at  appropriate  distances  for  strengthening  purposes. 

Rivetiiig. — All  seams  shall  be  single  riveted  with  f-i^^ch  diameter  rivets,  spaced 
l^inch,  centers  of  quahty  known  as  mild-steel  tank  rivets.  The  rivets  of  the  top 
angles  shall  be  spaced  on  3-inch  centers. 

Caulking. — The  bottom  of  the  pan  shall  be  caulked  on  the  inside,  the  sides  on  the 
outside. 

Flanges. — The  pan  shall  be  provided  with  one  3-inch,  and  one  2-inch  standard 
forged-steel  tank  flange,  both  to  be  applied  in  the  field. 

Testing. — The  pan  shall  be  fabricated  complete  in  the  shop  and  shall  be  tested 
as  usual. 

One  Agitator  of  376  Barrda  Capacity  * 

Dimensions. — The  agitator  shall  be  of  vertical  type,  closed  top,  12  feet  in  diameter 
by  30  feet  high. 

General  construction. — The  agitator  shell  shall  be  constructed  throughout  of 
mild  open-hearth  tank  steel  in  the  following  weights: 

Apron  ring,  j^inch,  12.75-pound  plate, 
First  ring,  A~"ich,  12.75-pound  plate. 
Second  ring,  }-inch,  10.20-pound  plate. 
Third    ring,    J-i»ich,  10.20-pound  plate. 

In  the  apron  ring  there  shall  be  a  3  by  6-foot  door,  the  opening  for  which  shall  be 
braced  with  an  angle  }  inch  by  3  inches  by  3  inches.  Located  at  the  base  of  the  first  ring 
the  cone  shall  be  constructed  of  six  segmental  plates  of  {-inch  flange  steel,  and  one 
circular  bottom  plate  of  iV-inch  like  material.  The  cone  shall  be  flanged  to  fit  the 
inside  of  the  shell  with  a  flange  of  suflBcient  width  for  a  double  row  of  rivets. 

Material. — All  of  the  plates,  rivets,  and  angles  to  be  used  in  the  fabrication  of  this 
agitator  shall  be  of  the  best  quality. 

Angles. — ^Aroimd  the  bottom  of  the  apron  there  shall  be  two  angles  |  inch  by  4 
inches,  by  4  inches,  inside  and  outside  of  the  shell  while  around  the  top  of  the  shell 
there  shall  be  one  angle  -ff  inch  by  2  J  inches,  by  2|  inches  turned  out. 

Riveting. — ^All  of  the  seams  in  the  apron  ring  shall  be  single  riveted  with  {-inch 
rivets.  All  of  the  segmental  seams  in  the  cone  shall  be  single  riveted  with  }-inch 
rivets.  The  circular  seams  at  the  top  of  the  cone  shall  be  double  riveted  with  f-inch 
rivets.  The  vertical  seams  in  the  first  ring  shall  be  double  riveted  with  f-inch  rivets. 
These  rivets  shall  be  of  cone-head  type.  All  of  the  seams  in  the  roof  shall  be  single 
riveted  with  {-inch  rivets,  which  may  be  of  flat-head  tank-rivet  type  and  driven  cold 
if  so  desired. 

Caulking. — ^All  of  the  seams  in  the  cone  shall  be  caulked  inside  and  outside,  while 
all  of  the  seams  in  the  shell  above  the  cone  shall  be  caulked  on  the  inside  only. 

Fittings. — ^These  shall  include: 

1  4-inch  C.E.  nozzle  with  the  upper  flange  cast  to  fit  the  agitator  bottom 
plate,  and  the  lower  fitted  with  4-inch  tap  companion  flange,  provided 
with  necessary  standard  bolts. 

1  Agitator  specifications  in  the  accompanying  schedule  are  adapted  from  the  Graver  Corporation 
E.  Chicago,  Ind.,  standards. 
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4  18-inch  by  24-inch  explosion  hatches  fitted  with  self-closing  covers,  to  be  applied 

on  the  roof,  equidistant,  as  close  to  shell  as  good  practice  will  allow. 
1  Standard  ventilator,  located  at  center  of  roof. 

Roof. — The  roof  shall  be  of  the  self-supporting  umbrella  type,  constructed  of 
ei^t  segmental  plates  of  A-i^ch  or  7.65-pound  tank  steel.  The  rise  of  the  roof 
shall  be  aboui  18  inches.  The  roof  shall  be  attached  to  the  agitator  by  bolting  to  the 
top  i^inch  by  2i-inch  by  2^-inch  reinforcing  angle. 

Stairway  and  gallery. — ^The  agitator  shall  be  provided  with  a  standard  gallery, 
which  shall  have  a  pipe  railing  and  steel  flooring.  These  shall  be  supported  by  means 
of  structural  steel  brackets  riveted  to  the  sheU.  A  stairway  shall  also  be  furnished, 
of  standard  steel  construction  with  a  suitable  pipe  railing. 

Testing. — The  agitator  is  to  be  shipped  completely  knocked  down  and  is  to  be 
erected  in  the  field  on  a  foundation  prepared  by  the  purchaser.  When  finished  it 
shall  be  tested  full  of  water,  and  caulked  tight  to  the  satisfaction  of  the  purchaser. 

Two  Storage  Tanks  of  15,000  Barrels  Capacity  * 

Dimensions. — Tanks  shall  be  of  vertical  type,  tight  steel  roof,  66  feet  in  diameter 
by  25  feet  high. 

Material. — ^All  of  the  plate,  rivets,  and  angles  used  in  fabrication  shall  be  of  the 
best  quality. 

General  ConstructiQn. — Tanks  shall  be  constructed  throughout  of  mild  open- 
hearth  tank  steel.  The  shell  plates  shall  be  joined  to  the  bottom  plates  by  means 
of  an  angle  ring  turned  on  the  inside  of  the  shell,  to  which  both  shell  and  bottom 
shall  be  riveted.  The  upper  course  of  the  shell  shall  be  reinforced  with  an  angle  ring 
turned  out,  unless  otherwise  specified,  to  which  the  roof  sheets  shall  be  attached. 
Plates  and  angles  shall  be  of  the  following  weights  and  sizes: 

Bottom  rectangles 8.28  pounds  Third  ring 9.56  pounds 

Bottom  sket<;hes 8.28  pounds  Fourth  ring 8.92  pounds 

First  ring 10 .  53  pounds  Fifth  ring 8 .  28  pounds 

Second  ring 10 .  20  pounds  Roof  plates 5.47  pounds 

Bottom  angle,  |-inch  by  3i-inch  by  3i-inch  Top  angle,  A-inch  by  2}-inch  by  2J-inch 

Riveting. — All  riveting  shall  conform  to  following  schedule: 

Bottom  plates  Riveting  bottom  seams 

S^S""': : : : }  a-^''**  ^-  »*-"•=•'  ^-  ^-^-^ 

Bottom  angle  Riveting  bottom  angles 

To  bottom I    J  j^^j^  ^    2}-inch  P.,  S.  R.L. 

1.0  snell J 

Rings  Riveting  circular  seams  Riveting  vertical  seams 

2***^ }    1-inch  R.,  2Hnch  P.,  S.R.L.  |-inch  R.,  2J-inch  P.,  D.R.L. 

^  *^  1 )  A-inch  R.,  2J-inch  P.,  S.  R.L.  A-inch  R.,  2^inch  P.,  D.R.L. 

4  to  5 i .  J 

5 i^inch  R.,  If-inch  P.,  S.R.L. 

Top  Angle  Riveting  top  angle 

To  shell ^inch  R.,  2i-inch  P.,  S.R.L. 

Roof  plates  Riveting  roof  plates 

To  top  angle  . . .     iV""^ch  R.,  li-inch  P.,  S.R.L. 
Plates S-inch  R.,  2  -inch  P.,  S.R.L. 

i  Storage  and  run-down  tank  Bpecifications  in  the  following  Bchedulea  are  adapted  from  the 
itandarda  of  the  Riter-Conley  Manufacturing  Company,  Pittsburgh,  Pa. 
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Shearing  and  caulking. — All  the  plates  shall  be  properly  and  neatly  bevelnsheared 
for  caulking  (angles  excepted)  bottom  plates  on  inside,  shell  outside,  roof  not  required. 

Flanges. — Each  tank  shall  be  provided  with  the  following  flanges,  which  shall 
be  made  of  standard  forged  steel  of  the  type  known  as  tank  flanges.  It  shall  be  imder- 
stood  that  where  a  long-hub  type  is  specified,  two  standard  tank  flanges  inside  and  out 
may  be  used  in  combination. 

1  6-inch  pumping-out  flange,  long  hub,  located  shell,  centered  on  a  line  18  inches 

above  bottom  of  tank  and  2  feet  to  right  of  manhole. 
1  4-inch  pumping-in  flange,  single  hub,  located  shell,  centered  on  a  line  10  inches 

below  top  and  2  feet  to  right  of  6-inch  pumping-out  flange. 
1  4-inch  water    draw-off    flange,   long   hub,  located  shell,  centered  on  a  line 

9  inches  above  bottom  of  tank  and  4  feet  to  right  of  6-inch  pumping-out 

flange. 
1  2i-inch  steam  fire  flange,  single  hub,  located  shell,  centered  on  a  line  9  inches 

below  top  and  4  feet  to  right  of  4-inch  pumping-in  flange. 

Manholes. — ^All  tanks  shall  be  provided  with  two  manholes:  one  20-inch  cast^ 
iron  manhole  in  the  center  of  the  first  ring,  the  latter  reinforced  by  a  {-inch  by  40- 
inch  by  40-inch  plate  at  the  point  of  attachment;  one  20-inch  steel  plate  neck,  located 
in  the  roof  of  the  tank  as  close  to  the  shell  as  good  practice  will  allow,  and  centered 
directly  over  the  side  neck.  The  angle  ring  of  the  lower  neck  shall  be  faced  true  as 
shall  cdso  the  cast-iron  cover  plate  for  a  corresponding  distance.  The  top  neck  shall  be 
provided  with  a  light  hinged  cover  closing  gas-tight.  Special  gaging  nipples,  gaa-vent 
pipes,  or  foamite  connections  will  be  installed  on  a  cost  plus  basis,  as  requested  by 
the  purchaser. 

Swing  pipe. — All  tanks  shall  be  furnished  with  one  6-inch  swing  pipe,  complete 
with  wire  cable  and  double  windlass.  The  windlass  box  shall  be  located  on  the  roof 
and  shall  be  provided  with  a  stufling  box  for  the  crank  shaft,  also  a  gas-tight  cover. 

Stairway. — ^Each  tank  shall  be  provided  with  standard  steel  stairs  and  cab. 

Roof  supports. — The  roof  of  each  tank  shall  be  supported  by  8-inch  channel  rafters 
resting  on  circular  purlin  rings.  These  in  turn  shall  be  supported  by  columns  of 
adequate  strength. 

Testing. — The  bottom  of  each  tank  shall  be  tested  with  4  inches  of  water  as  soon  as 
the  first  ring  is  completed,  before  dropping  from  horses  the  test  shall  be  final  with 
respect  to  the  bottom  and  the  bottom  angle.  Upon  the  completion  of  the  shell,  the 
tank  shall  be  again  tested  full  of  water  and  caulked  tight. 

Tu^  Storage  Tanks— 10,000  Barrels 

Dimensions. — These  tanks  shall  be  of  vertical  type  with  tight  steel  roofs,  65  feet 
diameter  by  25  feet,  3}  inches  high. 

Material — General  construction. — Tanks  shall  be  constructed  throughout  of 
mild  open-hearth  tank  steel.  The  shell  plates  shall  be  joined  to  the  bottom  plates  by 
means  of  an  angle  ring  turned  inside  of  the  shell,  to  which  both  the  shell  and  the  bot- 
tom shall  be  riveted.  The  upper  course  of  the  shell  shall  be  reinforced  with  an  angle 
ring  turned  out,  unless  otherwise  specified,  to  which  the  roof  sheets  shall  be  attached. 
Plat«s  and  angles  shall  be  of  the  following  weights  and  sizes: 

Botton  rectangles 8.28  pounds        Third  ring 8.92  pounds 

Bottom  sketches 8.28  pounds        Fourth  ring 8.28  pounds 

First  ring 10-20  pounds        Fifth  ring 8.28  pounds 

Second  ring 9  56  pounds        Roof  plates 6.47  pounds 

Bottom   angle,   |  inch  by  3  inches  by        Top  angle,    A  inch  by    2i   inches    by 

3  inches  2i  inches 
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Rhretmg. — ^AU  the  riveting  shall  be  in  aocordanoe  with  the  best  acknowledged 
standard  practice  and  conform  to  the  following  schedule: 

Bottom  plates         Riveting  bottom  seams 

Bottom  angle  Riveting  bottom  angle 

To  riJ!^™  }     *""*^^  ^''  ^"^^^  ^'*  ^•^•^• 

Rings  Riveting  circular  seams  Riveting  vertical  seams 

2^2 I     f-inch  R.,  2-inch  P.,  S.R.L.  Hnch  R.,  2i.inch  P.,  D.R.L. 

^  ^  g }   A-inch  R.,  IJ-inch  P.,  S.R.L.         A-inch  R.,  If-inch  P.,  D.R.L. 

5 A-inch  R.,  l|-inch  P.,  S.R.L. 

Top  angle  Riveting  top  angle 

To  shell A-inch  R.,  2 J-inch  P.,  S.R.L. 

Roof  plates  Riveting  roof  plates 

To  top  angle A-ii^cl^  Rm  1  J-inch  P.,  S.R.L. 

Plates i-inch  R.,  2-inch    P.,  S.R.L. 

Shearing  and  caulking. — ^All  the  plates  shall  be  properly  and  neatly  bevel-sheared 
for  caulking,  angles  excepted,  bottom  plates  on  inside,  shell  outside,  roof  not  required. 
Flanges. — ^Each  tank  shall  be  provided  with  the  following  flanges: 

1  4-inch  pumping-out  flange,  long  hub,  centered  on  a  line  18  inches  above 

bottom  of  tank  and  2  feet  to  right  of  manhole. 
1  4-inch  pumping-in  flange,  single  hub,  centered  on  a  line  10  inches  below 

top  and  2  feet  to  right  of  ^inch  pumping-out  flange. 
1  3-inch  water  drawer-off  flange,  double  hub,  centered  on  a  line  8  inches  above 

bottom  of  tank  and  4  feet  to  right  of  4-inch  pumping-out  flange. 
1  2-inch  steam  fire  flange,  single  hub,  centered  on  a  line  9  inches  below  top 

and  4  feet  to  right  of  4-inch  pumping-in  flange. 

Manholes. — The  tanks  shall  be  provided  with  two  manholes;  one  20-inch  C.I. 
manhole  in  center  of  first  ring.  This  shall  be  reinforced  by  a  f-inch  by  40-inch  by 
40-inch  plate  at  the  point  of  attachment;  one  2Q-inch  steel  plate  neck,  located  at  the 
roof  of  the  tank  as  close  to  the  shell  as  good  practice  will  allow  and  centered  directly 
over  the  side  neck.  The  angle  ring  of  the  lower  neck  shall  be  faced  true,  as  shall  also 
the  cast-iron  cover  plate  for  a  corresponding  distance.  The  top  neck  shall  be  provided 
with  a  light  hinged  cover,  closing  gas-tight.  Special  gaging  nipples,  gas-vent  pipes, 
or  Foamite  connections  will  be  installed  on  a  cost>-plus  basis  as  requested  by  the 
purchaser. 

Swmg  pipe. — ^The  tanks  shall  be  furnished  with  one  4-inch  swing  pipe,  complete 
with  wire  cable  and  double  windlass.  The  windlass  box  shall  be  located  on  the  roof 
and  be  provided  with  a  stufling  box  for  the  crank  shaft,  and  a  gas-tight  cover. 

Stairway. — ^Each  tank  shall  be  provided  with  standard  steel  stairs  and  cab. 

Roof  supports. — The  roof  of  each  tank  shall  be  supported  by  7-inch  channel  rafters 
appropriately  spaced  and  resting  on  a  center  circular  purlin  ring  which  shall  be  in 
turn  supported  by  a  structural  column  of  adequate  strength. 

Testing. — ^The  bottom  of  each  tank  shall  be  tested  with  4  inches  of  water  as  soon  as 
the  fiirst  ring  is  completed.    It  shall  be  caulked  tight  before  dropping  from  horses. 
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This  test  shall  be  final  with  respect  to  bottom  and  bottom  angle.    Upon  the  completion 
of  the  shell,  the  tank  shall  be  again  tested  full  of  water  and  caulked  tight. 


Four  Storage  Tanks — S600  Barrels 

Dimensions. — Tanks  shall  be  of  vertical  t3rpe,  tight  steel  roof,  30  feet  diameter  by 
20  feet  high. 

Material. — All  the  plate,  rivets,  and  angles  used  in  fabrication  shall  be  of  the  best 
quality. 

General  construction. — Tanks  shall  be  constructed  throughout  of  mild  open-hearth 
tank  steel.  The  shell  plates  shall  be  joined  to  the  bottom  plates  by  means  of  an  angle 
ring  turned  inside  of  the  shell,  to  which  both  shell  and  bottom  shall  be  riveted.  The 
upper  course  of  the  shell  shall  be  reinforced  with  an  angle  ring  turned  out,  unless  other- 
wise specified  to  which  the  roof  sheets  shall  be  attached.  The  plates  and  angles  shall 
be  of  the  following  weights  and  sizes: 


Bottom  rectangles 8.28  pounds 

Bottom  sketches 8.28  pounds 

First  ring 8.28  pounds 

Second  ring 8.28  pounds 

Bottom  angle,  A-inch  by  2J-in.  by  2i-in. 


Third  ring 8.28  pounds 

Fourth  Ring 8.28  pounds 

Roof  plates 5.10  pounds 

Top  angle Arinch  by  2-i  in.  by  2-}  in. 


Riveting. — All  the  riveting  shall  conform  to  the  following  schedule: 

Bottom  plates      Riveting  bottom  seams 
Rectangles. .  .xV->nch  R.,  l^-inch  P.,  S.  R.  L. 
Sketches iV-*^ch  R.,  IJ-inch  P.,  S.  R.  L. 

Bottom  angle  Riveting  bottom  angle 

To  bottom. .  -xV-i^f^c^  R-i  li-inch  P.,  S.  R.  L. 
To  shell A-inch  R.,  IJ-inch  P.,  S.  R.  L. 


Riveting  vertical  seams 
A-inch  R.,  li-inch  P.,  D.  R.  L. 
iV-inch  R.,  It-inch  P.,  D.  R.  L. 
A-inch  R.,  If -inch  P.,  D.  R.  L. 
A-inch  R.,  iH^ch  P.,  D.  R.  L. 


Rings  Riveting  circular  seams 

1  to  2 A-inch  R.,  li-inch  P.,  S.  R.  L. 

2  to  3 A-inch  R.,  IJ-inch  P.,  S.  R.  L. 

3  to  4 A-inch  R.,  IJ-inch  P.,  S.  R.  L. 

4 A"Jnch  R.,  IJ-inch  P.,  S.  R.  L. 

Top  angle  Riveting  top  angle 

To  shell A-inch  R,  2Hnch  P.,  S.  R.  L. 

Roof  plates  Riveting  roof  plates 

To  top  angle.  A-inch  R,  IJ-inch  P.,  S.  R.  L. 

Plates i-inch  R.,  2-inch  P.,  S.  R.  L. 

Shearing  and  caulking. — All  plates  shall  be  properly  and  neatly  bevel-eheared  for 
caulking  (angles  excepted).  The  bottom  plates  on  inside,  shell  outside,  roof  not 
required. 

Manholes. — ^Tanks  shall  be  provided  with  two  manholes;  one  20-inch  cast-iron  man- 
hole in  the  center  of  the  first  ring,  the  latter  reinforced  by  a  A-inch  by  40-inch  by- 
40-inch  plate  at  point  of  attachment;  one  20-inch  steel  plate  neck,  located  at  the  roof 
of  the  tank  as  close  to  the  shell  as  good  practice  will  allow  and  centered  directly  over 
the  side  neck.  The  angle  ring  of  the  lower  neck  shall  be  faced  true  as  shall  also  the 
cast  iron  cover  plate  for  a  corresponding  distance  the  top  neck  shall  be  provided  with 
a  light  hinged  cover  which  closes  gas-tight.    Special  gaging  nipples,  gas-vent  pipes 
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or  foamite  coDnections  will  be  installed  on  a  cost-plus  basis  as  requested  by  the  pur- 
chaser. 

Flanges. — ^Each  tank  shall  be  provided  with  the  following  flanges: 

1  4-inch  pumpmg-out  flange,  long  hub,  located  shell,  centered  on  a  line  18 

iri'hes  above  bottom  of  tank  and  2  feet  to  right  of  manhole. 
1  4-inch  pimiping-in  flange,  single  hub,  located  shell,  centered  on  a  line  10 

inches  below  top  and  2  feet  to  right  of  4-inch  pumping-out  flange. 
1  ^inch  water  draw-off  flange,  single  hub,   located  shell,   centered  on  a   line 

8  inches  above  bottom  of  tank  and  4  feet  to  right  of  4-inch  pumping-out 

flange. 
1  2-inch  steam  fire  flange,  single  hub,  located  shell  centered  on  a  line  9  inches 

below  top  and  4  feet  to  right  of  4-inch  pumping-in  flange. 

Swing  pipe. — ^Tanks  shall  be  furnished  with  one  4-inch  swing  pipe,  complete  with 
wire  cable  and  single  windlass.  The  windlass  box  shall  be  located  on  the  roof  and  be 
provided  with  a  stuffing  box  for  the  crank  shaft,  and  a  gas-tight  cover. 

Stairway. — ^Each  tank  shall  be  provided  with  standard  steel  stairs. 

Roof  supports. — ^The  roof  of  each  tank  shall  be  laid  on  24  iV-ii^ch  by  ^inch  by  3}-inch 
angle  rafters  clipped  to  the  tank  shell,  and  supported  by  one  5-inch  center  pipe 
column. 

Testing. — ^The  bottom  of  each  tank  shall  be  tested  with  4  inches  of  water  as  soon 
as  the  first  ring  is  completed,,  and  shall  be  caulked  tight  before  dropping  from  the  horses. 
Upon  the  completion  of  the  shell,  the  tank  shall  be  again  tested  full  of  water  and  caulked 
tight,  to  the  satisfaction  of  the  purchaser. 

Eight  Storage  Tanks— 1000  Barrels 

Dimensions. — ^Tanks  shall  be  of  vertical  type,  tight  steel  roof,  22  feet  in  diameter 
by  15  feet  hi^. 

Material. — ^AH  plate,  rivets,  and  angles  used  in  fabrication  shall  be  of  the  best 
quality. 

General  construction. — Tanks  shall  be  constructed  throughout  of  mild  open-hearth 
tank  steel.  The  shell  plates  shall  be  joined  to  the  bottom  plates  by  means  of  an  angle 
ring  turned  inside  of  the  shell,  to  which  both  shell  and  bottom  shall  be  riveted.  The 
upper  course  of  the  shell  shall  be  reinforced  with  an  angle  ring  turned  out,  unless  other- 
wise specified,  to  which  the  roof  sheets  shall  be  attached.  The  plates  and  angles  shall 
be  of  the  following  weights  and  sizes: 

Bottom  rectangles 8.28  poimds  Second  ring 8.28  pounds 

Bottom  sketches 8.28  pounds  Third  ring 8.28  pounds 

First  ring 8.28  pounds  Roof  plates 5.10  pounds 

Bottom  angle,  A-i^i<^b  by  2i  in.  by  2i  in.  Top  angle,  A-inoh  by  2i  in.  by  2 J  in. 

Riveting. — ^AU  the  riveting  shall  conform  to  the  following  schedule: 
Bottom  plates         Riveting  bottom  seams 

siSS"': : : : }  ^"^'"^  ^-  '^-^^'^  ^-  s-^-^- 

Bottom  angle  Riveting  bottom  angle 

_     ,   ..     >   iV-inch  R.,  l^-inch  P.,  S.R.L. 
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Ring3  Riveting  circular  seams  Riveting  vertical  seams 

2-0 }   A-iiich  R.,  l}-inch  P.,  S.R.L.  ^inch  R.,  IJ-inch  P.,  S.R.L. 

Top  angle  Riveting  top  angle 

To  shell A-inch  R.,  2J-inch  P.,  S.R.L. 

Roof  plates  Riveting  roof  plates 

To  top  angle  . . .       -A^inch  R.,  If-inch  P.,  S.R.L. 
Plates f-inch  R.,  2  -inch  P.,  S.R.L. 

Shearing  and  caulking. — ^All  the  plates  shall  be  properly  and  neatly  bevel-sheared 
for  caulking,  angles  excepted,  bottom  plates  on  inside,  shell  outside,  roof  not  required. 
Flanges. — Each  tank  shall  be  provided  with  the  following  flanges: 

1  4-inch  pumping-out  flange,  long  hub,  located  shell,  centered  on  a  line  18 

inches  above  bottom  of  tank  and  2  feet  to  right  of  manhole. 
1  ^inch  pumping-in  flange,  single  hub,  located  shell,  centered  on  a  line  9 

inches  below  top  and  2  feet  to  right  of  4-inch  pumping-in  flange. 
1  ^inch  water  draw-off  flange,  single  hub,  located  shell,   centered   on  a  line 

8  inches  above  bottom  of  tank  and  4  feet  to  right  of  4-inch  pumping-out 

flange. 
1  2-inch  steam  Are  flange,  single  hub,  located  shell,  centered  on  a  line  9  inches 

below  top  and  4  feet  to  right  of  3-inch  pumping-in  flange. 

Manholes. — Tanks  shall  be  provided  with  two  manholes;  one  20-inch  C.  I.  man- 
nole  in  the  center  of  the  first  ring,  the  latter  to  be  reinforced  by  a  iV-inch  by  40- 
inch  by  4(>-inch  plate  at  the  point  of  attachment;  one  20-inch  steel  plate  neck,  located 
at  the  roof  of  the  tank  as  close  to  the  shell  as  good  practice  will  allow  and  centered 
3  feet  to  the  left  of  the  side  neck.  The  angle  ring  of  the  lower  neck  and  the  cast-iron 
cover  plate  shall  both  be  faced  true,  for  a  corresponding  distance;  top  neck  to  be  pro- 
vided with  a  light  hinged  cover,  closing  gas-tight.  Special  gaging  nipples,  gas  vent 
pipes,  or  foamite  connections  will  be  installed  on  a  cost-plus  basis  as  requested  by 
piurchaser. 

Swing  pipe. — Tanks  shall  be  furnished  with  one  4-inch  swing  pipe,  complete  with 
wire  cable  and  single  windlass.  The  windlajis  box  shall  be  located  on  the  roof  and 
provided  with  a  stuffing  box  for  the  crank  shaft  and  also  a  gas-tight  cover. 

Ladder. — ^Each  tank  shall  be  provided  with  a  standard  steel  ladder  on  the  outside, 
located  3  feet  to  the  left  of  the  lower  manhole. 

Roof  supports. — ^T'he  roof  of  each  tank  shall  be  laid  on  by  12^inch  by  3- 
inch  by  3i-inch  angle  rafters  clipped  to  the  tank  shell  and  supported  by  one  4-inch 
center-pipe  column. 

Testing. — The  bottom  of  each  tank  shall  be  tested  with  4  inches  of  water  as  soon 
as  the  first  ring  Ib  completed,  before  dropping  from  horses.  Upon  the  completion  of 
the  shell,  the  tank  shall  be  again  tested  full  of  water  and  caulked  tight. 

Twelve  Rurirdown  Tanks — 600  Barrels 

Dimensions. — ^Tanks  shall  be  of  vertical  tjrpe  with  tight  steel  roofs,  20  feet  diameter 
by  10  feet,  2}  inches  high. 

Material. — All  plate,  rivets,  and  angles  used  in  fabrication  shall  be  of  the  best 
quality. 

General  construction. — ^Tanks  shall  be  constructed  throughout  of  mild  open- 
hearth  tank  steel.    Shell  plates  shall  be  joined  to  the  bottom  plates  by  means  of  an 
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angle  ring  turned  inside  of  the  shell,  to  which  both  the  shell  and  the  bottom  shall  be 
riveted.  The  upper  course  of  the  shell  shall  be  reinforced  with  an  angle  ring  turned 
out,  unless  otherwise  specified,  to  which  the  roof  sheet  shall  be  attached.  Plates  and 
angles  shall  be  of  the  following  weights  and  sizes: 

Bottom  rectangles 7.65  pounds  Second  ring 7.65  pounds 

Bottom  sketches 7.65  pounds  Roof  plates 5. 10  pounds 

First  ling 7.65  pounds  Top  angle f-inch  by  2f-in.  by  2J  in. 

Bottom  angle,  i-inch  by  2}-in.  by  2J-in. 

Rhretnig. — ^All  the  riveting  shall  conform  to  the  following  schedule:  all  seams  with 
the  exception  of  roof  plates  shall  be  single  riveted  with  ^-inch  rivets,  1  i-inch  pitch; 
the  latter  to  be  riveted  with  {-inch  rivets  2-inch  pitch. 

Shearing  and  caulking. — Bottom  plates  shall  be  caulked  on  inside,  shell  outside, 
roof  not  required. 

Flanges. — Each  tank  shall  be  provided  with  the  following  flanges: 

1  3-inch  pumping-out  flange,  long  hub,  located  in  the  shell,  centered  on  a  line 
18  inches  above  bottom  of  tank  and  2  feet  to  right  of  manhole. 

1  3-inch  run-down  flange,  single  hub,  located  in  the  shell,  centered  on  a  line 
9  inches  below  top  and  90°  to  right  of  4-inch  pumping-out  flange. 

1  2-inch  water  draw-off  flange,  long  hub,  located  in  the  shell,  centered  on 
a  line  8  inches  above  bottom  of  tank  and  2  feet  to  right  of  3-inch  pump- 
ing-out flange. 

1  2-inch  steam  fire  flange,  single  hub,  located  in  the  shell,  centered  on  a  line 
9  inches  below  top  4  feet  to  right  of  3-inch  pumping-out  flange. 

Manholes. — ^Tanks  shall  be  provided  with  two  manholes;  one  20-inch  C.  I.  manhole 
in  center  of  first  ring,  the  latter  reinforced  by  a  iV-ii^ch  by  40-inch  by  40-inch  plate 
at  point  of  attachment;  and  one  20-inch  steel  plate  neck  located  at  the  roof  of  the  tank 
as  close  to  the  shell  as  good  practice  will  allow  and  centered  3  feet  to  left  of  the  side 
neck.  The  angle  ring  of  the  lower  neck  shall  be  faced  true,  as  shall  also  the  cast-iron 
cover  plate  for  a  corresponding  distance.  The  top  of  the  neck  shall  be  provided  with 
a  light  hinged  cover  which  closes  gas-tight. 

Swing  pipe. — ^The  tanks  shall  be  furnished  with  one  4-inch  swing  pipe,  complete 
with  a  wire  cable  and  single  windlass.  The  windlass  box  shall  be  located  on  the  roof 
and  provided  with  a  stuffing  box  for  crank  shafts  and  a  gas-tight  cover. 

Ladder. — ^Each  tank  shall  be  provided  with  a  standard  steel  ladder  on  the  outside 
located  3  feet  to  the  left  of  the  lower  manhole. 

Roof  supports. — The  roof  of  each  tank  shall  be  laid  on  by  12^inch  by  2i-inch 
by  3i-inch  angle  rafters  clipped  to  the  tank  shell,  and  supported  by  one  4-inch  center 
pipe  colunm. 

Testing. — The  bottom  of  each  tank  shall  be  tested  with  4  inches  of  water  as  soon 
as  the  first  ring  is  completed.  It  shall  be  caulked  tight  in  the  presence  of  the  purchaser 
before  dropping  from  horses.  Upon  the  completion  of  the  shell,  the  tank  shall  be 
again  tested  full  of  water  and  caulked  tight. 

Four  Bleachers — 400  Barrels 

Dimensions. — Bleachers  shall  be  of  vertical  type  with  tight  steel  roof,  20  feet 
in  diameter  by  8  feet  high. 

Material. — ^All  plate,  rivets,  and  angles  used  in  fabrication  shall  be  made  of  the 
best  quality. 
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General  construction.— Tanks  shall  be  constructed  throughout  of  mild  open-hearth 
tank  steel.  The  shell  plates  shall  be  joined  to  the  bottom  plates^  by  means  of  an 
angle  ring  turned  inside  of  the  shell,  to  which  both  shell  and  bottom  shall  be  riveted. 
The  upper  coiu'se  of  the  shell  shall  be  reinforced  with  an  angle  ring  turned  out,  unless 
otherwise  specified  to  which  the  roof  sheets  shall  be  attached.  Plates  and  angles  shall 
be  of  the  following  weights  and  sizes; 

Bottom  rectangles 7.65  pounds  Second  ring 7.65  pounds 

Bottom  sketches 7.65  pounds  Roof  plates 5. 10  pounds 

First  ring 7.65  pounds  Top  angle,  Hnch  by  2f-inch  by  2i-inch 

Bottom  angle,  }-inch  by  2i-inch  by  2i-inch 

Riveting. — ^All  riveting  shall  conform  to  the  following  schedule;  all  seams  with  the 
exception  of  roof  plates,  shall  be  single  riveted  with  iV-iuch  rivets,  l}-inch  pitch,  the 
latter  to  be  riveted  with,  }-inch  rivets,  2-inch  pitch. 

Shearing  and  caulking. — Bottom  plates  shall  be  caulked  on  the  inside,  shell  outside, 
roof  not  required. 

Flanges. — Each  tank  shall  be  provided  with  the  following  flanges : 

1  3-inch  pumping-out  flange,  long  hub,  located  in   the  shell,  centered  on  a 

line  18  inches  above  bottom  of  tank  and  2  feet  to  right  manhole. 
I  4-inch  drop-out  flange,  single  hub,  located  in  the  shell,  centered  on  a  line  10 

inches  below  top  and  90**  to  right  of  3-inch  pumping-out  flange. 
1  2-inch  water  draw-off  flange,  long  hub,  located  in  the  shell,  centered  on  a 

line   8   inches  above   bottom  of   tank   and   2  feet   to  right    of    3-inch 

pumping-out  flange. 
1  2-inch  steam  fire  flange,  single  hub,  located  in  the  shell,  centered  on  a  line 

9  inches  below  top  4  feet  to  right  of  3-inch  pumping-out  flange. 

Manholes. — Tanks  shall  be  provided  with  two  manholes;  one  20-inch  C.  I.  manhole 
in  the  center  of  the  first  ring,  the  latter  reinforced  by  a  A-inch  by  40-inch  by  40-inch 
plate  at  the  point  of  attachment;  and  one  20-inch  st^el  plate  neck,  located  at  the  roof 
of  the  tank  as  close  to  the  shell  as  good  practice  will  allow  and  centered  3  feet  to  the 
left  of  the  side  neck.  The  angle  ring  of  the  lower  neck  shall  be  faced  true,  also  cast- 
iron  cover  plate  for  a  corresponding  distance;  top  neck  to  be  provided  with  a  light 
hinged  cover,  closing  gas-tight. 

Hatches. — Bleachers  shall  each  be  provided  with  four  18-inch  by  36-inch  hatches, 
fitted  with  self-closing  gas-tight  doors,  and  shall  be  centered  with  long  axes  on  radial 
lines,  each  hatch  6  feet  from  the  apex  of  the  roof  cone,  spaced  90**  apart. 

Swing  pipe. — Tanks  shall  be  furnished  with  one  4-inch  swing  pipe,  complete  with 
wire  cable  and  single  windlass.  The  windlass  box  shall  be  located  on  the  roof  and 
provided  with  a  stuffing  box  for  crank  shafts  and  a  gas-tight  cover. 

Ladder. — ^Each  tank  shall  be  provided  with  a  standard  steel  ladder  on  the  outside, 
located  3  feet  to  the  left  of  the  lower  manhole. 

Roof  supports. — The  roof  of  each  tank  shall  be  laid  on  by  12iV-inch  by  2i-inch  by 
3}-inch  angle  rafters  clipped  to  the  tank  shell  and  supported  by  one  4-inch  center  pipe 
column. 

Testing. — The  bottom  of  each  tank  shall  be  tested  with  4  inches  of  water  as  soon  as 
the  first  ring  is  completed,  and  shall  he  caulked  tight  before  dropping  from  horses. 
Upon  the  completion  of  the  shell,  the  tank  shall  be  again  tested  full  of  water  and  caulked 
tight. 
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One  Acid  Tank— 160  Barrels 

Dimensions. — The  tank  shall  be  of  vertical  t3rpe,  tight  steel  roof,  10  feet  diameter 
by  10  feet  high. 

Material. — ^AU  plate,  rivets,  and  angles  used  in  fabrication  shall  be  of  the  best 
quality. 

Genend  construction. — ^The  tank  shall  be  constructed  throughout  of  mild  open- 
hearth  tank  steel.  The  shell  plates  shall  be  joined  to  the  bottom  plates  by  means  of 
an  angle  ring  turned  inside  of  the  shell,  to  which  both  shell  and  bottom  shall  be  riveted. 
The  upper  course  of  the  shell  shall  be  reinforced  with  an  angle  ring  turned  out  to 
which  the  roof  sheets  shall  be  attached.  The  plates  and  angles  shall  be  of  the  follow- 
ing weights  and  sizes: 

Bottom  rectangles 10.20  poimds  Second  ring 8.92  pounds 

Bottom  sketches 10.20  pounds  Roof  plates 7.65  pounds 

First  ring 10.20  pounds  Top  angle. . .  iV-inch  by  2J-in.  by  2i-in. 

Bottom  angle,  i-inch  by  S^-in.  by  3}-in. 

Riveting. — All  of  the  riveting  shall  be  done  in  accordance  with  the  best  acknowledged 
standard  practice  and  conform  to  the  following  schedule: 

Bottom  plates        Riveting  bottom  seams 
Rectangles. .  . .  f-inch  R.,  2-inch  P.,  S.  R.  L. 
Sketches f-inch  R.,  2-inch  P.,  S.  R.  L. 

Bottom  Angle  Riveting  bottom  angle 

To  bottom.  . .  .  t-inch  R.,  2-inch  P.,  S.  R.  L. 
To  shell i-inch  R.,  2-inch  P.,  S.  R.  L. 

Rings  Riveting  circular  seams  Riveting  vertical  seams 

1  to  2 Hnch  R.,  2-inch  P.,  S.  R.  L.       |-inch  R.,  2Hnch  P.,  D.  R.  L. 

2 A-inch  R.,  l}-inch  P.,  S.  R.  L. 

Top  angle  Riveting  top  angle 

To  shell A-inch  R.  2  J-inch  P.,  S.  R.  L. 

Roof  plates  Riveting  roof  plates 

To  top  angle . . .  A-inch  R.,  2}-inch  P.,  S.  R.  L, 
Plates I-inch  R.,  2-inch  P.,  S.  R.  L. 

Shearing  and  cauDdng. — Bottom  plates  shall  be  caulked  inside,  shell  seams  outside. 
Roof  seams  outside  shall  be  lightly  caulked. 

Flanges. — Each  tank  shall  be  provided  with  the  following  flanges,  latter  to  be  of 
standard  forged  steel  of  the  type  known  as  boiler  flanges,  except  the  outlet  flange, 
which  shall  be  of  special  design  and  have  its  bottom  face  turned  to  seat  a  60 
conical  plug. 


o 


1  2-inch  inlet  flange,  single  hub,  located  in  the  shell,  centered  on  a  line  9  inches 

below  top  and  2  feet  to  right  of  2-inch  outlet  flange. 
1  2-inch  outlet  flange,  single  hub,  located  in  the  bottom  of  tank,  outside,  2  feet 

to  right  of  lower  manneck  and  as  close  to  shell  as  good  practice  will  allow. 

Outlet  plug. — The  tank  shall  be  equipped  with  2-inch  60 **  conical  C.  I.  lead 
covered  outlet  plug,  operating  in  a  special  outlet  flange;  plug  to  be  attached  to  a  rod 
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passing  through  a  guiding  strap  on  the  inside  shell  of  the  tank;  stuffing  box  on  the  roof. 
It  shall  be  raised  or  lowered  from  any  desired  level  by  a  pull  handle  of  convenient 
length  through  the  agency  of  a  simple  lever  device. 

Manholes. — The  tank  shall  be  provided  with  two  manholes;  one  2Q-inch  C.  I. 
manhole  in  the  center  of  the  first  ring,  the  latter  reinforced  by  a  A-inch  by  40-inch  by 
40-inch  plate  at  the  point  of  attachment;  and  one  20-inch  steel-plate  neck,  located  in  the 
roof  of  the  tank  as  close  to  the  shell  as  good  practice  will  allow,  centered  3  feet  to  the 
left  of  the  side  neck.  The  angle  ring  of  lower  neck  shall  be  faced  true,  also  the  cast- 
iron  cover  plate,  for  a  corresponding  distance.  The  top  neck  shall  be  provided  with 
a  light  hing^  cover,  with  edges  flanged-over,  closing  gas-tight. 

Ladder. — ^Tank  shall  be  provided  with  standard  steel  ladder  on  the  outside  located 
3  feet  to  left  of  the  lower  manhole. 

One  Add  Blow  Case 

Dimensions. — The  case  shall  be  of  horizontal  type  3  feet  in  diameter  by  4  feet 

long. 

Material. — All  plate  and  rivets  used  in  fabrication  shall  be  of  the  best  quality. 

General  construction. — The  shell  of  the  case  shaU  be  made  of  one  course  of  i-inch 
or  20.4-pounds  soft  open-hearth  tank  steel.  Heads  shall  be  made  from  one  plate  each 
of  i-inch  or  20.4-poimd8  flange  steel,  one  plate  to  be  flanged  O.  D.,  and  the  other  I.  D. 
with  extra  long  and  flattened  flanging,  so  that  corrosive  action  of  acid  around  rivets 
will  be  reduced  to  a  minimum. 

Riveting. — ^All  seams  are  to  be  double  riveted  with  f-inch  rivets  2i-inch  P. 

Shearing  and  canUdng. — ^I.  D.  head  to  be  bevel-sheared.  All  seams  shall  be  caulked 
on  the  outside. 

Flanges. — The  case  shall  be  provided  with  the  following  flanges,  to  be  made  of 
standard  forged  steel  of  the  type  known  as  extra  heavy  boiler  flanges. 

1  2-inch  draw-off  flange,  located  O.  D.  end,  as  close  to  shell  as  good  practice 

will  allow. 
1  2-inch  inlet  flange,  located  shell  on  a  line  parallel  to  long  axis  of  case  directly 

opposite  drawing-off  flange  and  centered  8  inches  from  O.  D.  end. 
1  2-inch  air  flange,  located  on  above  line  and  centered  18  inches  from  O.  D. 

end. 
1  }-inch  vent  flange,  located  on  above  line  and  centered  28  inches  from  O.  D. 

end. 
Testing. — Tanks  shall  be  tested  under  200-pound8  hydrostatic  pressure. 

Two  Lye  Tanks — 600  Gallons 

Dimensions.— Each  tank  shall  be  of  open  vertical  type,  6  feet  in  diameter  by  4  feet 

high. 

Material. — All  plate  and  rivets  used  in  fabrication  shall  be  of  the  best  quality. 

General  construction. — The  shell  of  each  tank  shall  be  made  of  one  course  of  7.^5- 
pounds  soft  open-hearth  tank  steel,  bottom  to  be  made  from  one  plate  of  similar  weight 
material  and  flanged  O.D.  for  joining  to  shell,  latter  to  be  reinforced  at  top  with  }-inch 
by  2i-inch  by  2i-inch  angle  turned  out. 

Riveting. — All  seams  shall  be  single  riveted  ^ath  A-inch  rivet  l}-inch  P. 

Caulking.— All  seams  shall  be  caulked  on  the  outside. 
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Specifications  fob  Steel-plate  Work  fob  a  6000-babbel  Refinebt  Running 

TO  Flux  and  Lubbicants 

General  Items 

Diameter,        Length,  Barrels 
feet              feet 

8  Crude  stills 14  X      40  1000 

2  Crude  stills 11  X      40  600 

10  Reducing  stills 14  X  40  1000 

2  Reducing  stills 11  X  40  600 

6  Steam  stills 16  X  40  1500 

6  Steam  stills,  towers 7  X  30feethigh 

4  Heat-exchanging  stills 11  X  20  feet  long  300 

2  Filter  wash  stills 11  X  20feetlong  300 

Length,        Width,  Depth, 

feet  feet  feet  in. 

2  Crude  still  condenser  boxes 56  X  42  X  11     6 

1  Crude  still  condenser  box 42  X  22  X  11     6 

2  Reducing  still  condenser  boxes 56  X  42  X  11     6 

1  Reducing  still  condenser  box 42  X  22  X  11    6 

1  Steam  still  condenser  box 84  X  42  X  11     6 

1  Wash  still  condenser  box 21  X  14  X  5    0 

10  Pumping-outpans 42       X        7X50 

5  Flow  tanks 40       X       10     X      5    0 

1  Flow  tank 69       X        8     X      6.0 

2  Flow  tanks 100      X        8X60 

Diameter,       Height,  Barrels 
feet  in.          feet  in. 

3  Refined  oil  agitators 25  X  36    5  2000 

6  Lubricating  oil  agitators ..       18  X  31    0  600 
20  Filters 8  X  20    0  190     • 

2  Storage  tanks 114  6  X  30  2\  55000 

2  Storage  tanks 95  6  X  29  9  37500 

5  Storage  tanks 70  0  X  29  3  20000 

16  Storage  tanks 50  0  X  29  3  10000 

4  Working  tanks 35  0  X  30  0  5000 

10  Workingtanks 25  0  X  30  0  2500 

6  Refined  oil  bleachers 43  0  X  10  0  2500 

9  Lubricating  oil  bleachers . .  34  0  X  10  0  1600 

32  Run-down  tanks 34  0  X  10  0  1600 

20  Filling  tanks 11  0  X  40  0  long                                  600 

2  Acid  tanks 10  0     X  10    0    high  125 

2  Acid  blow  cases 3  0X80    long 

2  Lye  tanks 10  0     X  10  feet  high  125 

2  Workingtanks 10  0     X     4feethigh  56 

2  Workingtanks 5  0     X     4feethigh  500Gals. 

2  High-pressure  tanks 5  0     X  15     feet  long  300  cu.  ft. 

All  the  above  units  shall  be  fabricated  in  accordance  with  the  following  schedules: 
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Material 


Plate,  rivets,  ang;les,  bars  and  forgings. — Manufacturers' Standard  Specifications 
as  adopted  by  the  Association  of  American  Steel  Manufacturers  will  govern  the  quality 
of  these  items  for  the  different  grades  used. 

Iron  castings. — All  iron  castings  will  be  of  good  quality  gray  foundry  iron,  and  shall 
be  provided  in  all  cases  with  caulking  strip. 

Steel  castings. — ^All  steel  castings  will  also  be  of  good  grade,  free  from  pipes  or  blow- 
holes. 

General  Construction 

Shearing. — The  edges  o'  all  plates  shall  be  properly  and  neatly  rotary  bevel-sheared 
or  planed  for  caulking,  in  accordance  with  detailed  instructions  below. 

Scarfing. — All  laps  or  corners  shall  be  properly  and  neatly  scarfed  and  chipi>ed 
where  required. 

Flanging. — ^All  flanging  and  dishing  shall  be  executed  in  a  careful  manner  conform- 
ing to  the  best  standard  practice. 

Punching. — ^All  rivet  holes  shall  be  accurately  laid  out  and  pimched.  The  diameter 
of  the  punch  shall  not  be  more  than  A^inch  greater  than  the  diameter  of  the  rivet,  nor 
the  diameter  of  the  die  more  than  A-inch  greater  than  the  diameter  of  the  punch; 
^inch  variation  shall  govern  with  rivets  less  than  J-inch  diameter.  All  holes  shall 
be  clean-cut  and  free  from  ragged  or  torn  edges;  only  punches  and  dies  sharp  and  in 
first-class  condition  to  be  used. 

Rolling. — All  plates  and  angles  shall  be  rolled  carefully  and  true  to  required  radius. 

Fitting. — Before  shipment  of  aU  knocked  down  material,  the  same  shall  be  carefully 
fitted  in  shop  and  adjustments  made  where  necessary. 

Riveting. — Riveting  shall  be  performed  by  pressure,  or  pneumatic  tools  in  the  shop, 
and  by  pneumatic  tools  or  by  hand  in  the  field  at  the  discretion  of  the  erecting  foreman. 
It  shall  be  understood  that  all  rivets  over  4-inch  diameter  shall  be  driven  hot,  sizes 
A-inch  or  i-inch  hot  or  cold,  sizes  f-inch  or  under,  cold.  Rivet  heads  shall  be  con- 
centric with  the  shank  of  the  rivet  within  at  least  i  of  an  inch,  but  shall  not  be  rejected 
because  the  rivet  head  shows  lips  caused  by  an  excess  of  metal  having  been  used  in 
making  the  head  over  that  required  by  the  die. 

Workmanship. — Workmanship  shall  be  first-class  in  every  respect. 

Erection. — With  the  exception  of  i+,ems  hereafter  designated,  all  material  shall  be 
shipped  knocked  down  and  erected  in  the  field  on  foundations  prepared  by  the  pur- 
chaser. The  erecting  foreman  shall  unload  all  such  material  from  cars,  but  the  purchaser 
will  be  required  to  handle  same  to  erection  points. 

Testing. — When,  fabricated  in  the  shop,  units  shall  be  tested  under  hydrostatic 
pressure  required,  and  be  made  absolutely  water-tight.  For  field  erection,  in  addition 
to  the  final  test,  an  intermediate  inspection  for  the  tightness  of  the  bottom  and  the 
bottom  angle  shall  be  made  on  all  items  supported  by  false  work  or  horses,  before  lower- 
ing to  the  final  foundation.  Such  a  test  shall  be  made  by  filling  the  unit  to  be  inspected 
with  4  inches  of  water,  as  soon  as  the  first  ring  or  lower  side  sheets  are  in  position.  All 
leaks  shall  be  caulked  tight.  Upon  completion,  a  final  test  will  be  given  under  the 
hydrostatic  head  specified,  and  all  seepage  seams  showing  shall  be  caulked  tight. 

Eight  Crude  Stills— 1000  Barrels 

Referring  again  to  the  general  rules  of  construction  previously  given,  especial  atten- 
tion is  called  to  the  following  specifications. 

1.  Manhcads.— Each  still  shall  be  equipped  with  two  20-inch  quick-opening  cast 
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iron  manheads,  complete  with  cover,  crossbar,  and  screw;  seat  casting  to  be  grooved 
for  lime  packing  and  cover  provided  with  corresponding  projecting  annular  ring.  Man- 
heads  shall  be  located  on  the  top  of  the  shell  on  the  center  line  between  the  lugs,  each 
to  be  centered  4  feet  from  front  and  rear  ends  respectively. 

2.  Mannecks. — ^Each  still  shall  be  provided  with  two  20-inch  plate  mannecks, 
one  on  each  end  of  the  still,  centered  2  feet  6  inches  from  the  bottom.  The  necks  shall 
be  so  constructed  that  their  axes  will  be  parallel  to  the  long  axis  of  the  still;  in  other 
words,  horizontal.  The  same  shall  have  a  bolt  flange  beaten  out  of  one  piece  of  J-inch 
plate,  rather  than  made  from  an  angle  ring,  and  shall  finish  }-inch  after  facing.  The 
manplate  shall  be  of  iV-u^ch  material,  and  faced-in  to  a  distance  from  the  edge  equiva- 
lent to  the  facing  of  the  flange.  It  shall  be  further  provided  with  a  crane  support  to 
hold  the  plate  when  not  in  use.  Plates  shall  be  secured  by  28  f-inch  squarenshouldered 
steel  bolts,  the  shoulders  fitting  in  square  holes  cut  in  the  flange  neck. 

3.  Tar  plug. — ^E^h  still  shall  be  equipped  with  a  4-inch  conical  tar  plug  which 
shall  operate  in  the  usual  way,  and  shall  not  exceed  20  pounds  in  weight,  exclusive  of 
the  rods. 

Dimensions. — Stills  shall  be  of  horizontal  type,  14  feet  in  diameter  by  40  feet  long 
in  the  shell. 

Shell. — The  bottom  of  each  still  shall  be  made  in  two  pieces  of  20.4-pound  plate, 
of  the  best  quality  of  still  bottom  steel  11  li  inches  wide,  running  the  full  length  of  the 
still.  The  side  sheets  shall  also  be  made  in  two  pieces  (each  side)  of  20.4-pound  plate, 
best  quality  of  still  bottom  steel,  76  inches  wide,  running  the  full  length  of  the  still. 
The  lug  sheets  shall  be  in  three  pieces  (each  side)  of  the  same  width  and  weight  of  metal, 
but  of  the  best  quality  of  flange  steel.  The  top  or  crown  sheets  are  to  be  made  of  five 
roundabout  courses  of  f-inch  or  15.3-pound  tank  steel. 

Heads. — ^Ueads  shall  be  made  from  two  pieces  of  20.4-poimd  plate  of  the  best  quality 
of  flange  steel  formed  in  conical  shape,  and  flanged-in  for  a  single  row  of  {-inch  rivets. 

Dome. — ^Each  still  shall  be  provided  with  a  dome  48  inches  in  diameter  by  48 
inches  high,  and  constructed  of  {-inch  or  15.3-poimd  flange  steel.  The  shell  and  head 
of  the  dome  shall  each  be  formed  from  one  piece  of  plate,  the  head  to  be  standard 
O.  D.  and  flanged-in,  the  dome  to  be  centered  at  the  top  of  the  shell,  on  a  line  midway 
between  lugs,  12  feet  from  the  rear  end  of  the  still. 

Lugs. — Each  still  shall  be  supported  by  means  of  sixteen  C.  I.,  pressed  steel  lugs, 
eight  on  each  side  of  the  still,  the  plane  through  the  base  of  the  lugs  to  piass  through 
the  longitudinal  center  axis  of  the  still. 

Riveting. — ^All  horizontal  and  circular  seams  in  bottom,  side  and  lug  plates,  and 
also  the  seams  in  the  heads,  are  to  be  double  riveted  with  {-inch  rivets,  3i-inch  centers. 
All  the  seams  in  the  shell,  except  as  noted,  shall  be  single  riveted  with  }-inch  rivets, 
on  3-inch  centers.  All  the  dome  seams  shall  be  single  riveted  with  1-inch  rivets,  on 
2Hiich  centers,  lugs  to  shell  with  {-inch  rivets  on  3[-inch  centers. 

Caulking. — All  the  seams  below  the  lugs,  and  the  circular  seams  to  the  top  of  the 
lug  sheets  shall  be  caulked  inside  and  outside;  all  other  seams  on  outside  only. 

Flanges. — ^The  foUowing  sizes  shall  be  furnished: 

AU  StiUs 

1  14^ch  vapor  flange,  single  hub,  located  in  shell  of  dome,  center  of  right-hand 
side,  right  and  left  side  to  be  determined  when  facing  rear  end  of  still. 

1  8-inch  safety  valve  flange,  single  hub,  located  in  shell  of  dome,  'center  of  left- 
hand  side. 

1  6-inch  charging  flange,  long  hub,  located  in  top  of  shell,  on  center  line  between 
luga,  17  feet  from  rear  end. 
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1  2-iiich  steam  flange,  long  hub,  located  in  top  oi  sheU,  on  center  line  between 
higB,  19  feet  horn  rear  end. 

1  2-inch  fire  steam  flange,  single  hub,  located  in  top  of  shelly  on  oent^-  line  be- 

tween lugs,  20  feet  from  rear  end. 

2  l}-foot  tell-tale  flanges,  sin^  hub,  located  in  rear  head  oi  still,  one  centered 

2  feet  to  ri|^t  of  perpendicular  line  through  center  of  rear  head,  at  a 
hei^t  1  foot  above  bottom  of  still;  and  one  directly  above  on  a  line  2  feet 
from  top  of  still. 

1  4-inch  tar  phig  flange,  single  hub,  located  in  bottom  of  shell,  on  center  line  be- 

tween lugB,  9  feet  from  rear  end. 

Three  SHOs 

2  ^inch  flow  flanges,  long  hub,  located  in  rear  head  of  still  centered  8  feet  apart 

equidistant  from  center  of  end,  and  on  a  horiiontal  line  5  feet  above  bottom 

of  still. 

Five  StaU 

2  6-inch  flow  flanges,  long  hub,  located  in  rear  head  of  still  centered  8  feet 
apart  equidistant  from  center  of  end,  and  on  a  horiiontal  line  5  feet 
above  bottom  of  stilL 

Charging  cock  taps. — 

No.  1  tap,  rear  head  on  center  perpendicular  line  35  inches  below  top  of  still. 
No.  2  tap,  3  inches  to  right  of  center,  39  inches  below  top  of  still. 
No.  3  tap,  3  inches  to  right  of  No.  2  tap,  42  inches  below  top  of  stiU. 
No.  4  tap,  3  inches  to  right  of  No.  3  tap,  45  inches  below  top  of  still. 

Note. — ^AU  tape  shall  be  for  (-inch  pipe. 

Tvfo  Crude  StiUs—WO  Barrels 

Dimensions. — Stills  shall  be  of  horizontal  type  11  feet  in  diameter  by  40  feet  long 

in  the  shell. 

ShelL— The  bottom  of  each  still  shall  be  made  m  two  pieces  of  20.4-pound  plate, 
of  the  best  quality  of  still  bottom  steel,  lllj  inches  wide,  running  the  full  length  of 
the  still.  The  lug  sheets  shall  be  made  in  two  pieces  (each  side)  of  17.85-pound  plate 
best  quality  of  flange  steel,  76  inches  wide,  running  the  full  length  of  the  still.  The  top 
or  crown  sheets  shall  be  of  five  roundabout  courses  of  f-inch  or  15.3-pound  tank  steel. 

Heads. — Heads  shall  be  made  in  two  pieces  20.4-pound  plate  of  the  best  quality  of 
flange  steel,  formed  in  conical  shape,  and  flanged-in  for  a  single  row  of  f-inch  rivets. 

Dome. — ^Each  still  shall  be  provided  with  a  dome  40  inches  in  diameter  by  40 
inches  high,  to  be  constructed  of  |-inch  or  15.3-pound  flange  steel.  The  shell  and  head 
of  the  dome  shall  each  be  formed  from  one  piece  of  plate.  The  head  shall  be  standard 
O.  D.  and  flanged-in;  the  dome  shall  be  centered  at  top  of  the  shell  on  a  line  midw^ay 
between  the  lugs,  12  feet  from  the  rear  end  of  the  still. 

Lugs. — Each  still  shall  be  supported  by  means  of  sixteen  C.  I.,  or  pressed-eteel 
lugs,  eight  on  each  side  of  the  still,  plane  through  base  of  lugs  to  pass  through  longi- 
tudinal center  axis  of  still. 

Riveting. — ^All  horizontal  and  circular  seams  in  bottom,  and  lug  plates,  and  also 
seam  in  the  heads,  shall  be  double  riveted  with  J-inch  rivets  3i-inch  centers.  All  other 
seams  in  the  shell,  except  as  noted,  shall  be  single  riveted  with  }-inch  rivets  on  3-inch 
centers.  All  dome  seams  shall  be  single  riveted  with  f-inch  rivets  on  2f-inch  centers; 
lugs  to  still  with  1-inch  rivets  on  3i-inch  centers. 
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CaalUng. — ^All  the  seams  below  ihe  lugs,  and  the  circular  seams  to  the  top  of  the 
lug  sheets  shall  be  caulked  inside  and  outside,  all  other  seams  on  the  outside  only. 
Flanges. — The  following  sixes  shall  be  furnished: 

Each  Sm 

1  12-inch  vapor  flange,  single  hub,  located  in  shell  of  dome,  center  of  right-hand 
side,  right  and  left  side  to  be  determined  when  facing  rear  end  of  still. 

1  6-inch  safety  valve  flange,  single  hub,  located  in  shell  of  dome,  center  of  left- 
hand  side. 

1  6-inch  charging  flange,  long  hub,  located  in  top  of  shell,  on  center  line  between 
lugs,  17  feet  from  rear  end. 

1  2-inch  steam  flange,  long  hub,  located  in  top  of  shell,  on  center  line  between 
lugs,  19  feet  from  rear  end. 

1  2-inch  fire  steam  flange,  single  hub,  located  in  top  of  shell,  on  center  line 

between  lugs,  20  feet  from  rear  end. 

2  l}-inch  tell-tale  flanges,  single  hub,  located  in  rear  head  of  still,  one  centered 

2  feet  to  right  of  perpendicular  line  through  center  of  rear  head,  at  a  height 
of  1  foot  above  bottom  of  still;  and  one  directly  above  on  a  line  2  feet 
from  top  of  still. 

1  4Hnch  tar  plug  flange,  single  hub,  located  in  bottom  of  shell,  on  center  line 

between  lugs,  9  feet  from  rear  end. 

2  4-inch  flow  flanges,  long  hub,  located  in  rear  head  of  still,  centered  4  feet  apart, 

equidistant  from  center  of  end,  and  on  a  horiaontal  line  4  feet  from 
bottom  of  still. 

Chai^ging  cock  taps. — 

No.  1  tap,  rear  head  on  center  perpendicular  line  30  inches  below  top  of  still. 
No.  2  tap,  3  inches  to  right  of  center,  33  inches  below  top  of  still. 
No.  3  tap,  3  inches  to  right  of  No.  2  tap,  36  inches  below  top  of  stilL 
No.  4  tap,  3  inches  to  right  of  No.  3  tap,  39  inches  below  top  of  still. 

Note:  All  taps  shall  be  for  J-inch  pipe. 

Ten  Reducing  StUU—tOOO  Barrels 

DimensionB. — Stills  shall  be  of  horisontal  type,  14  feet  in  diameter  by  40  feet  long 
in  the  shell. 

ShelL — ^The  bottom  of  each  still  shall  be  made  in  two  pieces  of  17.85-pound  plate, 
best  quality  still  bottom  steel  111}  inches  wide,  running  the  full  length  of  the  still. 
The  side  sheets  shall  also  be  made  in  two  pieces  (each  side)  of  17.8S-poimd,  best 
quality  of  still  bottom  steel,  76  inches  wide,  running  the  full  length  of  the  still.  The 
lug  sheets  shall  be  in  three  pieces  (each  side)  of  same  width  and  of  20.4-pound  weight 
of  metal,  but  of  the  best  quality  of  flange  steel.  The  top  or  crown  sheets  shall  be  made 
of  five  roimdabout  courses  of  f-inch  or  15.3-pound  tank  steel. 

Heads. — Heads  shall  be  made  from  two  pieces  of  20.4-pound  plate  best  quality 
flange  steel  formed  in  conical  shape,  and  flanged-in  for  a  single  row  of  {-inch  rivets. 

Dome. — ^Each  still  will  be  provided  with  a  dome  48  inches  in  diameter  by  48  inches 
high,  to  be  constructed  of  |-inch  or  15.3-pound  flange  steel.  The  shell  and  head  of 
dome  shall  each  be  formed  from  one  piece  of  plate,  head  to  be  standard  O.  D.  and 
flanged-in;  dome  to  be  centered  top  of  shell,  on  line  midway  between  lugs,  12  feet 
from  rear  end  of  still. 

Lugs. — ^Each  still  will  be  supported  by  means  of  twelve  forged  steel  hanger  traps,  six 
on  each  side  of  still,  eyes  lying  in  a  horizontal  line  2  feet  above  center  of  still. 
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Rings  Riveting  circular  seams  Riveting  vertical  seams 

2^^^ }   A-inch  R.,  1  J-inch  P.,  S.R.L.  A-inch  R.,  li-inch  P.,  8.R.L. 

Top  angle  Riveting  top  angle 

To  shell A-inch  R.,  2J-inch  P.,  8.R.L. 

Roof  plates  Riveting  roof  plates 

To  top  angle  . . .       iV-inch  R.,  l}-inch  P.,  S.R.L. 
Plates f-inch  R.,  2  -inch  P.,  S.R.L. 

Shearing  and  caulking. — ^All  the  plates  shall  be  properly  and  neatly  bevel-sheared 
for  caulking,  angles  excepted,  bottom  plates  on  inside,  shell  outside,  roof  not  required. 
Flanges. — ^Each  tank  shall  be  provided  with  the  following  flanges: 

1  4-inch  pumping-out  flange,  long  hub,  located  shell,  centered  on  a  line  18 

inches  above  bottom  of  tank  and  2  feet  to  right  of  manhole. 
1  ^inch  pumping-in  flange,  single  hub,  located  shell,  centered  on  a  line  9 

inches  below  top  and  2  feet  to  right  of  4-inch  pumping-in  flange. 
1  3-inch  water  draw-off  flange,  single  hub,  located  shell,    centered   on  a  line 

8  inches  above  bottom  of  tank  and  4  feet  to  right  of  4-inch  pumping-out 

flange. 
1  2-inch  steam  Are  flange,  single  hub,  located  shell,  centered  on  a  line  9  inches 

below  top  and  4  feet  to  right  of  d*inch  pumping-in  flange. 

Manholes. — Tanks  shall  be  provided  with  two  manholes;  one  20-inch  C.  I.  man- 
nole  in  the  center  of  the  first  ring,  the  latter  to  be  reinforced  by  a  iV-inch  by  40- 
inch  by  40-inch  plate  at  the  point  of  attachment;  one  20-inch  steel  plate  neck,  located 
at  the  roof  of  the  tank  as  close  to  the  shell  as  good  practice  will  allow  and  centered 
3  feet  to  the  left  of  the  side  neck.  The  angle  ring  of  the  lower  neck  and  the  cast-iron 
cover  plate  shall  both  be  faced  true,  for  a  corresponding  distance;  top  neck  to  be  pro- 
vided with  a  Ught  hinged  cover,  closing  gas-tight.  Special  gaging  nipples,  gas  vent 
pipes,  or  foamite  connections  will  be  installed  on  a  cost-plus  basis  as  requested  by 
piurchaser. 

Swing  pipe. — ^Tanks  shall  be  ftumished  with  one  4-inch  swing  pipe,  complete  with 
wire  cable  and  single  windlass.  The  windlass  box  shall  be  located  on  the  roof  and 
provided  with  a  stuffing  box  for  the  crank  shaft  and  also  a  gas-tight  cover. 

Ladder. — ^Each  tank  shall  be  provided  with  a  standard  steel  ladder  on  the  outside, 
located  3  feet  to  the  left  of  the  lower  manhole. 

Roof  supports. — ^T'he  roof  of  each  tank  shall  be  laid  on  by  12A'inch  by  3- 
inch  by  3i-inch  angle  rafters  cUpped  to  the  tank  shell  and  supported  by  one  4-inch 
center-pipe  colunm. 

Testing. — ^The  bottom  of  each  tank  shall  be  tested  with  4  inches  of  water  as  soon 
as  the  first  ring  is  completed,  before  dropping  from  horses.  Upon  the  completion  of 
the  shell,  the  tank  shall  be  again  tested  full  of  water  and  caulked  tight. 

Twelve  Run-down  Tanks — 600  Barrele 

Dimensions. — Tanks  shall  be  of  vertical  type  with  ti^t  steel  roofs,  20  feet  diameter 
by  10  feet,  2f  inches  high. 

Material. — ^All  plate,  rivets,  and  angles  used  in  fabrication  shall  be  of  the  best 
quality. 

General  construction. — ^Tanks  shall  be  constructed  throughout  of  mild  open- 
hearth  tank  steel.    Shell  plates  shall  be  joined  to  the  bottom  plates  by  means  of  an 
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angle  ring  tumed  inside  of  the  shell,  to  which  both  the  shell  and  the  bottom  shall  be 
riveted.  The  upper  course  of  the  shell  shall  be  reinforced  with  an  angle  ring  tumed 
out,  unless  otherwise  specified,  to  which  the  roof  sheet  shall  be  attached.  Plates  and 
angles  shall  be  of  the  following  weights  and  sises: 

Bottom  rectangles 7.65  poimds  Second  ring 7.65  poimds 

Bottom  sketches 7 .  65  pounds  Roof  plates 5 .  10  pounds 

First  ling 7.65  poimds  Top  angle i-inch  by  2f-in.  by  2}  in. 

Bottom  angle,  }-inch  by  2)-in.  by  2)-in. 

Riveting. — ^AIl  the  riveting  shall  conform  to  the  following  schedule:  all  seams  with 
the  exception  of  roof  plates  shall  be  single  riveted  with  ^-inch  rivets,  l}-inch  pitch; 
the  latter  to  be  riveted  with  {-inch  rivets  2-inch  pitch. 

Shearing  and  cauUdng. — ^Bottom  plates  shall  be  caulked  on  inside,  shell  outside, 
roof  not  required. 

Flanges. — ^Each  tank  shall  be  provided  with  the  following  flanges: 

1  3-inch  pumping-out  flange,  long  hub,  located  in  the  shell,  centered  on  a  line 
18  inches  above  bottom  of  tank  and  2  feet  to  right  of  manhole. 

1  3-inch  run-down  flange,  single  hub,  located  in  the  shell,  centered  on  a  line 
9  inches  below  top  and  00^  to  right  of  4-inch  pumping-out  flange. 

1  2-inch  water  draw-off  flange,  long  hub,  located  in  the  shell,  centered  on 
a  line  8  inches  above  bottom  of  tank  anid  2  feet  to  right  of  3-inch  pump- 
ing-out flange. 

1  2-inch  steam  fire  flange,  single  hub,  located  in  the  shell,  centered  on  a  line 
9  inches  below  top  4  feet  to  right  of  3-inch  pumping-out  flange. 

Manholes. — ^Tanks  shall  be  provided  with  two  manholes;  one  20-inch  C.  I.  manhole 
in  center  of  first  ring,  the  latter  reinforced  by  a  A~ii^ch  by  40-inch  by  40-inch  plate 
at  point  of  attachment;  and  one  20-inch  steel  plate  neck  located  at  the  roof  of  the  tank 
as  close  to  the  shell  as  good  practice  will  allow  and  centered  3  feet  to  left  of  the  side 
neck.  The  angle  ring  of  the  lower  neck  shall  be  faced  true,  as  shall  also  the  cast-iron 
cover  plate  for  a  corresponding  distance.  The  top  of  the  neck  shall  be  provided  with 
a  light  hinged  cover  which  closes  gas-tight. 

Swing  pipe. — The  tanks  shall  be  furnished  with  one  4-inch  swing  pipe,  complete 
with  a  wire  cable  and  single  windlass.  The  windlass  box  shall  be  located  on  the  roof 
and  provided  with  a  stuffing  box  for  crank  shafts  and  a  gas-tight  cover. 

Ladder. — ^Each  tank  shall  be  provided  with  a  standard  steel  ladder  on  the  outside 
located  3  feet  to  the  left  of  the  lower  manhole. 

Roof  supports. — ^The  roof  of  each  tank  shall  be  laid  on  by  12A-inch  by  2}-inch 
by  3i-inch  angle  rafters  clipped  to  the  tank  shell,  and  supported  by  one  4-inch  center 
pipe  column. 

Testing. — The  bottom  of  each  tank  shall  be  tested  with  4  inches  of  water  as  soon 
as  the  first  ring  is  completed.  It  shall  be  caulked  tight  in  the  presence  of  the  purchaser 
before  dropping  from  horses.  Upon  the  completion  of  the  shell,  the  tank  shall  be 
again  tested  full  of  water  and  caulked  tight. 

Four  Bleachers — J^  Barrels 

Dimensions. — ^Bleachers  shall  be  of  vertical  type  with  tight  steel  roof,  20  feet 
in  diameter  by  8  feet  high. 

Material. — ^All  plate,  rivets,  and  angles  used  in  fabrication  shall  be  made  of  the 
best  quality. 
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General  construction.— -Tanks  shall  be  constructed  throughout  of  mild  open-hearth 
tank  steel.  The  shell  plates  shall  be  joined  to  the  bottom  plates  by  means  of  an 
angle  ring  turned  inside  of  the  shell,  to  which  both  shell  and  bottom  shall  be  riveted. 
The  upper  course  of  the  shell  shall  be  reinforced  with  an  angle  ring  turned  out,  unless 
otherwise  specified  to  which  the  roof  sheets  shall  be  attached.  Plates  and  angles  shall 
be  of  the  following  weights  and  sizes; 

Bottom  rectangles 7.65  pounds  Second  ring 7.65  pounds 

Bottom  sketches 7.65  pounds  Roof  plates 5. 10  pounds 

First  ring 7.66  pounds  Top  angle,  i-inch.  by  2f-inch  by  2i-inch 

Bottom  angle,  i-inch  by  2i-inch  by  2i-inch 

Riveting. — ^All  riveting  shall  conform  to  the  following  schedule;  all  seams  with  the 
exception  of  roof  plates,  shall  be  single  riveted  with  i^-inch  rivets,  l^-inch  pitch,  the 
latter  to  be  riveted  with,  f-inch  rivets,  2-inch  pitch. 

Shearing  and  caulking. — Bottom  plates  shall  be  caulked  on  the  inside,  shell  outside, 
roof  not  required. 

Flanges. — Each  tank  shall  be  provided  with  the  following  flanges: 

1  3-inch  pmnping-out  flange,  long  hub,  located  in   the  shell,  centered  on  a 

line  18  inches  above  bottom  of  tank  and  2  feet  to  right  manhole. 
1  4-inch  drop-out  flange,  single  hub,  located  in  the  shell,  centered  on  a  line  10 

inches  below  top  and  90**  to  right  of  3-inch  pumping-out  flange. 
1  2-inch  water  draw-off  flange,  long  hub,  located  in  the  shell,  centered  on  a 

line   8  inches  above  bottom  of   tank  and   2  feet  to  right   of   3-inch 

pumping-out  flange. 
1  2-inch  steam  fire  flange,  single  hub,  located  in  the  shell,  centered  on  a  line 

9  inches  below  top  4  feet  to  right  of  3-inch  pumping-out  flange. 

Manholes. — Tanks  shall  be  provided  with  two  manholes;  one  20-inch  C.  I.  manhole 
in  the  center  of  the  first  ring,  the  latter  reinforced  by  a  iV-inch  by  40-inch  by  40-inch 
plate  at  the  point  of  attachment;  and  one  20-inch  steel  plate  neck,  located  at  the  roof 
of  the  tank  as  close  to  the  shell  as  good  practice  will  allow  and  centered  3  feet  to  the 
left  of  the  side  neck.  The  angle  ring  of  the  lower  neck  shall  be  faced  true,  also  cast- 
iron  cover  plate  for  a  corresponding  distance;  top  neck  to  be  provided  with  a  light 
hinged  cover,  closing  gas-tight. 

Hatches. — Bleachers  shall  each  be  provided  with  four  18-inch  by  36-inch  hatches, 
fitted  with  self-closing  gas-tight  doors,  and  shall  be  centered  with  long  axes  on  radial 
lines,  each  hatch  6  feet  from  the  apex  of  the  roof  cone,  spaced  90®  apart. 

Swing  pipe. — Tanks  shall  be  furnished  with  one  4-inch  swing  pipe,  complete  with 
wire  cable  and  single  windlass.  The  windlass  box  shall  be  located  on  the  roof  and 
provided  with  a  stuflSng  box  for  crank  shafts  and  a  gas-tight  cover. 

Ladder. — ^Each  tank  shall  be  provided  with  a  standard  steel  ladder  on  the  outside, 
located  3  feet  to  the  left  of  the  lower  manhole. 

Roof  supports. — ^The  roof  of  each  tank  shall  be  laid  on  by  12TV'inch  by  2i-inch  by 
3i-inch  angle  rafters  clipped  to  the  tank  shell  and  supported  by  one  4-inch  center  pipe 
column. 

Testing. — The  bottom  of  each  tank  shall  be  tested  with  4  inches  of  water  as  soon  as 
the  first  ring  is  completed,  and  shall  be  caulked  tight  before  dropping  from  horses. 
Upon  the  completion  of  the  shell,  the  tank  shall  be  again  tested  full  of  water  and  caulked 
tight. 
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One  Acid  Tank— 160  Barrels 

Dimensions. — ^The  tank  shall  be  of  vertical  type,  tight  steel  roof,  10  feet  diameter 
by  10  feet  high. 

MateriaL — ^All  plate,  rivets,  and  angles  used  in  fabrication  shall  be  of  the  best 
quality. 

General  construction. — ^The  tank  shall  be  constructed  throughout  of  mild  open- 
hearth  tank  steel.  The  shell  plates  shall  be  joined  to  the  bottom  plates  by  means  of 
an  angle  ring  turned  inside  of  the  shell,  to  which  both  shell  and  bottom  shall  be  riveted. 
The  upper  course  of  the  shell  shall  be  reinforced  with  an  angle  ring  turned  out  to 
which  the  roof  sheets  shall  be  attached.  The  plates  and  angles  shall  be  of  the  follow- 
ing weights  and  sizes: 

Bottom  rectangles 10.20  pounds  Second  ring 8.02  pounds 

Bottom  sketches 10.20  pounds  Roof  plates 7.65  pounds 

First  ring 10.20  pounds  Top  angle . . .  A-inch  by  2J-in.  by  2 J-in. 

Bottom  angle,  j-inch  by  3] -in.  by  di-in. 

Riveting. — ^All  of  the  riveting  shall  be  done  in  accordance  with  the  best  acknowledged 
standard  practice  and  conform  to  the  following  schedule: 

Bottom  plates        Riveting  bottom  seams 
Rectangles.  . .  .  {-inch  R.,  2-inch  P.,  S.  R.  L. 
Sketches f-inch  R.,  2-inch  P.,  S.  R.  L. 

Bottom  Angle  Riveting  bottom  angle 

To  bottom. .  .  .  i-inch  R.,  2-inch  P.,  S.  R.  L. 
To  shell i-inch  R.,  2-inch  P.,  S.  R.  L. 

Rings  Riveting  circular  seams  Riveting  vertical  seams 

1  to  2 f-inch  R.,  2-inch  P.,  S.  R.  L.       i-inch  R.,  2}-inch  P.,  D.  R.  L. 

2 A-inch  R.,  l}-inch  P.,  S,  R.  L. 

Top  angle  Riveting  top  angle 

To  shell A-inch  R.  2i-inch  P.,  S.  R.  L. 

Roof  plates  Riveting  roof  plates 

To  top  angle. .  .iV-inch  R.,  2Hiich  P.,  S.  R.  L. 
Plates i-inch  R.,  2-inch  P.,  S.  R.  L. 

Shearing  and  caulking. — ^Bottom  plates  shall  be  caulked  inside,  shell  seams  outside. 
Roof  seams  outside  shall  be  lightly  caulked. 

Flanges. — ^Each  tank  shall  be  provided  with  the  following  flanges,  latter  to  be  of 
standard  forged  steel  of  the  type  known  as  boiler  flanges,  excei)t  the  outlet  flange, 
which  shall  be  of  special  design  and  have  its  bottom  face  turned  to  seat  a  60 
conical  plug. 


o 


1  2-inch  inlet  flange,  single  hub,  located  in  the  shell,  centered  on  a  line  9  inches 

below  top  and  2  feet  to  right  of  2-inch  outlet  flange. 
1  2-inch  outlet  flange,  single  hub,  located  in  the  bottom  of  tank,  outside,  2  feet 

to  right  of  lower  manneck  and  as  close  to  shell  as  good  practice  will  allow. 

Outlet  plug. — The  tank  shall  be  equipped  with  2-inch  60^  conical  C.  I.  lead 
covered  outlet  plug,  operating  in  a  special  outlet  flange;  plug  to  be  attached  to  a  rod 
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IfMBieclEi.'— Eaeh  tower  shall  be  provided  with  thiee  18-ineh  C.  I.  mannecks; 
OfDe  centered  in  top  of  tower;  one  in  ode  of  shell,  centered  24  inches  from  bottom,  on  a  line 
midway  between  two  adjacent  higs  at  90*^  to  vapor  inlet  flange  and  one  in  side 
of  shell,  directly  above  second  neck  centered  15  feet  above  bottom.  The  necks  shall 
have  a  bolt  flange  turned  true,  and  the  plates  shall  be  faced  in  to  a  distance  from  edge 
equivalent  to  the  facing  of  the  flange.  The  side  necks  shall  be  provided  with  crane 
BupportB  to  hold  the  plates  when  not  in  use.  All  plates  shall  be  secured  by  22  f-inch 
standard  bolts. 

Gfatmgs. — Each  tower  shall  be  provided  with  two  sets  of  gratings  or  false  bottoms, 
of  17.85  plato,  to  be  respectively  supported  4  feet  and  17  feet  above  bottom,  by  {-inch 
by  3-inch  by  3-inch  an^e  rings  riveted  around  inside  of  sheU,  and  by  three  an^es  of 
the  same  wei^t  riveted  across  the  shelL  Grating  plates  shall  be  cut  in  strips  sufficiently 
narrow  to  readily  pass  through  mannecks,  shall  rest  without  fastening  on  supports, 
and  be  perforated  with  4-inch  holes  on  5i-inch  centers. 

Testing. — Towers  shall  be  erected  at  approximately  26  feet  above  grade,  and  upon 
completion  shall  be  tested  under  25-pounds  hydrostatic  pressure. 

Four  Heatrexchanging  StilU 

Dimensions. — Stills  shall  be  of  horisontal  type,  11  feet  in  diameter  by  20  feet  long 

in  the  shell. 

ShelL— Each  still  shall  be  made  of  three  or  four  roundabout  courses  of  17.85-poimd 
best  quality  tank  steel. 

Heads. — Heads  shall  be  made  in  two  pieces  of  17.85-pound  plate,  best  quality 
flange  steel,  formed  in  conical  shape,  and  flanged-in  for  a  double  row  of  f-inch  rivets. 

Wells. — ^Each  still  shall  be  provided  with  a  well  12  inches  in  diameter  by  12  inches 
deep,  to  be  constructed  of  f-inch  or  15.3-pound  flanged  steel,  the  shell  and  head  of 
the  well  each  to  be  formed  from  one  piece  of  plate,  head  to  be  standard  O.  D.  and 
flanged-in.    The  well  shall  be  centered  at  the  bottom  of  shell,  15  inches  from  rear  end 

of  still. 

Riveting. — AU  seams  shall  be  double  riveted  with  }-inch  rivets,  on  3-inch  centers. 
Caulking. — All  seams  shall  be  caulked  inside  and  outside. 
Flanges. — ^The  following  sizes  shall  be  furnished: 

EachStiU 

1  8-inch  vapor  flange,  single  hub,  located  in  top  of  shell,  on  Ime  parallel  to  axis  of 

still  directly  opposite  similar  lines  passing  through  center  of  well,  and  3  feet 

from  rear  end. 
1  2-inch  fire  steam  flange,  sin^e  hub  located  in  top  of  shell,  on  same  line  as 

vapor  flange,  7  feet  from  rear  end. 
1  6-inch  outlet  flange,  singje  hub,  located  in  rear  head  of  still,  centered  on  a  line 

24  inches  from  top,  and  24  inches  to  left  of  central  perpendicular  line  passing 

through  center  of  head  and  well. 
1  3-mch  inlet  flange,  long  hub,  located  in  rear  head,  centered  on  a  line  24  inches 

from  top,  and  24  inches  to  right  of  central  perpendicular  line  passing  through 

center  of  head  and  well. 
1  3-mch  inlet  flange,  long  hub,  located  in  rear  head,  centered  on  a  line  24  inches 

from  top,  and  36  inches  to  right  of  central  perpendicular  line  passing  through 

center  of  head  and  well. 
1  6-inch  inlet  flange,  single  hub,  located  in  front  head,  centered  on  a  line  20  inches 

above  bottom,  24  inches  to  left  of  central  perpendicular  line  coinciding 

with  similar  line  on  rear  head. 
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1  3-mch  outlet  flange,  long  hub,  located  in  front  head,  centered  on  a  line  20  inches 
above  bottom,  and  24  inches  to  right  of  omtral  perpendicular  line,  coincid- 
ing with  similar  line  on  rear  head. 

1  3-inch  outlet  flange,  long  hub,  located  in  front  head,  centered  on  a  line  20  inches 

above  bottom,  and  36  inches  to  right  of  central  perpendicular  line,  coin- 
ciding with  similar  line  on  rear  head. 

2  li-inch  tell-tale  flanges,  sinfi^e  hub,  located  in  rear  head  of  still,  one  centered 

3  feet  left  of  omtral  perpendicular  line,  at  a  height  of  2  feet  above  bottom 
of  still ;  and  one  directly  above  on  a  line  2  feet  from  top  of  still. 
1  4-inch  draw-off  flange,  single  hub,  located  in  center  of  well-head  outside. 

Mannecks. — Each  still  shall  be  provided  with  three  20-inch  plate  mannecks;  one 
at  the  rear  head  of  the  still,  centered  on  perpendicular  line  mentioned  above,  24  inches 
above  bottom;  one  at  the  front  head  of  the  still,  centered  on  center  perpendicular  line 
mentioned  above,  24  inches  from  bottom;  and  one  located  on  same  line  24  inches  from 
top. 

Testing. — Stills  shall  be  tested  under  25  pounds  hydrostatic  pressure. 

Two  FiUer  Wash  SHUs 

IHmensions. — Stills  shall  be  of  horizontal  type,  11  feet  in  diameter  by  20  feet  long 
in  the  shell. 

Shell. — ^Each  stiU  shall  be  made  of  three  or  four  roundabout  courses  of  15.3-poimd 
best  quality  tank  steel. 

Heads. — Heads  shall  be  made  in  two  pieces  of  17.85-pound  plate,  best  quality 
flange  steel,  formed  in  conical  shape,  and  flanged-in  for  a  single  row  of  {-inch  rivets. 

WelL — ^Each  still  shall  be  provided  with  well  12  inches  in  diameter  by  12  inches 
deep,  to  be  constructed  of  f-inch  or  15.3-pound  flanged  steel,  shell  and  head  of  well 
each  to  be  formed  from  one  piece  of  plate,  head  to  be  standard  O.  D.  and  flanged-in; 
well  to  be  centered  at  bottom  of  shell,  15-inches  from  rear  end  of  still. 

Riveting. — All  circular  seams  shall  be  single  riveted  with  )-inch  rivets  on  2}-inch 
centers;  all  horizontal  seams  to  be  double  riveted  with  }-inch  rivets  on  3-inch  centers. 
Horizontal  seam  in  heads  shall  be  double  riveted,  and  circular  seams  single  riveted 
with  {-inch  rivets,  on  3}-inch  and  2}-inch  centers  resx)ectively. 

Caulking. — All  seams  shall  be  caulked  inside  and  outside. 

Flanges« — ^The  following  sizes  shall  be  furnished: 

Each  StiU 

1  6-inch  vapor  flange,  single  hub,  located  at  top  of  shell  on  line  parallel  to  axis 
of  still  directly  opposite  similar  line,  passing  through  center  of  well;  3  feet 
from  rear  end. 

1  3-inch  steam  flange,  sin^e  hub  located  at  top  of  shell,  on  same  line  as  vapor 
flange,  7  feet  from  rear  end. 

1  2-inch  fire  steam  flange,  single  hub,  located  at  top  of  shell,  on  same  line  as 

vapor  flange,  centered  8  feet  from  rear  end. 

2  11-inch  tell-tale  flanges,  single  hub,  located  at  rear  head  of  still,  one  centered 
2  feet  to  right  of  perpendicular  line  through  center  of  rear  head,  at  a  height 
of  1  foot  above  bottom  of  still;  and  one  directly  above  on  a  line  2  feet  from 
top  of  still. 

1  3-inch  draw-off  flange,  single  hub,  located  at  center  of  well-head. 

Manheads. — Each  still  shall  be  equipped  with  one  20-inch  quick  opening  cast-iron 
roanhead.  The  manhead  shall  be  located  on  the  top  of  the  still,  on  same  line  as  vapor 
flange,  centered  2  feet  6  inches  from  front  end. 
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Mannecks. — ^Each  still  shall  be  provided  with  one  20-inch  plate  manneck  on  front 
end  of  still,  centered  2  feet  6  inches  from  bottom. 

Two  Crude  SHU  Condenser  Boxes 

Dimensions. — ^Each  condenser  shall  be  rectangular  in  shape,  open  top  type,  56  feet 
long  by  42  feet  wide  by  11  feet  6  inches  deep  and  shall  be  divided  into  six  compart- 
ments by  partitions  parallel  to  the  42-foot  side;  compartments  being  42  feet  long,  by 
11  feet  6  inches  deep. 

The  partitions  shall  be  located  as  follows: 

First     partition  11  feet  from  42-foot  end. 
Second  partition    6  feet  from  1st. 
Third    partition  11  feet  from  2d. 
Fourth  partition  11  feet  from  3d. 
Fifth     partition    6  feet  from  4th. 
Sixth     partition  11  feet  from  5th. 

The  two  small  compartments  shall  be  further  subdivided  in  halves  by  partitions 
parallel  to  long,  56-foot  side,  thus  making  in  all  four  compartments  42  feet  long  by 
11  feet  wide  by  11  feet  6  inches  deep,  and  four  compartments  21  feet  long  by  6  feet 
wide  by  11  feet  6  inches  deep. 

General  construction. — Each  condenser  shall  be  fabricated  throughout  of  12.75- 
pound  plate,  best  grade  tank  or  pressing  steel.  The  56-foot  sides  and  bottom  will  be 
made  up  of  eight  courses  of  six  plates  each,  sixteen  plates  forming  main  portion  of 
bottom,  and  sixteen  plates  forming  each  side  and  remainder  of  bottom;  the  lower 
course  of  side  plates  being  turned  on  a  {-inch  radius  to  form  sides  of  condenser.  The 
42-foot  ends  and  partitions  shall  be  made  of  six  single-plate  courses,  sides  and  bottom 
flanged-in  to  unite  with  long,  56-foot  sides  and  bottom  of  condenser.  The  partitions 
forming  the  small  compartments  shall  be  made  from  two  plates  flanged-in  on  sides 
and  bottom. 

Angle  bracing. — Each  condenser  shall  be  stiffened  on  the  inside  walls  by  a  series 
of  vertical  angle  units,  {-inch  by  3}-inches  by  5  inches  riveted  back  to  back  on  5-inch 
flange,  extending  from  top  to  bottom  of  condenser  except  as  hereafter  noted.  These 
double-angle  units  shall  be  located  every  6  feet  on  the  42-foot  sides  of  box  and  par- 
titions, except  that  all  angle  units  on  the  right  hand  of  such  partitions  shall  be  omitted 
entirely  save  a  short  1-foot  section  at  top  for  attaching  tie  rods.  On  the  long  56-foot 
sides,  a  double  angle  stiffening  unit  shall  be  located  in  the  center  of  each  11 -foot  com- 
partment. The  sides  and  partitions  of  the  condenser  shall  be  further  reinforced  by 
f-inch  by  3-inch  by  3-inch  angles  running  completely  around  the  top  of  the  box  and 
across  the  partition  sheets.  The  joints  shall  be  neatly  butted  and  fastened  with  butt 
straps. 

Cross  rods. — Angle  units  shall  be  tied  together  with  IJ-inch  rounds,  fitted  with 
clevises  on  each  end  and  tumbuckle  in  center.  The  clevis  pins  shall  be  located  6 
inches  below  the  top  of  the  condenser.  Such  construction  affords  six  rows  of  tie  rods 
6  feet  apart,  paraUel  to  56-foot  sides,  extending  from  the  ends  of  the  box  to  the  com- 
partment walls,  and  from  wall  to  wall  across  entire  box;  and  four  rows  of  tie  rods  parallel 
to  42-foot  side,  across  middle  of  42-foot  by  11-foot  compartments,  connecting  the  long 
56-foot  sides. 

Tower  bridge. — Two  rows  of  vertical  angle  stiffeners,  adjacent  to  56-foot  front 
side  of  box  shall  extend  2  feet  above  top  of  condenser,  including  all  units,  both  on 
42-foot  ends  and  cross  partitions;  thus  making  7  extensions  in  each  of  the  two  front 
rows,  or  14  in  all.    On  top  of  these  shall  be  laid  and  placed  parallel  to  the  long  56-foot 
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sides,  two  ^ineh  21-pound  I-beams,  one  on  each  set  of  supports,  running  the  full 
length  of  the  box  from  end  to  end.  These  beams  shall  be  riveted  to  the  top  of  the 
extensions  by  angle  plates  and  knee  braces  of  appropriate  design,  forming  a  bridge 
for  tower  supports. 

—All  seams  shall  be  single  riveted  with  t*inch  rivets,  on  2-inch  centers; 


top  angles  and  vertical  stiffeners  with  1-inch  rivets,  on  6rinch  centers. 

CauUdng. — ^Bottom  of  condenser  and  partitions  shall  be  caulked  on  inside,  sides 
on  outside. 

Flanges. — ^All  flanges,  except  draw-off  flanges,  shall  be  of  standard  forged  steel 
type  known  as  tank  flanges;  draw-off  flanges  will  be  of  medium  heavy  forged  steel, 
turned  on  bottom  face  to  set  50^  conical  plug.  The  following  sises  shall  be  fur- 
nished for  each  condenser: 

8  4-inch  overflow  flanges,  long  hub,  located  on  long,  56-foot  rear  side,  on  a  line 
2-feet  6  inches  below  top  of  box,  centered  as  follows: 

First  flange  2  feet  to  left  of  right-hand  end. 

Second  flange  2  feet  to  left  of  first  partition. 

Third  flange  4  feet  to  left  of  first  partition. 

Fourth  flange  2  feet  to  left  of  second  partition. 

Fifth  flange  2  feet  to  left  of  third  partition. 

Sixth  flange  4  feet  to  left  of  fourth  partition. 
Seventh  flange  4  feet  to  left  of  fourth  partition. 

Eighth  flange  2  feet  to  left  of  fifth  partition 

2  4-inch  overflow  flanges,  long  hub,  located  on  short,  6-foot  partitions,  rear  side, 
on  a  line  2  feet  6  inches  below  top  of  box,  centered  as  follows: 

6  4-inch  draw-off  flanges,  single  hub,  located  on  the  bottom,  on  a  line  parallel  to 
56-foot  side  and  18  feet  6  inches  from  rear  of  condenser,  centered  as  follows: 

First     flange  1  foot  to  left  of  right-hand  end. 
Second  flange  1  foot  to  left  of  first  partition. 
Third    flange  1  foot  to  left  of  second  partition. 
Fourth  flange  1  foot  to  left  of  third  partition. 
Fifth     flange  1  foot  to  left  of  fourth  partition. 
Sixth     flange  1  foot  to  left  of  fifth  partition. 

2  4-inch  draw-off  flanges,  single  hub,  located  on  the  bottom,  on  a  line  parallel  to 
56-foot  side  and  23  feet  6  inches  from  rear  of  condenser,  centered  as  follows: 

First     flange  1  foot  to  left  of  first  partition. 
Second  flange  1  foot  to  left  of  fourth  partition. 

Draw-off  plugs. — ^Each  condenser  compartment  shall  be  equipped  with  a  4-inch 
conical  draw-off  plug  operating  in  a  special  steel  outlet  flange.  The  plug  shall  be 
attached  to  a  rod  passing  through  the  guiding  strap  on  the  inside  vertical  wall  of  the 
condenser,  and  through  the  angle  bracket  attached  to  top  reinforcing  angle.  The  rod 
shall  project  3  feet  above  the  top  of  the  box  and  be  provided  with  a  T  handle  so  it  may 
be  conveniently  raised  or  lowered  from  the  walkway  as  desired.  The  plug  shall  be 
turned  at  a  slightly  different  angle  than  the  outlet  flange  to  avoid  binding,  or  approxi- 
mately at  50°,  and  shall  not  exceed  6  inches  in  height  nor  weigh  ovt^r  20  pounds, 
exclusive  of  rod. 

Walkway. — ^Each  condenser  shall  be  provided  with  a  suitable  walkway,  supported 
on  top,  centered  midway  between  56-foot  sides,  and  extending  full  length.  Same 
shall  be  4  feet  4  inches  in  breadth,  and  constructed  of  two  8-inch  11.25-pound  channel 
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piirlni8,niiiiiiiig  the  foD  length  of  the  boa^flangBBt^^  pmliiM  to  be  tied  together 

at  8-foot  intenrafe  by  two  Hneh  botts  centered  5  inches  apart  on  a  line  at  li^t  an^es 
to  long  axis  of  cfaanneL  PurlinB  afaaU  be  spaced  4  feet  apart,  dktance  to  be  nuuntained 
fay  4-foot  pipe  spacers,  through  which  tie  bolts  shall  pass.  On  top  of  the  purlin  frame 
shaD  rest  C.  L  open  checkerwrnk  gratings,  4  feet  4  inches  wide  by  6  feet  long,  provided 
with  projecting  higs  on  the  under  side,  allowing  easy  insertion  between  purlins  and 
affofding  readily  remoraUe  treads.  A  suitable  angle  ot  pipe  railing  shall  be  furnished 
aiound  all  sides  of  the  walkway  save  where  approaches  connect. 

Testing. — Condenser  shaD  be  erected  approximate  20  feet  above  grade,  and  upon 
oooqiletion  shall  be  tested  full  of  water  by  compartments  and  as  a  whole. 

One  Crude  Still  Condenser  Box 

DimensMMis. — Condenser  shidl  be  rectangular  in  shape,  open  top  t3rpe,  42  feet 
kHig  by  22  feet  wide  by  11  feet  6  inches  deep,  and  shall  be  divided  into  two  equal 
eompartments,  42  feet  long  by  11  feet  wide  by  11  feet  6  inches  deep  by  a  central 
partition  parallel  to  42-foot  side. 

Geooal  Constnictioii. — Condenser  shall  be  fabricated  throui^iout  of  12.75-pound 
plate,  best  grade  tank  or  pressing  steel.  The  42-foot  sides  and  bottom  «hi^H  be  made 
up  of  ei^t  courses  of  three  plates  each,  eight  plates  forming  the  bottom,  and  eight 
plates  forming  each  side;  bottom  plates  being  turned  on  a  {-inch  radius  to  form  sides 
of  condenser.  The  224oot  ends  shall  be  made  of  two  single  horiiontal  courses  sides 
and  bottom  flanged-in  to  unite  with  42-foot  sides  and  bottom  of  condenser.  Central 
partition  shall  be  made  from  eight  sinf^e  vertical  courses  turned  on  f-inch  radius  at 
bottom,  and  flanged-in  on  sides. 

An^  tmcmg. — Condenser  shall  be  stiffened  on  the  inside  walls  by  a  series  of 
vertical  angje  units  f-inch  by  3|  inches  by  5  inches,  riveted  back  to  back  on  a  5-inch 
flange,  extending  top  to  bottom  of  condenser  except  as  hereafter  noted.  These  double 
angle  imits  diall  be  located  every  6  feet  on  the  42-foot  sides  of  box  and  partition 
except  that  all  angje  units  on  one  side  of  partition  shall  be  omitted  entirely  save  a 
short  l^oot  section  at  top  for  attaching  tie  rods.  On  the  22-foot  ends,  a  double  an^e 
stiffening  unit  shall  be  located  in  the  center  of  each  11-foot  compartment.  Sides  and 
partition  of  condenser  shall  be  further  reinforced  by  {-inch  by  3  inch  by  S-inch 
an^es  running  completely  around  top  of  box  and  across  partition  sheet,  joints  to  be 
neatly  butted,  and  fastened  with  butt  straps. 

Cross  rods- — An^  units  shall  be  tied  together  with  1  f-inch  rounds  fitted  with 
clevises  on  each  end  and  turnbuckle  in  center.  Clevis  pins  shall  be  located  6  inches  below 
toip  of  condenser;  such  construction  affording  six  rows  of  tie  rods  6  feet  apart  parallel 
to  22riQot  ends,  extending  from  sides  of  box  to  compartment  wall;  and  two*  rows  of 
tie  rods  parallel  to  42-foot  side  across  middle  of  42-foot  by  ll^oot  compartments 
connecting  the  22-foot  ends. 

Tower  bridge. — Two  rows  of  vertical  angje  stiffeners,  adjacent  to  22-foot  front 
ends  of  box  shall  extend  2  feet  above  the  top  of  the  condenser,  including  all  units  both 
on  42-foot  sides  and  central  partition;  thus  making  three  extensions  in  each  of  the  two 
front  rows,  or  six  in  all.  On  top  of  these  shall  be  laid  and  placed  parallel  to  the  22>foot 
ends,  two  9-inch  21-pound  I-beams,  one  on  each  set  of  supports,  running  full  width 
of  box  from  side  to  side.  These  beams  shall  be  riveted  to  top  of  extensions  by  anide 
plates  and  knee  braces  of  appropriate  design  forming  a  bridge  for  tower  supports. 

Riveting.— All  seams  shall  be  single  riveted  with  |-inch  rivets,  on  2-inch  centers- 
top  angles  and  vertical  stiffeners  with  i-inch  rivets,  on  6-inch  centers.  ' 

Caulking. — The  bottom  of  the  condenser  and  the  partition  shaU  be  caulked 
inside,  sides  on  outside. 
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FUmees. — AD  flanges,  except  draw-off  flanges,  shall  be  of  standard  forged  steel 
type  known  as  tank  flanges.  Draw-off  flanges  shall  be  of  medium  heavy  forged 
steel,  turned  on  bottom  face  to  seat  50^  conical  plug.  The  following  siies  shall  be 
fumished: 

2  4-inch  overflow  flanges,  long  hub,  located  on  22-foot  rear  end,  on  a  line  2  feet 
below  top  of  box,  centered  as  follows: 

First     flange  2  feet  to  left  of  rig^t-hand  side. 
Second  flange  2  feet  to  left  of  central  partition. 

2  4-mch  draw-off  flanges,  sini^e  hub,  located  on  the  bottom,  on  a  line  parallel  to 
22-foot  end  and  18  feet  6  inches  from  rear  of  condenser  centered  as  follows : 

First     flange  1  foot  to  left  of  right-hand  side. 
Second  flange  1  foot  to  left  of  central  partition. 

Draw-off  plugs. — ^The  condenser  compartment  shall  be  equipped  with  a  4-inch  coni- 
cal draw-off  plug  operating  in  a  special  steel  outlet  flange.  The  plug  shall  be  attached 
to  a  rod  passing  through  a  guiding  strap  on  the  inside  vertical  wall  of  condenser, 
and  angle  bracket  attached  to  top  reinforcing  angle.  The  rod  shall  project  3  feet 
above  the  top  of  the  box  and  be  provided  with  a  T  handle  so  it  may  be  conveniently 
raised  or  lowered  from  the  walkway  as  desired.  The  plug  shall  be  turned  at  a  slightly 
different  an^e  from  the  outlet  flange  to  avoid  binding,  or  approximately  at  50^,  and 
shall  not  exceed  6  inches  in  height,  nor  weig^  over  20  pounds  exclusive  of  rod. 

Walkway. — Condenser  shall  be  provided  with  a  suitable  walkway,  supported  on 
top,  centered  midway  between  22^oot  ends,  and  extending  full  width.  Same  shall  be 
4  feet  4  inches  in  breadth,  and  constructed  of  two  8-inch  11.25-pound  channel  purlins 
running  full  width  of  box,  flanges  turned  out;  purlins  to  be  tied  together  at  8-foot 
intervals  by  two  }-inch  bolts  centered  5  inches  apart  on  a  line  at  right  angles  to  long 
axis  of  channel.  Purlins  shall  be  spaced  4  feet  apart,  distance  to  be  maintained  by 
4-foot  pipe  spacers,  through  which  tie  bolts  shall  pass.  On  top  of  purlin  frame  shall 
rest  C.  I.  open  checkerwork  gratings,  4  feet  4  inches  wide  by  6  feet  long,  provided  with 
projecting  lugs  on  underside,  allowing  easy  insertion  between  purlins  and  affording 
readily  removable  treads.  A  suitable  angle  or  pipe  railing  shall  be  fumished  around 
all  sides  of  walkway  save  where  approaches  connect. 

Testing. — Condenser  shall  be  erected  approximately  20  feet  above  grade  and  upon 
completion  shall  be  tested  full  of  water  by  compartments  and  as  a  whole. 

Ttoo  Reducing  StiU  Condenser  Boxes 

Dimensions. — ^Each  condenser  shall  be  rectangular  in  shape,  open  top  type,  56  feet 
long  by  42  feet  wide  by  11  feet  6  inches  deep,  and  shall  be  divided  into  four  equal 
compartments  by  partitions  parallel  to  the  42-foot  side,  the  compartments  then  being 
42  feet  long  by  14  feet  wide  by  11  feet  6  inches  deep. 

General  construction. — Each  condenser  shall  be  fabricated  throughout  of  12.75- 
pound  plate  best  grade  tank  or  pressing  steel.  The  56-foot  sides  and  bottom  shall 
be  made  up  of  ei^t  courses  of  six  plates  each,  sixteen  plates  forming  main  portion 
of  bottom,  and  sixteen  plates  forming  each  side  and  remainder  of  bottom,  the  lower 
course  of  side  plates  shall  be  turned  on  a  i-inch  radius  to  form  the  sides  of  the  con- 
denser. The  42-foot  ends  and  partitions  shall  be  made  of  six  single  plate  courses, 
sides  and  bottom  flanged-in  to  unite  with  long  56-foot  sides  and  bottom  of  condenser. 

Angle  hnctng. — Each  condenser  shall  be  stiffened  on  the  inside  walls  by  a  series 
of  vertical  angle  units  |-inch  by  3i  inches  by  5  inches,  riveted  back  to  back  on  a  5- 
inch  flange,  extending  top  to  the  bottom  of  the  condenser  except  as  hereafter  noted. 
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These  double  angle  units  shaU  be  located  every  6  feet  on  the  42-foot  sides  of  box  and 
partitions,  except  that  all  angle  units  on  the  right-hand  side  of  such  partitions  shall 
be  omitted  entirely  save  a  short  I-foot  section  at  top  for  attaching  tie  rods.  On  the 
long  56-foot  sides,  a  double  angle  stiffening  unit  shall  be  located  in  the  center  of  each 
14-foot  compartment.  Sides  and  partitions  of  condenser  shall  be  further  reinforced 
by  {-inch  by  3-inch  by  3-inch  angles  running  completely  around  top  of  box  and  across 
partition  sheets,  joints  to  be  neatly  butted,  and  fastened  with  butt  straps. 

Cross  rods. — ^Angle  imits  shall  be  tied  together  with  li-inch  rounds,  fitted  with 
clevises  on  each  end  and  tumbuckle  in  center,  clevis  pins  to  be  located  6  inches  below 
top  of  condenser;  such  construction  affording  six  rows  of  tie  rods  6  feet  apart,  parallel 
to  56-foot  sides,  extending  from  ends  of  box  to  compartment  walls,  and  from  wall  to 
wall  across  entire  box;  and  four  rows  of  tie  rods  parallel  to  42-foot  side  across  middle 
of  42-foot  by  11-foot  compartment  connecting  the  long  56-foot  sides. 

Tower  bridge. — ^Two  rows  of  vertical  angle  stiffeners,  adjacent  to  56-foot  front 
side  of  box  shall  extend  2  feet  above  top  of  condenser,  including  all  units,  on  both 
42-foot  ends  and  cross  partitions;  thus  making  five  extensions  in  each  of  the  two 
front  rows  or  ten  in  all.  On  top  of  these  shall  be  laid  and  placed  parallel  to  the  long 
56-foot  sides,  two  ^inch  21-pound  I-beams,  one  on  each  set  of  supports,  running  the 
full  length  of  the  box  from  end  to  end.  These  beams  shall  be  riveted  to  the  top  of  the 
extensions  by  angle  plates  and  knee  braces  of  appropriate  design  forming  a  bridge  for 
tower  supports. 

Riveting. — ^All  seams  shall  be  single  with  f-inch  rivets,  on  2-inch  centers,  top  angles 
and  vertical  stiffeners  with  f-inch  rivets,  on  6-inch  centers. 

Caulking. — Bottom  of  condenser  and  partitions  shall  be  caulked  on  inside,  sides  on 
outside. 

Flanges. — ^All  flanges,  except  draw-off  flanges,  shall  be  of  standard  forged  steel 
type  known  as  tank  flanges.  Draw-off  flanges  shall  be  of  medium  heavy  forged  steel, 
turned  on  bottom  face  to  seat  50°  conical  plug.  The  following  sizes  shall  be  fur- 
nished for  each  condenser: 

4  4-inch  overflow  flanges,  long  hub,  located  on  long  56-foot  rear  side,  on  a  line 
2  feet  6  inches  below  top  of  box,  centered  as  follows: 

First     flange  2  feet  to  left  of  right-hand  end. 
Second  flange  2  feet  to  left  of  first  partition. 
Third    flange  2  feet  to  left  of  second  partition. 
Fourth  flange  2  feet  to  left  of  third  partition. 

4  4-inch  draw-off  flanges,  single  hub,  located  bottom,  on  a  line  parallel  to  56- 
foot  side  and  23  feet  6  inches  from  rear  of  condenser,  centered  as  follows: 

First     flange  1  foot  to  left  of  right-hand  end. 
Second  flange  1  foot  to  left  of  first  partition. 
Third    flange  1  foot  to  left  of  second  partition. 
Fourth  flange  1  foot  to  left  of  third  partition. 

Draw-off  plugs. — Each  condenser  compartment  shall  be  equipped  with  a  4-inch 
conical  draw-off  plug  operating  in  a  special  steel  outlet  flange.  The  plug  shall  be 
attached  to  a  rod  passing  through  a  guiding  strap  on  inside  vertical  wall  of  condenser, 
and  through  the  angle  bracket  attached  to  top  reinforcing  angle.  The  rod  shall  project 
3  feet  above  the  top  of  the  box  and  be  provided  with  T  handle  so  it  may  be  conveniently 
raised  or  lowered  from  the  walkway  as  desired.  The  plug  shall  be  turned  at  a  slightly 
different  angle  than  the  outlet  flange  to  avoid  binding,  or  approximately  at  50**,  and 
shall  not  exceed  6  inches  in  height,  nor  weigh  over  20  pounds  exclusive  of  rod. 
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Walkway. — ^Each  condenser  shall  be  provided  with  a  suitable  walkway,  supported 
on  top,  centered  midway  between  56-foot  sides,  and  extending  full  length.  Same 
shall  be  4  feet  4  inches  in  breadth,  and  constructed  of  two  8-inch  11.25-pound  channel 
purlins,  running  the  full  length  of  box,  flanges  turned  out.  The  purlins  shall  be  tied 
together  at  S-foot  intervals  by  two  |-inch  bolts  centered  5  inches  apart  on  a  line  at 
right  angles  to  long  axis  of  channel.  Purhns  shall  be  spaced  4  feet  apart,  distance  to 
be  maintained  by  4-foot  pipe  spacers,  through  which  tie  bolts  shall  pass.  On  top  of 
the  purlin  frame  shall  rest  C.  I.  open  checkerwork  gratings  4  feet  4  inches  wide  by 
6  feet  long,  provided  with  projecting  lugs  on  underside,  allowing  easy  insertion  between 
purlins  and  affording  readily  removable  treads.  A  suitable  angle  or  pipe  railing  shall  be 
furnished  around  all  sides  of  the  walkway  save  where  approaches  connect. 

Testing. — ^The  condenser  shall  be  erected  approximately  20  feet  above  grade  and 
upon  completion  shall  be  tested  full  of  water  by  compartments  and  as  a  whole. 

One  Reducing  SiiU  Condenser  Box 

Specifications. — ^The  condenser  shall  be  similar  to  crude  stiU  condenser  box  in 
every  particular. 

One  Steam  Still  Condenser  Box 

Dimensions. — The  condenser  shall  be  rectangular  in  shape,  open-top  type,  84  feet 
long  by  42  feet  wide  by  11  feet  6  inches  deep,  and  shall  be  divided  into  six  equal 
compartments  by  partitions  parallel  to  the  42-foot  side,  compartments  then  being  42 
feet  long  by  14  feet  wide  by  11  feet  6  inches  deep. 

General  construction. — ^The  condenser  shall  be  fabricated  throughout  of  12.75- 
pound  plate,  best  grade  of  tank  or  pressing  steel.  The  84-foot  sides  and  bottom  shall 
be  made  up  of  twelve  courses  of  six  plates  each,  twenty-four  plates  forming  main 
portion  of  bottom,  and  twenty-four  plates  forming  each  side  and  remainder  of  bottom, 
lower  coimse  of  side  plates  being  turned  on  a  |-inch  radius  to  form  sides  of  condenser. 
The  42-foot  ends  and  partitions  shall  be  made  of  six  single  vertical  plate  courses, 
sides  and  bottom  flanged-in  to  unite  with  long  84-foot  sides  and  bottom  of  condenser. 

Angle  bradng. — ^The  condenser  shall  be  stiffened  on  inside  walls  by  a  series  of 
vertical  angle  imits  }  inch  by  3}  inches  by  5  inches,  riveted  back  to  back  on  a  5-inch 
flange,  extending  top  to  bottom  of  condenser  except  as  hereafter  noted.  These  double 
angle  units  shall  be  located  every  6  feet  on  the  42-foot  sides  of  box  and  partitions,  except 
that  all  angle  units  on  the  right-hand  side  of  such  partitions  shall  be  omitted  entirely 
save  a  short  1-foot  section  at  top  for  attaching  tie  rods.  On  the  long  84-foot  sides,  a 
double-angle  stiffening  imit  shall  be  located  in  the  center  of.  each  14-foot  compartment. 
Sides  and  partitions  of  condenser  shall  be  further  reinforced  by  f-inch  by  3-inch  by 
3-inch  an^es  running  completely  around  top  of  box  and  across  partition  sheets.  Joints 
shall  be  neatly  butted  and  fastened  with  butt  straps. 

Cross  rods. — ^Angle  units  shall  be  tied  together  with  l)-inch  rounds,  fitted  with 
clevises  at  each  end  and  tumbuckle  in  center,  clevis  pins  to  be  located  6  inches  below 
top  of  condenser.  Such  construction  affords  six  rows  of  tie  rods  6  feet  apart,  parallel 
to  84  foot  sides,  extending  from  ends  of  box  to  compartment  walls  and  from  wall  to 
wall  across  entiro  box;  and  six  rows  of  tie  rods  parallel  to  the  42-foot  side  across 
middle  of  42  foot  by  11  foot  6  inch  compartment  connecting  the  long  84-foot  sides. 

Tower  bridge. — ^Two  rows  of  vertical  angle  stiffeners,  adjacent  to  84-foot  front 
side  of  box  shall  extend  2  feet  above  top  of  condenser,  including  aU  units,  both  on  42-foot 
ends  and  cross  partitions,  thus  making  seven  extensions  in  each  of  the  two  front  rows, 
or  fourteen  in  all.  On  top  of  these  shall  be  laid  and  placed  parallel  to  the  long  84-foot 
sides,  two  9-inch  21-pound  I-beams,  one  on  each  set  of  supports,  running  full  length 
of  box  from  end  to  end.     These  beams  shall  be  riveted  to  the  top  of  the  extensions 
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by  angle  plates  and  knee  braces  of  appropriate  design  forming  a  bridge  for  the  tower 
supports. 

Riveting. — ^AU  seams  shall  be  single  riveted  with  f-inch  rivets  on  2-inch  centers,  top 
angles  and  vertical  stiffeners  with  f-inch  rivets  on  6-inch  centers. 

Caulking. — Bottom  of  condenser  and  partitions  shall  be  caulked  on  inside,  sides  on 
outside. 

Flanges. — ^All  flanges,  except  draw-off  flanges,  shall  be  of  standard  forged  steel 
type  known  as  tank  flanges.  Draw-off  flanges  shall  be  of  medium  heavy  forged  steel, 
turned  on  bottom  face  to  seat  a  50**  conical  plug.  The  following  sizes  shall  be 
furnished: 

6  4-inch  overflow  flanges,  long  hub,  located  on  long  84-foot  rear  side,  on  a  line 
2  feet  6  inches  below  top  of  box,  centered  as  follows: 

First     flange  2  feet  to  left  of  right-hand  end. 
Second  flange  2  feet  to  left  of  first  partition. 
Third    flange  2  feet  to  left  of  second  partition. 
Fourth  flange  2  feet  to  left  of  third  partition. 
Fifth     flange  2  feet  to  left  of  fourth  partition. 
Sixth    flange  2  feet  to  left  of  fifth  partition. 

6  4-inch  draw-off  flanges,  single  hub,  located  on  the  bottom,  on  a  line  parallel  to 
84-foot  side  and  23  feet  6  inches  from  rear  of  condenser^  centered  as  follows: 

First     flange  1  foot  to  left  of  right-hand  end. 
Second  flange  1  foot  to  left  of  first  partition. 
Third    flange  1  foot  to  left  of  second  partition. 
Fourth  flange  1  foot  to  left  of  third  partition. 
Fifth     flange  1  foot  to  left  of  fourth  partition. 
Sixth     flange  1  foot  to  left  of  fifth  partition. 

Draw-off  plugs. — ^Each  condenser  compartment  shall  be  equipped  with  a  4^eh 
conical  draw-off  plug  operating  in  a  special  steel  outlet  flange.  The  plug  shall  be 
attached  to  a  rod  passing  through  a  guiding  strap  on  the  inside  vertical  wall  of  the 
condenser,  and  through  the  angle  bracket  attached  to  top  reinforcing  angle,  the  rod 
projecting  3  feet  above  top  of  box  and  provided  with  T  handle  so  it  may  be  conveniently 
raised  or  lowered  from  walkway  as  desired.  The  plug  shall  be  turned  at  a  slightly 
different  angle  than  the  outlet  flange  to  avoid  binding,  or  approximately  at  50**,  and 
shall  not  exceed  6  inches  in  height,  nor  weigh  over  20  pounds,  exclusive  of  rod. 

Walkway. — ^The  condenser  shall  be  provided  with  a  suitable  walkway,  supported 
on  top,  centered  midway  between  84-foot  sides,  and  extending  full  length.  Same 
shall  be  4  feet  4  inches  in  breadth;  and  constructed  of  two  8-inch  11.25-pound  channel 
purlins,  running  full  length  of  box,  flanges  turned  out.  The  purlins  shall  be  tied  together 
at  8-foot  intervals  by  two  f-inch  bolts  centered  5  inches  apart  on  a  line  at  right  angles 
to  long  axis  of  channel.  Purlins  shall  be  spaced  4  feet  apart,  distance  to  be  maintained 
by  4-foot  pipe  spacers,  through  which  tie  bolts  shall  pass.  On  top  of  the  purlin  frame 
shall  rest  C.  I.  open  checkerwork  gratings  4  feet  4  inches  wide  by  6  feet  long,  provided 
with  projecting  lugs  on  under  side,  allowing  easy  insertion  between  purlins  and  affording 
readHy  removable  treads.  A  suitable  angle  or  pipe  railing  shall  be  furnished  around 
all  sides  of  walkway  save  where  approaches  connect. 

Testing. — The  condenser  shall  be  erected  on  foundations  approximately  20  feet 
above  grade,  and  upon  completion  shall  be  tested  full  of  water  by  compartments  and 
as  a  whole. 
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One  Wash  Slill  Condenser  Box 

Dimensioiis. — ^The  condenser  shall  be  rectangular  in  shape,  open-top  type,  21 
feet  long  by  14  feet  wide  by  5  feet  deep,  and  shall  be  divided  into  two  equal  compart- 
ments 21  feet  long  by  7  feet  wide  by  5  feet  deep  by  central  partition  parallel  to  21-foot 
side. 

General  construction. — ^The  condenser  shall  be  fabricated  throughout  of  10.20- 
pound  plate  best  grade  tank  or  pressing  steel,  and  shall  be  made  up  of  three  double 
courses  bent  on  small  radii  (3-inch)  to  form  sides  of  condenser.  The  14-foot  ends  shall 
each  be  made  from  one  piece  of  plate,  and  flanged-in  to  unite  with  sides  and  bottom 
of  condenser. 

Angle  bndng. — The  condenser  shall  be  stiffened  on  the  inside  walls  by  a  series 
of  vertical  angles  f-inch  by  3  inches  by  3  inches  extending  from  top  to  bottom  of 
the  condenser  and  located  every  7  feet  on  the  21-foot  sides.  The  sides  of  the  condenser 
shall  be  further  reinforced  by  |-inch  by  3-inch  by  3-inch  angles,  running  completely 
around  the  top  of  the  box.    Joints  shall  be  neatly  butted  and  fastened  with  butt  straps. 

Cross  ties. — The  opposite  vertical  stiffening  units  shall  be  tied  together  with  1-inch 
by  2-inch  flats  at  the  top  of  the  condenser  with  {-inch  bolts. 

Riveting. — ^All  seams  shall  be  single  riveted  with  ^inch  rivets,  on  l}-inch  centers, 
top  angles  and  vertical  stiffeners  with  ^-inch  rivets,  on  6-inch  centers. 

Caulking. — ^The  bottom  of  the  condenser  shall  be  caulked  on  the  inside;  sides  on 
the  outside. 

Flanges. — ^All  flanges,  except  draw-off  flanges,  shall  be  of  standard  forged  steel 
t3rpe,  known  as  tank  flanges;  draw-off  flanges  shall  be  of  medium  heavy  forged  steel, 
turned  on  bottom  face  to  seat  50®  conical  plugs.  The  following  sizes  shall  be 
furnished: 

2  3-inch  overflow  flanges,  long  hub,  located  14  feet  from  rear  end,  on  a  line  2  feet 

6  inches  below  top  of  box,  centered  2  feet  to  left  of  right-hand  side  and 

central  partition,  respectively. 
2  4-inch  draw-off  flanges,  single  hub,  located  on  the  bottom,  on  a  line  parallel  to 

14-foot  side,  and  2  feet  from  rear  end,  centered  1  foot  left  of  right-hand 

side  and  central  partition,  respectively. 

Draw-off  plugs. — Each  compartment  shall  be  equipped  with  a  4-inch  conical  draw- 
off  plug,  operating  in  special  steel  outlet  flange;  plug  to  be  attached  to  rod  passing 
through  angle  bracket  attached  to  top  reinforcing  angle;  rod  projecting  2  feet  from 
top  of  box  and  provided  with  T  handle  so  it  may  be  conveniently  raised  or  lowered  as 
desired.  The  plug  shall  be  turned  at  a  slightly  different  angle  than  the  outlet  flange 
to  avoid  binding,  or  approximately  at  50°,  and  shall  not  exceed  6  inches  in  height 
nor  weigh  over  20  pounds  exclusive  of  rod. 

Testing. — Condenser  shall  be  erected  on  foundations  approximately  16  feet  above 
grade,  and  upon  completion  shall  be  tested  full  of  water  by  compartments  and  as  a 
whole. 

Ten  Pumping-oul  Pans 

Dimensions. — ^Each  pan  shall  be  rectangular  in  shape,  42  feet  long  by  7  feet  wide 
by  5  feet  deep,  open  top. 

General  construction. — ^Each  pan  shall  be  fabricated  throughout  of  10.20-pound 
best  grade  tank  or  pressing  steel,  and  shall  be  made  up  of  seven  single  courses  bent 
on  small  radii  (3  inch)  to  form  sides  of  pan.  The  7-foot  ends  shall  be  made  from  one 
piece  of  plate,  and  flanged-in  to  unite  with  sides  and  bottom  of  pan. 

Angle  bracing. — ^Each  pan  shall  be  stiffened  on  the  inside  walls  by  a  series  of  vertical 
angle  units  A  inch  by  2§  inches  by  2\  inches,  extending  from  top  to  bottom  of  pan, 
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located  every  7  feet  on  the  42-foot  sides.  Sides  shall  be  further  reinforced  by  A^inch 
by  2i-inch  by  2)-inch  angles,  running  completely  around  top  of  box.  Joints  shall 
be  neatly  butted  and  fastened  with  butt  straps. 

Cross  ties. — Opposite  vertical  stiffening  units  shall  be  tied  together  at  top  of  pan 
by  f-inch  by  2-inch  flats,  with  f-inch  bolts. 

Riveting. — ^All  seams  shall  be  single  riveted  with  ^inch  rivets  on  l^-inch  centers, 
top  angles  and  Vertical  stiff eners  with  i|^-inch  rivets,  on  6-inch  centers. 

CauUdng. — Bottom  of  pan  shall  be  caulked  on  inside;  sides  on  outside. 

Flanges. — All  flanges,  except  draw-off  flanges,  shall  be  of  standard  forged  steel 
type,  known  as  tank  flanges.  Draw-off  flanges  shall  be  of  medium  heavy  forged  steel, 
turned  on  bottom  face  to  seat  a  50®  conical  plug.  The  following  sizes  shall  be  fur- 
nished for  each  pan: 

1  3-inch  overflow  flange,  long  hub,  located  7  feet  from  rear  end,  on  a  line  2  feet 
6  inches  below  top  of  box,  centered  2  feet  to  left  of  right-hand  side. 

1  4-inch  draw-off  flange,  single  hub,  located  on  the  bottom,  on  a  line  parallel  to 
7-foot  side  and  2  feet  from  rear  end,  centered  1  foot  to  left  of  right-hand 
side. 

Draw-off  plugs. — ^Each  pan  shall  be  equipped  with  a  4-inch  conical  draw-off  plug, 
operating  in  a  special  steel  outlet  flange.  The  plug  shall  be  attached  to  rod  passing 
through  angle  bracket  attached  to  top  reinforcing  angle;  rod  projecting  2  feet  from 
top  of  box  and  provided  with  T  handle  so  it  may  be  conveniently  raised  or  lowered  as 
desired.  The  plug  shall  be  turned  at  a  slightly  different  angle  from  outlet  flange  to  avoid 
binding,  or  approximately  at  50®,  exclusive  of  rod. 

Testing. — Each  pan  shall  be  erected  approximately  at  grade,  and  upon  completion 
shall  be  tested  full  of  water. 

Five  Flow  Tanks 

Dimensions. — ^Each  tank  shall  be  rectangular  in  shape,  open  top  type,  40  feet  long 
by  10  feet  wide  by  5  feet  deep,  and  shall  be  divided  in  four  equal  compartments  10  feet 
long  by  10  feet  wide  by  5  feet  deep  by  partitions  parallel  to  10-foot  end. 

General  construction. — ^Each  tank  shall  be  fabricated  throughout  of  9.68  pounds 
plate  best  grade  tank  or  pressing  steel,  and  shall  be  made  up  of  seven  double  courses 
bent  on  small  radii  (3  inch)  to  form  sides  of  tank.  The  10-foot  ends  and  partitions 
shall  each  be  made  from  one  or  two  pieces  of  plate,  and  flanged-in  to  unite  with  the  sides 
and  bottom  of  the  tank. 

Angle  bracing. — ^E^ach  tank  shall  be  stiffened  on  the  inside  walls  by  four  ^V-ii^^h  by 
2f-inch  by  2i-inch  angles  per  side,  centered  between  partitions,  and  extending  from 
top  to  bottom  of  tank.  Sides  and  partitions  shall  be  further  reinforced  by  ^inch  by 
2}-inch  by  2i-inch  angles  turned  in,  running  completely  around  top  of  box  and  across 
partitions.    Joints  shall  be  neatly  butted  and  fastened  with  butt  straps. 

Cross  ties. — Opposite  vertical  stiffening  angles  shall  be  tied  together  at  top  of  tank 
by  i  inch  by  2-inch  flats,  with  |-inch  bolts.  Two  additional  flats  shall  be  bolted  diago- 
nally from  the  center  of  the  top  angle  at  each  end  to  the  side  angles,  as  additional 
reinforcing  units. 

Riveting. — All  seams  shall  be  single  riveted  with  f-inch  rivets  on  l}-inch  centers, 
top  angles  and  vertical  stiffeners  with  {-inch  rivets,  on  4i-inch  centers. 

Caulking. — ^Bottom  of  tank  shall  be  caulked  on  inside;  sides  on  outside. 

Flanges. — ^The  following  sizes  shall  be  furnished  for  each  tank: 

4  3-inch  suction  flanges,  long  hub,  located  on  the  40-foot  side  on  a  Une  12  inches 
above  bottom  of  tank,  centered  12  inches  to  left  of  right-hand  end  and  each 
partition. 
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4  2-mch  water  draw-off  flanges,  long  hub,  located  on  the  40-foot  side,  on  a  line 
9  inches  above  bottom  of  tank,  centered  12  inches  to  right  of  left-hand  end 
and  each  partition. 

Testing. — ^Each  tank  shall  be  erected  approximately  at  grade.  They  shall  be  tested 
by  compartments  and  as  a  whole. 

One  Flow  Tank 

Dimensions. — ^Tank  shall  be  rectangular  in  shape,  open-top  type,  69  feet  long  by 
8  feet  wide  by  6  feet  deep  and  shall  be  divided  in  three  equal  compartments  23  feet  long 
by  8  feet  wide  by  6  feet  deep  by  partitions  parallel  to  8-foot  end. 

General  construction. — ^Tank  shall  be  fabricated  throughout  of  8.25-poimd  best 
grade  tank  or  pressing  steel,  and  shall  be  made  up  of  fourteen  double  courses  bent  on 
small  radii  (3  inch)  to  form  sides  of  tank.  The  8-foot  ends  and  partitions  shall  each 
be  made  from  one  or  two  pieces  of  plate  flanged-in  to  unite  with  sides  and  bottom 
of  tank. 

Angle  bracing. — ^Tank  shall  be  stiffened  on  inside  walls  by  six  iV-hich  by  2}-inch 
by  2)-inch  angles  per  side,  equally  spaced  between  partitions,  and  extending  from  top  to 
bottom  of  tank.  Sides  and  partitions  shall  be  further  reinforced  by  ^inch  by 
2}-inch  by  2}-inch  angles  turned  in,  running  completely  around  top  of  box  and  across 
partition.     Joints  shall  be  neatly  butted  and  fastened  with  butt  straps. 

Cross  ties. — Opposite  vertical  stiffening  angles  shall  be  tied  together  at  top  of  tank 
by  {-inch  by  2-inch  fiats,  with  |-inch  bolts.  Two  additional  flats  shall  be  bolted  diago- 
nally from  center  of  top  angle  at  each  end  to  side  angles,  as  additional  reinforcing  units. 

Riveting. — All  seams  shall  be  single  riveted  with  f-inch  rivets  on  li-inch  centers; 
top  angles  and  vertical  stiffeners  with  {-inch  rivets  on  4}-inch  centers. 

CauUdng. — Bottom  of  tank  shall  be  caulked  on  inside,  sides  on  outside. 

Flanges. — The  following  sizes  shall  be  furnished  for  each  tank: 

3  2-inch  water  draw-off  flanges,  long  hub,  located  on  69-foot  side,  on  a  line 
9  inches  above  bottom  of  tank,  centered  12  inches  to  left  of  right-hand  end 
and  each  partition. 

Testing. — Each  tank  shall  be  erected  approximately  at  grade,  and  upon  completion 
shall  be  tested  full  of  water  by  compartments  and  as  a  whole. 

Two  Flow  Tanks 

Dimensions. — ^Each  tank  shall  be  rectangular  in  shape,  open  top  type,  100  feet 
long  by  8  feet  wide  by  6  feet  deep  and  shall  be  divided  into  thirteen  compartments 
by  partitions  parallel  to  the  8-foot  end,  compartments  being  8  feet  long  by  6  feet  deep. 
Partitions  shall  be  located  as  follows; 

First  partition,  10  feet  from  8-foot  end. 

Second  partition,    5  feet  from  first        partition. 

Third  partition,  10  feet  from  second   partition. 

Fourth  partition,    5  feet  from  third      partition. 

Fifth  partition,  10  feet  from  fourth    partition. 

Sixth  partition,    5  feet  from  fifth       partition. 

Seventh  partition,  10  feet  from  sixth      partition. 

Eighth  partition,    5  feet  from  seventh  partition. 

Ninth  partition,  10  feet  from  eighth    partition. 

Tenth  partition,    5  feet  from  ninth     partition. 

Eleventh  partition,  10  feet  from  tenth     partition. 

Twelfth  partition,    5  feet  from  eleventh  partition. 
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There  will  thus  be  formed  seven  compartments  (10  feet  by  8  feet  by  6  feet),  and  six 
compartments  (8  feet  by  5  feet  by  6  feet). 

General  constraction. — ^Each  tank  shall  be  fabricated  throughout  of  8.25-pound 
best  grade  tank  or  pressing  steel,  and  shall  be  made  up  of  twenty-one  double  courses 
bent  on  small  radii  (3  inch)  to  form  sides  of  tank.  The  8-foot  ends  and  partitions 
shall  each  be  made  from  one  or  two  pieces  of  plate,  flanged-in  to  unite  with  sides  and 
bottom  of  tank. 

Angle  bracing. — ^Each  tank  shall  be  stiffened  on  inside  walls  by  seven  A^inch  by 
2i-inch  by  2i-inch  angles  per  side,  centered  between  10-foot  partitions  and  extending 
from  top  to  bottom  of  tank.  Sides  and  paititions  shall  be  further  reinforced  by 
A-*inch  by  2i-inch  by  2i-inch  angles  turned-out,  running  completely  around  top 
of  box  and  across  partitions.  Joints  shall  be  neatly  butted  and  fastened  with  butt 
straps. 

Cross  ties. — Opposite  vertical  stiffening  angles  shall  be  tied  together  at  top  of  tank 
by  }-inch  by  2-inch  flats,  with  f-inch  bolts.  Two  additional  flats  shall  be  bolted  diago- 
nally from  the  center  of  the  top  angle  at  each  end  and  to  the  side  angles,  as  additional 
reinforcing  units. 

Riveting. — ^All  seams  shall  be  single  riveted  with  f-inch  rivets,  on  If-inch  centers, 
top  angles  and  vertical  stiffeners  with  f-inch  rivets,  on  4i-inch  centers. 

Caulking. — ^Bottom  of  tank  shall  be  caulked  on  inside;  sides  on  outside. 

Testing. — ^Each  tank  shall  be  erected  on  foimdations  approximately  at  grade, 
and  upon  completion  shall  be  tested  full  of  water  by  compartments  and  as  a  whole. 

Three  Refined  OH  Affitaiora—SOOO  Barrels 

Dimensions. — ^Each  agitator  shall  be  of  vertical  type,  closed  top,  25  feet  diameter 
by  36  feet  5  inches  high. 

General  construction. — ^Each  agitator  shall  be  made  of  a  six-course  shell,  of  best 
quality  tank  steel;  to  the  first  and  second  rings  of  which,  and  erected  vertically  on 
equidistant  radial  lines,  six  gusset  plates,  also  of  tank  steel,  shall  be  framed  on  inside. 
Supported  by  the  latter,  and  joined  to  the  shell  at  the  top  of  the  second  ring,  shall  be 
located  a  30®  cone,  to  be  fabricated  from  twenty  segmental  plates  and  one  cir- 
cular dished  bottom  plate  of  best  grade  flange  steel.  The  cone  shall  be  flanged-in  to 
fit  inside  of  shell  with  a  flange  of  6-inch  width,  cone  apex  to  be  6  feet  above  bottom  of 
agitator.  In  first  ring,  centered  between  supporting  gussets  shall  be  located  two 
door-ways  3  feet  by  7  feet,  directly  opposite  each  other.  The  following  weights  of 
plate  shall  be  used  in  the  above  construction: 

First  ring 17.85  pounds  Fifth  ring 12.75  pounds 

Second  ring 17.85  pounds  Sixth  ring 12.75  pounds 

Third  ring 15.30  pounds  Gusset  plates  . .  17.85  pounds 

Fourth  ring 15.30  pounds  Cone  plates. .  .  .  17.85  pounds 

Angle  bracing. — ^Around  the  bottom  of  each  agitator  shall  be  riveted  inside 
and  outside  f-inch  by  3-inch  by  3-inch  angles,  while  around  the  top  of  the  sheQ 
shall  be  one  angle  iV-inch  by  2}-inch  by  2}-inch  turned  on  outside.  Around  the 
gusset  plates,  on  each  side  shall  also  be  riveted  }-inch  by  3-inch  by  3-inch  angles. 
Door  entrances  shall  also  be  reinforced  with  the  same  weight  angle  on  the  outside  of 
the  shell  only. 

Riveting. — ^All  holes  in  and  above  the  cone  shall  be  countersunk  inside;  the  fol- 
lowing schedule  of  rivets  shall  be  adopted: 
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Location  Riveting  circular  seams  Riveting  vertical  seams 

Bottom  angles  to 

Ist  ring }-inch  R.,  3-inch  P.,  S.R.L. 

Ist  ring  to  2d f-inch  R.,  2i  inch  P.,  S.R.L.  f-inch  R.,  3-inch  P.,  D.R.L. 

2d  to  cone  flange .  f-inch  R.,  2f-inch  P.,  S.R.L.  (C.S.)  f-inch  R.,  3-inch  P.,  D.R.L. 
Cone  flange  to  3d .  f-inch  R.,  2}-inch  P.,  S.R.L.  (C.S.) 

3d  to  4th f-inch  R.,  2J-inch  P.,  S.R.L.  (C.S.)  |-inch  R.,  21-inch  P.,  D.R.L.  (C.S.) 

4th  to  5th i-inch  R.,  2J-inch  P.,  S.R.L.  (C.S.)  f-inch  R.,  2Hnch  P.,  D.R.L.(C.S.) 

5th  to  6th f-inch  R.,  2i-inch  P.,  S.R.L.  (C.S.)  |-inch  R.,  2f-inch  P.,  D.R.L.(C.S.) 

6th f-inch  R.,  21-inch  P.,  D,R.L.(C .8.) 

6th  to  top  angle . .  f-inch  R.,  3-inch  P.,  S.R.L. 
Top  angle  to  roof .  ^inch  R.,  3-inch  P.,  S.R.I1. 

Location  Miscellaneous 

Angles  to  gussets f-inch  R.,  3-inch  P.,  S.R.L. 

Angles  to  cone f-inch  R.,  3-inch  P.,  S.R.L. 

Segmental  cone  plates f-inch  R.,  2f-inch  P.,  S.R.L. 

Roof  plates f-inch  R.,  2-inch  P.,  S.R.L. 

CaoDdng. — ^All  seams  in  cone  shall  be  caulked  on  inside,  all  shell  seams  above  cone 
on  outside.    Caulking  is  not  required  on  the  shell  seams  below  the  cone. 
Fittings. — ^Each  agitator  shall  be  equipped  with  the  following  attachments: 

1  6-inch  bronze  outlet  noszle  with  upper  flange  cast  to  fit  agitator  cone,  and  lower 
provided  with  6-inch  tap  companion  flange,  fitted  with  necessary  standard 
bolts. 
12  18-inch  diameter  explosion  hatches  fitted  with  self-closing  doors,  to  be  applied 

on  roof,  equal  distances  apart,  centered  2  feet  from  edge. 
1  Standard  ventilator,  located  center  of  roof. 
Roof. — Roof  shall  be  of  self-supporting  globe  type,  constructed  of  twenty-four 
segmental  plates  of  7.65-pound  tank  steel,  and  attached  to  agitator  by  bolting  to  top 
angle  ring. 

Stairway  and  gallery. — ^Each  agitator  shall  be  provided  with  a  standard  gallery, 
with  pipe  railing  and  steel  flooring,  supported  by  means  of  structural  steel  brackets 
riveted  to  shell.  The  floor  of  the  gallery  shall  be  3  feet  below  top  of  agitator.  The 
galleries  of  the  three  agitators  shall  be  connected  with  suitable  bridges  if  the  distance 
between  centers  permits  (not  exceeding  75  feet);  connecting  bridges  to  be  furnished 
in  lieu  of  one  stairway.  The  three  agitators  shall  be  supplied  preferably  with  two  stair- 
ways, one  for  each  outside  agitator  with  connecting  bridges  between.  Stairways  shall 
be  of  standard  steel  construction,  furnished  with  suitable  pipe  railings. 
Testing. — ^Agitators  shall  be  erected  substantially  at  grade. 

Six  Lubricating  Oil  Agiiaiora — 600  Barrels 

Dimensions. — ^Each  agitator  shall  be  of  vertical  type,  closed  top,  18  feet  diameter 
by  31  feet  high. 

Genenl  constraction. — Each  agitator  shall  be  made  up  of  a  five-course  shell  of 
beet  quality  tank  steel.  To  the  first,  second  and  third  rings  of  this,  erected  verti- 
cally on  equidistant  radial  lines,  shall  be  framed  on  inside  six  gusset  plates,  also  of 
tank  steel.  Supported  by  the  latter,  and  joined  to  shell  at  top  of  third  ring,  shall  be 
located  a  50-degree  cone,  to  be  fabricated  from  eight  segmental  plates  and  one  conical 
bottom  plate  of  best  grade  flange  steel.  The  cone  shall  be  flanged-in  to  fit  inside  of 
shell  with  a  flange  of  6-inch  width,  cone  apex  to  be  7  feet  6  inches  above  bottom  of 
agitator.    In  first  ring,  centered  between  supporting  gussets,  shall  be  located  two 
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^oor-^wny*  3  feet  by  6  feet,  directly  opposite  each  other,  same  to  be  provided  with 
light  reinforced  i^te  doois.    The  foUowing  weights  of  i^te  shall  be  used  in  above 


Rrst  ring 15.30  pounds  Fifth  ring 12.75  pounds 

Second  ring 15.30  pounds  Gusset  plates 15.30  pounds 

Third    ring 15.30  pounds  Cone  plates 20.40  pounds 

Fourth  ring 15.30  pounds 

MJMg- — ^Aroimd  the  bottom  of  each  agitator  shall  be  riveted  inside  and 

outside  i-inch  by  3-inch  by  3-inch  an^es,  while  around  top  of  shell  shall  be  one  angle 
l-fSMdk  bv  2  inches  by  2  inches  turned  on  outside.  Around  gusset  plates,  one  side 
aJM^n  also  be  riveted  f-inch  by  3-inch  by  3-inch  an^es.  The  door  entrances  shall 
abo  be  reinforced  with  same  weifdit  of  angle  on  outside  of  shell  only. 

—All  riveting  shall  be  in  accordance  with  the  following  schedule: 


Xjoeation  Riveting  circular  seams  Ri\~eting  votical  seams 

Bottom  angles  to  1st  ^ 

ring [    i-inch  R.,  3  -inch  P.,  S.R^L. 

1st  ring  to  2d J  |-inch  R.,  3-inch  P.,  D.R.L. 

2d  to  3d i-inch  R-,  2i-inch  P.,  S.R.L.     J-inch  R.,  3-inch  P.,  D.R.L. 

3d  to  cone s-inch  R..  2|-inch  P.,  S.R.L.     |-inch  R.,  3  -inch  P.,  D.R.L.. 

Cone  to  4th {-inch  R..  2i-inch  P.,  S.R.L. 

^jj  to  Sth f-inch  R.,  2Hnch  P.,  S.RJL     i-inch  R.,  2Hneh  P.,  S.R.L.. 

gill  '' i-inch  R,,  2Hnch  P^  S-ILL. 

5ih  to  top  angle i-inch  R.,  3  -inch  P.,  S.R,L. 

Top  an^  to  roof Jj-inch  R,,  3  -inch  P.,  S.RJL 

Location  Miscellaneous 

An^es  to  gussets l-inch  R.,  3  -inch  P..  S.RX. 

Angles  to  cone Hnch  R.,  3  -inch  P.,  S.RJj. 

Segemental  cone  plates i-inch  R.,  2|-inch  P.,  S.RX. 

Roof  plates f-inch  R..  2}-inch  P.,  S.ILL. 

CwaSkmg- — ^All  seams  in  cone  shall  be  caulked  on  inside;  all  shell  scams  above  cone 
on  outside;  caulking  is  not  required  on  shell  seams  Inflow  cone. 

yitthipB. Each  agitator  shall  be  equipped  ^ith  the  following  attachments: 

1  6-inch  bionse  outlet  noizle  with  upper  flange  cast  to  fit  agitates  oone,  and 
lower  provided  with  6-inch  tap  companion  flange,  fitted  with  neoesaary 
standard  bolts. 

4  18-inch  diameter  explosion  hatches  fitted  with  self-closing  docus  to  be  ^plied 
on  roof  equal  distances  apart,  centered  2  feet  from  edge. 

1  Standard  ventilator,  located  center  of  roof. 

2oof . ^Roof  shaU  be  of  self-supporting  jdobe  t>-pe,  constructed  of  twelve  segmental 

t^tes  of  7.65-pound  tank  steel,  and  attached  to  agitator  by  bolting  to  top  angle  ring. 

Stairway  and  gallery. — Each  agitator  shall  be  provided  with  a  standard  gallery, 
with  pipe  railing  and  steel  flooring,  supported  by  means  of  structural  steel  brackets 
riveted  to  shell.  Boor  of  gallery  shall  be  3  feet  below  top  of  shell.  Galleries  of  the 
8EZ  agitators  shall  be  connected  with  suitable  bridges  if  distance  between  centers 
permits  fnot  exceeding  75  feet^  Connecting  bridge*  shall  be  furnished  in  lieu  of  four 
stairways.  The  sLx  agitators  shall  be  supplied  preferably  with  two  stairways,  one 
for  each  of  the  two  outs'ide  agitators  with  connecting  bridges  between.  Stairways 
diall  be  of  standard  steel  construction,  furnished  with  suitable  pipe  raihngs. 
^ ^Agitatois  shall  be  erected  substantially  at  grade. 
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Twenty  FiUers 

— ^Filtera  shall  be  of  vertical  type,  8  feet  in  diameter  by  20  feet  high,  in 
the  shell. 

ShelL — Shell  shall  be  made  of  four  roundabout  courses  of  the  best  quality  of  tank 
steel  of  the  following  weights: 

Fiist  ring 15.30  pounds        Third  ring 12.76  pounds 

Second  ring 15.30  pounds        Fourth  ring 12 .75  pounds 

Heads. — ^Heads  shall  each  be  made  from  one  piece  of  17.85-pound  plate  best  quality 
flange  steel,  standard  O.  D.  and  flanged-in. 

Lugs. — Each  filter  shall  be  provided  with  four  C.  I.  lugs  18  inches  wide  by  24 
inches  long,  lugs  to  be  centered  00^  from  each  other.  Bases  shall  lie  in  a  line  5  feet 
6  inches  above  bottom  of  shell. 

Riveting. — ^All  riveting  shall  be  in  accordance  with  the  following  schedule: 

Rings  Riveting  circular  seams  Riveting  vertical  seams 

1  to  bottom  head }-inch  R.,  3  -inch  P.,  D.R.L. 

lto2 i-inch  R.,  3  -inch  P.,  D.R.L.  i-inch  R.,  3-inch  P.,  D.R.L. 

2to3 1-inch  R.,  2i-inch  P.,  S.R.L.  f-inch  R.,  3-inch  P.,  D.R.L. 

3to4 f-inch  R.,  2i-inch  P.,  S.R.L.  f-inch  R.,  3-inch  P.,  D.R.L. 

4 i-inch  R.,  3-inch  P.,  D.R.L. 

4  to  top  head f-inch  R.,  21-inch  P.,  S.R.L. 

Lu09  to  shell  f-inch  R.,  2i-inche8  P. 

Caulking. — ^All  seams  shall  be  caulked. 

Flanges. — The  following  sises  shall  be  furnished  for  each  filter: 

1  3-inch  outlet  flange,  centered  on  the  bottom  of  filter. 

4  2i-inch  service  flanges,  located  on  the  top  of  filter,  on  a  line  directly  over  line 

passing  through  centers  of  any  two  opposite  lugs,  centered  equidistant 

from  shell  sides  1  foot  apart. 

Mannecks. — ^E^h  filter  shall  be  provided  with  two  plate  mannecks;  one  18-inch 
diameter  centered  in  the  top  of  filter;  one  18-inch  diameter  ends  by  36  inches  long, 
centered  with  long  axis  parallel  to  long  axis  of  filter  as  close  to  bottom  as  good  practice 
will  allow,  directly  imder  either  lug  at  GO**  to  top  row  of  flanges.  Top  plate  will 
be  secured  by  twenty-two  f-inch  standard  bolts,  side  plate  requiring  fifty  of  same  size. 

Gratings. — ^Each  filter  shall  be  provided  with  a  set  of  gratings  or  false  bottom, 
of  15.30-pound  plate,  to  be  supported  6  inches  above  bottom,  by  a  f-inch  by  3-inch 
by  3-inch  angle  ring  riveted  around  inside  of  shell,  and  by  four  angles  of  same  weight 
riveted  across  shell.  Grating  plates  shall  be  cut  in  strips  sufiSciently  narrow  to  pass 
readily  through  manneck,  shall  rest  without  fastening  on  supports,  and  shall  be  per- 
forated with  i-inch  holes  on  l}-inch  centers. 

Testing. — Filters  shall  be  fabricated  in  shop,  and  tested  under  7&ix>unds  hydro- 
static pressure. 

Two  Storage  Tanks— 66,000  Barrels 

Dimensions. — ^Tanks  shall  be  of  vertical  type,  tight  steel  roof,  114  feet  6  inches 
diameter  by  30  feet  2i  inches  high  in  the  shell. 

General  construction. — Each  tank  shall  be  constructed  throughout  of  the  best 
quality  of  tank  steel.  Bottom  plates  shall  be  joined  to  shell  by  means  of  an  angle  ring 
turned  inside,  to  which  bottom  and  shell  shall  each  be  riveted.    Upper  course  of  shell 
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shall  be  reinforced  with  an  angle  ring  turned-out  to  which  roof  sheets  shall  be  attached. 
Plates  and  angles  shall  be  of  the  following  weights  and  sizes: 

Bottom  rectangles 8.25  pounds  Third  ring 12.75  pounds 

Bottom  sketches 9.68  pounds  Fourth  ring 10.20  pounds 

First  ring 20.40  pounds  Fifth  ring 8.25  pounds 

Second  ring 17.85  pounds  Roof  plates 5.47  pounds 

Bottom  angles,  i-inch  by  4  inches  by  4  inches  Top  angle,  f-inch  by  3  inches  by  3  inches 

Rhretliig. — ^All  riveting  shall  be  in  accordance  with  the  following  schedule: 

Location  Riveting  circular  seams  Riveting  vertical  seams 

Sketches  to  bottom  angle .  f-inch  R.,  2i-inch  P.,  S.R.L. 
Bottom  angle  to  1st  ring.  }-inch  R.,  2i-inch  P.,  S.R.L. 

let  to  2d i-inch  R.,  2i-inch  P.,  S.R.L.     }-inch  R,,  21-inch  P.,  T.R.L. 

2dto3d i-inch  R.,  2i-inch  P.,  S.R.L.     i-inch  R.,  2i-inch  P.,  T.R.L. 

3d  to  4th f-inch  R.,  2  -inch  P.,  S.R.L.     f  inch  R.,  2i-inch  P.,  D.R.L. 

4th  to  5th A-inch  R.,  IJ-inch  P.,  S.R.L.     J-inch  R.,  If-inch  P.,  D.R.L. 

5th tt-inch  R.,  li-inch  P,,  D.R.L. 

5th  to  top  angle A-i^^ch  R.,  2i-inch  P.,  S.R.L. 

Top  angle  to  roof A^inch  R,  l}-inch  P.,  S.R.L. 

Location  Miscellaneous 

Bottom  rectangles A-inch  R.,  l^-inch  P.,  S.R.L. 

Bottom  sketches A-u^ch  R.,  l^-inch  P.,  S.R.L. 

Roof  plates |-inch  R.,  2  -inch  P.,  S.R.L. 

Caulking. — All  the  bottom  seams  and  the  bottom  angle  shall  be  caulked  inside, 
shell  seam  outside,  roof  not  required. 

Flanges. — Each  tank  shall  be  provided  with  the  following  flanges: 

1  8-inch  suction  flange,  long  hub,  located  in  the  sheU,  centered  on  a  line  18  feet 

above  bottom  of  tank,  and  2  feet  to  right  of  manhole. 
1  6-inch  discharge  flange,  single  hub,  located  in  the  shell,  centered  on  a  line  12 

inches  below  top,  and  2  feet  to  right  of  8-inch  suction  flange. 
1  4-inch  water  draw-off  flange,  long  hub,  located  in  the  shell,  centered  on  a 

line  9  inches  above  bottom  of  tank  and  4  feet  to  right  of  8-inch  suction 

flange. 
1  2}-inch  steam  fire  flange,  single  hub,  located  in  the  shell,  centered  on  a  line 

9  inches  below  top,  and  4  feet  to  right  of  6-inch  discharge  flange. 

Swing  Pipe. — ^Each  tank  shall  be  furnished  with  one  8-inch  swing  pipe.  See  pre- 
vious tank  specifications. 

Manholes. — ^Each  tank  shall  be  provided  with  two  manholes;  one  20-inch  C.  I. 
manhole  in  center  of  first  ring,  to  be  provided  with  caulking  strip  at  point  of  attachment; 
one  20-inch  steel  plate  neck,  located  in  the  roof  of  tank  as  close  to  sliell  as  good  practice 
will  allow,  centered  directly  over  side  neck.  Angle  ring  of  lower  neck  shall  be  faced 
true,  also  cast-iron  cover  plate  for  a  corresponding  distance.  Top  neck  shall  be  provided 
with  a  light  hinged  cover  closing  gas-tight. 

Stairway. — Standard  steel  stairs  with  cab  shall  be  furnished  with  each  tank. 

Roof  supports. — Nine-inch  channel  rafters,  resting  on  circular  purlin  rings,  in  turn 
supported  by  coliunns  of  adequate  strength  shall  form  roof  supports. 

Testing. — Each  tank  shall  be  tested  when  bottom  ring  is  in  position,  and  again 
upon  completion  in  accordance  with  the  general  procedure  for  tests. 
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Tuw  Storoffe  Tanks—STfiOO  BarreU 

DimensioiuB. — ^Tanks  shall  be  of  vertical  t3rpe,  tight  steel  roof,  95  feet  6  inches  diam* 
eter  by  29  feet  high  in  the  shell. 

General  construction. — See  previous  tank  specifications.  Plates  and  angles  shall 
be  of  the  following  weights  and  sizes: 

Bottom  rectangles 8.25  pounds  Third  ring 12.75  pounds 

Bottom  sketches 8..97  pounds  Fourth  ring 10.20  pounds 

First  ring 17.85  pounds  Fifth  ring 8.25  pounds 

Second  ring 15.50  pounds  Roof  plates 5.47  pounds 

Bottom  angle i  inchX4  inches  X4  inches  Top  angle .  |  inch  X2i  inchesX2}  inches 

Riveting. — ^All  riveting  shall  be  in  accordance  with  the  following  schedule: 

Location  Riveting  circular  seams  Riveting  vertical  seams 

Sketches  to  bottom  angle .  |-inch  R.,  2-inch  P.,  S.R.L. 
Bottom  angle  to  1st  ring  .  f-inch  R.,  2i-inch  P.,  S.R.L. 

Ist  to  2d i-inch  R.,  21-inch  P.,  S.R.L.        f-inch  R.,  21-inch  P.,  T.R.L. 

2dto3d f-inch R.,  2i-inch  P.,  S.R.L.        f-inch R.,  21-inch  P.,  D.R.L. 

3d  to  4th f-inch  R.,  21-inch  P.,  S.R.L.        f-inch  R.,  21-inch  P.,  D.R.L. 

4th  to  6th A-inch  R.,  li-inch  P.,  S.R.L.        f ^nch  R.,  2i-inch  P.,  D.R.L. 

5th A-inch  R.,  If-inch  P.,  D.R.L. 

6th  to  top  angle ^inch  R.,  2}-inch  P.,  S.R.L. 

Top  angle  to  roof ^inch  R.,  li-inch  P.,  S.R.L. 

Location  Miscellaneous 

Bottom  rectangles iV-inch  R.,  l}-inch  P.,  S.R.L. 

Bottom  sketches ^inch  R.,  l}-inch  P.,  S.R.L. 

Roof  plates f-inch  R.,  2-inch  P.,  S.R.L. 

Caulking. — All  bottom  seams  and  bottom  angle  shall  be  caulked  inside,  shell  seam 
outside;  roof  not  required. 

Flanges. — ^Each  tank  shall  be  provided  with  the  foUowing  flanges: 

1  8-inch  suction  flange,  long  hub,  located  in  shell,  centered  on  a  line  18  inches 

above  bottom  of  tank,  and  2  feet  to  right  of  manhole. 
1  64nch  discharge   flange,  single    hub,  located  in  shell,  centered    on  a  line 

12  inches  below  top,  and  2  feet  to  right  of  8-inch  suction  flange. 
1  4rinch  water  draw-off  flange,  long  hub,  located  in  shell,  centered  on  a  line 

9  inches  above  bottom  of  tank  and  4  feet  to  right  of  8-inch  suction 

flange. 
1  2f-inch  steam  fire  flange,  single,  hub,  located  in  shell,  centered  on  a  line 

9  inches  below  top,  and  4  feet  to  right  of  6-inch  discharge  flange. 

Swing  pipe. — ^Each  tank  shall  be  furnished  with  one  8-inch  swing  pipe.  See  pre- 
vious tank  specifications. 

Manholes. — See  previous  tank  specifications. 

Stairway. — Standard  steel  stairs  with  cab  shall  be  furnished  with  each  tank. 

Roof  supports. — Nine-inch  channel  rafters,  resting  on  circular  purlin  rings  in  turn 
supported  by  columns  of  adequate  strength  shall  form  roof  supports. 

Testing. — ^Each  tank  shall  be  tested  when  bottom  ring  is  in  position,  and  again 
upon  completion  in  accordance  with  the  general  procedure  for  tests. 
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Fioe  Storage  Tanks— 20,000  Bands 

Dimensions. — ^Tanks  shall  be  of  vertical  type,  tight  steel  roof,  70  feet  diameter  by 
29  feet  3  inches  in  the  shell. 

General  construction. — See  previous  tank  specifications.  Plates  and  angles  shall 
be  of  following  weights  and  sizes: 


Bottom  rectangles 8.25  pounds 

Bottom  shetches 8.25  pounds 

First  ring 12.75  pounds 

Second  ring 11.47  pounds 

Bottom  angle i  in.  X3i  in.  X3|  in. 


Third  ring 10.20  pounds 

Fourth  ring 8.92  pounds 

Fifth  ring 8.25  pounds 

Roof  plates 5.47  pounds 

Top  angle . . .  iV  u^-  X2i  in.  X2}  in. 


Riveting. — ^All  riveting  shall  be  in  accordance  with  the  following  schedule: 


Riveting  vertical  seams 


Location  Riveting  circular  seams 

Sketches  to  bottom  angle . .  f-inch  R.,  2i-inch  P.,  S.R.L. 
Bottom  angle  to  Ist  ring. .  .   f-inch  R.,  2i-inch  P.,  S.R.L. 

1st  to  2d f-inch  R.,2i-inch  P.,  S.R.L. 

2d  to  3d f-inch  R,  2l-inchP.,  S.R.L. 

3d  to  4th f-inch  R,  2i-inch  P.,  S.R.L. 

4th  to  5th A-inch  R.,  li-inch  P.,  S.R.L. 

5th A-inchR,  IJ-inchP., S.R.L. 

5th  to  top  angle A-i^ch  R.,  2}-inch  P.,  S.R.L. 

Top  angle  to  roof i^-mch  R.,  li-inch  P.,  S.R.L. 


i-inch  R.,  2f-inch  P.,  D.RX. 

f-mch  R,  2i-inch  P.,  D.R.L. 

t-inch  R,  2Hnch  P.,  D.RX. 

A-inch  R,  li-inch  P.,  D.R.L. 


Location  Miscellaneous 

Bottom  rectangles A-J^ch  R,  IHnch  P.,  S.R.L. 

Bottom  sketches A-"ic'i  Ri  li-inch  P.,  S.R.L. 

Roof  plates f-inch  R.,  2-inch    P.,  S.R.L. 

Caulking. — All  bottom  seams  and  the  bottom  angle  shall  be  caulked  inside,  shell 
seam  outside;  roof  not  required. 

Flanges. — Each  tank  shall  be  provided  with  the  following  flanges : 

1  6-inch  suction  flange,  long  hub,  located  shell,  centered  on  a  line  18  inches 

above  bottom  of  tank,  and  2  feet  to  right  of  manhole. 
1  6-inch  discharge  flange,  single  hub,  located  shell,  centered  on  a  line  12  inches 

below  top,  and  2  feet  to  right  of  6-inch  suction  flange. 
1  4-foot  water  draw-off  flange,  long  hub,  located  shell,  centered  on  a  line  9 

inches  above  bottom  of  tank  and  4  feet  to  right  of  8-inch  suction  flange. 
1  2-inch  steam  fire  flange,  single  hub,  located  shell,  centered  on  a  line  9  inches 

below  top,  and  4  feet  to  right  of  6-inch  discharge  flange. 

Swing  pipe. — Each  tank  shall  be  furnished  with  one  6-inch  swing  pipe.  See  previoua 
tank  specifications. 

Muiholes. — See  previous  tank  specifications. 

Stairway. — Standard  steel  stairs  with  cab  shall  be  furnished  with  each  tank. 

Roof  supports.— Special  steel  trusses  framed  to  shell  and  to  plate  in  center  con- 
stituting roof  rafters,  shall  form  roof  supports. 

Testing.— Each  tank  shall  be  tested  when  bottom  ring  is  in  position,  and  again 
upon  completion  in  accordance  with  the  general  procedure  for  tests. 
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Sixteen  Storage  Tanks— 10,000  Barrels 

Dimensioiis. — ^Taaks  shall  be  of  vertical  type,  tight  steel  roof,  50  feet  in  diameter 
by  29  feet  3  inches  high  in  the  shell. 

General  construction. — See  previous  tank  specifications.  Plates  and  angles  shall 
be  of  the  following  weights  and  sizes: 

Bottom  rectangles 8.25  pounds  Third  ring 9.68  pounds 

Bottom  sketches 8.25  pounds  Fourth  ring 8.25  pounds 

First  ring 12.75  pounds  Fifth  ring 8.25  pounds 

Second  ring 10.20  pounds  Roof  plates 5.47  pounds 

Bottom  angle,  iV-inch  by  S-inch  by  3-inch  Top  angle,  i-inch  by  2i-inch  by  2i-inch 

Riveting. — Riveting  shall  be  in  accordance  with  the  following  schedule: 

Location  Riveting  circular  seams  Riveting  vertical  seams 

Sketches  to  bottom  angle .   f-inch  R.,  2i-inch  P.,  S.R.L. 
Bottom  angle  to  1st  ring,   f-inch  R.,  2i-inch  P.,  S.R.L. 

Ist  to  2d f-inch  R.,  21-inch  P.,  S.R.L.     f-inch  R.,  2i-inch  P.,  D.R.L. 

2dto3d A-inch  R.,  IJ-inch  P.,  S.R.L.     f-inch  R.,  2J-mch  P.,  D.R.L. 

3d  to  4th A-inch  R.,  IJ-inch  P.,  S.R.L.   A-inch  R.,  If-inch  P.,  D.R,L. 

4th  to  5th A-uich  R.,  IJ-inch  P.,  S.R.L.  A-inch  R.,  If-inch  P.,  D.R.L. 

5th A-inch  R.,  IJ-inch  P.,  S.R.L. 

5th  to  top  angle A'^^c^  Rm  2J-inch  P.,  S.R.L. 

Top  angle  to  roof A-u^ch  R.,  li-inch  P.,  S.R.L. 

Location  Miscellaneous 

Bottom  rectangles A^inch  R.,  l^-inch  P.,  S.R.L. 

Bottom  sketches i^inch  R.,  l}-inch  P.,  S.R.L. 

Roof  plates f-inch  R.,  2  -inch  P.,  S.R.L. 


Caulking. — ^All  bottom  seams  and  the  bottom  angle  shall  be  caulked  inside,  shell 
seam  outside,  caulking  of  roof  not  required. 

Flanges. — ^Each  tank  shall  be  provided  with  the  following  flanges: 

1  6-inch  suction  flange,  long  hub,  located  in  shell,  centered  on  a  line  18  inches 

above  bottom  of  tank,  and  2  feet  to  right  of  manhole. 
1  6-inch  discharge  flange,  single  hub,  located  in  shell,  centered  on  a  line  12  inches 

below  top,  and  2  feet  to  right  of  6-inch  suction  flange. 

1  3-inch  water  draw-off  flange,  long  hub,  located  in  shell,  centered  on  a  line 

8  inches  above  bottom  of  tank  and  4  feet  to  right   of  6-inch  suction 
flange. 

2  2-inch  steam  fire  flange,  single  hub,  located  in  shell,  centered  on  a  line  9  inches 

below  top,  and  4  feet  to  right  of  6-inch  discharge  flange. 

Swing  pipe. — ^Each  tank  shall  be  furnished  with  one  6-inch  swing  pipe.  See 
previous  tank  specifications. 

Manholes. — See  previous  tank  specifications. 

Stairway. — Standard  steel  stairs  shall  be  furnished  with  each  tank. 

Roof  supports. — Special  steel  trusses  framed  to  shell  and  to  plate  in  center,  consti- 
tuting roof  rafters,  shall  form  roof  supports. 

Testing. — Each  tank  shall  be  tested  when  bottom  ring  is  in  position,  and  again 
upon  completion  in  accordance  with  the  general  procedure  for  tests. 
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Pour  Working  Tanks— ^000  BamU 


Dimaiiiofis.— Each  tank  fltiall  be  (rf  vertical  type,  tight  sted  loaf ,  35  feet  ciiameter 
by  30  feet  high  in  the  shelL 

Gcnend  ooostnictioii.— See  previooB  tank  qpecificatioDB.    Plates  and  MigUiw  shall 
be  of  the  following  weighta  and  nses: 


Bottom  ractangjea 8.25  pounds  Eourthnng. 8.25  pounds 

Bottom  sketches 8.25  pounds  Fifth  ring 8.25  pounds 

First  ring 10.20  pounds  Sixth  ring 7.65  pounds 

Second  ring 9.66  pounds 

Third  ring 8.92  pounds  Roof  pUtes 5. 10  pounds 

Bottom  angle,  ^frinsAi  by  2§-in.  by  2J-in.  Topangle,  Hnchby  2-in.  by  2-in. 

Riretiog. — ^All  riveting  shaU  be  in  accordance  with  the  following  schedule: 

Location  Riveting  circular  seams  Riveting  vertical  seams 

Sketches  to  bottom  angle,  f-inch  R.,  2Hnch  P.,  S.R.L. 
Bottom  angle  to  1st  ring,   {-inch  R.,  2Hnch  P.,  S.R.L. 

l«t  to  2d 1-inch  R.,  2Hnch  P.,  S.R.L.     |-inch  R.,  2Hnch  P.,  D.RX. 

2dto3d A-inch  R.,  IJ-inch  P.,  S.RX.     f-inch  R.,  21-inch  P.,  D.R.L. 

3d  to  4th A-inch  R,,  IJ-inch  P.,  S.R.L.   A-inch  R.,  l^inch  P.,  D.R,L. 

4th  to  5th A-inch  R.,  IJ-inch  P.,  S.R.L.  A-inch  R.,  If-inch  P.,  D.R.L. 

6th  to  eth A-inch  R.,  IJ-inch  P.,  S.R.L.  A-inch  R.,  If-inch  P.,  D.R.L. 

^^ ' A^nch  R.,  IJ-inch  P.,  S.R.L. 

eth  to  top  angle A-inch  R.,  IJ-inch  P.,  S.RL. 

Top  an^  to  roof A-"nch  R.,  If-inch  P.,  S.R.L. 

Location  Miscellaneous 

Bottom  rectangles A-inch  R.,  IJ-inch  P.,  S.R.L. 

Bottom  sketches A-inch  R.,  IJ-inch  P.,  S.R.L. 

Roof  plates f-inch  R.,  IJ-inch  P.,  S.R.L. 


Canlking.—All  bottom  seams  and  bottom  angle  shall  be  caulked  inside,  shell  seam 
outside;  caulking  of  roof  not  required. 

Flanges. — Each  tank  shall  be  provided  with  the  following  flanges: 

1  4-inch  suction  flange,  long  hub,  located  in  shell,  centered  on  a  line  18  inches 

above  bottom  of  tank,  and  2  feet  to  right  of  manhole. 
1  4-inch  discharge  flange,  single  hub,  located  in  shell,  centered  on  a  line  9  inches 

below  top,  and  2  feet  to  right  of  4-inch  suction  flange. 
1  3-inch  water  draw-off  flange,  long  hub,  located  in  shell,  centered  on  a  line 

8  inches  above  bottom  of  tank  and  4  feet  to  right  of  4-inch  suction  flange 
1  24nch  steam  fire  flange,  single  hub,  located  in  shell,  centered  on  a  line  9  inches 

below  top,  and  4  feet  to  right  of  4-inch  discharge  flange. 


\  pipe. — ^E^h  tank  shall  be  furnished  with  one  4-inch  swing  pipe.  See  previous 
tank  specifications. 

Manholes. — See  previous  tank  specifications. 

Stairway. — Standard  steel  stairs  will  be  furnished  with  each  tank. 

Roof  supports. — Roof  shall  be  of  self-supporting  globe  type,  fabricated  from 
twenty-eight  segmental  plates  of  11  gage  or  5.1-pound  sheets. 

Testing.— Each  tank  shall  be  tested  when  bottom  ring  is  in  position,  and  again  upon 
completion  in  accordance  with  the  general  procedure  for  tests. 
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Ten  Working  Tanks— £500  Barrels 

Dimensioiis. — ^Each  tank  shall  be  of  vertical  type,  tight  steel  roof,  25  feet  diameter 
by  30  feet  high  in  the  shell. 

General  construction. — See  previous  tank  specifications.  Plates  and  angles  shall 
be  of  the  following  weights  and  siies: 

Bottom  rectangles 7.65  pounds  Fourth  ring 8.25  pounds 

Bottom  sketches 8.25  pounds  Fifth  ring 7.65  pounds 

First  ring 9.68  pounds  Sixth  ring 7.65  pounds 

Second  ring 8.92  pounds 

Third  ring 8.25  pounds  Roof  plates 4.46  pounds 

Bottom  angle,  ^inch  by  2Hn.  by  2}-in.  Top  angle,  }-inch  by  2  in.  by  2  in. 

—All  riveting  shall  be  in  accordance  with  the  following  schedule: 


Location  Riveting  circular  seams  Riveting  vertical  seams 

Sketches  to  bottom  angle,  f-inch  R.,  2i-inch  P.,  S.R.L. 
Bottom  angle  to  Ist  ring.  |-inch  R.,  2i-inch  P.,  S.R.L. 

1st  to  2d f-inch  R.,  2i-inch  P.,  S.R.L.     |-inch  R.,  2J-inch  P.,  D.R.L. 

2d  to  3d A-inch  R.,  1  J-mch  P.,  S.R.L.  A-inch  R.,  If-inch  P.,  D.R.L. 

3d  to  4th A-inch  R.,  IJ-inch  P.,  S.R.L.  A-inch  R.,  If-inch  P.,  D.R.L. 

4th  to  5th A-mch  R.,  IJ-inch  P.,  S.R.L,   ^-inch  R.,  If-inch  P.,  D.R.L. 

5th  to  6th ^mch  R.,  IJ-inch  P.,  S.R.L.  A-inch  R.,  1  J-mch  P.,  D.R.L. 

6th A-inch  R.,  IJ-inch  P.,  S.R.L. 

6th  to  top  angle A-inch  R.,  IJ-inch  P.,  S.R.L. 

Top  angle  to  roof ^-inch  R.,  1  J-mch  P.,  S.R.L. 

Location  Miscellaneous 

Bottom  rectangles ^-inch  R.,  IJ-inch  P.,  S.R.L. 

Bottom  sketches ^-inch  R,,  IJ-inch  P.,  S.R.L. 

Roof  plates f-inch  R.,  IJ-inch  P.,  S.R.L. 

Caulking. — ^All  bottom  seams  and  bottom  angle  shall  be  caulked  inside,  shell  seams 
outside;  caulking  of  roof  not  required. 

Flanges. — Each  tank  shall  be  provided  with  the  following  flanges: 

1  4-inch  suction  flange,  long  hub,  located  in  shell,  centered  on  a  line  18  inches 
above  bottom  of  tank,  and  2  feet  to  right  of  manhole. 

1  3-inch  discharge  flange,  single  hub,  located  in  shell,  centered  on  a  line  9  inches 
below  top,  and  2  feet  to  right  of  4-inch  suction  flange. 

1  3-inch  water  draw-off  flange,  long  hub,  located  in  shell  centered  on  a  line  8 
inches  above  bottom  of  tank  and  4  feet  to  right  of  4-inch  suction  flange. 

1  2-inch  steam  fire  flange,  single  hub,  located  in  shell,  centered  on  a  line  9  inches 

below  top,  and  4  feet  to  right  of  3-inch  discharge  flange. 

2  1-inch  steam  flanges,  long  hub,  located  in  shell,  one  centered  on  a  line  14 

inches   above   bottom,  1  foot   to   right   of  water    draw-off   flange;    one 
centered  on  a  line  8  inches  above  bottom,  1  foot  to  right  of  first  flange. 

Swing  pipe. — ^Each  tank  shall  be  fmnished  with  one  4-inch  swing  pipe.  See  previous 
tank  specifications. 

Manholes. — ^Each  tank  shall  be  provided  with  two  manholes;  one  20-inch  C.  I. 
manhole  in  center  of  first  ring,  to  be  provided  with  f-inch  by  40-inch  by  40-inch  re- 
inforcing plate  at  point  of  attachment;  one  20-inch  steel  plate  neck,  located  roof  of 
tank  as  close  to  shell  as  good  practice  will  allow,  centered  directly  over  side  neck. 
See  previous  tank  specifications. 
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Stairway. — Standard  steel  stairs  shall  be  furnished  with  each  tank. 

Roof  supports. — Roof  shall  be  of  self-supporting  globe  type  fabricated  from  twenty- 
four  segmental  plates  of  12  gage  or  4.46-pound  sheets. 

Testing. — ^Each  tank  shall  be  tested  when  bottom  ring  is  in  position,  and  again 
upon  completion  in  accordance  with  the  general  procedure  for  tests. 

Six  Bleachers  (Refined  Oil)  2600  Barrels 

Dimensions. — Each  bleacher  shall  be  of  vertical  type,  tight  steel  roof,  43  feet 
diameter  by  10  feet  high  in  the  shell. 

General  construction. — See  previous  tank  specifications.  Plates  and  angles  shall 
be  of  the  following  weights  and  sizes: 

Bottom  rectangles. 7.32 pounds  Second  ring 7.65 poimds 

Bottom  sketches 7.65  pounds  Roof  plates 5.10  pounds 

First  ring 8.25  pounds  Top  angle }  in.  X2  in.  X2  in. 

Bottom  angle i^in.X2§in.X2iin. 

Riveting. — ^All  riveting  shall  be  in  accordance  with  the  following  schedule: 

Location  Riveting  circular  seams  Riveting  vertical  seams 

Sketches  to  bottom  angle. .  ^-inch  R.,  IJ-inch  P.,  S.R.L. 
Bottom  angle  to  1st  ring. .  .  iV-ii^^^^  ^m  li-inch  P.^  S.R.L. 

1st  to  2d A-inch  R.,  IJ-inch  P.,  S.R.L.     A-inch  R.,  l}-inch  P.,  D.R.L. 

2d A-inchR.,  1  J-inch  P.,  S.R.L, 

2d  to  top  angle -j^inch  R.,  IH^ch  P.,  S.R.L. 

Top  angle  to  roof ^inch  R.,  IHnch  P.,  S.R.L. 

Location  Miscellaneous 

Bottom  rectangles -^inch  R.,  1  J-inch  P.,  S.R.L. 

Bottom  sketches ^inch  R.,  l§-inch  P.,  S.R.L. 

Roof  plates {-inch  R.,  1  J-inch  P.,  S.R.L. 

Caulking. — All  bottom  seams  and  bottom  angle  shall  be  caulked  inside,  shell  seam 
outside,  caulking  of  roof  not  required. 

Flanges. — Each  tank  shall  be  provided  with  the  following  flanges: 

1  6-inch  suction  flange,  long  hub,  located  in  shell,  centered  on  a  line  18  inches 

above  bottom  of  tank,  and  2  feet  to  right  of  manhole. 
1  6-inch  run-down  flange,  single  hub,  located  in  shell,  centered  on  a  line  12  inches 

below  top,  and  2  feet  to  right  of  6-inch  suction  flange. 
1  3-inch  water  draw-off  flange,  long  hub,  located  in  shell,  centered  on  a  line  8 

inches  above  bottom  of  tank  and  4  feet  to  right  of  6-inch  suction  flange. 

1  2-inch  steam  fire  flange,  single  hub,  located  in  shell,  centered  on  a  line  9  inches 

below  top,  and  4  feet  to  right  of  6-inch  run-down  flange. 

2  1-inch  steam  flanges,  long  hub,  located  in  shell,  one  centered  on  a  line  14  inches 

above  bottom,  1  foot  to  right  of  water  draw-off  flange;  and  centered  on  a 
line  8  inches  above  bottom,  1  foot  to  right  of  first  flange. 

Swing  pipe. — ^Each  bleacher  shall  be  furnished  with  one  6-inch  swing  pipe.  See 
previous  tank  specifications. 

Manholes. — B^ach  bleacher  shall  be  provided  with  two  manholes;  one  20-inch  C.I. 
manhole  in  center  of  first  ring,  to  be  provided  with  ^-inch  by  40-inch  by  40-inch  rein- 
forcing plate  at  point  of  attachment;  one  20-inch  steel  plate  neck,  located  roof  of  tank 
as  close  to  shell  as  good  practice  will  allow,  centered  3  feet  to  left  of  side  neck.  See 
previous  tank  specifications. 
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Hatches.— Each  bleacher  shall  be  provided  with  six  24-inch  by  36-inch  hatches 
fitted  with  self-closing  gad-tight  doors,  to  be  located  on  roof,  centered,  with  their  short 
axes  on  radial  lines;  each  hatch  14  feet  from  apex  of  cone,  spaced  60*"  apart,  angles 
of  hatch  frame  to  be  sheared  and  caulked  to  roof. 

Ladder. — Each  bleacher  shall  be  provided  with  a  standard  steel  ladder  on  the  out- 
side, located  3  feet  to  left  of  lower  manhole. 

Roof  supports. — Special  steel  trusses  framed  to  shell  and  to  plate  in  center,  con- 
stituting roof  rafters,  shall  form  roof  supports. 

Testing. — ^Each  bleacher  shall  be  tested  when  bottom  ring  is  in  position,  and  again 
when  completed. 

Six  BleacheT8  {Lubricating  Oil) — 1600  Barrels 

Dimenskms. — ^Each  bleacher  shall  be  of  vertical  type,  tight  steel  roof,  34  feet  diam- 
eter by  10  feet  high  in  the  shell. 

General  construction. — See  previous  specifications.  Plates  and  angles  shall  be  of 
following  weights  and  sizes: 

Bottom  rectangles 7.32  pounds  Second  ring 7.65  pounds 

Bottom  sketches 7.65  pounds  Roof  plates 5.10  pounds 

Fiist  ring 8.25  pounds  Top  angle i  in.  X2  in.  X2  in. 

Bottom  angle iV  hi.  X2}  in.  X2|  in. 

Riveting. — ^All  riveting  shall  be  in  accordance  with  the  following  schedule: 

Location  Riveting  circular  seams  Riveting  vertical  seams 

Sketches  to  bottom  angle . .  ^inch  R.,  l^-inch  P.,  S.R.L. 
Bottom  angle  to  1st  ring. .  .  ^-inch  R.,  l|-inch  P.,  S.R.L. 

Ist  to  2d A-hich  R.,  1  J-inch  P.,  S.R.L.     A-inch  R.,  l}-inch  P.,  D.R.L. 

2d A-inch  R.,  1  J-inch  P.,  S.R.L. 

2d  to  top  angle ^-inch  R.,  IJ-inch  P.,  S.R.L. 

Top  angle  to  roof ^-inch  R.,  l}-inch  P.,  S.R.L. 

Location  Miscellaneous 

Bottom  rectangles A-inch  R.,  1  J-inch  P.,  S.R.L. 

Bottom  sketches ^-inch  R.,  1  J-inch  P.,  S.R.L. 

Roof  plates f-inch  R.,  1  J-inch  P.,  S.R.L. 


CauUmg. — ^All  bottom  seams  and  the  bottom  angle  shall  be  caulked  inside,  shell 
seam  outside,  caulking  of  roof  not  required. 

Flanges. — ^Each  bleacher  shall  be  provided  with  the  following  flanges: 

1  6-inch  suction  flange,  long  hub,  located  in  shell,  centered  on  a  line  18  inches 

above  bottom  of  tank,  and  2  feet  to  right  of  manhole. 
1  6-inch  run-down  flange,  single  hub,  located  in  shell,  centered  on  a  line  24  inches 

below  top,  and  2  feet  to  right  of  6-inch  suction  flange. 
1  3-inch  water  draw-off  flange,  long  hub,  located  in  shell,  centered  on  a  line  8 

inches  above  bottom  of  tank  and  4  feet  to  right  of  6-inch  suction  flange. 

1  2-inch  steam  fire  flange,  single  hub,  located  in  shell,  centered  on  a  line  9  inches 

below  top,  and  4  feet  to  right  of  6-inch  run-down  flange. 

2  1-inch  steam  flanges,  long  hub,  located  in  shell,  one  centered  on  a  line  14  inches 

above  bottom,  1  foot  to  right  of  water  draw-off  flange;  one  centered  on  a 
line  8  inches  above  bottom,  1  foot  to  right  of  first  flange. 

Swing  pipe. — ^Each  bleacher  shall  be  furnished  with  one  6-inch  swing  pipe.    See 
previous  tank  specifications. 
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Manholes. — ^Each  bleacher  shall  be  provided  with  two  manholes;  one  20-inch 
C.  I.  manhole  in  center  of  first  ring,  to  be  provided  with  ^inch  by  40-inch  by  40-inch 
reinforcing  plate  at  point  of  attachment;  one  20-inch  steel  plate  neck,  located  roof  of 
tank  as  close  to  shell  as  good  practice  will  allow,  centered  3  feet  to  left  of  side  neck. 
See  previous  tank  specifications. 

Hatches. — Each  bleacher  shall  be  provided  with  six  12-inch  by  30-inch  hatches 
fitted  with  self-closing  gas-tight  doors,  to  be  located  on  shell,  centered  with  their  axes 
on  a  line  parallel  to  bottom  of  tank  12  inches  below  roof.  The  hatches  shaU  be  spaced 
60**  apart;  angles  of  hatch  frame  to  be  sheared  and  caulked  to  shell. 

Ladder. — ^Each  bleacher  shall  be  provided  with  a  standard  steel  ladder  on  the  outside, 
located  3  feet  to  left  of  lower  manhole. 

Roof  supports. — ^Roof  shall  be  of  self-supporting  globe  type,  fabricated  from  eighteen 
segmental  plates  of  11  gage  or  5.10-pound  sheets. 

Testing. — Each  bleacher  shall  be  tested  when  bottom  ring  is  in  position,  and  again 
upon  completion. 

ThirtyAwo  Run-daum  Tanks — 1600  Barrels 

Dimensions. — Each  tank  shall  be  of  vertical  type,  tight  steel  roof,  M  feet  diameter 
by  10  feet  high  in  the  shell. 

General  construction. — See  previous  tank  specifications.  Plates  and  angles  shall 
be  of  the  following  weights  and  sizes: 

Bottom  rectangles 7.32  pounds  Second  ring « .  .7.65  pounds 

Bottom  sketches 7.65  pounds  Roof  plates 4.46  pounds 

First  ring 8.25  pounds  Top  angle i  in.X2  in.X2  in. 

Bottom  angle A  i^*  X2i  in.  X2i  in. 

Riveting. — ^All  riveting  shall  be  in  accordance  with  the  following  schedule: 

Location  Riveting  circular  seams  Riveting  vertical  seams 

Sketches  to  bottom  angle . .  -iV-ineh  R.,  IJ-inch  P.,  S.R.L. 
Bottom  angle  to  1st  ring. .  .  ^^'i^^^h  R.,  l}-inch  P.,  S.R.L. 

1st  to  2d A-inch  R.^  IJ-inch  P.,  S.R.L.     A-inch  R.,  l}-inch  P.,  D.R.L. 

2d A-uichR.,  li-inch  P.,  S.R.L, 

2d  to  top  angle A-u^ch  R.,  1  J-inch  P.,  S.R.L. 

Top  angle  to  roof ^-inch  R.,  If-ii^eh  P.,  S.R.L. 

Location  Miscellaneous 

Bottom  Rectangles ^-inch  R.,  If-inch  P.,  S.R.L. 

Bottom  sketches x^-inch  R.,  l}-inch  P.,  S.R.L. 

Roof  plates j-inch  R.,  l^-inch  P.,  S.R.L. 

Caulking. — ^All  bottom  seams  and  bottom  angle  shall  be  caulked  inside,  shell  seams 
outside,  caulking  of  roof  not  required. 

Flanges. — Each  tank  shall  be  provided  with  the  following  flanges: 

1  6-inch  suction  flange,  long  hub,  located  in  shell,  centered  on  a  line  18  inches 

above  bottom  of  tank,  and  2  feet  to  right  of  manhole. 
1  6-inch  run-down  flange,  single  hub,  located  in  shell,  centered  on  a  line  12  inches 

below  top,  and  2  feet  to  right  of  6-inch  suction  flange. 
1  3-inch  water  draw-off  flange,  long  hub,  located  in  shell,  centered  on  a  line 

8  inches  above  bottom  of  tank  and  4  feet  to  right  of  6-inch  suction  flange. 
1  2-inch  steam  fire  flange,  single  hub,  located  in  shell,  centered  on  a  line  9  inches 

below  top,  and  4  feet  to  right  of  6-inch  run-down  flange. 


FILLING  TANKS  76 

Swing  pipe. — Each  tank  shall  be  furnished  with  one  6-inch  swing  pipe.  See  pre- 
vious tank  specifications. 

Manholes. — ^E^ach  tank  shall  be  provided  with  two  manholes;  one  20-inch  C.  I. 
manhole  in  center  of  first  ring^  to  be  provided  with  f-inch  by  40-inch  by  40-inch  rein- 
forcing plate  at  point  of  attachment;  one  20-inch  steel  plate  neck,  located  on  the  roof  of 
tank  as  dose  to  shell  as  good  practice  will  allow,  centered  3  leet  to  left  of  side  neck. 
See  previous  tank  specifications. 

Ladder. — ^Each  tank  shall  be  provided  with  a  standard  steel  ladder  on  the  outside, 
located  3  feet  to  left  of  lower  manhole. 

Roof  supports. — Roof  shall  be  of  self-supporting  globe  type,  fabricated  from  eighteen 
segmental  plates  of  12-gage  or  4.46-pound  sheets. 

Testing. — ^Each  tank  shall  be  tested  when  bottom  ring  is  in  position,  and  again 
upon  completion. 

Twenty  FiUing  Tanks— 600  Barrels 

Dimensions. — ^Each  tank  shall  be  of  horizontal  type^  11  feet  diameter  by  40  feet 
long  in  the  shell. 

Construction. — Each  tank  shell  shall  be  made  of  seven  or  eight  roundabout  courses 
of  8.92-pound  best  quality  tank  steel.  Heads  shall  be  made  in  two  pieces  of  10.2- 
pound  plate  best  quality  pressing  steel,  formed  in  conical  shape  and  flanged-in  for  single 
row  of  A-hich  rivets. 

Riveting. — ^All  riveting  shall  be  in  accordance  with  the  following  schedule: 

Roundabout  seams iV'ii^ch  R.,  l^-inch  P.,  S.R.L. 

Horizontal  seams ^-inch  R.,  If-inch  P.,  D.R.L. 

Caulking. — ^All  seams  shall  be  caulked  on  outside. 

Flanges. — ^Each  tank  shall  be  provided  with  the  following  flanges,  the  latter  to  be 
of  standard  light  forged  steel  type  known  as  tank  flanges,  except  steam  flanges  which 
will  be  of  special  forged-steel  construction,  with  provision  made  for  flare  of  head,  so 
that  axes  of  flanges  shall  be  parallel  to  long  axis  of  tank. 

1  4-inch  suction  flange,  long  hub,  located  in  shell,  on  opposite  side  to  top  man- 
hole, centered  on  a  line  9  inches  from  one  end. 

1 3-inch  discharge  flange,  single  hub,  located  in  shell,  on  same  line  with  top  man- 
hole, and  1  foot  to  right  of  latter. 

1  If-inch  water  draw-off  flange,  single  hub,  located  in  shell,  on  same  line  as 
suction  flange,  but  9  inches  from  end  opposite  to  latter. 

1  2-inch  fire  steam  flange,  single  hub,  located  in  shell,   centered  on  same  line 

as  3-inch  discharge  flange,  1  foot  to  right  of  latter. 

2  1-inch  special  steam  flanges,  long  hub,  located  at  end  adjacent  to  4-inch 

suction  flange;  one  located  on  a  line  12  inches  above  bottom  of  tank,  and  one 
located  on  a  line  6  inches  above  bottom;  flanges  centered  2  feet  apart, 
equidistant  from  respective  sides  of  shell. 

Swing  pipe.— Each  tank  shall  be  provided  with  one  4-inch  swing  pipe,  complete 
with  cable  chain  and  attachment  hook  on  inside  of  top  manneck. 

Manholes. — ^Each  tank  shall  be  provided  with  two  IS-inch  C.  I.  manholes;  one 
standard  light  screw  cover  t3rpe,  located  shell  on  a  line  180°  from  line  of  suction 
flange,  centered  between  ends;  one  special  neck  type,  cast  so  that  its  axis  shall  be 
parallel  to  long  axis  of  tank,  located  end  adjacent  to  l}-inch  water  draw-off  flange, 
and  centered  2  feet  above  bottom  of  tank. 
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Tvx)  Acid  Tamks — ISS  Barrels 

Dimensions. — ^Each  tank  shall  be  of  vertical  type,  tight  steel  roof,  10  feet  diameter 
by  10  feet  high  in  the  shell. 

General  construction. — See  previous  tank  specifications.  Plates  and  an^es  shall 
be  of  the  following  weights  and  sizes: 

Bottom  rectangles 10.20  pounds  Second  ring 8.92  pounds 

Bottom  sketches 10.20  poimds  Roof  plates 7.65  pounds 

First  ring 10.20  pounds  Top  angle A-i^ch  by  2i-in.  by  2i-in. 

Bottom  angle,  f-inch  by  3i-in.  by  d^-in. 

Riveting. — ^All  riveting  shall  be  in  accordance  with  the  following  schedule: 

Location  Riveting  circular  seams  Riveting  vertical  seams 

Sketches  to  bottom  angle .  f-inch  R.,  2  -inch  P.,  S.R.L. 
Bottom  angle  to  1st  ring,  t-ii^ch  R.,  2  -inch  P.,  S.R.L. 

Ist  to  2d J-inch  R.,  2  -inch  P.,  S.R.L.      f-inch  R.,  21-inch  P.,  D.R.L. 

2d A-inch  R.,  If-inch  P.,  S.R.L. 

2d  to  top  angle A-inch  R.,  2i-inch  P.,  S.R.L. 

Top  angle  to  roof ^-inch  R.,  l^-inch  P.,  S.R.L. 

Location  Miscellaneous 

Bottom  sketches f-inch  R.,  2-inch  P.,  S.R.L. 

Roof  plates {-inch  R.,  2-inch  P.,  S.R.L. 

CaiiUdng. — ^All  bottom  seams  and  bottom  angle  shall  be  caulked  inside,  shell  seams 
outside,  roof  seams  outside  lightly  caulked. 

Flanges. — Each  tank  shall  be  provided  with  the  following  flanges,  latter  to  be  of 
standard  forged  steel  type  known  as  boiler  flanges,  except  outlet  flange  which  shall 
be  of  special  forged  steel,  and  have  bottom  face  turned  to  seat  a  60^  conical  plug: 

1  2-inch  discharge  flange,  single  hub,  located  shell,  centered  on  a  line  9  inches 

below  top,  and  2  feet  to  right  of  3-inch  outlet  flange. 
1  3-inch  special  outlet  flange,  single  hub,  located  bottom  of  tank  outside,  2  feet 

to  right  of  lower  manneck  and  as  close  to  shell  as  good  practice  will  allow. 

Outlet  plug. — ^Each  tank  shall  be  equipped  with  a  3-inch  60**  conical  C.  I.  lead 
covered  outlet  plug. 

Manholes. — Each  tank  shall  be  provided  with  two  manholes;  one  20-inch  C.  I. 
manhole  in  center  of  first  ring,  latter  reinforced  by  a  A-inch  by  40-inch  by  40-inch 
plate  at  point  of  attachment;  one  20-inch  steel  plate  neck,  located  roof  of  tank  as  close 
to  shell  as  good  practice  will  allow,  centered  3  feet  to  left  of  side  neck.  See  previous 
tank  specifications. 

Ladder. — Each  tank  shall  be  provided  with  a  standard  steel  ladder  on  the  out- 
side, located  3  feet  to  left  of  lower  manhole. 

Roof  supports. — Roof  shall  be  of  self-supporting  globe  type,  fabricated  from  ten 
segmental  plates  of  7.65-poimd  sheets. 

Two  Acid  Blow  Cases 

Dimensions. — Each  case  shall  be  of  horizontal  type,  3  feet  in  diameter  by  8  feet 
long  in  the  shell. 

Construction. — Each  case  shell  shall  be  made  of  one  course  of  20.4-pound  best 
quality  tank  steel.    Heads  shall  be  made  from  one  plate  each  of  20.4-pound  flange 
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sted;  one  plate  to  be  flanged  O.  D.,  the  other  I.  D.  with  extra  long  and  flattened  fli^nging 
so  that  the  ooiroeive  action  of  acid  around  rivets  will  be  reduced  to  a  fninimum. 
Riveting. — ^All  riveting  shall  be  in  accordance  with  the  following  schedule: 

All  seams,  f-inch  R.,  2Hnch  P.,  D.R.L. 

Caulking. — ^All  seams  shall  be  caulked  on  outside. 

Flanges. — Each  case  shaU  be  provided  with  the  following  flanges,  latter  to  be  of 
heavy  standard  forged  steel  type,  known  as  marine  flanges: 

1  2f4nch  outlet  flange,  located  O.  D.  end,  as  close  to  shell  as  good  practice  will 

allow. 
1  3-inch  inlet  flange,  located  in  shell,  on  a  line  parallel  to  long  axis  of  case  directly 

opposite  outlet  flange,  and  centered  9  inches  from  O.  D.  end. 
1  2-inch  air  flange,  located  on  above  line  and  centered  midway  between  ends. 
1  f-inch  vent  flange,  located  on  above  line  and  centered  9  inches  from  I.  D. 

end. 

Testing. — ^Each  case  shall  be  tested  under  200-pound  hydrostatic  pressure. 

Two  Lye  Tanks— 126  Barrels 

Dimensions. — ^Each  tank  shall  be  of  vertical  t3rpe,  tight  steel  roof,  10  feet  diameter 
by  10  feet  high  in  the  shell. 

General  construction. — See  previous  tank  specifications.  Plates  and  angles  shall 
be  of  the  following  weights  and  sizes: 

Bottom  sketches 7 .65  poimds        Second  ring 7 .65  poimds 

First  ring 8.25  pounds        Roof  plates 4.46  pounds 

Bottom  angle A-™ch  by  2J-in.  by  2J-in.        Top  angle i-inch  by  2~in.  by  2-in. 

Riveting. — ^All  riveting  shall  be  in  accordance  with  the  following  schedule: 

a 

Location  Riveting  circular  seams  Riveting  vertical  seams 

Sketches  to  bottom  angle .  ^inch  R.,  l}-ineh  P.,  S.R.L. 
Bottom  angle  to  1st  ring.  xV-inch  R.,  l^nch  P.,  S.R.L. 

1st  to  2d A-»nch  R.,  li-inch  P.,  S.R.L.   ^-inch  R.,  IJ-inch  P.,  D.R.L. 

2d A-inch  R.,  IJ-inch  P.,  S.R.L. 

2d  to  top  angle xV-inch  R.,  l}-inch  P.,  S.R.L. 

Top  angle  to  roof A-"^ch  R.,  l}-inch  P.,  S.R.L. 

Location  Miscellaneous 

Bottom  sketches ^-inch  R.,  li-inch  P.,  S.R.L. 

Roof  plates j-inch  R.,  li-inch  P.,  S.R.L. 


CauUdng.— All  bottom  seams  and  bottom  angle  shaU  be  caulked  inside,  shell  seams 
outside,  caulking  of  roof  not  required. 

Flanges.  —Each  tank  shall  be  provided  with  the  following  flanges: 

1  3-inch  outlet  flange,  located  on  bottom  of  tank,  outside,  2  feet  to  right  of 

manneck  and  as  close  to  shell  as  good  practice  will  allow. 

2  2-inch  discharge  flanges,  located  on  shell,  centered  on  a  line  9  inches  below  top, 

12  inches  and  24  inches  to  right  of  3-inch  outlet  flange  respectively. 
1  f-inch  air  flange,  located  on  shell,  on  line  above  mentioned,  1  foot  to  right  of 
second  discharge  flange. 
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Manhole. — ^Each  tank  shall  be  provided  with  one  20-indi  stod  plate  neck,  located 
on  the  roof  of  tank  as  close  to  shell  as  good  practice  will  allow.  See  previous  tank 
specifications. 

Ladder. — ^Each  tank  shaU  be  provided  with  a  standard  sted  ladder  on  the  outside, 
located  directly  below  manhole. 

Roof  supports. — ^Roof  shall  be  of  self-siqiporting  ^obe  type,  fabricated  from  ten 
segmental  plates  of  4.46-pound  sheets. 

Two  Working  TankB—Se  Barrds 

Dimensions. — ^Each  tank  shall  be  of  open  vertical  type,  10  feet  in  diameter  by  4 
feet  high  in  the  shell. 

Genial  construction. — See  previous  tank  specifications.  Plates  and  anises  shall 
be  of  the  following  weights  and  sixes: 

Bottom  sketches. .  11.65  pounds  1st  ring 7.65  pounds 

Bottom  angle ^  in.  X2i  in. X2}  in.     Top  an^e . . . )  in. X2  in. X2  in. 

Riveting. — All  riveting  shall  be  in  accordance  with  the  following  schedule: 

All  seams  ^inch  R.,  IH^ch  P.,  S.ItL. 

CauUdng. — AU  bottom  seams  and  bottom  an^  shall  be  caulked  inside,  shell  seam 
outside. 

Ttoo  Workinif  Tank»—SOO  GaOons 

Dimensions. — ^Each  tank  shall  be  of  open  vertical  tjrpe,  5  feet  diameter  by  4  feet 
high  in  the  shell. 

General  construction. — ^Elach  tank  shell  shall  be  constructed  of  best  quality  tank 
steel,  bottom  to  be  made  from  one  plate  of  similar  woght  material  and  flanged  O.  D.  for 
joining  to  shell,  latter  to  be  reinforced  at  top  with  an^  ring  turned  out.  Plate  and 
angle  shaU  be  of  the  following  weight  and  siae: 

Plate,  7.65  pounds.        Top  angle,  }  inch  by  2  inches  by  2  inches. 

Riveting. — ^All  riveting  shall  be  in  accordance  with  the  following  schedule: 

All  seams,  ^-inch  R.,  iH^^ch  P.,  S.R.L. 

CauUdng. — ^All  seams  shall  be  caulked  on  outside. 

Tu>o  High  Pressure  Air  Tanks— 300  Cubic  Feet 

Dhnenaiona. — Each  tank  or  receiver  shall  be  of  horiaontal  type  5  feet  diameter  by 
15  feet  long  in  the  shell. 

Construction. — ^E^oh  receiver  shell  shall  be  made  of  two  or  three  courses  15.30-pound 
best  quality  tank  steel.  Heads  shaU  be  made  from  one  plate  each  of  17.85-pound 
flange  steel;  one  plate  to  be  flanged  O.  D.,  the  other  I.  D.,  standard  construction. 

Riveting. — ^AU  riveting  shall  be  in  accordance  with  the  following  schedule: 

Roundabout  seams,  J-inch  R.,  2i4nch  P.,  D.R.L. 
lloriiontal  soams,     }-inch  R.,  3i-inch  P.,  T.R.L. 

Caulking. — All  scams  shall  l)o  caulked  on  outside. 

Flanges. — Kach  receiver  shall  be  provided  with  the  following  flanges: 

1  1-inch  draw-off  flange,  located  in  shell,  centered  on  a  line  9  inches  from  O.  D. 

end. 

2  2i-inoh  air  flanges,  locateii  in  Ahell,  on  a  line  ISO''  from  1-inch  draw-off  flange, 

each  conterod  4  feet  from  respective  ends. 
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llanliolM. — E&ch  receiver  ehaJi  be  provided  with  one  9-inch  by  14-ijich  flanged 
manhole,  complete  with  manpUte,  cover,  crabs  and  bolts,  located  shell  on  aame  line 
as  air  flanges,  centered  between. 

Testing. — Receiven  shall  be  tested  under  ICK^MUnd  hydrostatic  pressure. 

General  Refimino  Scheme 

The  designing  of  a  plant  to  operate  on  Lima  or  similar  crude  oils,  of  olkyl-sulphur 
content,  while  lately  a  matter  of  history  at  present,  mvolvw  either  the  construction 
of  sweetening  BtiUa,  copper  oxide  recovery  plant,  etc.,  or  double  capacity  treating  and 


Flo.  15. — Cruda  und  pipe  itill  batUtln  for  lefiuinc  Mtiican  petraleuio,  st  Evinitt,  Msb. 

rcrunnmg  equipment  of  a  special  nature.  Also  it  may  be  said  in  passing,  that  the 
designing  of  such  a  plant  requires  a  knowledge  of  the  technology  of  petroleum  not  likely 
to  be  poBBesaed  by  the  average  engineer.  Such  construction  has  at  least  the  advantage 
that  it  haa  been  worked  out  to  the  last  detail,  and  is  practically  standard  for  the  light- 
oil  proceaa  of  a  Lima  plant.  The  balance  of  the  equipment  for  the  distillation  a!  resi- 
duum and  the  finishing  of  wax  and  paraffin  oils  does  not  differ  materially  from  that 
employed  on  Mid-continent  crudes. 

Plants  that  are  designed  to  operate  on  Texas  crude  oils  offer  special  problems  in 
topping  and  in  removal  of  sulphur  compounds.  They  also  require  additional  capacity 
for  the  treating  of  lubricating  oils  and  their  subsequent  reduction,  as  well  as  entirely 
different  equipment  for  ai^halt  manufacture.  Similarly  the  California  plant  design 
also  has  its  topping  problems,  in  many  respects  like  those  of  the  Mexican  refiner.    In 


addition  it  considers  special  treating  equipment  for  its  lubricating  oils  and  more  especi- 
ally for  its  refined  kerosene.    "Ibo  details  of  such  special  processes  and  the  design  of 


Fio.  le.— RedudDg  Btilis  for  tefiiung  Meiicsn  petroleum,  at  Everett,  Mua. 

the  apparatus  are  more  or  less  of  a  secret  nature  and  therefore  outside  of  the  scope  of 
&  book  of  this  kind.  The  designs  of  plants  to  operate  on  Mexican  crude  vary  from 
topping  units  removing  only  2  to  4  per  cent  of  naphtha  down  to  16  to  18  per  cent  with 


Flo.  IT. — General  view  of  pipe  retorts  and  eTBporilois.     Venion  (CilifonuB),  Tnimble  plant. 

the  lighter  grades.  Some  of  them  finish  to  asphalt,  others  reduce  to  coke,  making  all 
products.  A  complete  plant  of  the  latter  type  is  illustrated  in  Figs.  15  and  16.  Illuft* 
trations  of  various  types  of  California  plant  construction  is  also  shown  in  Fig.  17,  with 
cuts  of  general  layout  in  F^.  18,  19  and  20. 
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The  differenc*  in  the  deeigns  for  plants  operating  on  foreign  cnidee  is  largely  the 
result  of  cuetom  and  general  difference  in  atandarda  of  manufacture  and  equipment, ■ 
rather  than  the  requirement  of  the  crude  itself  for  any  radically  different  treatntent. 
On  account  of  cheaper  labor,  a  greater  demand  for  certain  by-producta  and  the  reduced 
cost  of  chemicals,  there  ia  a  tendency  to  give  greater  attention  in  foreign  practice  to 
aludgee,  waste  lyea,  etc.,  than  baa  hitherto  been  practiced  ia  this  country,    Such  utili- 


Fi<j.  lO.'^eneivl  layout,  Fuqua  toppincpl&pt;  Fellows,  Cnl if arnia^ 

sation  of  material  calls  for  certain  apcciaiized  design,  but  as  these  are  matters  primarily 
of  process  rather  than  of  engineering,  the  entire  Bubject  of  foreign  practice  will  be 
handled  in  the  chaptere  on  refinery  operation.  Attention  will  now  be  given  to  more 
general  matters  affecting  plant  design. 

Nature  of  crude  delivery.— This  topic,  intimately  connected  with  that  of  storage 
has  a  decided  effect  upon  the  layout,  particularly  if  the  crude  is  to  be  received  by  tank- 

'A  notable  exception  ia  the  Edeleanu  proceas  applied  lo  Rumanian  ttude.     (Fig.  iai,  pago  393.) 
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car  or  barge  delivery.  If  a  railroad  proposition,  intervals  of  delay  due  to  embargoes, 
strikes,  etc.,  must  be  considered,  as  well  as  present  routing,  and  possible  alternatives. 
In  arriving  at  a  minimum  crude  tankage,  due  weight  to  such  matters  as  loading  facilities 
at  the  point  of  origin,  general  condition  of  motive  power  and  roadbed  of  shipping  road, 
the  number  of  jimction  points  passed  and  whether  the  road  delivers  crude  to  one  refiner 
or  several  should  be  given.    While  it  is  obvious  that  no  fixed  rule  can  apply,  a  plant  re- 
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Fig.  20. — General  arrangement  of  Brown>Pickering  topping  plant;   FuUerton,  California. 


oeiving  its  crude  supply  by  tank  cars,  especially  from  any  considerable  distance,  should 
possess  at  least  one  month's,  or  better,  two  month's  crude  storage.  When  the  supply  is 
received  by  oil  barge  or  tank  steamer,  the  design  will  include,  in  addition  to  tankage 
requirements,  adequate  wharfage  as  well.  In  a  large  plant  provision  is  frequently 
made  for  the  dockage  of  two  steamers  at  the  same  time.  Such  construction  nms 
into  considerable  extra  initial  cost  but  is  justifiable  when  any  possible  delay  to  tankers 
is  considered.    As  in  the  case  of  railroad  deliveries,  many  factors  have  their  bearing 
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on  determining  minimum  tankage  requirements,  as  well  as  actual  construction  of  wharf- 
age. These  factors  include  loading  facihties  at  point  of  origin,  the  question  of  low  water 
or  sand  bars,  the  navigability  of  river  or  port  at  all  times,  whether  steamers  are  owned 
or  regularly  chartered,  etc.,  etc.;  Wharfage  facilities  vary  from  a  small  floating  dock 
with  cluster  piles  as  mooring  points,  to  permanently  built  docks  of  600  to  1000  feet  in 
length,  protected  by  drift  guard  piles  from  100  to  500  feet  on  the  upper  river  battiure. 
Again,  while  there  can  be  no  fixed  rule,  experience  has  generally  demonstrated  that  the 
initial  crude  tankage  and  wharfage,  as  usually  constructed  for  plants  receiving  their 
crude  supply  by  tank  steamer,  has  proved  inadequate.  Therefore  a  two  months' 
crude  storage  as  a  minimum,  w^ith  a  wharfage  equal  to  the  forced  demand  should  be 
constructed  at  the  inception  of  the  plant.  Assuming  regularity  of  production,  crude 
deliveries  by  pipe-line  can  usually  be  counted  upon,  with  due  allowance  for  breaks  at 
rivers  in  flood  period,  as  being  regular  and  requiring  a  minimum  storage.  One  month's 
supply  is  amply  sufficient  to  insure  continuous  plant  operation.  Other  important 
reasons,  however,  entirely  independent  of  the  method  of  delivery,  often  warrant  crude 
storage  units  far  in  excess  of  the  minima  mentioned.  Such  reasons  are  discussed  under 
the  topic  of  storage. 

Special  refining  units. — Under  this  heading,  in  its  effect  on  plant  design,  are  included 
the  apparatus  and  equipment  incidental  to  cracking  processes,  acid  recovery  plants, 
special  chemical  recoveries  from  by-products,  etc.  A  special  division  of  this  book  is 
given  over  to  a  description  of  cracking  processes,  and  the  subject  of  acid  recovery  is 
considered  in  a  subsequent  section.  But,  in  general,  special  processes  are  either  in 
a  stage  of  development  or  are  operated  more  or  less  as  secret  methods,  so  that  the  details 
of  construction  of  the  apparatus  involved  cannot  be  discussed  in  a  book  of  this  nature, 
beyond  stating  that  special  provision  is  made  for  their  installation,  generally  apart 
and  frequently  quite  remote  from  the  general  part  of  the  refinery. 

Storage. — ^The  last  item  to  be  discussed  in  its  effect  on  plant  design  is  yard  storage 
as  distinguished  from  field  storage.  In  providing  for  the  latter  the  designer  generally 
deals  exclusively  with  the  crude  which  belongs  to  the  producing  end  of  the  business. 
Yard  storage  obviously  involves  not  only  crude,  but  intermediates,  and  all  refined 
products  as  well,  and  varies,  as  previously  intimated,  from  a  few  days'  running  capacity 
to  that  of  months,  in  well-proportioned  plants.  Some  of  the  factors  affecting  crude 
storage  alone  have  already  been  discussed  under  the  topic  of  nature  of  delivery. 
Other  factors  involving  all  yard  storage  are  the  amount  and  nature  of  ground  available, 
nearness  to  markets,  freedom  of  locaUty  from  prevailing  electric  storms,  the  extent  to 
which  refining  is  practiced,  and  the  general  sales  policy  of  the  company. 

The  amount  of  ground  available  limits  and  modifies  to  a  great  extent  the  layout 
of  refinery  storage,  as  certain  minimum  distances  between  tanks  and  adjacent  property 
must  be  maintained  to  secure  the  lowest  or  most  favorable  insurance  rates.  A  fairly 
clear  idea  of  the  amount  of  storage  contemplated  should  be  possessed  before  the  site 
is  determined  lest  it  be  discovered  that  the  plant  site  is  too  small  to  install  the  desired 
number  of  tanks  except  at  increased  insurance  cost.  An  excessive  cost  of  land  may 
however,  warrant  such  construction,  but  where  plenty  of  land  is  available  the  follow- 
ing table  will  be  of  benefit  as  insuring  a  very  favorable  if  not  the  minimum  insurance  rate. 

The  contents  of  tankage  bears  a  certain  relation  to  credits,  as  will  be  mentioned 
in  a  subsequent  section.*  While  this  and  other  modifying  regulations  may  cause  a 
Blight  increase  in  rates  in  certain  instances,  this  difference  is  generally  so  slight  as 
not  to  warrant  a  much  greater  spacing  distance  than  noted  in  the  preceding  table. 
This  is  especially  the  case  in  the  matter  of  smaller  tankage  such  as  run-down  tanks 
where  a  greater  spacing  than  25  feet  would  render  plant  operation  more  or  less 
impracticable. 

1  See  pages  422  to  425. 


TANK  SPACING 


85 


Tank  Spacing  Table  for  Favorable  Insurance  Ratea 

Minimum  distances 


Capacity 

Distance 

of  tanks, 

between, 

barrels 

feet* 

74,000 

350 

55,000 

350 

37,500 

300 

20,000 

200 

10,000 

200 

5,000 

150 

2,500 

50 

2,000 

50 

1,500 

25 

1,000 

25 

*  In  field  storage  it  is  generally  cuBtomary  to  space  74,000-  and  55,000-barrel  tanks  on  500-foot 


In  considering  the  effect  of  tankage  layout  on  design,  it  is  also  desirable  to  maintain 
the  following  distances  from  other  departments  of  the  refinery : 

40  feet  from  any  brick,  stone,  concrete  or  tile  building. 
60  feet  from  any  frame,  iron-sheathed  or  brick-veneer  building. 
380  feet  from  any  compression  or  absorption  gasoline  system. 

The  following  table,  applying  to  steel  tanks  above  ground,  gives  an  idea  of  the  require- 
ments necessary  to  secure  the  lowest  insurance  rate  in  the  state  of  Illinois. 

Tank  Spacing  Table  for  Minimum  Insurance  Rate  in  Illinois 


Capacity  of  tank, 
gallons 

Capacity  of  tank  in 
barrels  of  approx. 
42  gallons 

Mmimum  distance  to 
property  line  or 
nearest  building, 
feet 

3,000  or  less 

70 

20 

21,000  or  less 

500 

25 

31,000  or  less 

700 

30 

45,000  or  less 

1,000 

40 

G4,000  or  less 

1,500 

50 

80,000  or  less 

1,900 

60 

128,000  or  less 

3,000 

75 

200,000  or  less 

4,700 

85 

266,000  or  less 

6,300 

100 

400,000  or  less 

9,500 

150 

666,000  or  less 

15,800 

250 

1,333,000  or  less 

31,700 

300 

2,666,000  or  less 

61,000 

350 

86  REFINING 

Certain  authorities  advocate,  on  all  tanks  above  5,000  barrels,  a  spacing  equal  to 
two  and  one-half  times  the  diameter  of  the  tank,  while  others  by  a  standard  system 
of  dike  measurements  insure  adequate  distances. 

If  underground  tankage  is  installed  (this  is  ordinarily  held  to  mean  concrete  tankage, 
although  brick  set  in  concrete  has  sometimes  been  successfully  used),  the  spacing  limits 
previously  mentioned  are  no  longer  followed.  But  in  laying  out  a  plant  it  must  be 
ascertained  that  the  nature  of  the  soil  is  such  as  to  permit  the  construction  of  such 
tankage,  without  the  danger  of  settling,  with  attendant  cracking  of  walls  and  leakage 
of  oil.  Such  construction,  for  instance,  is  practically  impossible  in  the  lower  Missis- 
sippi territory,  except  at  prohibitive  cost. 

Underground  tanks,  while  possessing  advantages  from  the  point  of  view  of  fire 
risk,  are  not  readily  cleaned,  because  water  and  sediment  must  be  pumped  out,  rather 
than  drawn  off  by  gravity,  and  on  account  of  the  generally  shallow  construction  of 
these  tanks  considerable  volume  is  lost  when  even  a  few  inches  of  water  or  sediment 
remains  in  the  tank.  Moreover  the  strapping  of  such  tankage  is  not  such  a  simple 
proposition  as  that  of  the  steel  tank,  and  the  present  cost  ofifers  no  great  inducement 
for  construction.  All  in  all,  considering  their  inflexibility,  concrete  underground  tanks 
are  not  so  generally  adaptable  for  all-round  refinery  purposes  as  the  standard  steel 
unit.  Where  the  cost  of  land  is  excessive,  where  it  is  desired  to  store  a  maximum 
amount  of  crude,  or,  where  a  few  products  are  produced  with  little  likeUhood  of  change 
in  specifications,  the  concrete  tank  (cost  considered)  has  obviously  its  advantages. 
However,  it  will  probably  always  remain  a  field  unit  of  storage  rather  than  an 
important  factor  in  general  refinery  practice. 

Certain  peculiar  soil  formations  have  allowed  the  construction  of  perfectly  ti^t 
tanks  by  simple  excavation  to  a  desired  depth,  and  protection  from  caving  walls  has 
been  secured  merely  by  laying  1-inch  by  10-inch  boards  on  edge,  one  upon  the  other  imtil 
the  surface  of  groimd  was  reached.  Such  a  type  of  tank  is  only  possible  in  deep  strata 
of  clay;  the  imderground  tanks  in  blue  clay  of  the  Paragon  Refining  Company  at  Toledo, 
Ohio,  and  of  the  Imperial  Oil  Company  at  Sarnia,  Ontario,  being  typical  examples. 
Where  such  tjrpes  of  tanks  are  protected  by  concrete  roofs,  they  are  practically  the  equal 
of  the  all-concrete  tank  in  both  its  advantages  and  disadvantages,  their  spacing  being 
dependent  on  depth  and  pressure  developed.  It  is  usually  customary  to  reduce  the 
diameter  of  such  tanks  at  varying  intervals  of  depth  to  afford  thicker  intervening  waUs, 
correspondinK  to  the  increased  pressure  of  fluid,  and  thus  allow  a  closer  spacing  which 
would  otherwise  be  impossible. 

In  determining  the  size  and  number  of  storage  tanks  proportionate  to  a  given 
refining  capacity,  certain  empirical  considerations,  custom  and  general  sales  pohcy 
govern,  independent  of  the  question  of  available  plant-size  area.  Thus  the  imits 
of  5000  and  10,000  barrels  listed  in  the  tjrpical  skimming  plant  specifications 
appropriate  for  plants  of  this  size  would  be  replaced  by  10,000-,  20,000-  and  perhaps 
55,000-barrel  tanks  as  main  storage  units  in  plants  of  5,000  to  10,000  barrels 
daily  refining  capacity.  Larger  plants  usually  erect  30,000-,  37,500-,  55,000-, 
and  in  some  instances  74,000-barrel  tanks  for  their  reserves,  and  10,000-barrel  tanks 
as  working  units.  The  dimensions  of  such  tankage  usually  conform  to  weU-established 
relations  between  diameter  and  height.  The  appended  table  will  enable  the 
engineer  to  aUow  proper  distances  in  plant  layout,  as  well  as  to  compute  pressure 
developed  per  square-foot  of  bearing  surface.  The  latter  is  exceedingly  important 
in  sites  where  the  soil  is  of  weak  supporting  power. 

Where  the  ground  is  limited  in  area  and  a  maximum  number  of  tanks  is  desired 
and  they  are  spaced  to  secure  minimum  insurance  rates,  tanks  40  feet  in  height  are 
sometimes  erected.  Their  cost,  except  in  large  diameters,  is  usually  excessive,  due 
not  only  to  increase  of  weight  of  metal  necessary  on  account  of  increased  fluid  pressure^ 
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Dimensiona  and  1 

Weights  of  Standard  Steel  Tankage 

* 

Capacity, 

Diameter. 

Height. 

Cone  roof 

Dome  roof 

barrels  of 

weight  in 

weight  in 

42  gals. 

feet     inches 

feet       inches 

Pounds 

Pounds 

500 

20 

10 

11,800 

12,100 

1,000 

20 

21          3i 

18,200 

18,500 

2,000 

25 

27          3 

31,200 

30,500 

2,500 

25 

30 

33,900 

33,300 

3,500 

30 

30 

42,500 

41,300 

5,000 

35 

30 

52,000 

49,800 

6,000 

38 

30 

59,100 

56,400 

10,000 

50 

29          3 

88,800 

87,000 

15,000 

60 

30 

120,000 

20,000 

70 

29          3 

159,300 

25,000 

78 

30 

198,000 

37,500 

95          6 

29          9 

281,000 

55,000 

114          6 

30          2f 

415,000 

65,000 

114          6 

34          9 

475,000 

*  DimeDsions  and  weights  are  according  to  the  Graver  Corporation,  E.  Chicago,  Ind. 


but  to  additional  strength  that  must  be  imparted  to  withstand  the  e3ctra  wind  stresses 
developed  by  the  added  height.  Such  a  condition  is  more  often  met  in  plants  located 
near  industrial  centers  where  the  manufacture  of  a  varied  line  of  products  is  contem- 
plated. Finished  storage  tankage  in  such  instances  is  less  in  individual  capacity 
than  in  plants  refining  to  a  few  grades,  but  it  obviously  gives  the  engineer  more  con- 
cern in  design.  It  may  likewise  be  desired  to  store  crude  in  large  quantities  at  the 
refinery  site,  on  account  of  high  construction  costs  of  field  tankage  or  undesirability 
of  maintaining  crude  stocks  at  points  distant  from  central  control.  Such  factors  have 
an  important  bearing  on  the  relation  of  storage  capacity  to  plant  design,  and  are  a 
part  of  the  general  business  policy,  which  may  further  include  marketing  through 
company-owned  filling  stations  or  dependable  yearly  contracts,  and  thus  require 
less  finished  storage  than  would  be  needed  by  a  concern  electing  to  forecast  the 
markets. 

Changing  conditions  and  uses  for  products,  such  as  the  introduction  of  kerosene- 
burning  farm  tractors,  and  the  increased  use  of  the  automobile  in  winter  have  done 
much  to  stabilize  demand,  so  that  a  hard-and-fast  rule  in  the  matter  of  storage  for  all 
plants  is  an  impossibility.  Not  only  must  the  physical  question  of  available  land  enter 
into  a  decision,  but  a  thorough  study  of  market  conditions  in  conjimction  with  the  general 
business  policy  of  the  company  must  govern  to  a  great  extent.  In  general  the  larger 
the  reserve  capacity,  the  sounder  the  foundation  for  ultimate  success.  While  imme- 
diately available  capital  does  not  always  admit  the  erection  of  the  complete  number 
of  storage  tanks  desired,  provision  should  always  be  made  for  future  growth,  for  while 
increased  running  capacity  may  often  be  effected  by  slight  changes  in  process,  minor 
adjustments,  etc.,  storage  capacity  can  only  be  increased  by  the  erection  of  tanks,  and 
tanks  require  land.  The  illustrations  in  Figs.  21  and  22  show  various  types  of  refinery 
yard  storage. 

Buildings. — In  their  effect  on  general  plant  design,  refinery  structures  mav  be  classi- 
fied as  follows: 


REOSIXG 

(a)  Bmldiii^  rdatmg  U>  the  Imsc  proces,  operktkH 

(b)  BuiUia^  relating  to  shipping,  compounding,  et 
(cj  Building  relating  to  bousiDg  of  employprs. 

ld>  BuildingB  oi  sdministnition. 


— RffinBy  Mora^  u 


Under  the  firat  group  will  naturally  be  included  pump  house.  mTiving  house,  boiler 
house,  repair  shop,  warehouae,  etc.,  ior  small  plants,  and  auch  additianal  unitA  as  wax 
plant,  weating  building,  filter  house,  earth-relort  building,  etc.,  for  the  larger  plante 
which  refine  to  more  varied  products.  The  number  and  siw  of  such  buildings  wiU 
obviously  be  proportional  to  the  quantity  of  crude  refined  and  to  the  j 
employed. 
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Under  elaasificatioii  (5)  will  fall  such  structures  as  the  shipping  building,  cooperage 
building,  oil  warehouse,  grease  plant,  etc.,  their  number  and  size  being  dependent  on 
the  quantity  of  crude  refined,  the  products  manufactured  or  compounded  and  the 
general  business  sales  policy  of  the  company. 

Group  (c)  includes  wash  rooms,  bunk  and  mess  houses,  residence  dwellings,  etc. 
In  some  of  the  larger  plants,  remote  or  inaccessible  from  centers  of  population,  school 
buildings  and  even  churches  are  built  upon  refinery  property.  It  is  obvious  that 
local  living  conditions,  in  conjunction  with  the  views  of  the  management  on  such 
projects  will  govern  the  number  and  type  of  this  class  of  structures,  although  it  may 
be  said,  in  passing,  that  certain  state  laws  founded  on  sanitation  measures,  more  rigid 
insurance  ruling?  and  doubtless  in  some  instances  purely  humanitarian  motives  have 
done  much  to  improve  this  dass  of  buildings. 

The  last  division  (d)  includes  the  office,  laboratory,  etc.  The  size  of  such 
structures  varies  from  a  single-room  shack,  comprising  both  departments  in 
some  of  the  smaller  skimming  plants,  to  two^tory  or  higher  buildings  in 
many  of  the  larger  refineries.  If  the  general  offices  of  the  company  are  located 
at  the  plant,  the  office  becomes  «  decidedly  important  structure,  and  its  location 
must  be  given  serious  consideration  in  the  design  of  the  plant.  It  should  further 
be  noted  that  in  such  instances  the  number  of  products  made  and  the  plan 
of  distribution  govern  the  size  of  the  building  required,  rather  than  the  absolute 
quantity  of  oil  run.  Thus  a  Pennsylvania  plant  refining  10,000  barrels  of  crude  per 
month,  doing  a  general  compounding  business,  and  disposing  of  its  output  principally 
through  barrels  and  cans  in  small  lots,  may  easily  require  twenty  times  the  office  space 
of  a  Mid-Continent  plant  running  the  same  quantity  of  oil  per  day,  but  marketing  its 
production  through  export  channels  and  large  sales.  The  size  of  the  laboratory, 
also  dependent  upon  the  number  and  nature  of  the  products  manufactured,  will  be 
further  controlled  by  the  general  policy  of  the  company  towards  investigating 
problems  of  the  trade  and  by  its  attitude  toward  research  in  general.  The  present 
tendency  in  all  plants  is  to  give  greater  prominence  to  laboratory  control  than  in  the 
past. 

In  actual  plant  design,  it  should  always  be  borne  in  mind  that  buildings  falling 
under  classifications  (o)  and  (6)  should  be  erected  of  fireproof  construction,  not  only 
to  secure  a  low  insurance  rate,  but  to  guarantee  continuous  operation  of  the  plant. 
This  is  especially  true  with  class  (a)  buildings.  There  is  little  excuse  for  not  following 
the  rules  recommended  'by  insurance  rating  bureaus  in  the  erection  of  such  structures. 
Where  rigid  initial  economy  is  imperative,  certain  class  (6)  structures,  such  as  cooperage 
building,  shipping  building,  etc.,  may  be  built  of  frame  construction,  corrugated  clad, 
with  solid  cement  floor,  if  sufficiently  removed  from  tanks,  stills,  etc.  However,  such 
construction  is  far  from  ideal. 

In  class  (c)  buildings,  wash  rooms  and  locker  rooms  should  invariably  be  of  fire- 
proof construction.  As  but  few  companies  can  stand  such  investment  for  dwelling 
cottages,  mess  rooms,  etc.,  it  is  usually  customary  to  locate  the  latter  class  of  structures 
at  a  considerable  distance  from  the  nearest  refinery  equipment,  and  buUd  them  of 
ordinary  frame  construction. 

Administrative  buildings,  at  least  in  the  case  of  laboratories,  should  be  of  fire- 
proof construction.  Local  conditions  should  govern  the  office  design.  Where  a  mini- 
mum amount  of  testing  is  required,  a  fireproof  laboratory  may  be  installed  at  small 
expense  imder  a  condenser  box.  In  many  plants  where  the  general  office  is  not  located 
at  the  refinery,  a  frame  building  provided  with  a  fireproof  vault  will  make  a  very 
satisfactory  works  office,  if  located  sufficiently  far  from  tanks  and  stills.  Any  extensive 
experimental  laboratory  control  should  invariably  be  undertaken  in  a  fireproof  building 
detached  from  other  equipment.    Similarly  a  large  general  office  building  with  pre- 
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woBoMf  Tilmble  reeonb  and  office  fiininhm^  would  abo  justify  cmly  fir^ioof 


GcaeiaL — In  the  nmring  of  the  Tanoos  units,  care  sboold  alwaya  be  exercised, 
not  only  to  maintain  distancps  advocated  by  Jwiimnrp  lalins  bureans,  bat  to  align 
building,  tanks^  stilk,  etc,  so  as  to  affoid  free  iiaiwiifcii  w  or  loads  connecting  the 
different  departments.  Such  roadways  afaoald  vary  from  20  to  40  feet  in  width, 
depending  on  the  siae  of  the  units  invohred,  buid  available,  etc.  The  primazy  souroe 
of  power  or  steam  genenting  units  afaoald  be  conq^etdy  removed  from  any  source  of 
danger  from  fire,  such  as  stiDs,  tanks^  etc  As  far  as  is  practical,  the  grouping  of  the 
latter  riwald  be  so  amnged  (independent  of  wpadng  distance)  as  to  secure  a  minimum 
insunmce  rating,  eonsidenng  the  contents  of  the  tanks.^  The  office  building  at  the 
woifo  should  be  near  the  entrance  of  the  plant,  some  25  to  50  feet  or  more  back  of  the 
property  line,  and  at  least  100  feet,  where  distance  permits,  from  any  tank,  still,  etc 
Such  a  distance,  while  exceeding  minfmmn  insurance  requirements,  is  advisable  for 
pleaauit  working  conditions.  In  short  the  aim  of  the  practical  designer  should  be  to 
lay  out  a  plant  so  as  to  obtain  the  minimimi  insurance  rate,  but  at  the  same  time  not 
to  aaerifioe  operating  efficiency  and  reduce  capacity  by  reason  of  any  sli^t  exposure 
charge.  The  effect  on  insurance  rates  of  desirable  spacing  between  all  steel  tanks 
has  already  been  discussed.*  The  taUe  bdow  gives  minimum  spacing  distances  for  both 
steel  and  wood-top  tanks,  ss  wdl  ss  stiDs  and  other  refinery  equipment.  The  Uiyout 
on  page  22,  Fig.  13,  abo  gives  an  excdlent  idea  of  the  application  of  such  rules  to 
practical  design.  The  separation  of  stills  in  blocks,  the  grouping  of  nm-down 
tanks  apart  from  agitators,  the  separation  of  fud  tanks  from  those  of  crude  and  light- 
ofl  storage,  as  wdi  as  the  broad  roadways  between  departments  are  all  clearly 
disoemible. 

EXFOBCRE  TaBLB 

Minimum  distances 
Tank» 


From  building^: 

Small' 

Normal 

Large 

25  feet 

50  feet 

100  feet 

From  tanks: 

5000  barrels  or  less  « 25  feet 

5001  barrels  to  10,000 50  feet 

Over  10,000  barrels 200  feet 

From  railroad: 

AH  tanks 75  feet 

1  See  Kanau  Rating  Bureau,  Claasification  of  Oil. 

s  See  p.  85. 

s  Square  feet  of  floor  area  governs  claaeification  of  use  of  buildings  as  foUowa: 

Small:     Under    750  square  feet. 
Normal:  751-8000  square  feet. 

Large:     Over     8000  square  feet. 

4  AH  tanks  not  separated  by  at  least  25  feet  of  clear  space,  or  any  tank  of  wood,  or  any  tank 
exceeding  6000  barrels  capacity  must  be  included  in  this  group.  Acid,  alkali  and  water  tanks  ar« 
considered  as  clear  space.  Not  more  than  two  oil-tanks  of  100  barrels  capacity  or  leas  may  ba 
similarly  disregarded  when  in  a  space  between  larger  tanks. 
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Oa  stiUa 
From  tar  stills: 

All  fire-heated  stills 25  feet 

From  steam  stills: 

All  fire-heated  stiDs 25  feet 

From  tanks: 

All  fire-heated  stills 100  feet 

rVom  agitators: 

All  fire-heated  stills 100  feet 

Agitators 
rVom  tanks: 

Same  spacing  required  as  tanks. 

From  note  3,  page  90,  it  will  readily  be  seen  that  carelessness  in  spacing  may 
inadvertently  cause  a  group  of  relativdy  small  tanks,  run-down  tanks  for  instance, 
to  be  classified  not  as  individual  units  of  500  barrels,  but  as  a  group  in  the  oOOO-barrel 
class,  thus  raising  insurance  rates  16}  per  cent.  Such  group  classification  may,  for 
instance,  require  a  greater  minimum  distance  than  actually  exists,  between  agitators 
or  stills  and  the  nearest  run-down  tank,  resulting  in  a  second  increase  in  rate.  As  a 
parting  caution  in  general  plant  design,  the  engineer  is  advised  to  familiarise  himself 
¥rith  the  imderlying  principles  of  fire-protective  engineering;  he  should  possess  a  knowl- 
edge of  general  construction  as  modified  by  process  requirements  and  other  correlated 
data. 

III.    STANDARD  APPARATUS  DESIGN 

Tlie  design  of  standard  refinery  apparatus  has  already  been  more  or  less  empirically 
treated  in  the  preceding  pages  devoted  to  general  specifications,  and  an  attempt 
will  now  be  made  to  cover  the  subject  in  greater  detail.  With  this  object  in 
view,  the  following  classification  is  suggested,  the  author  disclaiming  all  intent  of 
finality  in  what  should  be  included  as  standard  apparatus.  Only  the  more  important 
generally  recognized  refinery  equipment  is  listed. 

Standard  Refining  Appailatub 

(a)  Tanks: 

1.  Run-down  and  bleachers. 

2.  Working. 

3.  Storage 

4.  Miscellaneous. 

(&)  Stills: 

1.  Crude  stills. 

2.  Rerunning  stills. 

3.  Reducing  stiUs. 

4.  Coking  stills. 

5.  Steam  stills. 

(c)  Condensers  for: 

1.  Crude  and  rerunning  stills. 

2.  Reducing  and  steam  stills. 

3.  Coking  stills. 

4.  Exchangers* 
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(d)  Towerefor: 

1.  Crude  and  rerunning  stills. 

2.  Reducing  stills. 

3.  Steam  stills. 

(e)  Agitators: 

1.  Light  oil. 

2.  Lubricating  oiL 

3.  Tar. 

(/)  Boilers: 

1.  Return  tubular. 

2.  Water  tube. 

3.  Marine. 

(g)  Wax-plant  equipment: 

1.  Refrigerating  units. 

2.  ChiUers. 

3.  Pressers. 

4.  Sweat  pans. 

(h)  Filter-house  equipment: 

1.  Filters. 

2.  Conveying  machinery. 

3.  Revivifying  apparatus. 

(i)   Pumps: 

1.  Steam. 

2.  Power. 

Tanks. — Steel  tank  standards  differ  considerably  among  various  manufacturers, 
not  only  in  dimensions  necessary  to  attain  a  given  capacity,  but  in  weight  of  plate, 
rivets,  etc.,  even  where  dimensions  are  practically  the  same.  The  following  table 
represents  the  extremes  of  seven  well-known  firms,  as  regards  differences  in  heights 
and  diameters. 


Nominal 

DlAMET£R 

He 
Max. 

:iGHT 

capacity, 
barrels 

Min. 

Max. 

Min. 

feet    inches 

feet    inches 

feot 

inches 

feet    inches 

74,000 

114        6 

114        6 

40 

0 

40        0 

65,000 

114        0 

114        0 

SA 

9 

34        9 

55,000 

114        0 

114        7 

30 

4 

30        If 

37,500 

94        0 

95        6 

30 

0 

29        9 

30,000 

85        0 

86        0 

30 

31 

30        0 

20,000 

77        0 

85        0 

30 

0 

25        0 

10,000 

49        7 

55        0 

30 

0 

25        4 

5,000 

35        0 

43        0 

35 

0 

20        0 

2,500 

25        0 

30        0 

30 

0 

20        0 

1,000 

20        0 

22        0 

21 

3i 

15        0 

500 

20        0 

20        0 

10 

2} 

10        0 

RIVETING 
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Differences  in  plate  weight  are  naturally  to  be  expected  with  varying  diameters, 
henoe  the  purchaser  if  unfamiliar  with  engineering  principles  should  compare  tanks  of 
approximately  equal  dimensions.  In  the  long  run  there  is  little  economy  in  the  pur- 
chase of  light-weight  tanks  for  general  refinery  purposes,  such  as  run-down  tanks, 
bleachers,  or  yard  storage,  or  under  any  conditions  of  service  where  free  steam,  heavy 
moisting  or  corrosive  sulphur  gases  are  likely  to  be  evolved.  Kerosene,  lubricants, 
and  wax  may  be  handled  in  somewhat  lighter  tankage  than  is  required  for  other 
refinery  products,  although  such  economy  is  often  questionable.  While  no  fixed  rule 
can  be  given  for  all  conditions  of  service,  the  following  table  is  offered  as  a  guide  in 
construction.  Serviceable,  tight  tanks  have  been  built,  using  plate  of  minimmn  weight 
specified  in  the  upper  rings  or  the  bottom.  However,  the  second  figure  given  is  to  be 
preferred.  Reference  to  the  general  tank  specifications  already  furnished  will  show 
either  that  they  comply  with  the  preferred  weights  in  the  schedule  below,  or  that  they 
are  of  heavier  design. 


Minimum 

Minimum 

Diameter, 

Height, 

weight  of  plate 

weight  of  plate 

allowable. 

recommended, 

feet 

feet 

pounds 

pounds 

Above  40 

25  to  30 

8.25 

8.25 

a0to40 

20  to  25 

7.65 

8.25 

20  to  30 

20  to  25 

7.32 

7.65 

Under  20 

15  to  20 

7.32 

7.65 

The  selection  of  suitable  plate  does  not  alone  constitute  a  tight,  serviceable  tank, 
for  the  question  of  proper  riveting  pla3rs  a  very  important  part.  While  the  laws  of 
rivets  are  well  known,  different  manufacturers  make  different  allowances  for  wind 
pressing  and  the  effect  of  corrosion  on  the  life  of  a  tank.  As  a  result  some  use  a  double 
row  of  rivets,  others  a  triple,  and  some  a  single  row.  There  can  obviously  be  no  fixed 
rule  in  such  a  matter,  however,  the  tank  specifications  previously  given  follow  the 
best  standard  practice.  One  well-known  builder  of  tanks,  ^  with  facilities  for  turning 
out  a  complete  55,000-barrel  tank  every  eight  hours  uses  the  following  rivet-spacing 
table: 


Diameter 

s.  r.'l.,  p. 

Jj,  Iv.  Ij.,  p. 

T.  R.  L.,  P. 

Distance 

of  rivets. 

between  rowg, 

inch 

inches 

inches 

inches 

inches 

A 

14 

11 

•  • 

U 

i 

•      • 

li 

•   • 

li 

f 

2 

21 

•   ■ 

11 

} 

2i 

■      ■ 

3 

1 

1| 

The  actual  efficiency  of  the  above  schedule  of  riveting  based  on  A.S.M.E.  code 
would  be  as  follows: 


^  Kaniaa  City  Structural  Steel  Company,  Kaoaas  City,  Miasouri. 
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Diameter  of 

Weight  of 

Per  cent 

Per  cent 

Per  cent 

rivets, 

plate, 

efficiency, 

efficiency, 

efficiency, 

inch 

pounds 

S.Iv.L. 

D.R.L. 

T.R.L. 

i 

7.65 

8.25 
8.92 

60.9 
60.9 
60.9 

i 

10.20 

60.7 

69.5  • 

11.47 

60.3 

69.5 

i 

12.75 

58.9 

77.0 

15.30 

68.9 

76.0 

20.40 

57.6 

75.0 

Apart  from  the  weight  of  the  plate  and  proper  riveting  the  angle  rings  must  also  be 
properly  proportioned.  The  following  tables  of  standards,  kindly  furnished  by  the 
Riter-Conley  Manufacturing  Company,  Pittsburg,  Pa.,  show  the  proper  sizes  of  tl}e  same, 
as  well  a  as  complete  condensed  schedule  of  general  tank  specifications. 

Tankage  Dimensions  and  Specifications 


Nominal  capacity  in  42-8aQon 
barrels 


Diameter  of  tank  in  feet 

Height  of  tank  in  feet 

Number  of  rings  in  shell 

Weight  of  first  ring 

Weight  of  second  ring 

Weight  of  third  ring 

Weight  of  fourth  ring 

Weight  of  fifth  ring 

Weight  of  bottom 

Sise  of  bottom  angle  ring,  inches 

Sise  of  top  angle  ring,  inches. . . . 

Weight  of  sheets  for  light  nailed  roof 
Weight  of  sheets  for  tight  steel 
roof 


500 


20*0" 
IC  21" 

2 
7.65 
7.66 


7.65 
JX2i 
21 
1X2J 

2* 
1.02 

6.10 


1000 


22' 0" 
16' 0" 

3 
8.28 
8.28 
8.28 

•  •   «   ■ 

•  •   ■  • 

8.28 
AX2J 

2» 
AX2J 

2* 
1.02 

5.10 


2000 


2500 


ao'O" 

16' 0" 

3 
8.28 
7.65 
7.65 


8.28 
IX2J 
2i 
AX2i 

2* 
1.02 

5.10 


30' 0" 
20' 0" 
4 
8.28 
8.28 
7.65 
7.65 

•  •   •   • 

8.28 
AX2J 

2» 
AX2| 

2* 
1.02 

5.10 


3000 


30' 0" 

24' 0" 

5 

8.92 

8.92 

8.28 

8.28 

8.28 

8.28 

AX2J 

2i 

AX2| 

2i 

1.02 

5.10 


5000 


40' 0" 
22' 6" 

6 

10.20 

9.55 

8.92 

8.28 

8.28 

8.28 

1X3 

3 

AX2J 

2i 

1.02 

6.10 


10,000 


55' 0" 
25'  31" 

6 
10.20 
9.55 
8.92 
8.28 
8.28 
8.28 
1X3 
3 

1X3 
3 
1.02 

5.10 


Nominal  capacity  in  42-gallon 
barrels 


Diameter  of  tank  in  feet 

Height  of  tank  in  feet 

Number  of  rings  in  shell 

Weight  of  first  ring 

Weight  of  second  ring 

Weight  of  third  ring 

Weight  of  fourth  ring 

Weight  of  fifth  ring 

Weight  of  sixth  ring 

Weight  of  bottom 

Sise  of  bottom  angle  ring,  inches . . 

Sise  of  top  angle  ring,  inches 

Weight  of  sheets  for  light  nailed  roof 
Weight  of  sheets  for  tight  steel 
roof 


15,000 


66' 0" 
25' 0" 

6 

10.83 

10.20 

9.66 

8.92 

8.28 

■   •  ■   • 

8.28 
1X3* 
3i 
AX2I 

2i 
1.02 

5.47 


20,000 


77' 0" 
25' 0" 

5 

12.75 

11.47 

10.20 

8.92 

8.28 

•   ■   ■   • 

8.28 
IX3J 

3* 
AX2| 

2i 
1.02 

5.47 


25,000 


85' 0" 
25'  6" 

5 

13.87 

12.24 

11.58 

9.71 

8.28 

•   ■  •   • 

8.28 
1X4 

4 
1X21 

2i 
1.02 

6.47 


30,000 


36,000 


85' 0" 
30' 6|" 

6 

16.50 

13.87 

12.24 

11.68 

9.71 

8.28 

8.28 

1X4 

4 

1X2* 
2i 
1.02 

6.47 


95'  5J" 
28'  7J" 

6 

18.70 

16.45 

13.82 

10.68 

9.68 

8.28 

8.28 

1X4 

4 

1X21 
2i 
1.02 

6.47 


87,600 


94' 6" 
30' 6" 

6 

17.34 

15.50 

12.24 

11.59 

9.71 

8.28 

8.28 

1X4 

4 

IX2J 

2i 

1.02 

5.47 


56,000 


114'  7" 
30' 4" 

6 

22.00 

18.50 

15.00 

12.00 

10.20 

8.28 

8.28 

1X4 

4 

|X2i 
2i 
1.02 

6.47 
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Detailed  specifications  for  steel  tankage  have  been  given  at  length  in  the  preceding 
pagee  and  need  not  be  conaideied  again  in  this  chapter.  Occasionolty,  however,  certain 
corrosive  suiphur-bearing  distillates  make  a  steel  roof  tank  inadvisable.  A  typical 
set  of  wood  loof  q>ecificationa  for  a  55,000-barrel  tank  is  therefore  given  below. 

Standard  Wood  Roof  Spedficaiiorw  far  55,000  Barrtia 

Tank. — Roof  frame  shall  consist  of  sixty-one  6-inch  by  ft4ach  best  yellow  pine 
timber  posts  with  5-inch  by  14-inch  plates,  supporting  2-inch  by  Ig-incfa  rafteis.  Thit 
roof  proper  shall  consist  of  1-inch  sheathing  of  Mo.  1  quality  yellow  pine,  sheathing 


FlQ.  33, — Wft(er-toi)  roof  Unkl. 

boards  to  be  covered  with  22-gage  black  sheet  steel,  properly  laid  and  closely  nailed 
on  4-incfa  laps. 

A  variation  in  this  construction,  which  is  used  with  excellent  results  by  one  of  the 
larger  companies  consists  in  applying  gslvanised  iron  sheets  instead  of  black  plates, 
soldering  all  seams,  and  applying  around  the  edge  of  the  root  a  atrip  of  6-oz.  sheet  lead 
approximately  20  inches  wide.  The  lead  is  caulked  to  the  top  angle  and  soldered  to 
the  roof  aheeta,  a  croBs-section  appearing  as  on  inverted  U.  Such  construction  forms 
a  roof  SB  ti^t,  if  not  tighter,  than  the  average  steel  design  and  greatly  cuts  down  evapo- 
ration losses  and  lowers  fire  risk. 

Another  type  of  roof  used  to  a  considerable  extent,  e^tecially  in  smaller  tanks  is 
the  so-called  water-top  root,  Ttiis  consists  simply  of  a  flat-top  roof  supported  by  a 
series  of  I-beoma  and  caulked  to  a  supporting  angle  ting  which  is  riveted  on  the  inside 
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of  the  shell,  the  top  of  the  roof  being  usually  4  inches  to  6  inches  below  top  of  shell. 
Such  constniction  ie  illuatnited  in  Fig.  23,  by  the  six  flaM«p  tajiks  in  the  right- 
hand  for^round.  The  remaining  tanks  shown  are  of  self-supporting  ^obe  or  the 
umbrella  type  of  roof.    The  details  of  a  74,00O4)arrel  tank  as  shown  in  Fi^.  24  and  25 


may  be  accepted  as  typical  of  storage  tanks  of  30,000  barrets  and  upward  capacity. 
The  details  of  the  10,000-barrel  storage  tank  ate  shown  in  Fig.  26.  In  general,  run- 
down tanks  and  bleachers  ehould  not  be  over  10  feet  high,  nor  working  and  storage 
tanks  over  30  or  35  feet  for  practical  use. 


74,0(»-BARREL  TANK 
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To  design  a  vertical  cylindrical  tank  for  mjuriTniim  capacity  with  minimum  surface, 
the  diameter  must  equal  the  height.    The  following  formula  is  i^>plicable: 

D*  or  H* 
7.145 

where    C  ~  capacity  in  42-gallon  barreks; 
Z>= diameter  in  feet^^^T; 
ffsheight  in  feet  =  D. 

Applying  the  above  to  the  limilang  height  for  practical  use  (i.e.,  35  feet)  a  tank  of 
0006  barrels  would  have  the  largest  capacity  possible.  In  actual  practice  this  formula 
is  only  generally  used  for  diameters  of  20  to  35  feet  inclusive. 

In  general  the  construction  of  vertical  tanks  has  been  brought  to  a  high  point  of 
peif ection  by  the  leading  manufacturers,  especially  considering  the  stresses  as  developed 
within.  In  the  larger  units  however,  there  is  probably  some  ground  for  criticism  in 
certain  types  of  roof  construction  as  regards  ability  to  withstand  high  winds.  There- 
fore, in  localities  where  storms  of  high  velocity  are  prevalent,  the  so-called  sand-line 
bracing  system  is  recommended.  This  consists  briefly  of  stringing  f-inch  flexible  steel 
cables,  preferably  on  radial  lines  90^  apart,  from  the  ring  about  the  center  post 
10  feet  above  the  bottom  of  the  tank,  to  the  through-going  eye-bolts,  located  on  the 
shell  in  the  same  horizontal  plane;  then  repeating  the  bracing  on  a  20-foot  level  on 
radii  halfway  between  the  former,  thus  dividing  the  circumference  into  staggered  45^ 
segments.  With  wood-roof  tanks  a  third  set  of  tension  cables  fastened  to  the 
top  angle  may  be  effectively  used.  All  cables  are  provided  with  tumbuckles,  so  that 
a  uniform  tension  may  be  produced  on  all  hnes,  and  necessary  adjustments  made 
from  time  to  time.  The  term  sand-hne  is  derived  from  the  fact  that  discarded  sand- 
lines  from  drilling  rig?  were  originally  employed.  Their  use,  however,  for  this  purpose 
is  not  recommended  on  account  of  the  probability  that  they  are  weakened  and  worn. 

In  the  general  specifications  in  the  preceding  pages  it  will  be  noted  that  under 
caulking,  roof  seams  were  not  required.  While  10-,  11-,  and  12-gage  plate  (the  usual 
tig^t-roof  weights)  can  be  successfully  caulked,  the  average  workman  in  this  class  of 
construction  is  apt  to  do  as  much  harm  as  good.  If  10-gage  plate  is  riveted  with  f-inch 
rivets  on  2-inch  centers,  and  12-gage  plate  with  ^inch  rivets  on  l|-inch  centers,  a 
reasonably  tight  roof  may  be  expected.  A  roof  is  continually  subjected  to  expansion 
stresses,  as  well  as  to  atmospheric  pressures,  expecially  if  gases  are  removed  for  conden- 
sation purposes,  and  there  is  undoubtedly  enough  movement  and  distortion  in  the  plates 
to  make  questionable  the  value  of  any  icreat  time  spent  on  caulking.  Red  lead,  or 
lac  types  of  cement  are  sometimes  used  between  sheets  before  riveting,  but  it  is  again 
doubtful  whether  such  practice  has  any  real  advantage  over  a  good  workmanlike  job 
of  riveting  with  extra  care  at  laps. 

It  will  be  noted  in  specifications  for  two  55,000-barrel  storage  tanks,  >  that  five  rings 
were  specified  instead  of  the  usual  six  for  tanks  of  the  same  height.  Certain  companies, 
notably  the  Shell  Company  of  California,  have  constructed  30-foot  tanks  with  only 
four  ringis,  thus  eliminating  two  horizontal  and  four  vertical  seams  and  thereby  cutting 
down  caulking  over  15  per  cent.  On  accoimt  of  the  extra  weight  of  plate  involved  in 
such  construction,  it  would  appear  that  as  a  commercial  competitive  proposition  such 
fabrication  would  only  be  feasible  in  periods  of  low  material  and  high  labor  cost. 

Too  little  attention  is  often  given  by  tank  builders  to  flanges,  swing  pipes; 
design  of  windlass  boxes,  etc.  Fig.  27  shows  excellent,  substantial  tank  fittings. 
A  damaged  thread  or  a  sprung  flange  causes  a  pipe  to  enter  with  difficulty,  if  at 
all,  and  wastes  hours  in  erection,  hence  the  requirement  in   the  specifications  to 

1  See  p.  65. 
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insert  plugs  before  application.  Windlasses  should  be  designed  with  smooth-fitting 
geaiB  and  bnisB  sleeve  bearing,  and  should  require  only  one  man  to  raise  a  swing  under 
ordinary  service  conditions.  Moreover  tank  tops  as  well  as  manplates  and  explosion 
hatches  should  be  gas-ti|^t.  Steel  stairways  should  always  be  supplied  when  tAnlnt 
are  25  feet  or  more  in  height,  and  are  preferable  ^-ith  all  tanks  above  15  feet  in  height. 
Any  gauger  or  sanq>le  boy  dreads  the  greasy  vertical  iron  ladder,  and  its  employment 
above  20  feet  is  a  menace  to  life  and  limb.  Where  it  is  installed,  it  should  be  carried 
past  the  top  of  the  tank  for  30  inches,  the  ends  should  be  turned  over  and  fastened  to 
the  roof  sheets  2  feet  back  from  the  edge  of  the  tank. 

The  standards  thus  far  discussed  and  the  critical  comments  ofifered  concern  average 
tank  fabrication.  The  appended  specifications,  on  the  other  hand,  cover  probably 
as  heavy  a  tank  of  55,000  barrels  as  has  ever  been  built.  Together  with  the  contract 
requirements  they  will  undoubtedly  be  of  interest. 

Spedfieatums  for  dSflOO-Barrd  ^  Tank  with  Sted  Roof*  and  the  Usual  Form  of  Contract 

The  (name  of  organixation)  in  itself  or  by  its  duly  authorised  representative,  shall 
be  referred  to  in  these  specifications  as  the  ''  Company." 

The  firm  undertaking  to  furnish  and  erect  the  tank  herein  described,  in  itself  or 
by  its  duly  authorized  representative,  shall  be  referred  to  in  these  specifications  as  the 
"  Contractor." 

At  aU  times  during  the  progress  of  the  fabrication  of  the  tank  material  or  the  erection 
of  the  tank,  the  Contractor  shall  designate  some  person  as  his  representative,  to  whom 
instructions  nuty  be  given  by  a  duly  authorized  representative  of  the  Company. 

1.  Location. — ^The  tank  shall  be  erected  upon  a  foundation  prepared  by  the 
Company. 

2.  Freight  and  hauling. — The  Contractor  shall  deliver  all  tank  material,  tools, 
and  appliances  f .  o.  b.  cars  nearest  to  the  railroad  station.  The  Company  shall  haul 
all  tank  material,  tools,  and  appliances  necessary  for  the  construction  of  the  tank  from 
the  railroad  station,  and  shall  deliver  them  within  100  feet  of  the  tank  site.  On  com- 
pletion of  the  work  they  shall  return  all  tools  and  appliances  to  the  railroad  station. 

3.  Drawings. — ^The  following  drawings  form  an  integral  part  of  and  are  to  be  used 
in  conjunction  with  these  specifications:  Figs.  28-34. 

4.  Dimensions.^ — Diameter,  114  feet  6  inches,  average  inside  measurement;  height, 
30  feet. 

5.  MateriaL — ^All  material  for  the  tank  shall  be  of  steel,  complying  with  standard 
specifications  for  structural  steel  of  the  American  Society  for  Testing  Materials.  The 
Contractor  shall  fiunish  a  certificate  from  an  approved  firm  of  testing  engineers  to 
cover  all  materials  used,  but  such  a  certificate  shall  not  act  to  prevent  the  Company 
from  exercising  the  right  to  reject  undergaged  plates  or  defective  material  wherever 
it  may  be  f  oimd. 

The  tank  shall  be  composed  of  six  rin^  of  equal  height,  as  shown  on  Fig.  28. 
Plates  shall  be  of  uniform  size  with  minimum  dimensions,  as  hereinafter  designated. 

All  plates  shall  be  ordered  to  gage,  permissible  variations  to  be  in  accordance  with 
the  specifications  for  structural  steel  above  referred  to. 

6.  Punching  and  riveting,  etc. — Plates  and  angles  for  the  shell  of  the  tank  must  be 
rolled  to  the  proper  curvature. 

Plates  and  angles  must  be  punched  from  the  sides  that  are  to  be  in  contact.  The 
punching  must  be  so  accurate  that  the  holes  will  match  within  10  per  cent  of  their 
diameter  when  plates  are  assembled.  Holes  for  hot  rivets  shall  be  punched  not  more 
than  ^  inch  larger  in  diameter  than  the  rivets  that  are  to  fill  them. 

1  42-8aUoii  barreb.  >  Bureau  of  Mines.  Bulletin  155,  p.  5. 
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Rivetit^  shall  be  done  with  pneumatic  tools,  an  air  preaaure  of  ftpproximately  90 
pounds  per  square  inch  at  the  receiver  being  used.  Rivets  must  conform  with  the 
specifications  in  diameter,  length,  pitch,  and  mai^nal  distance.  Should  any  burned, 
deformed,  or  loose  rivets  be  found  in  the  work,  tbey  are  to  be  cut  out  and  replaced. 


1  U 


lit 

11! 


No  caulking  of  rivets  will  be  allowed.  Riveting  of  the  bottom  sheeta  shall  be  done 
from  the  inside.  All  other  riveting,  including  riveting  of  the  bottom  U>  the  bottom 
angle,  and  of  the  roof,  shall  be  done  from  the  outside.  All  rivets  J  inch  in  diameter 
or  latter  shall  be  driven  hot. 


RIVET  SPACING 
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7.  CaqUdng. — ^All  edges  to  be  caulked  shall  be  beveled  by  planing.  All  seams 
must  be  thoroughly  caulked  with  a  round-nosed  pneumatic  caulking  tool.  The  shell 
of  the  tank  shall  be  formed  by  ascending  inside  courses  caulked  on  the  outside.  Bottom 
plates  shall  be  caulked  on  the  inside  except  at  the  angle  iron,  where  they  are  to  be 
caulked  on  the  outside.  Both  legs  of  the  angle  iron  shall  be  caulked  on  the  inside. 
Angle  irons  shall  be  butt-caulked  at  joints. 

All  roof  plates  shall  be  caulked  from  the  outside  of  the  tank.  This  shall  also  include 
caulking  at  the  top  angle  iron. 

All  castings,  nozzles,  flanges,  and  manheads  riveted  to  the  tank  must  be  caulked 
throughly  inside  and  outside. 

8.  Testing  the  bottom. — ^Upon  the  completion  of  the  bottom  and  the  first  ring  of 
the  shell,  and  before  the  bottom  has  been  lowered  to  the  ground,  it  shall  be  covered 
with  water  to  a  depth  of  not  less  than  5  inches.  All  leaks  that  develop  shall  be  made 
tight,  to  the  satisfaction  of  the  Company  or  its  duly  authorized  representative  before 
any  lowering  is  done.  Necessary  water  for  the  testing  shall  be  furnished  by  the  Company 
for  one  test  only.  Should  additional  tests  be  made,  the  water  shall  be  charged  to  the 
contractor  at  cost. 

9.  Thickness  of  metal,  spacing  of  rivets,  etc — ^The  thickness  of  metal,  the  spacing 
of  rivets,  and  the  like  shall  be  as  set  forth  in  the  following  table: 


Thickness  cf  Metal,  Spacing  of  Rivets,  etc.,  Prescribed  for  the  Tank  Covered  by  these 

Specifications 


Fart 
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10.  Size  of  plates  and  angles. — Plates  for  shell  shall  be  60  by  180  inches  center 
to  center  of  rivet  laps  (24  plates  per  ring).    Bottom  and  top  rectangular  plates  shall 
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be  GO  by  180  inches  center  to  center  of  rivet  laps.  Bottom  angle  irons  connecting  the 
bottom  and  the  shell  shall  be  4  by  4  inches  by  f  inch.  Top  angle  iron  connecting  the 
roof  with  the  shell  shall  be  3  by  3  inches  by  }  inch. 

11.  Angle  shoes. — Shoes  uniting  the  ends  of  angles  shall  be  made  of  f-inch  16-pound 
steel,  and  shall  be  not  less  than  12  inches  in  length  with  the  ends  drawn  to  a  thin  edge. 
Shoes  must  be  set  between  steel  angles,  shell  and  bottom  of  tank,  and  must  be  of  sufficient 
width  to  be  properly  caulked  outside  the  line  of  the  steel  angles. 

12.  Shell. — ^The  shell  shall  be  composed  of  six  courses,  as  shown  in  Fig.  28, 
each  course  to  be  of  true  circle  and  to  be  free  from  flaws  and  buckles.  The  first  two 
courses,  counting  from  the  bottom  upward,  are  to  have  the  vertical  seams  triple  riveted. 
The  third,  fourth,  and  fifth  courses  are  to  have  the  vertical  seams  double  riveted.  AU 
horisontal  seams  are  to  be  single  riveted. 

13.  Roof. — ^The  roof  shall  be  composed  of  A^inch  steel  plates  weighing  7.65  pounds 
per  square  foot,  and  shall  rest  on  sted  roof  supports  as  shown  in  Fig.  29.  The 
roof,  however,  shall  not  be  riveted  to  the  roof  supports  at  any  poiut.  When  com- 
plete the  roof  must  be  "  gas  tight,"  and  shall  show  no  leaks  when  tested  with  an  air 
pressure  equal  to  the  weight  of  the  roof. 

14.  Roof  supports. — ^Roof  supports  shall  be  constructed  of  steel  shapes  as  shown 
on  Fig.  29.  Size  and  fabrication  shall  conform  to  those  shown,  and  workmanship  shall 
be  iH>proved  by  the  Company. 

15.  Manholes. — Two  mimholes  shall  be  placed  in  the  first  course  of  the  tank,  as 
designated  by  the  Company  in  the  field.  Each  manhole  shall  be  20  inches  deep,  and 
shall  be  made  of  steel  with  welded  seam,  weighing  not  less  than  21  pounds  per  square 
foot.  The  neck  of  the  flange  must  be  covered  to  suit  the  radius  of  the  tank  shell. 
The  manhole  shall  be  fitted  with  a  steel  cover  plate  }-inch  thick,  faced  and  punched 
to  suit  the  holes  in  the  flange,  and  bolted  to  flange  with  24  f-inch  square-head  bolts 
and  hexagon  nuts.  The  manhole  shall  be  riveted  to  the  tank  shell  with  f-inch  rivets, 
as  shown  on  Fig.  28. 

16.  Pipe  flanges,  nozzles,  etc. — ^The  tank  shall  be  fiunished  with  the  following 
preased-steel  flanges,  secured  to  the  shell  with  f-inch  diameter  rivets.  The  position 
in  the  field  shaJl  be  designated  by  the  Company.  One  pair  of  flanges  shall  be  threaded 
for  S-inch  pipe  for  drawing  off  water.  One  pair  of  flanges  shall  be  threaded  for  8-inch 
pipe  for  oil-inlet  pipe.  The  bottom  of  the  tank  shall  be  fitted  with  one  single  flange 
threaded  for  8-inch  pipe,  secured  to  the  bottom  of  the  tank  with  i-inch  rivets.  Roof 
of  tank  shall  be  fitted  with  two  8-inch  and  one  4-inch  pressed-steel  flanges.  They  shall 
also  have  manholes  and  gage  hatch,  as  shown  in  detail  on  Fig.  29. 

The  tank  shall  be  fitted  vdth  one  combined  swing  pipe  and  suction  nozzle,  as  shown 
in  detail  on  Fig.  28,  page  102.  The  nozzle  shall  be  made  of  single-lap,  forge-welded 
steel  }  inch  thick,  and  shall  be  secured  to  the  shell  of  the  tank,  with  a  double  row  of 
f-inch  rivets,  as  shown  in  the  drawing.  The  swing  pipe  and  suction  end  of  the  nozzle 
shall  be  fitted  with  a  cast-steel  flange,  as  shown. 

17.  Swing  pipe. — ^The  contractor  shall  supply  and  install  a  swing  pipe  as  shown 
in  detail  on  Fig.  30.  The  swing  pipe  shall  be  delivered  on  the  job  so  that  it  may  be 
placed,  but  not  installed,  inside  of  the  tank  shell  as  soon  as  the  bottom  is  tested  and 
lowered.  The  contractor  shall  not  be  permitted  to  lift  the  swing  pipe  over  the  shell 
of  the  tank  after  more  than  the  first  ring  of  the  tank  is  in  position. 

18.  Double-swivel  joint  for  swing  pipe. — ^The  contractor  shall  supply  and  install 
to  the  satisfaction  of  the  Company  a  double-swivel  elbow  joint  for  connecting  the 
swing  pipe  to  the  swing-pipe  nozzle.  Details  for  this  swivel  joint  are  shown  on  Fig. 
31.     Tlie  construction  of  the  joint  must  follow  details  closely  as  per  drawing. 

19.  Stairway. — The  contractor  shall  furnish  and  install  a  stairway  anchored  to 
the  shell  of  the  tank  and  running  from  the  groimd  to  the  top  of  the  tank,  as  shown 
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CUST-IBON  RETURN  ELBOW 


GENERAL  ARRANGEMENT 

JOINT  FOB  J8IHCH  SWING  PIPE 

FM.  31. — Double  awival  for  IB-inch  gwinn  pip» 


»<  JO  FOOT  TANK 


Pid.  B2. — Qata  for  lUDdard  Btwl  itain  lor  30-lMt  tesk. 
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on  Fig.  32.    This  stairway  shall  be  equipped  with  a  door  covered  with  No.  12  wire 
screen,  |-inch  mesh,  as  shown  on  Fig.  32. 

20.  Eqklosion  hatches. — ^The  tank  shall  be  equipped  with  eight  explosion  hatches 
to  be  located  on  the  roof  of  the  tank  in  the  field  as  designated  by  the  Company.  Details 
of  explosion  hatches  are  shown  on  Fig.  33.  These  explosion  hatches  are  to  be  furnished 
by  the  Contractor  and  must  conform  closely  to  the  drawing.  Brass  rods  must  be  true 
and  smoothly  turned,  and  must  be  accurately  fitted  in  babbitted  bearings,  as  shown, 
in  order  that  the  aluminum  cover  of  the  hatch  will  rise  without  binding. 

21.  Cable  guides  and  stufBng  box. — ^The  tank  shall  be  provided  with  cable  guides 
and  stufi^g  box  for  cable,  as  shown  in  detail  on  Fig.  34.  One  hundred  feet  of  ^-inch 
diameter  6-strand  l^wire  plow-steel  galvanized-wire  cable  shall  be  furnished  by  the 
Contractor.  Sheave  wheels  for  the  cable  must  be  accurately  centered  and  supports 
securely  riveted  to  the  tank  shell  and  caulked  inside  and  outside  of  the  tank. 

22.  Swing-pipe  winch. — ^A  swing-pipe  winch  shall  be  furnished  by  the  Contractor 
as  per  detail  shown  in  Fig.  34,  and  shall  be  placed  in  position  by  Contractor  where 
designated  by  the  Company. 

23.  Painting. — ^The  outside  of  the  tank,  including  the  top,  shall  be  painted  with  one 
coat  of  asphaltic,  graphite,  or  other  paint  approved  by  the  Company,  to  be  spread 
on  with  a  brush  and  to  thoroughly  cover  the  metal.  The  bottom  of  the  tank  shall  be 
painted  with  three  coats  of  the  same  paint,  at  least  six  hours  being  allowed  for  each 
coat  to  dry. 

24.  Inspection. — All  material  and  workmanship  shall  be  subject  at  all  times  to 
the  inspection  of  the  Company,  and  any  defective  material,  whether  discovered  before 
or  after  it  has  been  used  in  the  work,  shall  be  replaced  in  the  construction  by  the  Con- 
tractor at  his  own  expense.  The  Contractor  shall  also  furnish  transportation  from  the 
railroad  to  the  tank  site  for  such  new  material. 

25.  Final  test. — ^Upon  the  completion  of  the  tank,  and  before  it  is  inspected,  it  may 
be  filled  with  oil  or  water  at  the  option  and  expense  of  the  Company  and  any  leaks  that 
develop  shall  be  made  tight  to  the  satisfaction  of  the  Company  by  the  Contractor  at 
his  own  expense. 

26.  Boarding  of  work  crew. — ^The  Contractor  shall  provide  board,  lodging,  and 
transportation  for  his  men  at  all  times.  Commissary  water  shall  be  furnished  by  the 
Company.  Purification  of  the  water,  where  necessary,  shall  be  done  by  the  Con- 
tractor.    No  intoxicating  liquors  shall  be  permitted  on  the  premises. 

27.  Workmanship. — ^The  work  throughout  shall  be  done  in  first-class  workmanlike 
manner,  and  only  men  competent  in  their  line  shall  be  employed  about  the  work. 
Upon  demand  of  the  Company,  any  workman  who  in  the  judgment  of  the  Company 
is  found  to  be  incompetent,  careless,  or  intemperate  shall  be  dismissed. 

28.  Extra  work. — ^Theee  plans  and  specifications  are  intended  to  describe  a  com- 
plete oil-tight  and  gas-tight  tank.  Any  work  and  material  necessary  to  produce  such 
a  tank,  although  not  mentioned  in  the  specifications  or  shown  on  the  plans,  shall  be 
supplied  by  the  Contractor  without  extra  cost  to  the  Company.  The  Company  shall 
not  pay  for  extra  work  unless  it  has  been  executed  on  a  written  order  by  the  Company, 
or  its  duly  authorised  representative. 

29.  Rubbish. — On  completion  of  the  work  all  useless  material  used  in  the  con- 
struction shall  be  cleared  away  from  inside  and  outside  of  the  tank,  and  shall  be 
removed  to  such  a  point  upon  the  premises  as  may  be  designated  by  the  Company. 

30.  Camp  sanitation. — The  Contractor  shall  at  all  times  maintain  his  boarding 
house,  sleeping  quarters,  and  all  other  appurtenant  facilities  in  a  sanitary  condition 
to  the  satiiE^action  of  the  Company. 


Fio.  33.— Detail!  of  eiplorion  hsUfa  lor  Unk  root. 
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WINCH 
Fio.  34. — Geared  winoh  and  oable  guide  for  swing  pipe  oable. 
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TANK    STEEL    SPECIFICATIONS-STANDARD   SPECIFICATIONS 
FOR  STRUCTURAL  STEEL  FOR  BUILDINGS » 

I.    Manttfacture 

1.  Process. — (a)  Structural  steel,  except  as  noted  in  paragraph  6,  may  be  made 
by  the  Bessemer  or  the  open-hearth  process. 

(6)  Rivet  steelf  and  steel  for  plates  or  angles  over  f-inch  in  thickness,  which  are 
to  be  punched,  shall  be  made  by  the  open-hearth  process. 

II.    Chemical  Properties  and  Tests 

2.  Chemical  composition. — The  steel  shall  conform  to  the  following  requirements 
as  to  chemical  composition. 


T>u  -^u      -  /  Bessemer. . . 
Phosphorus  <  ^       ,     _., 
I  Open-hearth 

Sulphur , 


Structural  steel 


Not  over  0 .  10  per  cent 
Not  over  0 .  06  per  cent 


Rivet  steel 


Not  over  0.06    per  cent 
Not  over  0.045  per  cent 


3.  Ladle  analyses.— An  analysis  of  each  melt  of  steel  shaU  be  made  by  the  manu- 
facturer to  determine  the  percentages  of  carbon,  manganese,  phosphorus,  and  sulphur. 
This  analysis  shall  be  made  from  a  test  ingot  taken  during  the  pouring  of  the  melt. 
The  chemical  composition  thus  determined  shall  be  reported  to  the  purchaser  or  his 
representative,  and  shall  conform  to  the  requirements  specified  in  section  2. 

4.  Check  analyses. — ^Analyses  may  be  made  by  the  purchaser  from  finished  material 
representing  each  melt.  The  phosphorus  and  sulphur  content  thus  determined  shaU 
not  exceed  that  specified  in  section  2  by  more  than  25  per  cent. 

III.    Physical  Properties  and  Tests 

5.  Tension  tests. — (a)  The  material  shall  conform  to  the  following  requirements 
as  to  tensile  properties: 


Properties  considered 

Structural  steel 

Rivet  steel 

Tensile  strength,  pounds  per  square  inch . . 

Yield  point,  minimum,  pounds  per  square 

inch 

55,000  to  65,000 

0.5  tensile  strength 
1,400,000  * 

46,000  to  56,000 
0.6  tensile  strength 

Elongation  in  8  inches,  minimum,  per  cent. 
Elongation  in  2  inches,  minimum,  per  cent. . 

1,400,000 

Tensile  strength 
22 

Tensile  strength 

*  See  Section  6. 

lAmeriean  Society  for  Testing  Materials.     Philadelphia,  Pa.,   U.  8.  A.     Affiliated    with  the 
International  Aaaociation  for  Testing  Materials. 

Serial  designation:   A  &-16.     Adopted  1901;  revised  1900,  1913,  1914.  1916. 


STRUCTURAL  STEEL 


117 


(h)  The  yiM  point  shall  be  determined  by  the  drop  of  the  beam  of  the  testing 
machine. 

6.  Modificatjoiis  in  elongation. — (a)  For  structural  steel  over  }  inch  in  thickness, 
a  deduction  of  1  from  the  percentage  of  elongation  in  8  inches  specified  in  section  5,  a, 
shall  be  made  for  each  increase  of  i  inch  in  thickness  above  }  inch,  to  a  minimum  of 
18  per  cent. 

(6)  For  structural  steel  under  -f^  inch  in  thickness,  a  deduction  of  2.5  from  the 
percentage  of  elongation  in  8  inches  specified  in  section  5,  a,  shall  be  made  for  each 
decrease  of  ^  inch  in  thickness  below  ^  inch. 

7.  Bend  tests. — (a)  The  test  specimen  for  plates,  shapes,  and  bars,  except  as  speci- 
fied in  paragraphs  h  and  c,  shall  bend  cold  through  180®  without  cracking  on  the 
outside  of  the  bent  portion,  as  follows:  For  material  }  inch  or  under  in  thickness,  flat 
on  itself;  for  material  over  |  inch  to  and  including  \i  inches  in  thickness,  around  a 
pin  the  diameter  of  which  is  equal  to  the  thickness  of  Uie  specimen;  and  for  materia] 
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Paxmllcl  SaetioB 
iiotl«Mth«o 


k»lj 


AboDt2 


I 


■About  18^ 


I 
I 
I 
I 


Fig.  35. — Specimen  for  tension  and  bending  test. 


over  1}  inches  in  thickness,  around  a  pin  the  diameter  of  which  is  equal  to  twice  the 
thickness  of  the  specimen. 

(6)  The  test  specimen  for  pins,  rollers,  and  other  bars,  when  prepared  as  specified 
in  section  8,  «,  shaU  bend  cold  through  180®  around  a  1-inch  pin  without  cracking 
on  the  outside  of  the  bent  portion. 

(c)  The  test  specimen  for  rivet  steel  shall  bend  cold  through  180®  flat  on  itself 
without  cracking  on  the  outside  of  the  bent  portion. 

8.  Test  specimens. — (a)  Specimens  for  tension  and  bending  tests  shall  be  taken 
from  rolled  steel  in  the  condition  in  which  it  comes  from  the  rolls,  except  as  specified 
in  paragraph  b. 

(h)  Specimens  for  tension  and  bending  tests  of  pins  and  rollers  shall  be  taken 
from  the  finished  bars,  after  annealing  when  annealing  is  specified. 

(c)  Specimens  for  tension  and  bending  tests  of  plates,  shapes,  and  bars,  except 
as  specified  in  paragraphs  e  and  /,  shall  be  of  the  full  thickness  of  material  as  rolled, 
and  may  be  machined  to  the  form  and  dimensions  shown  in  Fig.  35,  or  with  both  edges 
parallel. 

(d)  Specimens  for  tension  ana  bending  tests  of  plates  over  l^-inches  in  thickness 
may  be  machined  to  a  thickness  or  diameter  of  at  least  }  inch  for  a  length  of  at  least 
9  inches. 
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(e)  Speciineiifl  for  teDSion  tests  of  pins,  lollen,  and  ban  more  than  H  inches  in 
thickness  or  diameter  may  conform  to  the  dimensions  shown  in  Fig.  36.  In  this  case, 
the  ends  shall  be  of  a  form  to  fit  the  holders  of  the  testing  machine  in  such  a  way  that 
the  load  shall  be  axial.  Bend  test  specimens  may  be  1  by  }  inch  in  section.  The 
axis  of  the  specimen  shall  be  located  at  any  point  midway  between  the  center  and 
surface  and  shall  be  parallel  to  the  axis  of  the  bar. 

(J)  Specimens  for  tension  and  bending  tests  of  rivet  steel  shall  be  of  the  fuU-siae 
section  of  bars  as  rolled. 

9.  Number  of  tests. — (a)  One  tension  and  one  bending  test  shall  be  made  of  material 
from  each  melt,  except  that  if  material  from  one  melt  differs  }  inch  or  more  in  thickneas, 
one  tension  and  one  bending  test  shall  be  made  from  both  the  thickest  and  the  thinnest 
material  rolled. 

(f>)  If  any  test  specimen  shows  defective  machining  or  develops  flaws,  it  may  be 
discarded  and  another  specimen  substituted. 

(c)  If  the  percentage  of  elongation  of  any  tension-test  specimen  is  less  than  that 
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Fzo.  36. — Specimen  for  tension  teet. 

specified  in  section  5,  a,  and  any  part  of  the  fraction  is  riiore  than  }  inch  from  the  center 
of  the  gage  length  of  a  2-inch  specimen  or  is  outside  the  middle  third  of  the  gage  length 
of  an  8-inch  specimen,  as  indicated  by  scribe  scratches  marked  on  the  specimen  before 
testing,  a  retest  shall  be  allowed. 

IV.    Permissible  Variations  in  Weight  and  Thickness 

10.  Pennissible  variations. — ^The  cross-section  or  weight  of  each  piece  of  steel 
shall  not  vary  more  than  2.5  per  cent  from  that  specified,  except  in  the  case  of  sheared 
plates,  which  shall  be  covered  by  the  following  pennissible  variations.  One  cubic 
inch  of  rolled  steel  is  assumed  to  weigh  0.2833  pound. 

(a)  When  ordered  to  weigh  per  square  foot,  the  weight  of  each  lot  ^  in  each 
shipment  shall  not  vary  from  the  weight  ordered  more  than  the  amount  given  in 
Table  1. 

(6)  When  ordered  to  thickness,  the  thickness  of  each  plate  shall  not  vary  more  than 
0.01  inch  under  that  ordered. 

The  overweight  of  each  lot  *  in  each  shipment  shall  not  exceed  the  amount  given 
in  Table  2. 


1  The  term  "lot"  applied  to  Table  1  means  all  of  the  platee  of  eaoh  group  width  and  group  weight. 
>  The  term  "lot"  applied  to  Table  2  means  all  of  the  platee  of  eaoh  group  width  and  group  thick- 
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V.   Finish 

11.  Finish. — ^The  finished  material  shall  be  free  from  injurious  defects  and  shall 
have  a  workmanlike  finish. 

VI.    MARKma 

12.  Markmg. — ^The  name  or  brand  of  the  manufacturer  and  the  melt  number  shall 
be  legibly  stamped  or  roUed  on  all  finished  material,  except  that  rivet  and  lattice  bars 
and  other  small  sections  shall,  when  loaded  for  shipment,  be  properly  separated  and 
marked  for  identification.  The  identification  marks  shall  be  legibly  stamped  on  the 
end  of  each  pin  and  roller.  The  melt  number  shall  be  legibly  marked,  by  stamping 
if  practicable,  on  each  test  specimen. 

VII.    Inspection  and  Rejection 

13.  Inspectioii. — ^The  inspector  representing  the  purchaser  shall  have  free  entry, 
at  all  times  while  work  on  the  purchaser's  contract  is  being  performed,  to  all  parts  of 
the  works  that  concern  the  manufacture  of  the  material  ordered.  The  manufacturer 
shall  afford  the  inspector,  free  of  cost,  all  reasonable  facilities  to  satisfy  him  that  the 
material  is  being  furnished  in  accordance  with  these  specifications.  All  tests,  except 
check  analyses,  and  inspection  shall  be  made  at  the  place  of  manufacture  prior  to 
shipment  unless  otherwise  specified,  and  shall  be  so  conducted  as  not  to  interfere 
unnecessarily  with  the  operation  of  the  works. 

14.  Rejection. — (a)  Unless  otherwise  specified,  any  rejection  based  on  tests  made 
in  accordance  with  Section  4  shall  be  reported  within  five  working  dasrs  from  the 
receipt  of  samples. 

(b)  Material  that  shows  injurious  defects  subsequent  to  its  acceptance  at  the  manu- 
facturer's works  will  be  rejected,  and  the  manufacturer  will  be  notified. 

15.  Rehearing. — Samples  tested  in  accordance  with  section  4,  which  represent 
rejected  material,  shall  be  preserved  for  two  weeks  from  the  date  of  the  test  report. 
In  case  of  dissatisfaction  with  the  results  of  the  tests,  the  manufacturer  may  make 
claim  for  a  rehearing  within  that  time. 

As  frequent  reference  to  manufacturers'  standard  specifications  as  adopted  by  the 
Association  of  American  Steel  Manufacturers  has  been  made  in  the  preceding  chapter, 
their  specifications  are  also  appended.  These,  it  will  be  noted,  demand  a  slight 
improvement  in  chemical  composition  over  A.  S.  T.  M.  standards,  with  the  physical 
characteristics  substantially  the  same.  The  permissible  variations  in  plate  being 
identical.    Such  tables  are  omitted, 

MANUFACTURERS'  STANDARD  SPECIFICATIONS,  REVISED  APRIL  21,  1919 

Structural  Steel 

1.  Grades. — These  specifications  cover  three  classes  of  structural  steel,  namely: 

Class  A  steel,  to  be  used  for  railway  bridges  and  ships. 

Class  B  steel,  ^  to  be  used  for  buildings,  highway  bridges,  train  sheds  and  similar 

structures. 
OasB  C  steel,  to  be  used  for  structural  rivets. 

I.    Process  op  Manufacture 

2.  Steel  for  Classes  A  and  C  shall  be  made  by  the  open-hearth  process.  Steel  for 
Class  B  may  be  made  either  by  the  open-hearth  or  by  the  Bessemer  process. 

1  ClaM  B  steel;  aoid,  open-hearth  to  be  used  for  tank  plates. 
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n.   Chemicai.  Pbopektibb  and  Tbstb 
Chemical  Composition 
3.  The  sieei  shaD  oofiifonn  to  the  foUowing  requirements: 


Elanenti eoDsidenxl  ClaasAsted   daas Bated   ClaasC steel 

Fboflphonis,  maxbDUni,  per  cent: 

0.04 

0.06 

Solpfaur,  maximuiiiy  per  cent 0.06 


0  06 
O.OB 
0.10 


0.04 
0.04 

0.045 


4.  f^^*»  analyses. — ^To  detennine  whether  the  material  eonformB  to  the  require- 
menta  tpea&sd  in  Section  3,  an  analysis  shall  be  msde  by  the  manuiactiirer  from  a  test 
in9>t  taken  during  the  pouring  of  each  melt.  A  oc^y  of  this  analysis  shall  be  given 
to  the  puichaser  or  his  lepienciitative,  if  requested. 

5.  Check  analyses. — ^A  check  analysis  of  Class  A  and  Qass  C  steel  may  be  made 
by  the  puichaser  from  finished  material  repreaenting  each  mdt,  in  which  case  an  ezoeas 
of  25  per  cent  sbove  the  requirements  qiecified  in  SecticMi  3  shall  be  allowed. 


m.    Physical  Pbopebties  and  Tbstb 

Tension  TesU 

6.  The  steel  shall  ocHifonn  to  the  following  requirements  ss  to  tensile  properties: 


Properties  oonsidaed 


Class  Asted 


Clsas  B  sted  ^ 


Tensile  strength,  pound  per  square  inch   55,000-65,000 
Yield  point,  mmimitnij  pound  per^^      0.5  toisile 

square  inch strength 

Elongation  in  8  inches,  minimum,'!  ■     l,400.000t 

per  cent ^  .  tensile  straigth 

Elongation  in  2  inches,  minimum,  per 

cent :  22 


55,000-65,000* 
0.  5  tensile 
strength 
1, 400.000 1 


t»isile  stroQgth 


22 


Class  C  steel 


46,000-56,000 

0.5  tensile 

strength 

1,400,000* 


tensile  strength 


•  See  Section  8. 


t  See  Section  9. 


7.  TiiM  point— The  yield  point  shall  be  determined  by  the  drop  of  the  beam  of 

the  testing  machine. 

8.  Modificatioa  in  tensile  strength. — Class  B  steel  may  have  tensQe  strength  up 
to  70000  pounds  twayiTniitn^  provided  the  elongation  is  not  less  than  the  percentage 
required  for  65,000  pounds  tensile  strength. 

9.  ModificatiQns  in  elongation. — (a)  For  material  over  }  inch  in  thickness,  a  deduc- 
tion of  1.0  from  the  percentage  of  elongation  in  8  inches  specified  for  Classes  A  and  B 
in  Section  6  shall  be  made  for  each  increase  of  1  inch  in  thickness  above  ]  inch,  to  a 
n)ifiifttiiTn  of  18  per  cent. 

(&)  For  mat^ial  under  ^  inch  in  thickness,  a  deduction  of  2.5  from  the  peroentage 
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of  elongation  in  8  inches  specified  for  Classes  A  and  B  in  Section  6  shall  be  made  for  each 
decrease  of  -^  inch  in  thickness  below  A  inch. 

10.  Chancter  of  fracture. — ^All  broken  tension  test  specimens  shall  show  a  sill^ 
fracture. 

11.  Bend  tests. — (a)  The  test  specimen  for  plates,  shapes  and  bars  shall  bend  cold 
through  180^  without  fracture  on  the  outside  of  the  bent  portion,  as  follows: 
For  material  }  inch  and  under  in  thickness,  flat  on  itself;  for 'material  over  ]  inch  up 
to  1}  inches  in  thickness,  around  a  pin  the  diameter  of  which  is  equal  to  1}  times  the 
thickness  of  the  specimen;  and  for  material  over  1}  inches  in  thickness,  around  a  pin 
the  diameter  of  which  is  equal  to  twice  the  thickness  of  the  specimen. 

(5)  The  test  specimen  for  pins  and  rollers  shall  bend  cold  through  180^  around 
a  1-inch  pin  without  fracture  on  the  outside  of  the  bent  portion. 

(c)  A  rivet  rod  shall  bend  cold  through  180®  flat  on  itself  without  fracture  on  the 
outside  of  the  bent  portion. 

(d)  Bend  tests  may  be  made  by  pressure  or  by  blows. 

12.  Test  specimens. — (a)  Tension  and  bend  test  specimens  shall  be  taken  from  the 
finished  roUed  or  forged  product,  and  shall  not  be  annealed  or  otherwise  treated, 
except  as  specified  in  Section  13. 

(6)  Tension  and  bend  test  specimens  for  plates,  shapes  and  bars,  except  as  specified 
in  paragraph  (c),  shall  be  of  the  full  thickness  of  material  as  roUed;  and  with  both  edges 
milled  to  the  form  and  dimensions  shown  in  Fig.  35,  or  may  have  both  edges 
parallel. 

(e)  Tension  and  bend  test  specimens  for  plates  and  bars  (except  eye-bar  flats)  over 
1 }  inches  in  thickness  or  diameter  may  be  turned  or  planed  to  a  diameter  or  thickness 
of  at  least }  inch  for  a  length  of  at  least  9  inches. 

(d)  Tension  and  bend  test  specimens  for  pins  and  rollers  shall  be  taken  parallel  to 
the  axis,  1  inch  from  the  surface  of  the  bar.  Tension  test  specimens  shall  be  of  the 
form  and  dimensions  shown  in  Fig.  36.  Bend  test  specimens  shall  be  1  inch  by  }  inch 
in  section. 

(e)  Rivet  bars  shall  be  tested  in  full-size  sections  as  rolled. 

13.  Annealed  spedmens. — ^Test  specimens  for  material  which  is  to  be  annealed 
or  otherwise  treated  before  use,  shall  be  cut  from  properly  annealed  or  similarly  treated 
short  lengths  of  the  full  section  of  the  piece. 

14.  Number  of  tests. — (a)  At  least  one  tension  test  and  one  bend  test  shall  be  made 
from  each  melt.  If  material  from  one  melt  differs  |  inch  or  more  in  thickness,  tests 
shall  be  made  from  both  the  thickest  and  the  thinnest  material  rolled. 

{b)  If  any  test  specimen  develops  flaws,  or  an  8-inch  tension  test  specimen  breaks 
outside  the  middle  third  of  the  gage  length,  or  if  a  2-inch  tension  test  specimen  breaks 
outfiide  the  gage  length,  it  may  be  discarded  and  another  specimen  substituted  therefor. 

(c)  Material  intended  for  fillers  or  ornamental  purposes  will  not  be  subject  to  test. 

IV.    Permissible  Variatiokb  in  Weight  and  Gage 

15.  (a)  The  sectional  area  or  weight  of  each  structural  shape  and  of  each  rolled 
edge  plate  up  to  and  including  36  inches  in  width  shall  not  vary  more  than  2.5  per  cent 
from  theoretical  or  specified  amounts. 

(f>)  The  thickness  or  weight  of  each  universal  plate  over  36  inches  in  width  and  of 
each  sheared  plate  shall  conform  to  the  schedule  of  permissible  variations  for  sheared 
plates,  manufacturers'  standard  practice,  appended  to  these  specifications. 

(c)  The  weights  of  angles,  tees,  zees  and  channels  of  bar  sizes,  and  the  dimensions 
of  rounds,  squares,  hexagons  and  flats,  shall  conform  to  the  manufacturers'  standard 
practice  governing  the  allowable  variations  in  size  and  weight  of  hot-rolled  bars. 
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V.   PmisH 

16.  The  finished  material  shall  be  free  from  injurious  defects,  and  shall  have  a  work- 
manlike finish. 

VI.    Masking 

17.  The  name  of  the  manufacturer  and  the  melt  number  shall  be  legibly  marked, 
stamped  or  rolled  upon  all  finished  material,  except  that  each  pin  and  roller  shall  be 
stamped  on  the  end.  Rivet  and  lattice  steel  and  other  small  pieces  may  be  shipped 
in  securely  fastened  bundles,  with  the  above  marks  legibly  stamped  on  attached  metal 
tags.    Test  specimens  shall  have  their  melt  numbers  plainly  marked  or  stamped. 

VII.    Inspection  and  Rejection 

18.  The  inspector  representing  the  purchaser  shall  have  free  entry,  at  all  times 
while  work  on  the  contract  of  the  purchaser  is  being  performed,  to  all  parts  of  the  manu- 
facturer's works  which  concern  the  manufacture  of  the  material  ordered.  The  manu- 
facturer shall  afford  the  inspector,  free  of  cost,  all  reasonable  facilities  to  satisfy  him 
that  the  material  is  being  furnished  in  accordance  with  these  specifications.  All  tests 
and  inspection  shall  be  made  at  the  place  of  manufactiure  prior  to  shipment,  and  shall 
be  so  conducted  as  not  to  interfere  unnecessarily  with  the  operation  of  the  works. 

Painting  and  insulation. — ^Black,  red,  gray,  and  white  are  the  colors  generally 
employed  in  protective  tank  painting.  The  two  latter  shades  are  at  present  quite 
generally  used,  especially  on  light-oil  tanks  where  it  is  claimed  ^  that  evaporation 
losses  are  minimized  by  their  appUcation.  A  reduction  of  1, 1}  and  2)  per  cent  in  losses 
for  red  and  gray  respectively,  is  claimed.  Laboratory  testa  *  in  which  small  tanks 
of  benzine  painted  in  various  gloss-finish  colors  were  subjected  to  the  rays  of  a  powerful 
arc  light  for  fifteen  minutes,  show  such  rapid  rises  in  temperature  that  there  can  be  no 
question  of  the  advantage  of  light  colors  over  dark  from  an  evaporation  standpoint. 
It  is  obvious,  however,  that  the  figures  in  the  appended  table  are  in  no  sense  comparable 
with  those  obtained  under  practical  working  conditions. 

Rise  in  Temperature  of  Benzine  Stared  in  Tanks  of  Various  Colors 

Rise  in 
Color  of  paint  or  covering  temperature 

Tin  plate  (tank  plated  with  tin) 19.8 

Aluminimi  paint 20.6 

White 22 . 6 

Light-cream  paint 23.0 

Light-pink  paint 23.7 

Light-blue  paint 24 .3 

Light-gray  paint 26.3 

Light-green  paint 26.6 

Red  iron  oxide  paint 29.7 

Dark  Prussian  blue  paint 36.7 

Dark  chrome  green  paint 39.9 

Black  paint 54.0 

1  Petroleum  Ga»ette,  20  (1915),  No.  4,  22.  Evaporation  loss  figures  extending  over  a  period  of 
•even  years  are  also  tabluatcd  for  various  crudes  in  U.  8.  Bureau  of  Mines  Bulletin  165,  p.  65. 

•Gardner,  H.  A.:    The  heat-reflecting  properties  of  colors  applied  to  oil  and  gas  storage  tanks 
Circular  44,  Paint  Mfg.  Assn.  of  U.  8.  Educational  Bureau,  Sci.  sec,  January,  1017,  p.  1. 
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In  the  choice  of  paints  a  black  graphite,  or  red  iron-oxide-bafie  pigment  of  excellent 
quality  and  permanent  in  color  when  exposed  to  sulphur  gases,  can  easily  be  obtained 
from  any  reputable  paint  manufacturer.  On  the  other  hand  it  is  somewhat  difficult 
to  secure  a  white  or  gray  paint  that  will  stand  up  under  severe  conditions  without 
blackening.  For  this  reason  a  pure  white  paint  is  not  recommended,  but  rather  a  gray 
varying  from  off-white  to  light  lead  color  according  to  the  severity  of  working  con- 
ditions. While  zinc  oxide  is  the  principal  pigment  in  a  light-colored  paint  prepared 
to  withstand  sulphur  gases,  ^  an  aU-zinc  base  is  not  altogether  satisfactory,  and  a  certain 
amount  of  basic  lead  sulphate  is  usually  incorporated.  If  this  latter  product  contains 
a  trace  of  oxide  or  carbonate  of  lead,  the  paint  in  which  it  is  employed  will  eventually 
darken  when  exposed  to  the  action  of  gases  containing  hydrogen  sulphide,  such  as 
are  evolved  in  greater  or  less  quantity  from  the  great  majority  of  petroleum  inter- 
mediates. It  would  even  appear  that  under  imusual  conditions  a  reducing  action  takes 
place,  so  that  paint  containing  lead  in  any  form  will  gradually  darken.  Such  instances 
require  either  a  pure  zinc-base  paint  or  the  adoption  of  some  darker-colored  pigment. 
The  following  analyses  represent  paints  that  can  be  used  without  appreciable  darkening 
imder  all  but  the  severest  conditions. 

Composition  of  Paints  Usable  without  Darkening 

Formula  A  {Medium  Exposure) 

Color:  Battleship  Gray 

Per  cent 

Zinc  oxide 18 

Lead  sulphate 09 

Magnesian  sihcate 15 

Calcium  carbonate 10 

Linseed  oil 09 

Varnish 24 

Turpentine  and  drier 15 

Formula  B  (Severe  Exposure) 

Color:  Battleship  Gray 

Per  cent 

Zinc  oxide 29 

Lead  sulphate 14 

Magnesian  silicate 05 

Coloring  pigment 01 

Linseed  oil 28 

Varnish 23 

In  addition  to  the  painting  and  use  of  water-tops,  tanks  are  sometimes  equipped 
with  cooling  sprays  to  reduce  evaporation.  Various  coverings,  from  hair  felt  to 
asbestos  cement  and  tile  enclosure,  are  successfully  used,  the  kind  of  insulation  em- 
ployed being  obviously  dependent  on  the  results  desired.  Tile  is  used  where  insulation 
requirements  are  moderate  in  nature.  It  is  reported '  that  insulation  reduces 
evaporation  losses  4  to  6  per  cent.  Fig.  37  illustrates  a  detail  of  tile  casing  for  a 
55,000-barrel  tank. 

Gasometers. — ^The  shells  of  all  gasometers  are  built  in  practically  the  same  manner 
as  tanks.    Little  description  is  therefore  required  beyond  the  statement  that  their 

1  Zinc  oxide  makes  an  ideal  permanent  paint  base  where  there  is  exposure  to  sulphiir  gases,  since 
sine  sulphide,  if  formed,  is  itself  white,  and  no  darkening  in  color  results, 
s  Bulletin  155,  U.  S.  Bureau  of  Mines,  p.  54. 
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UK  in  aaviiiK  gtnrn  that  would  oOxrwiaa  go  (o  waste  in  poioda  of  overproduction  ia 
beoiHning  mca«  general  in  refineries.  Tiie  Qhiatiation,  Rg.  38,  girea  an  excellent 
idea  of  the  appearance  of  a  gaaometer  of  eonaderaUe  sise  installed  ia  a  refineiy 
that  is  (q)erating  on  Mexican  crude. 

Cost  «f  aUti  taoka. — Aa  the  cost  of  steel  tanks  is  CMuputed  by  the  manufacturers 
on  a  weight  basts,  it  is  obvious  that  there  will  be  conaderable  variation  in  quotations. 
The  following  table  represents  the  svn«ge  erectkm  price  of  vaiious-sised  tanks  in  dif- 


■  S£.O0O-liuid  tuk. 


ferent  sectioiis  of  the  country.     The  quotations  of  competitive  finna  from  a  rate  stand- 
point only  are  considered. 


Cori  of  Slefl  Taftig  Eretied  * 


Coat  erected, 

Cost  erected, 

Cost  erected, 

Cost  erected. 

8i^ 

Roof 

Eastern 

Mid-Continent 

Wyoming 

California 

diatrirt 

district 

district 

district 

5iS,000 

Steel 

$22,500 

$26,000 

$28,000 

$20,500 

55,000 

Wood 

16,000 

19,000 

20,500 

21,400 

37,500 

Steel 

17,000 

18,500 

20,400 

20,000 

37,500 

Wood 

13.200 

15,000 

16,100 

16,800 

20,000 

Steel 

11,300 

12,760 

13,650 

14,260 

10,000 

Steel 

7,300 

8,100 

8,600 

8,900 

5,000 

Steel 

4,0S0 

4,500 

4,900 

5.000 

1,000 

Steel 

2,000 

2,200 

2,550 

2,400 

t.  May  5.  1921. 
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Cencretotuks.— While  a  dtscuMion  of  the  Urge  ooncrete  etorage  reservoira  so  com- 
moD  in  the  Wmt  is  not  within  the  Kope  of  this  chapter,  it  might  be  stated  that  not  a 
tew  rpfineriee  weie  forced  to  inst&ll  concrete  tankage  during  the  war  on  account  of  the 
Mardty  and  the  cost  of  steel  plat«.  They  obtained  excellent  resulta  with  products 
of  low  and  intermediate  gravitieB.    The  general  inflexibility  of  this  type  of  tankage 


Pia.  M. — TlefiD«ry 

for  r^nery  purpoece  has  already  been  mentioned,  but  the  low  fire  risk  and  the  possi- 
bility of  construction  in  limited  areas  make  practical  an  increase  in  storage,  otherwise 
often  impossible. 

The  construction  of  concrete  tanks  is  theoretically  a  simple  matter,  but  it  requires 
a  high  d^ree  of  engineering  dcill  to  produce  a  tank  capable  of  holding,  without  seepage. 


Fio.  39. — Detufaabli  forms  for  concrste  tank  coutruatioa. 

such  lighfr^Q  products  as  high-gravity  crude,  kerosene  and  gasoline.  In  the  case  of  the 
last-named  commodity  it  isquestionable  whether  large  absolutely  successful  tanks  luLve 
yet  been  erected.  Concrete  tankage  for  heavy  crude,  fuel  oil,  gas  oil  and  distillates, 
OD  the  other  hand,  have  been  very  generally  successful.  Often  no  other  finish  has  been 
given  to  the  inside  of  the  tank  than  a  neat  grout  coating,  and  in  some  instances  even 
this  has  beoi  omitted.    To  conatruot  a  tank  capable  of  holding  light  products,  only 


1.  Eicavfttioi  for  s  wn  creto  luied  tank. 
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the  best  materials  should  be  used,  and  the  casting  should  be  as  near  monolithic  as  pos- 
sible. The  inner  surface  should  be  covered  with  one  or  more  coats  of  neat  grout, 
followed  by  silicate  or  other  special  proprietary  preparation.  To  aid  in  making  possible 
a  practically  monolithic  construction,  readily  detachable  forms  are  used,  which  can 
be  easOy  elevated  as  the  height  of  the  tank  progresses.  Such  tank  construction  is  shown 
in  Fig.  39,  other  construction  in  Fig.  40.  The  dimensions  of  several  concrete  tanks 
that  were  built  for  a  refinery  in  Oklahoma  are  as  follows: 

Inside  diameter,  34  feet. 

Inside  height,  10  feet. 

Thickness  of  bottom,  5  inches. 

Slope  of  bottom  to  center,  1  inch  to  4  feet. 

Thickness,  walls,  8  inches. 

Thickness,  roof,  4  inches. 

Slope  of  roof  from  cone  to  eaves,  1  inch  to  4  feet. 

The  height  of  tanks  projecting  above  the  normal  groimd  level  is  about  3  to  4  feet. 
The  space  about  the  tanks  should  be  back-filled  with  earth,  and  the  roofs  also  covered, 
giving  in  final  construction  the  appearance  of  slightly  elevated  circular  mounds. 

The  appended  tentatively  recommended  practice  for  concrete  tank  construction 
is  offered  as  the  latest  and  most  authoritative. 

TENTATIVELY  RECOMMENDED  PRACTICE  FOR  THE  CONSTRUCTION  OF  CONCRETE 

FUEL  OIL  STORAGE  TANKS* 

Materials 

Cement. — ^The  cement  should  meet  the  requirements  of  the  current  standard 
specifications  for  Portland  cement  adopted  by  the  American  Society  for  Testing 
Materials  and  this  Institute  (Standard  No.  1).  It  should  be  stored  in  a  weather-tight 
structiu^  with  the  floor  raised  not  less  than  1  foot  from  the  ground.  Cement  that  has 
hardened  or  partially  set  should  not  be  used. 

Aggregates. — Before  delivery  to  the  work,  the  contractor  should  submit  to  the 
engineer  a  dO-pound  sample  of  each  of  the  aggregates  proposed  for  use.  These  samples 
should  be  tested  and  if  found  to  pass  the  requirements  of  the  specifications,  similar 
material  should  be  considered  as  acceptable  for  the  work.  In  no  case  should  aggregates 
containing  frost  or  liunps  of  frozen  material  be  used. 

Fine  aggregate. — (a)  Fine  aggregate  should  consist  of  natural  sand  or  screenings 
from  hard,  tough,  crushed  rock  or  pebbles  consisting  of  quartz  grains  or  other  hard 
material  clean  and  free  from  any  surface  film  or  coating  and  graded  from  fine  to  coarse 
particles.  When  dry  it  should  pass  a  sieve  having  4  meshes  per  linear  inch.  Fine  aggre- 
gate should  not  contain  injurious  vegetable  or  other  organic  matter  as  indicated  by  the 
colorimetric  test,  nor  more  than  7  per  cent  by  volume  of  clay  or  loam.  Field  tests 
may  be  made  by  the  engineer  on  fine  aggregate  as  delivered  at  any  time  during  the 
progress  of  the  work.  If  there  is  more  than  7  per  cent  of  clay  or  loam  by  volume 
in  one  hour's  settlement  after  shaking  in  an  excess  of  water  the  material  represented  by 
the  sample  should  be  rejected. 

(&)  Briefly,  the  colorimetric  test  may  be  applied  in  the  field  as  follows:  Fill  a  12- 
ounce  graduated  prescription  bottle  to  the  4i-oimce  mark  with  the  sand  to  be  tested. 
Add  a  3  per  cent  solution  of  sodium  hydroxide  until  the  volume  of  sand  and  solution, 
after  shaking,  amounts  to  7  ounces.     Shake  thoroughly  and  let  stand  for  twenty-four 

1  Prepared  by  Committee  on  Concrete  Storage  Tanks  of  the  American  Concrete  Institute,  Feb- 
ruary, 1920.     (From  ProoeedingB  of  the  American  Concrete  Institute,  Vol.  XVI,  1920.) 
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hours.  The  sample  should  then  show  a  practically  colorless  solution  or  at  most  a 
solution  not  darker  than  straw  color. 

Coarse  agg;regate. — Coarse  aggregate  should  consist  of  clean,  hard,  tough,  crushed 
rock  or  pebbles  graded  in  size,  free  from  vegetable  or  other  organic  matter  and  should 
contain  no  soft,  flat  or  elongated  particles.  The  size  of  the  coarse  aggregate  should 
range  from  1  inch  down,  not  more  than  5  per  cent  passing  a  screen  having  4  meshes  per 
linear  inch,  and  no  intermediate  sizes  should  be  removed. 

Mixed  aggregate. — Crusher-run  stone,  bank-run  gravel  or  mixtures  of  fine  and  coarse 
aggregates  prepared  before  delivery  on  the  work  should  not  be  used  because  the  ratio 
of  fine  to  coarse  material  varies  so  widely  as  to  lead  to  concrete  mixtures  of  greatly 
varying  proportions. 

Water. — The  water  should  be  free  from  oil,  acid  and  injurious  amoimts  of  vegetable 
matter,  alkali  or  other  salts. 

Reinforcement. — ^The  reinforcing  metal  should  meet  the  requirements  of  the 
current  standard  specifications  for  billet  steel  reinforcement  of  the  American  Society 
for  Testing  Materials  excepting  that  cold  twisted  square  bars  should  not  be  employed 
in  the  construction.  Reinforcing  should  be  free  from  excessive  rust,  scale,  paint  or 
coatings  of  any  character  which  would  tend  to  reduce  or  destroy  the  bond. 


Pboportionb 

Unit  of  measure. — ^The  unit  of  measure  should  be  the  cubic  foot.  Ninety-^our 
pounds  (1  sack  or  i  barrel)  of  cement  should  be  assumed  as  1  cubic  foot. 

Proportions. — The  concrete  should  be  mixed  in  the  proportions  by  volume  of 
1  sack  of  Portland  cement,  1}  cubic  feet  of  fine  aggregate  and  (3)  cubic  feet  of  coarse 
aggregate. 

Measuring. — The  method  of  measuring  the  materials  for  the  concrete,  including 
water,  should  be  one  which  will  insure  separate  and  uniform  proportions  of  each  of  the 
materials  at  all  times. 

Mixing 

Machine  mixing. — (a)  All  concrete  should  be  mixed  by  machine  (except  when 
under  special  conditions  the  engineer  permits  otherwise)  in  a  batch  mixer  of  an 
approved  t3rpe  equipped  with  suitable  charging  hopper,  water  storage  and  a  water 
measuring  device  which  can  be  locked. 

(&)  The  ingredients  of  the  concrete  should  be  mixed  to  the  required  consistency 
and  the  mixing  continued  not  less  than  one  and  one-half  minutes  after  aU  materials 
are  in  the  mixer  and  before  any  part  of  the  batch  is  discharged.  The  mixer  should  be 
completely  emptied  before  receiving  materials  for  the  succeeding  batch.  The  volume 
of  the  mixed  material  used  per  batch  should  not  exceed  the  manufactiu'er's  rated 
capacity  of  the  drum. 

(c)  The  mixing  plant  should  be  of  sufiicient  capacity  and  power  to  cany  out  each 
prearranged  operation  without  danger  of  delay  during  the  process. 

Consistency. — The  quantity  of  water  used  in  mixing  should  be  the  least  that  will 
produce  a  plastic  or  workable  mixture  which  can  be  worked  into  the  forms  and  around 
the  reinforcement.  Under  no  circumstances  should  the  consistency  of  the  concrete 
be  such  as  to  permit  a  separation  of  the  coarse  aggregate  from  the  mortar  in  handling. 
An  excess  of  water  should  not  be  permitted  as  it  seriously  affects  the  strength  of  the 
concrete,  and  any  batch  containing  such  an  excess  should  be  rejected. 

Retempering. — The  retempering  of  mortar  or  concrete  which  has  partially  hardened, 
that  is,  remixing  with  or  without  additional  materials  or  water,  will  not  be  permitted. 
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Reinforceacent 

Placmg. — ^RemfoTcing  steel  should  be  cleaned  of  all  mill  and  rust  scales  before 
being  placed  in  the  forms.  All  reinforcement  should  be  bent  or  curved  true  to  templates, 
];daoed  in  its  proper  position  as  required  by  the  plans  and  securely  wired  or  fastened 
in  place,  well  in  advance  of  the  concreting.  Reinforcement  should  be  inspected  and 
approved  by  the  engineer  before  any  concrete  is  deposited. 

SpBdng. — ^Wherever  it  is  necessary  to  splice  the  reinforcement,  no  lap-splice  should 
be  less  thim  forty  diameters.  No  two  laps  of  adjacent  rods  should  be  directly  opposite 
each  other  in  circular  walls. 

Dbposttino 

GeaeraL — (a)  Before  beginning  a  run  of  concrete  all  hardened  concrete  or  foreign 
material  should  be  completely  removed  from  the  inner  surfaces  of  all  conveying 
equipments. 

(6)  Before  depositing  any  concrete,  all  debris  should  be  removed  from  the  space 
to  be  occupied  by  the  concrete,  all  steel  reinforcing  should  be  secured  in  its  proper 
location,  all  forms  should  be  thoroughly  wetted  except  in  freezing  weather,  unless  they 
have  been  previously  oiled,  and  all  formwork  and  steel  reinforcing  should  be  inspected 
and  approved  by  the  engineer. 

TTati<ilwig, — Concrete  should  be  handled  from  the  mixer  to  the  place  of  final  deposit 
as  rapidly  as  possible  and  by  methods  of  transporting  which  would  prevent  the  separa- 
tion of  the  ingredients.  The  concrete  should  be  deposited  directly  into  the  forms  as 
nearly  as  possible  in  its  final  position  so  as  to  avoid  rehandling.  The  piling  up  of  con- 
crete material  in  the  forms  in  such  manner  as  to  permit  the  escape  of  mortar  from  the 
coarser  aggregate  should  not  be  permitted.  Under  no  circumstances  should  concrete 
that  has  partially  set  be  deposited  in  the  work. 

Depositing. — (a)  Where  continuous  placing  of  concrete  in  floor  and  walls  is  impracti- 
cable, the  operation  should  be  in  the  following  order: 

1.  The  concrete  of  footings  and  floor. 

2.  The  concrete  of  walls. 

3.  The  concrete  of  columns,  if  any. 

4.  The  concrete  of  the  roof. 

{b)  No  break  in  time  of  over  forty-five  minutes  should  occur  during  any  one 
operation  except  between  columns  and  supported  roof  slabs  where  six  hours  should 
elapse  to  permit  the  settlement  of  concrete  in  the  columns.  In  placing  concrete  in 
fkx>rs,  it  should  not  be  allowed  to  set  up  on  exposed  vertical  faces  where  work  is 
temporarily  discontinued.  Column  footings  should  be  placed  monolithically  with  floor 
and  the  floor  reinforcement  So  designed  as  to  distribute  the  column  load  over  a  suflBicient 


(c)  In  walls  the  concrete  should  be  placed  in  layers  of  not  over  12  inches  fur  the 
entire  wall  so  that  a  monolithic  structure  will  result.  The  concrete  should  be  thor- 
oughly worked  around  the  reinforcing  material  so  as  to  completely  surround  and  embed 
the  same. 

(d)  If  the  placing  of  concrete  is  unavoidably  interrupted  by  accident  or  otherwise, 
the  previous  surface  should  be  roughened  and  washed  clean  with  a  hose,  a  mixture 
of  1:1  mortar  slushed  on  uniformly  before  further  concreting  is  done  and  the  new 
concrete  should  be  deposited  immediately  thereafter. 

(e)  When  deposited  in  the  forms,  concrete  should  be  thoroughly  spaded  against 
the  inner  and  outer  faces  of  the  forms  so  that  it  will  densely  compact  and  force  out  the 
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trapped  air  and  work  back  the  coaraer  particles  from  the  face  of  the  fomw.  More 
and  better  work  can  be  accomplished  by  using  light  wooden  sticks  1  by  2  inches,  planed 
smooth  with  sheet  steel  blade  at  lower  end  rather  ^than  with  heavy  spades.  Enough 
laborers  should  be  employed,  spading  continuously,  to  obtain  satisfactory  results. 

Depositing  concrete  during  freezing  weather.— (a)  During  freezing  weather,  the 
stone,  sand  or  water  or  all  three  materials  should  be  heated  so  that  the  concrete  mixture 
will  have  a  temperature  of  at  least  60°  F.  After  concrete  is  deposited,  precaution 
should  be  taken  to  prevent  freezing  for  at  least  forty-eight  hours.  Concreting  should 
not  be  begun  when  the  temperature  is  below  15°  F. 

(6)  The  tank  should  not  be  placed  in  service  until  after  the  engineer  in  charge  of 
the  work  is  assured  that  the  concrete  has  gained  sufficient  strength  to  resist  all  involved 
stresses. 

Finishing 

The  floor  and  roof  should  be  brought  to  grade  with  a  straight  edge  or  strike  board, 
finished  with  a  wood  float  and  troweled  to  a  smooth  surface  as  soon  as  possible  after 
the  concrete  is  deposited.  Voids  in  walls,  if  any,  should  be  filled  with  a  1 : 1 J  mortar  aa 
soon  as  the  forms  are  removed. 

Forms 

MateriaL— The  forms  should  be  of  good  material,  planed  to  a  uniform  thickness 
and  width,  tongued  and  grooved  for  walls,  strongly  made  and  located  or  held  in  place 
by  exterior  bracing  or  on  the  outside  or  circular  walls  by  circumferential  bands  so  that 
no  distortion  allowing  displacement  of  concrete  is  possible. 

Workmanship.— Joints  in  forms  should  be  tight  so  that  no  mortar  will  escape.  If 
forms  are  to  be  re-used,  they  should  be  thoroughly  cleaned.  A  slush  mixture  of  * 
petrolatum  and  J  kerosene  makes  a  good  mixture  for  oiling  forms.  The  use  of  bolts 
or  wires  through  the  concrete  should  be  prohibited. 

Removal.— The  forms  should  not  be  removed  until  the  concrete  has  suflSciently 
hardened  so  that  no  deflection  or  damage  will  result.  In  warm  weather  column  and 
wall  forms  should  remain  undisturbed  for  at  least  forty-eight  hours  and  roof  forms 
at  least  seven  days.     In  cold  weather  no  predetermined  rules  can  be  made. 

Sliding  forms.— Contractors  equipped  to  handle  the  work  with  sliding  forms  may 
be  permitted  to  do  so  provided  the  forms  are  left  at  one  level  imtil  the  concrete  which 
will  be  exposed  on  raising  them  has  hardened  sufficiently  to  sustain  the  weight  of  the 
concrete  above. 

Details  op  Construction 

Joints.— Unless  the  roof  is  insulated  against  temperature  changes  by  sufficient 
earth  cover,  or  the  reinforcing  in  waUs  and  roof  is  designed  to  take  care  of  temperature 
stresses  likely  to  occur,  an  expansion  joint  should  be  provided  between  the  tope  of  walls 
and  the  bottom  of  roof  slabs  so  that  any  expansion  of  the  roof  due  to  temperature  will 
not  transmit  bending  moment  into  the  walls. 

(6)  In  roof  slabs  where  temporary  stops  are  necessary  they  should  be  made  on  the 
plane  of  least  shear,  that  is  at  the  middle  of  beams  or  slabs. 

(c)  If  walls  and  floor  are  not  deposited  in  one  operation  an  approved  joint  or  Hftin 
should  be  provided  between  the  floor  and  walls.  It  can  be  made  as  follows:  (1)  Provide 
a  recess  in  the  floor  to  engage  the  wall  and  insert  a  galvanized  iron  strip  about  8  inches 
wide  with  joints  soldered  and  riveted  so  as  to  form  a  continuous  band  on  one  side  of  the 
recess,  or,  (2)  place  a  10-inch  strip  of  deformed  sheet  metal  1  inch  back  from  the  inside 
form  and  engaging  both  floor  and  wall,  and  after  the  wall  form  is  removed  the  1-inch 
recess  is  to  be  plastered  with  a  1 : 1 J  mortar  to  make  a  d-inch  coved  base. 
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Treatment  of  concrete  snrface. — Aa  some  owners  will  insist  on  a  guarantee  of  oil 
tightness  for  a  term  of  yeais  and  as  contractors  who  figure  work  on  a  contract  basis 
in  competition  will  not  usually  guarantee  work  designed  by  others,  it  may  be  found 
desirable  to  use  an  oilproof  skin  coating  regardless  of  the  density  of  the  oil  to  be 
stored. 

BackfiUing. — Backfilling  should  not  be  done  around  the  walls  nor  deposited  on  the 
roof  until  in  the  opinion  of  the  engineer  in  charge,  it  can  be  done  safely. 

Venting  of  tanks. — (a)  An  independent,  permanently  open  galvanized-iron  vent 
terminating  outside  of  bmlding  shall  be  provided  for  every  tank. 

(6)  Vent  openings  should  be  screened  (30  by  30  nickel  mesh  or  its  equivalent) 
and  shall  be  of  sufficient  area  to  permit  proper  inflow  of  liquid  during  the  filling  opera- 
tion and  in  no  case  less  than  2  inches  in  diameter.  Vent  pipes  shall  be  provided  with 
weatherproof  hoods,  and  terminate  12  feet  above  the  top  of  fill  pipe,  or,  if  tight  con- 
nection is  made  in  filling  line,  to  a  point  1  foot  above  the  level  of  the  top  of  the  highest 
reservoir  from  which  the  tanks  may  be  filled  and  never  within  less  than  3  feet  measured 
horizontally  and  vertically  from  any  window  or  other  building  opening. 

Tanks  with  a  capacity  of  500  gallons  or  less  may  be  provided  with  a  combination 
fill  and  vent  fitting  so  arranged  that  fill-pipe  cannot  be  opened  without  opening  the  vent 
pipe. 

(c)  Where  a  battery  of  tanks  is  installed,  a  vent  pipe  may  connect  to  a  main  header, 
but  individual  vent  pipes  shall  be  screened  between  tank  and  header.  The  header 
outlet  shall  conform  to  the  foregoing  requirements/ 

Filling  pipe. — ^The  end  of  the  filling  pipe  in  the  tank  shall  be  turned  up  so  as  to  form 
a  trap  or  seal,  and  when  installed  in  the  vicinity  of  any  door  or  other  building  the  open- 
ing shall  be  as  remote  therefrom  as  possible,  so  as  to  prevent  the  liability  of  flow  of 
oil  through  the  building  openings.  The  terminal  shall  be  outside  of  the  building  in 
a  tight,  incombustible  box  or  casting,  so  designed  as  to  make  access  by  unauthorized 
persons  difficult. 

Manhole. — Manhole  covers  shall  be  securely  fastened  in  order  to  make  access 
by  unauthorised  persons  difficult.    No  manhole  should  be  used  for  filling  purposes. 

Test  well  or  gaging  device. — ^A  test  well  or  gaging  device  may  be  installed,  provided 
it  is  so  designed  as  to  prevent  the  escape  of  oil  or  vapor  within  the  building  at  any  time. 
The  top  of  the  well  should  be  sealed  and  where  located  outside  of  a  building,  kepi 
locked  when  not  in  use.  Where  indicating  devices  are  used,  they  should  be  connected 
to  substantial  fittings  that  will  minimize  the  exposure  of  oil.  No  device  should  be  used, 
the  breakage  of  which  will  allow  the  escape  of  oil. 

Pipe-fittings. — If  pipes  pass  through  the  walls  they  should  be  flanged  sections  with 
a  space  of  about  1}  inches  left  between  the  flange  and  the  concrete  on  each  side  of  the 
wall;  this  space  should  be  caulked  later  with  Utharge  and  glycerin  or  other  approved 
oilproof  material.  It  is  advisable  also  to  have  a  ring  projecting  about  2  inches  around 
the  pipe  sleeve  which  engages  the  concrete. 

Care  of  surface  water. — (a)  In  many  cases  it  becomes  necessary  to  construct 
reinforced  concrete  tanks  in  localities  near  tidewater,  rivers,  streams  or  water  basins 
^vhere  water  pressure  may  be  derived  through  porous  soils.  Care  should  be  taken 
to  keep  this  water  pressure  from  fresh  concrete  until  it  has  attained  sufficient  strength 
to  fully  resist  the  assumed  hydrostatic  pressure. 

(5)  One  or  more  sumps  should  be  provided  and  the  floor  should  be  underdrained 
so  that  water  will  flow  freely  to  the  sump.  Suitable  pmnping  facilities  should  be  pro- 
vided so  that  water  can  be  pumped  continuously.  A  flange  pipe  projecting  just  above 
the  floor  may  be  built  into  the  concrete  and  the  top  of  the  the  pipe  covered  with  a  cap 
to  be  bolted  or  screwed  down  when  pmnping  is  no  longer  considered  necessary. 

(e)  If  it  becomes  necessary  to  sheet-pile  or  shore  the  tanks,  the  shores  should  be  so 
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designed  that  they  wfll  not  pass  through  the  walls  and  thus  leave  openings  that  it  would 
be  necessary  to  fill  later. 

Cleaning  out  tanks — ^Warning. — ^It  is  dangerous  to  life  to  enter  fuel  oil  tanks  soon 
after  they  are  opened.  There  is  danger  of  suffocation  from  oil  fumes  on  account  of  the 
absence  of  sufficient  oxygen.  Therefore,  it  should  be  required  that  all  manhole 
covers  be  left  off  to  admit  complete  diffusion  before  workmen  enter.  To  accelerate 
this  diffusion  the  use  of  a  compressed  air  line  is  advised. 

Tank  measurements.' — ^The  methods  used  by  the  various  oil  companies  in  obtaining 
the  data  necessary  for  computing  the  voliunes  "of  oil  tanks  and  reservoirs,  and  for 
preparing  gage  tables  are  practically  the  same,  differing  only  in  minor  details.  As 
regards  steel  tanks  there  is  much  discussion  as  to  just  how  majiy  circumference  measure- 
ments are  necessary  for  accurate  work.  Some  companies  take  only  two  (for  a  six-ring 
tank),  the  lower  one  being  at  the  middle  of  the  second  ring  and  the  upper  as  near  as 
practicable  to  the  middle  of  the  top  ring.  Other  companies  **  strap  "  *  above  each 
seam,  and  take  one  measurement  6  inches  below  the  top  of  the  tank,  and  one  near  the 
bottom  just  above  the  bottom  row  of  rivets.  However,  it  has  been  found  that  in 
measuring  steel  tanks  of  standard  size  a  surprisingly  small  variation  in  results  will  be 
obtained  if  circumference  measurements  are  taken  on  each  ring,  or  if  only  the  top 
and  bottom  rings  are  measured  and  the  circumference  of  the  others  computed.  On 
the  other  hand,  tanks  on  poor  foundations  which  cause  them  to  be  "  out  of  round  " 
and  produce  bulging  imeven  sides  may  require  a  large  number  of  measurements  to  insure 
accuracy. 

The  outside  measurements  should  be  taken  in  feet  and  hundredths,  the  most  con- 
venient form  in  which  to  have  the  data  for  computations.  Measurements  of  deadwood 
by  which  is  meant  all  material  inside  the  tank  that  displaces  oil,  such  as  roof  supports, 
blocking,  steam  coils,  and  water  draw-off  pipes,  are  usually  more  conveniently  taken 
in  feet  and  inches,  as  the  parts  mentioned  usually  consist  of  standard -sised  timbers 
and  pipes. 

The  circumference  measurements  are  taken  as  nearly  as  possible  in  the  center  of 
each  course  with  the  exception  of  courses  4  and  5  (counting  from  the  bottom  upward), 
which  can  be  more  accurately  calculated  by  interpolating  between  the  girths  of  courses 
3  and  6  than  by  actual  measurement.  The  circumference  of  the  top  course  is  taken  by 
reaching  down  over  the  eaves  of  the  tank,  the  tapeman  lying  face  down  on  the  roof. 

If  possible,  inside  measurements  should  be  taken  before  any  oil  is  put  into  the  tank. 
Outside  measurements  should  be  taken  when  the  tank  is  full  of  oil. 

After  one  set  of  dimensions  has  been  taken  it  is  checked  by  taking  a  second  set  in 
exactly  the  same  manner.  The  maximum  permissible  difference  in  these  two  sets  of 
measurement  should  not  be  more  than  1  in  10,000.  The  following  paragraphs  are 
devoted  to  the  meaning  of  terms. 

Height  of  tank. — ^The  height  of  a  tank  for  strapping  purposes  is  the  distance  between 
the  top  of  the  bottom  plate  of  the  tank  and  the  top  of  the  horizontal  leg  of  the  top  angle 
iron. 

Horizontal  segment. — By  the  horizontal  segment  is  meant  the  part  of  the  tank 
shell,  less  the  vertical  lap,  which  encroaches  on  the  area  inclosed  by  a  circle,  the  plane 
of  which  is  parallel  to  the  tank  bottom  and  the  diameter  of  which  is  equal  to  the  inside 
diameter  of  the  tank.  The  horizontal  segment  is  approximately  equal  in  area  to  the 
triangle  made  by  the  tap  end  the  tank  shell.    The  horizontal  segment  is  not  considered 

^  Adapted  from  Computing  Volume  of  Tanka  and  Reservoln  and  Preparing  Qage  Tables,  Bureau 
of  Mines,  Bulletin  166,  page  59. 

s  A  term  in  general  use  among  oil  operators,  originally  meaning  the  girthing  of  tanks  with  a 
measuring  tape,  but  in  modern  diction  including  the  whole  operation  of  obtaining  the  necessary  field 
data  for  computing  the  volume  of  tanks  and  other  fluid  reoeptadee. 
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at  all  by  many  operators  and  by  others  is  used  only  when  very  accurate  results  are 
required. 

Thickness  of  sheets. — ^The  thicknesses  of  the  sheets  in  the  various  ringps  can  usually 
be  most  accurately  and  most  easily  determined  from  the  specifications  of  the 
tank. 

Deadwood. — ^The  swing  pipe  and  fittings  and  the  water  draw-offs  in  the  bottom  of 
the  tank  are  usually  omitted  for  the  reason  that  they  are'always  full  of  oil  or  water  when- 
ever a  gage  of  the  tank  is  taken,  and  the  metal  of  which  they  are  composed  will  at  most 
displace  only  a  small  volume  of  liquid.  To  guard  against  the  possibility  of  the  swing 
pipe  being  empty  or  only  partly  filled  when  a  gage  of  the  tank  is  taken,  some  companies 
install  on  the  shell  of  the  tank  about  2  feet  from  the  swing-pipe  nozzle  a  2-inch  flange 
having  its  center  line  on  approximately  the  same  horizontal  plane  as  the  center  line  of 
the  nozzle.  A  2-inch  pipe  connection  containing  a  valve  is  then  placed  between  this 
flange  and  the  nozzle,  so  that  oil  may  be  admitted  from  a  point  near  the  bottom  of 
the  tank  into  the  bottom  of  the  swing  pipe  whenever  desired.  Sand  lines  are  also 
omitted.    However,  if  there  are  steam  coils  in  the  tank,  their  volume  must  be  deducted. 

Manhole. — ^The  dimensions  of  the  manhole  should  be  determined,  as  also  its  position, 
as  the  volume  of  oil  that  it  contains  must  be  added  to  the  volume  of  the  tank. 

Corrugated  iron  and  wooden  tanks. .  As  regards  corrugated-iron  tanks,  which  are 
usually  of  small  diameter,  the  circumference  measurements  are  obtained  with  the  tape 
lying  in  the  valley  of  the  corrugation.  The  depth  of  the  corrugation  and  the  distance 
between  corrugations  are  noted. 

In  strapping  wooden  tanks  with  sloping  sides,  the  thickness  of  the  staves  is  taken 
at  a  number  of  places  about  the  circumference,  and  an  average  thickness  determined. 
The  height  is  obtained  by  placing  a  gage  rod  inside  the  tank  and  measuring  the  vertical 
height  to  the  top  of  the  staves.  The  circumference  strappings  are  taken  at  intervals 
of  2  feet,  measured  along  the  slope  of  the  tank,  beginning  6  inches  from  the  bottom. 

Computing  gage  tables  for  tanks. — From  the  circumference  of  each  course  the  out- 
side diameter  of  that  course  is  computed,  and  by  subtracting  twice  the  thickness  of  the 
metal  the  inside  diameter  is  determined,  giving  a  value  from  which  the  gross  area  of 
the  course  is  determined.  From  this  is  subtracted  one-half  the  area  of  the  vertical  laps 
and  the  area  of  the  horizontal  segments,  giving  the  net  area  (plus  the  deadwood).  As 
the  circumference  is  measured  approximately  in  the  center  of  the  sheet,  the  net  area 
value  is  considered  to  be  a  mean  area  for  the  course. 

The  volume  in  barrels  per  course,  including  the  deadwood,  is  then  calculated  and, 
the  volume  in  barrels  per  }  inch  per  course.  Next  the  volume  of  the  deadwood  per 
course  is  determined  and  the  volume  of  the  deadwood  per  }  inch  per  course.  Then  a 
table  is  prepared  showing  the  quantity  in  barrels  to  be  added  for  each  }  inch  proceed- 
ing from  the  bottom  of  the  tank  upward.  The  construction  of  the  gage  table  then 
resolves  itself  into  the  summation  of  the  proper  increments.  If  it  were  desired  to  have 
the  gage  table  read  to  1  inch  the  same  method  of  computation  would  be  pursued.  In 
buying  and  selling  crude  oil  it  is  customary  to  read  the  gage  tape  to  the  nearest  i  inch 
and  interpolate  in  the  table  to  find  the  correct  volume. 

Each  step  in  the  computations  should  be  carefully  checked.  One-fourth  of  an  inch 
totals  must  equal  the  totals  for  courses  calculated  by  subtracting  the  volume  of  the  total 
deadwood  in  the  course  from  the  total  volume  of  the  course,  and  totals  of  courses  must 
agree  with  a  separate  computation  for  the  whole  tank  in  which  figures  for  total  tank 
volume  and  total  deadwood  are  used. 

As  a  final  check  on  the  whole  work,  a  second  man  is  required  to  make  an  independent 
calculation  not  quite  so  complete  as  the  first  but  one  that  must  check  the  total  contents 
of  each  course  and  the  total  contents  of  the  tank.  Gage  tables  are  made  to  read  to  the 
nearest  one-hundredth  of  a  barrel. 
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Tank  measurements. — ^The  following  formulae  have  been  selected  with  a  view  to 
facibtating  the  quick  working  out  of  the  size  of  sketch  plates,  globe  roof  plates,  cone 
segments,  dished  ends,  etc.,  as  well  as  the  volume  for  such  tankage  in  gallons  and  barrels. 


Circumference, 
Diameter, 

Arc, 

Angle, 

Radius, 

Diameter, 
Chord, 

Rise, 
Rise, 


Triangle, 


Parallelogram, 
Circle, 

Sector  of  circle: 
Segment  of  circle, 


Properties  of  the  Cirde 
C  =  2xr=xZ). 


D=-  =  Cx0.3183=2r. 

r 

J.    I  o 

a==— ^=0.01745  rA^ 
180 

,      180°a  a 

A= =57.2958-. 

itr  r 


r= 


d^ 


46«H-c* 


46     • 

c  =  2V26r-6«=2r8in — . 

2 


Flo.  41. 


6=r— iV4r*— c»=r  tan -T-=2rsin« 


i4° 
_  tan 
2  4 


A^ 
4  ' 


6  =  r+y-Vr3-2»,         y=b_r-f  Vr*-2», 

x=3.1416. 

Areas  of  Plane  Surfaces 
Base  X  t  perpendicular  height. 

\/.s(5-a)(s--6)(s-c). 

«  =  }  sum  of  the  three  sides  a,  h  and  c. 

Base X perpendicular  height. 

TT* = 0.7854  X  Z)» = 0.07958  X  f  *. 


360 


-0.008727  rM°=aX}r. 


?( 


-A° 


180 


-sin  A 


■) 


Circle  of  same  area  as  »juare,  D  =  side  X 1 .1284. 
Square  of  same  area  as  circle,  Side  =  Z>X  0.8862. 
Ellipse,  Long  />Xshort  DXO.7854. 
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Area  sector  plate  ehlm, 
"S3 


Area  sketch  plate,  fgij. 


r 

Area  sketch  plate,  ghi^ 


Applioation 


360 


(r«-ri«). 


0.008727A**(r«-ri«). 
}(arc  cAXr— arc  IrnXn). 


-(.01745  A**-8m  Ai**  cos  Ai*')+«y. 


arc /i^Xr — (r — 6 + j/)« 


+«y. 


--(.01745  (A**-Ai*»)-sin  A'*  cos  A**+sin  Ai**  cos  Ai**)  -  zy. 


((arc  gh—Zi)r-\'bzi-\-yz\ 
2 j-^- 


Parallelopiped, 


Surface  and  Volume  of  Solids 

S = Lateral  or  Convex  Surface.     V  ^  Volume 

/S  — Perimeter,  P,  perpendicular  to  sides  X  lateral  length, 

I:  PL 
y  »Area  of  base,  BX perpendicular  height,  h  :  Bh, 


Cylinder,  right  or  oblique,  circular  or  elliptic, 

iSi=  Perimeter  of  base,  PX  perpendicular  height,  h—Ph, 
y =Area  of  base,  BXperpendicular  height,  h^Bh. 

Pyramid  or  cone,  right  and  regular, 

iS— Perimeter,  of  base,  PX}  slant  height,  l  =  i  BL 
y«Area  of  base,  BXi  perpendicular  height, ^^i  Bh. 

Frufftum  of  pyramid  or  cone,  right  and  regular,  parallel  ends, 

iS  =  (sum  of  perimeter  of  base,  P,  and  top,  &)Xi  slant 
height,  Z:}Z(P+6). 

V  =  (sum  of  areas  of  base,  B,  and  top,  b)  -f  square  root 
of  their  products  Xi  perpendicular  height,  h  :  \h 

(B-\-b+VBb). 


Prismatoid, 


Sphere, 


Spherical  segment. 


F»i  perpendicular  height,  h  (sum  of  areas  of  base,  B, 
and  top,  &,+4Xarea  of  section,  M^  parallel  to 
bases  and  midway  between  them,    i  h{B-\-b +4M} 

^=4Tr«=irti«=3.1416d*; 
7 = Jirr»  =  W = 0.5236  d*. 

5=2»r6  =  iir(4ft'+c*); 

V  -=  iir6*(3r  -  6)  =  Air6(3c« +46*) . 
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Tuikniig, 


I 


Cone  bottom. 


Layout  cone  bottom 


AppUcaHon 


k^ 


UnA'^D 


i« 


D 


2co6A 


5  = 


2 


D«2/« 


D 


cos  A 


Arcane:   rD«2Wcosji*. 


Globe  rooi  vtocal  pbtes^ 


.V«36a 


o  ^2st6. 


(D.-0) 


i>i 


->^-- 


i 


-J'^ 


y 


iwK^-H^. 


LajOfXt  ^che  rvxif  pl»:es  in  number  ^.V , 

*  Air   lie «. 01745  i^ A*. 


Arc    f* 


-A:* 


2r\  2^-6* 


.V 


3t^^ 


« 


0 1^1745  -* 
^1  °^^    1S0~^^. 


,o;>4<i-* 


**^  *■ 


nii^e* 


2r^ 


0aM74o    ,14.'-.4:*-1>0^^. 
CccTecis  "Tfrtisil  :Tl:z>Srr  XAris   vi.r.^rr.s^v  ctf  u:  ui>*S's^' 

r-'  \i  iVrSS  -  Rr.:isi:  1— \  cLl^as  per  indi. 
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ConteDts  vertical  cylinder  tanks  (dimensions  in  feet) 

V«Z)»X0.0117     »42U.  S  gallon-barrels  per  inch. 
Z)«X0.00979  =50  U.  S.  gallon-barrels,  per  inch. 
C»  X0.0496     =  U.  S.  gallons  per  inch. 
C'X0.0413     »  British  Imp.  gallons  per  inch. 
C*X0.00118  «42  U.  S.  gallon  barrels  per  inch. 
C»X0.000992  =  50U.  S.  gallon-barrels  per  inch. 

Contents  of  cone  bottom,  of  any  angle  A"*]  any  depth  h  (dimensions  in  feet) 

F=7.834  h(h  cot  A**)«=U.  S.  gaUons. 

0.187  h  (A  cot  A°)* =42  U.  S.  gaUon-barrels. 

Contents  dished  head,  of  any  radius  r;  any  depth  h  (dimensions  in  feet) 

/  F =7.834  h^Sr-h)  =U.  S.  gaUons. 

0.187  A»(3r-A)  =42  U.  S.  gallon-barrels. 


iJk 


Contents  horizontal  cylindrical  tanks  of  any  diameter;  any  depth  h  (dimensions  in  feet) 

/^K  V = 3.74Z      [(arc  del)Xr'-(r-  h)c\ = U.  S.  gallons. 

^h^"  0.0801i[(arc<ie2)Xr-(r-A)lc=42U.S.  gallon-barrels. 


Contents  conical  end  of  any  angle  A^;  any  depth  h  (dimensions  in  feet) 

r 


V  =  7.834 


il 


0.187 


cotA° 

r 


(arcdc/Xr— (r— A)c)=U.  S.  gallons. 


cotA° 
barrels. 


(arcde/Xr-(r-A)c)=42   U.   S.  gallon- 


Contents  dished  end,  of  any  radius;  any  depth  h  (dimensions  in  feet) 

r=0.623A|  [    \        I  (arc  de/-c)H-cy 


-1-4  (  — ^ '  I  (arc  gki—ci)  -|-4ciy    =  U.  S.  gallons. 

\     8^1    /  J 

I        Approximate  contents  dished  end,  of  any  radius; 


I  and  depth  h  (dimensions  in  feet) 


gallons. 


assuming  Ci         —i  c, 
Approximate:     ^  assuming  yi         =f2/, 

assuming  arc  gki  =  }  arc  def. 

For  tables  of  equivalents  see  chapter  of  general  tables, 
page  773. 

Preasure  of  column  of  oil,  any  height  (h);  any  gravity  (B6.)  in  pounds  per  square  inch. 
(Height  in  feet.) 

61.4A 


Miscellaneous  formids, 


P  = 


131.6+B6.* 
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Cmde  stills. — Cnide  stills  may  be  divided  into  tiro  general  Hafwes,  horizontal  cjdin- 
drkal  and  tubular.    The  vertical  cyiindiical  or  cheese-boz  type,  while  yet  used  in  large 


T 
I 

i 


iii'i 


I —  - 


-tt-J- 


^\«thC 


iM%>i 


•^I 


9  90 


Fig.  42.~A  loO^Mird  crude  stiD  S  fert  bj  20  feet. 


rjt. 


■■k-i. 


Fig.  43. — A  300-barTv-l  crude  »tilL 


SOLfO     FJL 


Flo.  44. — A  600-barrel  crude  still.  11  fret  by  40  fwt. 

unit5  s«rh  a5  a  5ww»temnK  or  stosun  si  ills,  is  practically  ol».>lete  for  running  crude  except 
in  sorae  of  tht>  older  P^nn5>*lvania  plants.   Uohaontal  cyiindiical  crude  stills  vary  in  size 


CRUDE  SHU.  DETAII^ 


fnMn  the  disemrd  walo'-tabe-boila'  steun  dram  30  iocbea  in  diameta'  by  15  feet  long,  to 
sbeOa  tA  14  feet  dianwUr  by  45  feet  kxig.  Et™  unitA  of  16  feet  and  18  feet  dumetei- 
»re  ID  use.     Tips.  42,  43  bacI  44  abow  the  prmcqMl  diaK&aona  of  Taiioua  sihs,  whOe 


Fig.  45  gives  the  details  of  construction  of  a  typical  still  such  as  is  described  under 
tbe  topic  of  general  plant  design.  The  appearance  of  such  stills  is  further  Axfwa  by 
FTg,  46,  wbieb  is  a  standard  eOD-barrel  crude  Btill,  fabricated  complete  in  tbe  shop. 


Flo.  47.— B^tUry  of  lour  lOOO-tam 


Fig.  47  shows  four  lOOO-band  stills  nearing  completion.    Fig.  4S  iUustratw  two  bat- 
teries of  ten  stills  each  that  are  arranged  to  be  Ered  by  automatic  stokets. 

The  enentiak  in  horiMntal  cylindrical  still  design  are  the  following:  (a)  to  select 
I^te  of  proper  chemical  composition  and  physical  constants;  (&}  to  q>ecify  proper 
ww^  sheets;  (c)  to  correctly  by  out  riveting;  (d)  to  demand  the  best  wojfananahip 
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in  every  particular.  Only  still  bottom  or  firebox  steel  should  be  selected  for  the  bottom 
and  oidB  sheets,  if  the  latter  are  subjected  to  any  great  beat.  Flange  steel  should  be 
uaed  for  lug  or  side  sheets  according  to  conditions,  and  atwaye  for  heads.  Tank  or 
pressing  steel  is  perfectly  satisfactory  for  upper  roundabout  courses.  In  general,  a 
wei^t  of  plate  should  be  selected  in  proportion  to  the  service  demanded,  as  this  will 
secure  the  best  heat  tranamifltdon  with  the  least  construction  cost.  In  practical  design 
this  means  1-  to  Hnch  plate  for  crude  still  bottoms,  with  other  weights  in  proportion. 
It  is  sometimes  advisable  ta  make  lug  sheets  heavier  than  bottom  sheets,  especially  in 
large-siied  stills  where  a  comparatively  light  bottom  plate  is  used.  In  no  case  should 
there  be  any  sharp  break  (over  ^inch)  in  the  siie  of  the  plate  between  couiaes,  since 
there  will  be  unequal  expansion  and  danger  of  the  seams  opening.    While  double  rivet- 


Fio.  48.— Two  batterin  of  ten  lOOChbkrrel  BtUla  Is  ooutruoUoa. 

ing  of  all  seams  m  the  bottom,  side,  and  lug  sheets  is  generally  practiced  to-day  in  atitl 
fabricatioD,  there  is  some  diSerence  in  opinion  aa  to  the  necessity  of  double-riveting 
heads  on  circular  seams,  mnce  obviously  they  are  not  subjected  to  the  direct  action 
of  flame.  If,  however,  there  is  any  possibility  of  the  stiUs  being  eventually  used  as 
coking  stiUa  double-riveting  is  reconomended. 

Spedflcationi. — In  regard  to  the  grades  of  plate  used  in  atill  design,  reference  has 
been  made  to  Manufacturers'  Standard  Speeificationg,  a  copy  of  which  is  appended, 
and  which  cover  flange,  firebox,  and  rivet  steel.  Specifications  covering  tank  (struc- 
tural) steel  have  already  been  included.' 


Boiler  Steel 

1.  Grades. — There  shall  be  three  grades  of  steel  for  boilere,  namely:  flange,  firebox, 
and  boiler-rivet. 

I.    Pbocbbb  of  MANnyACTORB 

2.  The  steel  shall  be  made  by  the  i^>ea-hearth  process. 

II.    Cbemical  PnoPEBTiEa  and  Tests 

3.  Chemical  composition. — The  steel  shall  conform  to  the  following  requirements 
aa  to  chemical  composition: 

1  See  PBIBa  IIB  and  191. 
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EHements  considered 


Flange 
steel 


Manganese,  per  cent 

Phosphorus,  mayimiini,  per  cent: 

Basic 

Acid 

Sulphur,  mayimnm,  per  cent 


0.30to0.60 

0.04 
0.05 
0.05 


Firebox 
steel 


0.30to0.50 

0.035 

0.04 

0.04 


Boiler-rivet 
steel 


0.30to0.50 

0.04 
0.04 
0.045 


4.  Ladle  analyses. — To  determine  whether  the  material  conforms  to  the  require- 
mentB  specified  in  Section  3,  an  analysis  shall  be  made  by  the  manufacturer  from  a  test 
ingot  taken  during  the  pouring  of  each  melt.  A  copy  of  this  analysis  shall  be  given  to 
the  purchaser  or  his  representative. 

5.  Check  analyses. — ^A  check  analysis  may  be  made  by  the  purchaser  from  a  broken 
tension-test  specimen  representing  each  plate  as  rolled.  This  analysis  shall  conform 
to  the  requirements  qsecified  in  Section  3. 

III.    Physical  Pkoperties  and  Tests 

6.  Tenskm  tests. — The  steel  shall  conform  to  the  following  requirements  as  to 
tensQe  properties: 


Properties  considered 

Flange 
steel 

1 

• 

Firebox 
steel 

Boiler-rivet 
steel 

Tensile  strength,  pound  per  square  inch 
Yield  point,  minimum,  pound  per  1 

square  inch / 

Elongation,  in  8  inches,  minimum,  1 

per  cent / 

55,000-65,000 
0.5  tensile 
strength 
1,450,000* 

tensile  strength 

52,000-60,000 
0.5  tensile 
strength 
1,450,000* 

45,000-55,000 

0.5  tensile 

strength 

1,450,000 

tensile  strength 

tensile  strength 

*  See  Section  8. 

7.  Tield  point. — ^The  yield  point  shall  be  determined  by  the  drop  of  the  beam  of 
the  testing  machine. 

8.  ModificatiQns  in  elongation. — (a)  For  plates  over  }  inch  in  thickness,  a  deduction 
of  0.5  from  the  specified  percentage  of  elongation  will  be  allowed  for  each  increase  of 
i  inch  in  thickness  above  }  inch,  to  a  minimum  of  20  per  cent. 

(b)  For  plates  under  A  ^^^  ^  thickness,  a  deduction  of  2.5  from  the  percentage 
of  elongation  specified  in  Section  6  shall  be  made  for  each  decrease  of  ^  inch  in  thickness 
below  A  inch. 

9.  Bend  tests. — (a)  Ck)id-bcnd  tests  shall  be  made  on  the  material  as  ix>lled. 

(&)  Quench-bend  test  specimens,  before  bending,  shall  be  heated  to  a  light  cherry 
red  as  seen  in  the  dark  (about  1200**  F.),  and  quenched  in  water  the  temperature  of 
which  is  about  80**  F. 

(c)  Specimens  for  cold-bend  and  quench-bend  tests  of  flange  and  firebox  steel 
shall  bend  through  180**  without  fractiu^  on  the  outside  of  the  bent  portion, 
as  follows:  for  material  |  inch  and  under  in  thickness,  flat  on  themselves;  for  material 
over  }  inch  up  to  li  inches  in  thickness,  around  a  pin  the  diameter  of  which  is  equal 
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to  the  thicknesB  of  the  specimen;  and  for  material  over  1{  inches  in  thickness,  around  a 
pin  the  diameter  of  which  is  equal  to  1 J  times  the  thickness  of  the  specimen. 

(d)  Specimens  for  cold-bend  and  quench-bend  tests  of  boiler-rivet  steel  shall  bend 
cold  through  180**  flat  on  themselves  without  fracture  on  the  outside  of  the  bent 
portion. 

(e)  Bend  tests  may  be  made  by  pressure  or  by  blows. 

10.  Test  specimens. — (a)  Tension-  and  bend-test  specimens  for  plates  shall  be 
taken  from  the  finished  product,  and  shall  be 
of  the  full  thickness  of  material  as  rolled. 
Tension-test  specimens  shall  be  of  the  form 
and  dimensions  shown  in  Fig.  49.  Bend-test 
^lecimens  shall  be  1}  inches  to  2}  inches 
wide,  and  shall  have  the  sheared  edges  milled 
or  planed. 

(6)  The  tension-  and  bend-test  specimens 
for  rivet  bars  shall  be  of  the  full  size  section  of  material  as  rolled. 

11.  Number  of  tests. — (a)  One  tension,  one  cold-bend,  and  one  quench-bend  test 
shall  be  made  from  each  plate  as  rolled. 

(b)  Two  tension,  two  cold-bend,  and  two  quench-bend  tests  shall  be  made  fur  each 
melt  of  rivet  steel. 

(c)  If  any  test  specimen  develops  flaws,  or  if  a  tension  test  specimen  breaks  outside 
the  middle  third  of  the  gage  length,  it  may  be  discarded  and  another  specimen  sub- 
stituted therefor. 


Flo.  40. — ^Test  specimen. 


IV.    Permissible  Variations  in  Weight  and  Gage 

12.  Permissible  variations. — (a)  The  thickness  or  weight  of  each  sheared  plate  shall 
conform  to  the  schedule  of  permissible  variations,  Manufacturers'  Standard  Practice.^ 

(&)  The  dimensions  of  rivet  bars  shall  conform  to  the  Manufacturers'  Standard 
Practice  governing  allowable  variations  in  the  size  of  hot-rolled  bars. 

V.    Finish 

13.  Finish. — The  finished  material  shall  be  free  from  injurious  defects,  and  shall 
have  a  workmanlike  finish. 

VI.    Marking 

14.  Marking. — The  melt  or  slab  number,  name  of  the  manufacturer,  grade,  and  the 
yniniTTiiiTn  tensile  strength  for  its  grade  as  specified  in  Section  6  shall  be  legibly  stamped 
on  each  plate.  The  melt  or  slab  number  shall  be  legibly  stamped  on  each  test  specimen 
representing  that  melt  or  slab. 

VII.    Inspection  and  Rejection 

15.  Inspection. — The  inspector  representing  the  purchaser  shall  have  free  entry, 
at  all  times  while  work  on  the  contract  of  the  purchaser  is  being  performed,  to  all  parts 
of  the  manufacturer's  works  which  concern  the  manufacture  of  the  material  ordered. 
The  manufacturer  shall  afford  the  inspector,  free  of  cost,  all  reasonable  facilities  to 
satisfy  him  that  the  material  is  being  furnished  in  accordance  with  these  specifications. 
All  tests  and  inspection  shall  be  made  at  the  place  of  manufacture  prior  to  shipment, 


1  Same  as  for  structural  steel  specifications,  see.  p.  121. 
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Mid  shall  be  bo  conducted  as  not  to  interfere  unneceoottrily  with  the  op«stion  of  tbe 

16.  RejectioD. — Material  which,  subsequent  to  the  above  teeta  at  the  millB  and  its 
acceptance  there,  develops  weak  spots,  brittlenees,  cracks  or  other  imperfections,  or 


LOMITUOIHAL  SECTION 

Fio.  60.— A  2500-1»i 


is  found  to  have  injurious  defects,  may  be  rejected  at  the  shop,  and  shall  then  be 
replaced  by  the  manufacturer  at  his  own  cost. 

Tube  stills. — While  the  European  internal  flue  still  is  not  generally  employed  in 
this  country,  the  adoption  of  tube  stills,  that  is,  stills  where  the  oil  circulates  through 


*""""  -  -       ■  SECTION  A-A 

Fla.  SI. — Qcnenl  unDgeineat  of  furnsra  and  evnpontor,  Trumble  pluit. 

heat>«urTounded  tubes,  has  been  quite  general,  particularly  in  the  West  and  South. 
They  are  used  principally  for  stripping  purposes  on  etudes  which  contain  moisture 
not  easily  separated,  and  are  of  bw  gasoline  content,  such  as  California  and 
Mexican  crude. 


L_n  SECTiOH  C-C 

12, — Still  ddifoed  for  toppiof  arud*  oil 


148  REFINING 

Such  stillB  inT&riably  conaiat  of  two  distinct  paits:  (a)  a  tubuUr  heating  portion. 
and  (b),  a  tower  or  shell  eeparating  and  dephlegmating  ayetem.  The  tubular  division 
uBuaUy  comprises  four  to  eight  towb  of  3-inch  or  4r-inch  pipe,  in  each  heating  oven. 
arranged  in  vertical  tiera  of  four  to  twelve  units  per  tier.  All  theae  aie  connected  bv 
return  bends  or  headers,  so  as  to  make  one  connected  system,  through  which  the  oil 


Pio.  S3.— I>ipa  retorta  sad  evspontor  with  evaporstflr  column,  Trumble  pIftDt  No.  I.  Martinn.  Cilil. 

to  be  stripped  is  continually  pumped.  The  end  of  the  coil  diacbargefl  either  into  a 
horiiontal  cylindrical  shell  which  is  provided  with  film  plates  where  vapors  eventuall)' 
pass  throu^  some  form  of  vertical  dephl^mating  tower,  or  it  discharges  directly  into 
a  combination  separatmg  and  dephlegmating  tower  in  the  first  instance.  Various 
modifications  of  the  tubular  still  wilt  be  further  discussed  under  the  topics  on  general 
and  special  refinii^  processes.    Figs.  50,  51  and  52  give,  however,  a  very  clear  idis 


Fla.  M.— Sen>nd  typf  oC  hesUr,  Vernon  Trumble  plant.' 

of  the  mechanical  design  of  several  general  types  of  tubular  topping  stills,  and  FigL 
53  and  54  give  views  of  their  appearance. 

The  eseentials  in  successful  tube-still  design,  apart  from  the  separating  towers 
which  are  discussed  under  a  succeeding  topic,  are  the  following;  (a),  the  proper  con- 
struction of  the  furnace  to  secure  efficient  combustion  and  uniform  distribution  of 
heat  over  all  parts  of  the  heating  surfaces;  (b),  the  providing  of  a  sufficient  number  of 
tubes  to  secure  the  maximum  efficiency  of  heat  interchange  at  a  commercial  speed  of 
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operation  which  is  consieteiit  with  the  ttdequate  separation  of  products;  and  (e),  the 
constTuction  of  heating  surfaces  and  connections  (i.e.,  tubes,  return  benda  or  headers) 
with  a  view  to  requiring  minimi im  labor  for  cleaning  both  inside  and  outside,  and 
also  for  replacement  of  defective  parts. 

HiscellanMmB  stilla. — Rerunning  stills  should  be  constructed  under  the  same  epeci- 
fications  as  crude  stills  except  perhaps  that  the  bottom  sheet  may  be  of  a  slightly 
lighter  plate  in  special  instances.  Such  units,  however,  being  frequently  run  diy,  are 
oftoi  subjected  to  severe  stresses,  particularly  if  they  at«  used  in  connection  with 
towers,  BO  that  great  care  should  be  exercised  in  fabrication.  In  fact,  as  a  general 
rule,  crude  still  specifications  should  apply  throughout. 

Reducing  stills,  being  steam-protected  witb  distillation  at  a  lower  temperature, 
may  even  in  the  larger  siiM  have  the  bottom  reduced  to  |-inch  in  thitdmess.  Also 
flange  steel  may  be  substituted  for  the  side  sheets  with  good  results.    Hie  number 


of  supporting  lugs  may  also  be  less,  since  in  this  class  of  stills  distortion  is  unlikely  to 
occur  if  they  are  properly  bandied.  Also  the  more  modem  type  of  suspension  setting 
may  be  very  profitably  employed.  Details  of  the  construction  of  a  typical  600-barrel 
reducing  still  are  i^own  in  Fig.  55,  pa^  149.  Fig.  56  gives  the  details  of  Bus- 
pension  hangers,  while  a  battery  of  such  stills  is  shown  in  receding  elevation  and 
plan  in  Fig.  57. 

Coking  stills  require  bottoms  of  j-incb  to  j-incb  in  thickness,  and  may,  to  advantage, 
have  the  inside  bottom  seam  electrically  welded  after  riveting,  although  seams  should 
be  avoided  as  far  as  possible,  particularly  in  the  units  that  are  required  to  coke  reduced 
crudes  or  tars.  Where  this  is  impossible,  butt  strap  construction  becomes  necessary. 
On  large  units  where  the  crude  is  coked  direct,  thereby  producing  a  mininmm  layer, 
standard  double  riveting  only  is  employed.  While  IWoot  by  40-foot  end-fired  crude 
stills  are  successfully  coked,  it  is  generally  advisable  to  decrease  the  diameter  and  set 
for  side  firing,  thereby  reducing  the  thickness  of  the  coke  layer,  securing  greater  uni- 
formity  in  heat  distribution,  and  a  corresponding  increase  in  the  life  of  the  still.    Ths 


STILL  SETTLINQ  151 

European  pnictice  of  coking  in  KHoot  diameter  casb>iron  stills  is  not  practiced  in  this 
country.  The  details  of  the  construction  of  a  Still  operated  in  this  manner  ore  shown 
in  Fig.  58. 

Ste&m  stills,  when  externally  fired,  can  best  be  constructed  similariy  to  reducing 
stills,  except  that  S&nge  steel  need  only  be  used  on  the  bottom  courHea.  Such  coDStruc- 
tioo  B  illuBtrated   in  fig.  59,      Where  no  external  heat  a    applied,  touudabout 


Fio.  S7. — Batttry  of  five  atilla  ol  recedini  suipenuon  Mttioc. 

couTStt  of  tank  steel  make  perfectly  satisfactory  construction.  Such  types  of  stills 
are  shown  in  Figs.  60  and  61.  However,  as  st«am  stills  are  sometimes  subjected 
to  heavy  mecbamcal  stresses  on  account  of  rapid  changes  in  steam  pressure 
or  in  the  character  of  bendne  or  distillate  which  is  pumped  to  the  system,  hemi- 
spherical ends  may  be  substituted  to  advantage  '  over  those  of  the  standard  dished 

>  WItk  lueh  SDDMruetlon  ipMial  proTinona  mint  b«  nuul*  to  insure  oircuUtbn  In  tli*  othennM 


152 


REFINING 


pattern,  in  units  of  the  larger  sizes.  Such  construction,  together  with  standard  and 
separating  towers,  is  illustrated  in  Fig.  62. 

Condensers. — The  specifications  of  standard  condensers  have  been  oovered  at 
length  in  previous  pages.  The  details  of  construction  for  such  a  type  are  shown 
in  Fig.  63  (A  and  B),  with  a  pumping-out  pan  in  addition.  Fig.  64,  page  158.  The  fin- 
ished appearance  of  such  a  box,  resting  on  concrete  supports,  is  cleaiiy  shown  by 
Fig.  65,  page  159. 

In  general,  the  following  points  should  be  observed  in  standard  condenser  design: 
(a)  the  proper  proportioning  of  the  size  of  the  box  for  the  amount  of  the  product  to 
be  distilled;  (&)  the  selection  of  sufficiently  heavy  plate  over  and  above  that  neoessary 
from  purely  engineering  considerations  to  insure  a  reasonable  length  of  life  with 
allowance  for  corrosion  and  scaling;  (c)  determination  of  the  number  and  sae  of  an^e, 


twi^'dta. 


M  IH  dia.  bolM  for  ^  bolts  on  oVdla.  elraU 
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Fig.  58. — Section  and  flange  of  cast-iron  still  bottom  (spherical). 


T-baT8,'etc.,  necessary  for  reinforcing  units,  and  the  radius  of  the  bend  of  the  side 
sheets  at  the  bottom  (if  angles  are  not  used).  With  respect  to  (a),  it  has  been 
previously  shown  that  for  rough  purposes,  where  14  barrels  of  water  are  available  per 
barrel  of  distillate  produced,  50  square  feet  of  condensing  surface  are  required  for 
stripping,  70  square  feet  for  rerunning  distillate,  and  150  square  feet  for  steam-stilling 
benzine  where  both  fire  and  steam  are  used  in  the  usual  proportions  in  standard  prac- 
tice. From  these  data  the  size  of  worm  ard  the  corresponding  dimensions  of  the 
condenser  box  can  be  computed.  Even  such  general  methods  of  calculation  are  fre- 
quently ignored,  and  the  types  of  boxes  that  are  adopted  are  supposed  to  be  standard 
for  stills  of  certain  sizes,  without  regard  to  the  exact  quantity  of  water  available.  With 
a  plentiful  water  supply,  such  procedure  is  likely  to  produce  more  or  less  efficient  op«^ 
ation,  but  it  may  involve  unnecessary  investment.  However,  where  the  water  supply 
is  limited,  or  high  in  temperatiu^,  only  alarming  running  losses  can  result.    A  oon- 
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denfler  design  fihould  therefore  involve  at  least  some  empirical  method  of  calculation 
of  the  condensing  surface  which  is  based  on  the  temperature  and  quantity  of  the 
water  available,  in  conjunction  with  the  anx>unt  of  oil  to  be  distilled.  In  other 
words,  mere  surface  allowance  is  insufficient  to  guarantee  the  efficient  operation  of  a 
plant. 

For  accurate  proportionate  design,  recourse  to  a  diHt.i11ation  record  must  be  made, 


Fia.  fiO. — Details  of  a  ISOO-barrel  steam  still.  Id  feet  in  diameter  by  40  feet  lone  in  the  shell. 


and  from  such  data  together  with  the  temperature  and  quantity  of  the  water  available, 
the  requisite  condensing  surface  can  be  readily  computed.  As  a  typical  example, 
consider  a  crude  of  34.9  B^.  from  which  it  is  desired  to  strip  the  bensine  and  kerosene 
content.    The  fractionation  record  is  as  follows,  page  158. 
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Fic    *4  — Details  of  a  puicp&=c<ottt  pan  40  feet  by  10  feel  by  5  f««<. 
lf\<\l>.:\»^*%  r'ir7-«?ffr^".s!sV>-  ty  C'^.'if  O;-  Jo  fef  Stepped 


Boiling 
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Gravity. 
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CONDENSATION 


AasumioK  that  no  loss  of  heat  occurff  in  the  vapon  from  radiation,  partial  condeD- 
astion,  etc.,  then  the  theoretical  amount  of  heat  which  must  be  removed  from  the 


Fto.  t 


II  ee-lDot  by  42-faa 


comleii 


Above  cuts,  produced  from  1  pound  of  crude,  where  the  following  c< 

would  be  ae  followa: 

ConsUinti 
Specific  heat  of  water  =     1 .00  B.t. 

lAt«nt  beat  of  water  -966.00  B.t. 

Specific  heat  of  Bt«am  —     0 .  50  fi 

Mean  specific  heat  of  oil         "     0.45  B 
Mean  latent  heat  of  distillate  =  125 .  00  B 


Computation 

Pounds  B,t.u.  B 

Condense  .0195  pound  of  distillate  vapor.. 0.0195X125  =     '. 

Cool  .0195   pound   of  distillate  (150°  to 

TOT.) 0195X       .45X(150''  to    70°  F.)  = 

Condense  .0251  pound  of  distiilate  vapor.  .0251  Xl25  -     i 

Cool   .0261    pound    of  dietUlate  (200°  to 

rO-F.) 0251X       ,45X(200°t«    70°F.)=     1 

Condense  .0625  pound  of  distillate  vapor,.   .0525X125  =     ( 

Cool   .0525    pound    of  distillate  (250°  to 

70°  F.) 0625X       ,45X<250'to    70°  F.)-     4 

Condense  .0440  pound  of  distillate  vapor..   .0449X125  =     £ 

Cool   .0*49   pound    of  distillate  (300°  to 

70°F.) 0449X       .4S>«300°to    70°F.)=     4 

Condense  .0668  pound  of  distillate  vapor  '   .0668X125  -     i 

Cool   .0668   pound   of  distillate  (350°  to 

75°F.) 0668X       .45X(350°to    75°F.)=     S 

1  Steam  is  introdaccd  immediBtely  aCUr  CouiCh  cut  id  proportion  a(  10  per  «nt  by  neigtat  ttl 
OTCrbvad  dittillMe  down  t«  aifhth  and  ninth  cuti,  where  the  percentagB  i>  increaoed  to  15  per  i 
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Pounds  B.t.u.  B.t.u. 
Cool   .0067  pound   of  steam    (350""  to 

212°  F.) 0067X       .5  X(350*»  to  212*»  F.)=  .46 

Condense  .0067  pound  of  steam 0067X966  ^  6.47 

Cool  .  0067  pound  of  water  (212**  to  75 **  F.)   .  0067  X     1 .  00  X  (212°  to  75°  F.) «  .  92 

Condense  .0796  pound  of  distillate  vapor..   .0796X125  »  9.95 
Cool  .0796  pound   of   distillate  (400°  to 

75°  F.) 0796X       .45X(400°to  75°F.)«  11.65 

Cool    .0080   pound    of   steam    (400°   to 

212°  F.) 0080X       .5  X(400°  to  212°  F.)=  0.73 

Condense  .0080  pound  of  steam 0080X966  »  7.73 

Cool  .  0080  pound  of  water  (212°  to  75°  F.) .    .  0080  X     1 .  00  X  (212°  to  75°  F.)  =  1 .  10 

Condense  .  0949  pound  of  distillate  vapor. .    .  0949  X 125  ^^  11 .  86 
Cool   .0949    pound    of  distillate  (450°  to 

80°F,) 0949X       .45X(450°to  80°F.)=  15.80 

Cool    .0095    pound    of   steam    (450°   to 

212°F.) 0095X       .6  X(450°to212°F.)=  1.13 

Condense  .0095  pound  of  steam 0095X966  »  9. 18 

Cool  .0095  pound  of  water  (450°  to  80°  F.).  .0095 X     1.      X(212°to  80°F.)=  130 

Condense  .  0509  poimd  of  distillate  vapor. .    .  0509  X 125  »  6 .  36 
Cool   .0509    pound   of  distillate  (500°  to 

80°  F.) 0509X       .45X(500°to  80°  F.)  -  9.62 

Cool    .0076    pound    of   steam    (500°   to 

212°  F.) 0076X       .5  X(500°to212°F.)=  1.09 

Condense  .0076  poimd  of  steam 0076X966  =  7.34 

Cool  .0076 pound ofwater  (500° to 80° F.).  .0076 X     1.00X(212°to  80°F.)=  1.04 

Condense  .  0708  pound  of  distiUate 0708  X 125  «  8 .  85 

Cool   .0708  pound    of   distillate  (550°  to 

80°  F.) 0708X       .45X(550°to  80°F.)=  14.97 

Cool    .0106    pound    of   steam    (550°   to 

212°F.) 0106X         .oX(550°to212°F.)  «  1.79 

Condense  .0106  pound  of  steam 0106X966  =  10.24 

Cool.OlOOpoundofwater  (550°to80°F.).  .0106X     1.00X(212°to  75°F.)«  1.45 

Total  heat  to  be  removed  from  distillate 186 .  47 

One  barrel  of  distillate  (plus  water)  weighs  277.1  ^  pounds;  therefore  the  total 
amount  of  heat  which  must  be  removed  per  barrel,  of  crude  run,  with  no  allowance 
for  radiation,  would  be: 

186.47X277.1 

.505  (di8t.)+.0424  (water) "^'^^^•^^•^•"• 

Assume  a  condenser  to  be  required  for  a  600-barrel  discontinuous  crude  still, 
stripping  as  per  fractionation  record  in  fifteen  hours'  running  time,  where  a  moderate 
supply  of  60°  F.  water  is  available,  and  where  on  account  of  using  water  over  again 
for  other  purposes,  it  is  not  desired  that  the  condenser  overflow  exceed  125°  F.  The 
amoimt  of  heat  to  be  removed  \mder  such  conditions  per  hour  would  be: 

94391  3 

— — ^X600X  .559  (vol.  per  cent  dist.)  =2,110,589  B.t.u.  per  hour. 
15 

1  This  may  be  computed  from  the  averase  proportionate  specifie  gravity  of  total  overhead  frae- 
tiona  including  water:  i.e.*  0.702. 
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From  the  above  results  the  amount  of  water  necessary  for  condensation,  and  the 
reqiusite  cooling  surface  may  be  readily  computed  as  follows: 

Where  7— temperature  vapor  entering  condenser  (395^  F.);^ 
Ti= temperature  distillate  leaving  condenser  (75°  F.);' 
<=  temperature  water  leaving  condenser  (125°  F.); 
ti  -temperature  water  entering  condenser  (60°  F.). 

Since  2,110,589  B.t.u.  must  be  absorbed  per  hour  to  effect  the  condensation  to  the 
average  temperature  desired,  i.e.,  75°  F.,  and  as  each  pound  of  water  will  be  raised 
65°  (125—60),  absorbing  65  B.t.u.,  then  the  water  required  per  hour  would  be: 

2,110,589  _  _^ 

=32,470.6  pounds. 


65X1  (Sp.  Heat) 
32,470.6 


8.33X22.36  (bbls.  dist.  per  hr.)X42 


=4.1  gals,  of  water  per  gal.  dist. 


Assuming  that  on  account  of  the  high  sulphur  content  of  the  vapors,  cast-iron  pipe 
is  to  be  adopted  for  a  worm,  a  comparatively  low  rate  of  heat  exchange  should  be 
attempted  to  seciure  efficient  results,  i.e.,  25  B.t.u.  per  square  foot  per  degree  of  mean 
temperatm^  difference.  With  this  figure  and  the  preceding  data,  the  necessary  con- 
densation surface  may  be  computed  as  follows: 

where  tfa= temperature  difference  between  vapor  entering  condenser  and  outgoing 
water; 
9e= temperature  difference  between  condensed  distillate  and  entering  condens- 
ing water. 

The  mean  temperature  difference  between  the  two  liquids  can  then  be  expressed 
by  the  formula: 

Substituting,  we  have 

(395 -125) -(75-60)        255 
'*";  395-125  r~270"^-^- 

The  actual  amount  of  condensing  surface  can  now  be  computed  from  a  variation 
of  the  formula: 

A  = TZ . 

Or 

FwS{T-T{) 


H  = 


Ke. 


m 


1  Tbis  may  be  computed  from  proportionate  averaging  of  distillation  temperatures  in  fractionation 
record. 

s  This  may  be  oomputed  from  proportionate  averaging  of  condensation  temperatures  in  frac- 
tionation record,  or  a  value  arbitrarily  adopted. 

*  Grashof,  Frans:  Theoretische  Mascbinenlehre,  Bd.  1. 

t  Hausbrand,  E.:   Evaporating,  condensing  and  cooling  apparatus,  1016. 
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where   H  » total  cooling  surface  in  square  feet ; 

K^B.t.u.  per  hour  per  square  foot  per  degree  mean  temperature  differ^ioe 

0111  —  mean  temperature  difference  «  88.2** ; 
Fw  » weight  of  distillate  passing  per  hour; 
r»  temperature  vapor  entering  condenser  «  395®; 
Ti  s  temperature  distillate  leaving  condenser  »  75® : 
iSs  proportionate  specific  and  latent  heat  value. 


Then 


^"■::i — ^r::  "957.1  square  feet. 
25X88.2  ^ 

057.1        ,  ^  ,  „...„., 

=  1.2  square  feet  per  gallon  distilled  per  hour. 


22.36X42 

In  actual  practice,  on  account  of  the  deposition  of  scale  or  fouling  by  mud  or 
organic  slime,  it  is  generally  customary,  especially  in  designing  the  condensing  worm 
for  vapors  of  comparatively  low  temperature,  to  increase  the  values  obtained  by  10 
per  cent;  thus: 

Condensing  water    »4 . 5  gallons  per  gallon  of  distillate. 
Condensing  surface  =  1.3  square  feet  per  gallon  of  distillate  per  hoiur. 

According  to  I.  I.  Redwood,^  the  internal  area  of  the  cross-section  of  the  worm 
at  the  inlet  to  the  condenser  should  be  0.05  square  inch  per  gallon  of  distillate  per 
hour  and  applying  this  formula  to  the  above  problem  we  have 


4 


0.05X(957. 1+95.7)     «  -^.    ,       .  ,        ,  ,.       , 

s8. 19-mches  mtemal  diameter. 


0.7854 


Therefore,  8-inch  pipe  would  be  selected  for  the  top  courses  of  a  worm,  which  may 
be  conveniently  decreased  to  6-inch  and  4-inch  in  the  amoimt  corresponding  to  thirds 
of  the  condensing  surface.  Considering  the  mean  surface  area  in  square  inch  per  linear 
foot  of  8-inch,  6-inch  and  4-inch  cast-iron  pipe  to  be  2.23,  1.67,  and  1.13  respectively, 
the  linear  feet  required  of  the  above  sizes  of  pipe  would  be  as  follows: 

1052.8 
Linear  feet  8-inch  pipe  =  - — — —  =  157  feet  =  13  12-foot  jpints.* 

3X2.  Jo 

1052.8 
Linear  feet  6-inch  pipe  =  - — —rz  «210  feet  =  17  12-foot  joints. 

3  X 1  •  o7 

Linear  feet  4-inch  pipe  =  - — ——  =311  feet = 26  12-foot  joints. 

3X1.  lu 

If  a  Tniniiniim  quantity  of  water  is  available  the  value  K  should  be  decreased  50 
per  cent.  Solving  the  equation  previously  given,  the  condensing  surface  would  then 
be  obviously  doubled  or  2.6  square  feet  per  gallon  distillate  per  hour  would  be  required. 
Adopting  this  value  and  proceeding  as  above  a  worm  would  be  computed  requiring 
10-inch  pipe  for  the  upper  courses  with  8-inch,  6-inch  and  4-inch  for  the  succeeding 
tiers.    The  total  would  be  as  follows: 

16  joints  of  10-inch  pipe. 
18  joints  of  8-inch  pipe. 
26  joints  of  6-inch  pipe. 
39  joints  of    4-inch  pipe. 

1  A  Practical  Treatise  on  Mineral  Oils  and  their  By-products,  pp.  190,  201. 
s  The  standard  length  for  oast-iron  flanged  pipe  units  is  12  feet. 
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CONDENSING  WORMS  163 

Sudi  a  woTTD  could  be  conveniently  made  up  m  a  box  42  feet  long  by  11  feet  wide 
by  II  feet  6  incbee  deep,  the  top  plan  of  a  somewhat  aimilarly  constructed  worm  (light 
worm)    being  shown   in    a   box    of    nmilar  dimensions  in  Fig.  66,  while  Fig.  67 


Pla.  ee.— Top  plmn  of  ■  oontinuoui  cutJroD  voirn  lor  w.  tOOO-lnmtl  town  ibdl. 

flhutnttee  ft  type  of  manifold  worm  used  in  stetun  still  and  lubrication  service, 
where  tbe  ratio  of  iteam  to  distillate  runs  high.  The  complete  specificatioiis  are 
appended  for  a  aontiniious  worm  condensing  coil  for  a  successfully  operated  OOO-barrd 


Fla.  OT^— Top  phn  4-brftDAh  C.  I.  nuuiitald  for  I9CN>4Mrrel  (Uam  itilL 

st31  perfbnning  a  similar  service  to  that  in  the  problem  under  consideration.  In  these 
it  will  be  noted  that  the  condensation  area  and  the  sises  of  the  various  units  which 
comprise  its  construction  are  intermediate  between  the  values  computed  for  moderate 

and  minitniim  wat^  Supplies. 

Speeifiealions  for  a  C<ut-^Wl  Pipe  Worm  for  a  eOO-Barrel  Crude  SliU  ^  the 
ContimtouB  Type 

StaTidard  Caxt-iron  Flanged  Pipe  and  Filtinga 

Where  A  "inside  diameter  of  fittiniis  and  pipe; 

B-distancebetweetnoenterof  flange  and  face  of  fitting; 

C  — thiclcuees  of  fitting  or  pipe; 

D'diameter  of  flange; 

£=thicknees  of  flange; 

P— distance  between  center  of  flange  and  face  of  sweep  fittings; 

C- length  bolU; 

H — diameter  bolts  j 

Z'— length  pipe. 
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Condenser  Coil  Data— For  Vapors  from  Crude  Oil  Still—Light  Naphtha  DistUlaie 


Tem- 
perature 

con- 
densing 

water 
leaving 

Average 

tem- 
perature 
distUlate 
vapor 

Tem- 
perature 
distillate 
leaving 
con- 
denser 

Mean 

Temp. 

difference 

between 

distilUte 

and 

water 

Heat 

extracted 

from 

each 

pound 

of  light 

naphtha 

• 

Low  CONDBNSZNO  RaTB 

Tem- 
perature 

con- 
densing 

water 
entering 

GaUons 
per  hour 

light 
naphtha 

con- 
densed 

per 
square 

foot 
Vento 

B.t.u. 
per  hour 

per 
square 

foot 
Vbnto 

GaUons 

con- 
densing 

water 
per  hour 

per 
square 

foot 
Vknto 

Square 

feet 

per 

gallon 

light 

naphtha 

per  hour 

Vmtpo 

Degrees  F. 
40 

Degrees  F. 
80 
100 
120 

Degrees  F. 
250 

Degrees  F. 
60 
70 
80 

Deg.  F. 

70.1 
74.5 
76.3 

B.t.u. 
223 
218 
213 

0.596 
0.634 
0.649 

1476 
1545 
1557 

4.45 
3.10 
2.34 

1.68 
1.58 
1.54 

46 

80 
100 
120 

250 

60 
70 
80 

63.9 
69.8 
72.4 

223 
218 
213 

0  543 
0.694 
0.616 

1345 
1448 
1477 

4.63 
3.17 
2.36 

1.84 
1.68 
1.63 

no 

80 
100 
120 

250 

60 
70 
80 

56.5 
64.5 
68.2 

223 
218 
213 

0.480 
0.548 
0.580 

1180 
1336 
1391 

4.78 
3.22 
2.30 

2  08 
1.82 
1.72 

55 

100 
120 
140 

250 

65 
75 

85 

51.7 
5S.8 
61.5 

220 
215 
210 

0.439 
0.500 
0.523 

1077 
1207 
1243 

2.88 
2.24 
1.76 

2.28 
2.00 
1.01 

60 

• 

100 
120 
140 

250 

70 
80 
90 

51.7 
58.8 
61.5 

218 
213 
206 

0.439 
0.500 
0.523 

1060 
1100 
1234 

3  22 
2.41 
1.86 

2.28 
2.00 
1.01 

65 

100 
120 
140 

250 

75 
85 
95 

51.7 
58.8 
61.5 

215 
210 
205 

0.439 
0.500 
0.523 

1060 
1187 
1222 

3.65 
2.60 
1.06 

2.28 
2.00 
1.01 

70 

100 
120 
140 

250 

80 

90 

100 

51.7 
58.8 
61.5 

213 
208 
203 

0.439 
0.500 
0.523 

1052 
1170 
1213 

4.23 
2.84 
2.08 

2.28 
2.00 
1.01 

75 

100 
120 
140 

250 

90 

95 

100 

58.7 
58.8 
57.4 

206 
205 
203 

0.499 
0.500 
0.488 

1177 
1167 
1131 

5.67 
3.12 
2.10 

2.00 
2.00 
2.05 

80 

100 
120 
140 

250 

95 
100 
105 

68.7 
58.8 
57.4 

205 
203 
200 

0.499 
0.500 
0.488 

1165 
1150 
1110 

7.02 
3.49 
2.25 

2.00 
2.00 
2.05 

85 

100 
120 
140 

250 

95 
100 
105 

51.7 
53.3 
52.8 

205 
203 
200 

0.439 
0.453 
0.449 

1025 
1050 
1030 

8.24 
3.62 
2.26 

2.28 
2.21 
2.23 

00 

100 
120 
140 

250 

100 
105 
110 

51.7 
53.3 
52.8 

203 
200 
198 

0.439 
0.453 
0.449 

1017 
1030 
1023 

12.25 
4.17 
2.47 

2.28 
2.21 
2.23 

CONDENSER  OOIL  DATA 


165 


Using  BoOi  Fire  and  Steam — One  Pound  of  Steam  per  Gallon  of  Light  Naphtha 


Mkdxuii  Condxnbxnq  Ratb 

HlQB  CONDBNSINO  RaTB 

Gallons 
per  hour 

light 

naphtha 

condensed 

per 

square  foot 

Vehto 

B.t.u. 

per  hour 

per 

square  foot 

Vbkto 

Gallons 

condensing 

water 

];>er  hour 

per 

square  foot 

Vento 

Square  feet 

per 

gallon 

light 

naphtha 

per  hour 

V»NTO 

Gallons 
per  hour 

Ught 

naphtha 

condensed 

per 

square  foot 

VBirro 

B.t.u. 

per  hour 

per 

square  foot 

Vbnto 

Gallons 

condensing 

water 

per  hour 

per 
square  foot 

VUNTO 

Square  feet 

per 

gallon 

Ught 

naphtha 

per  hour 

Vbnto 

0.894 
0.951 
0.973 

2204 
2317 
2335 

6.67 
4.60 
3.51 

1.12 
1.06 
1.03 

1.192 
1.268 
1.298 

2952 
3090 
3114 

8.90 
6.20 
4.68 

0.84 
0.79 
0.77 

0.814 
0.891 
0.924 

2017 
2172 
2215 

6.94 
4.75 
3.54 

1.23 
1.12 
1.08 

1.086 
1.188 
1.232 

2690 
2896 
2964 

9.26 
6.34 
4.72 

0.92 
0.84 
0.81 

0.720 
0.822 
0.870 

1783 
2004 
2080 

7.17 
4.83 
3.58 

1.39 
1.22 
1.15 

0.960 
1.096 
1.160 

2378 
2672 
2782 

9.66 
6.44 
4.78 

1.04 
0.91 
0.86 

0.058 
0.750 
0.784 

1615 
1810 
1864 

4.32 
3.36 
2.64 

1.62 
1.33 
1.28 

0.878 
1.000 
1.046 

2164 
2414 
2486 

6.76 
4.48 
3.52 

1.14 
1.00 
0.96 

0.658 
0.750 
0.784 

1603 
1798 
1851 

4.83 
3.61 
2.79 

1.62 
1.33 
1.28 

0.878 
1.000 
1.046 

2138 
2398 
2468 

6.44 
4.82 
3  72 

1.14 
1.00 
0.96 

0.658 
0.750 
0.784 

1590 
1780 
1833 

5.47 
3.90 
2.94 

1.62 
1.33 
1.28 

0.878 
1.000 
1.046 

2120 
2374 
2444 

7.30 
6.20 
3.92 

1.14 
1.00 
0.96 

0.658 
0.750 
0.784 

1578 
1768 
1819 

6.34 
4.26 
3.12 

1.62 
1.33 
1.28 

0.878 
1.000 
1.046 

2104 
2368 
2426 

8.46 
5.68 
4.16 

1.14 
1.00 
0.96 

0.748 
0.750 
0-732 

1765 
1750 
1696 

8.60 
4.68 
3.15 

1.34 
1.33 
1.37 

0.998 
1  000 
0.976 

2364 
2334 
2262 

11.34 
6.24 
4  20 

1.00 
1.00 
1.02 

0.74S 
0.750 
0  732 

1747 
1738 
1678 

10.53 
5.23 
3.37 

1.34 
1.33 
1.37 

0.998 
1.000 
0.976 

2330 
2318 
2238 

14.04 
6.98 
4.50 

1.00 
1.00 
1.02 

0.658 
0.679 
0.673 

1537 
1576 
1645 

12.36 
6.43 
3.39 

1.52 
1.47 
1.49 

0.878 
0.906 
0.898 

2050 
2100 
2060 

16.48 
7.24 
4.52 

1.14 
1.10 
1.11 

0.658 
0.679 
0.673 

1625 
1658 
1634 

18.37 
6.26 
8.70 

1.62 
1.47 
1.49 

0.878 
0.906 
0.898 

2034 
2078 
2046 

24.60 
8.34 
4.94 

1.14 
1.10 
1.11 
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REFINING 


Condenser  Coil  Data— For  Vapors  from  Crude  Oil  SWl— Heavy  Naphtha  DisHUaU 


Tem- 
perature 

con- 
densing 

water 
leaving 

Average 

tem- 
perature 
distillate 
vapor 

Tem- 
perature 
distillate 
leaving 
con- 
denser 

Mean 

Temp. 

difference 

between 

distillate 

and 

water 

Heat 
extracted 

from 

each 

pound 

of  heavy 

naphtha 

Low  CONDBNSXNO  RaTB 

Tem- 
perature 

con- 
densing 

water 
entering 

Gallons 

per  hour 

heavy 

naphtha 

con- 
densed 

per 
square 

foot 
Vbnto 

B.t.u. 
per  hour 

per 
square 

foot 
Vbnto 

Gallons 

con- 
densing 
water 
per  hour 

per 
square 

foot 
Vbnto 

Square 

feet 

per 

gallon 

heavy 

naphtha 

per  hour 

Vento 

DegreeaF. 
40 

Degrees  F. 
80 
100 
120 

Degrees  F. 
280 

Degrees  F. 
60 
70 
80 

Deg.  F. 
78.2 
83.7 
86.5 

B.t.u. 
235 
230 
225 

0.681 
0.622 
0.642 

1880 
1983 
2018 

6.60 
3.08 
3.04 

1.72 
1.6t 
1.66 

45 

80 
100 
120 

280 

60 
70 
80 

71.4 
78.4 
82.2 

235 
230 
225 

0.530 
0.582 
0.610 

1715 
1855 
1917 

5.00 
4.06 
3.08 

l.SO 
1.72 
1.64 

60 

80 
100 
120 

280 

60 
70 
80 

63.3 
72.8 
77.6 

235 
230 
225 

0.460 
0.540 
0.576 

148S 
1722 
1810 

5.98 
4.15 
3.12 

2.17 
1.86 
1.74 

56 

100 
120 
140 

280 

65 
75 
85 

58.8 
67.3 
71.3 

232 
227 
222 

0.437 
0.500 
0.530 

1402 
1581 
1651 

3.75 
2.93 
2.34 

2.20 
2.00 
1.80 

60 

100 
120 
140 

280 

70 
80 
90 

58. 8 
67.3 
71.3 

230 
225 
220 

0.137 
0.500 
0.530 

1393 
1571 
1610 

4.20 
3.16 
2.47 

2.20 
2.00 
1.80 

65 

100 
120 
140 

280 

75 
85 
95 

58.8 
67.3 
71.3 

227 
222 
217 

0.437 
0.500 
0.530 

1382 
1557 
1625 

4.76 
3.41 
2.61 

2.20 
2.00 
1.89 

70 

100 
120 
140 

280 

80 

90 

100 

58.8 
67.3 
71.3 

225 
220 
215 

0.437 
0.500 
0.530 

1373 
1547 
1615 

5.52 
3.73 
2.78 

2.20 
2.00 
1.89 

75 

100 
120 
140 

280 

90 

95 

100 

66.3 
67.3 
66  6 

220 
217 
215 

0.492 
0.500 
0  495 

1523 
1534 
1508 

7.34 
4.11 
2.80 

2.03 
2.00 
2.02 

SO 

100 
120 
140 

280 

95 
100 
105 

66.3 
67.3 
66  6 

217 
215 
212 

0.492 
0.500 
0.495 

1510 
1524 
1495 

9.10 
4.59 
3.00 

2.03 
2.00 
2.02 

85 

100 
120 
140 

280 

95 
100 
105 

58.8 
61.2 
61.7 

217 
215 
212 

0.437 
0.454 
0.458 

1340 
1383 
1384 

10.77 
4.76 
3.03 

2.20 
2.20 
2.18 

00 

100 
120 
140 

280 

100 
105 
110 

58.8 
61.2 
61.7 

215 
212 
210 

0.437 
0.454 
0.458 

1332 
1372 
1374 

16.06 
5.51 
3.31 

2.29 
2.20 
2.18 

CX)NDENSER  DATA 
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Using  Boih  Pin  and  Steam-li  Pounds  of  Sieam  per  OaUon  Heavy  Naphlha 


Medium  Conddtbing  Ratb 

High  CoKOKifsiNG  Ratb 

Gallont 
per  hour 

naphtbA 
oondfuifd 

P« 

■qnwefoot 

B.t.tt. 

per  hour 

per 

square  foot 

Vekto 

GaUoiia 

condenainc 

water 

per  hour 

per 

square  foot 

Vbnto 

Square  feet 

per 

gaUon 

heavy 

naphtha 

per  hour 

VWfTO 

Gallons 
per  hour 

heavy 

naphtha 

condensed 

per 
square  foot 

yBNTD 

B.t.u. 

per  hour 

per 

square  foot 

Vbnto 

QaUons 

oondensinc 

water 

per  hour 

per 

square  foot 

Vbnto 

Square  feet 

P« 

gallon 

heavy 

naphtha 

per  hour 

Vbnto 

0.871 
0.933 
0.063 

2820 
2074 
3027 

8.40 
5.07 
4.56 

1.15 
1.07 
1.04 

1.162 
1.244 
1.284 

3760 
3966 
4036 

11.32 
7.96 
6.08 

0.86 
0.81 
0.78 

0.705 
0.873 
0.015 

2572 
2782 
2875 

8.85 
6.00 
4.62 

1.26 
1.15 
1.00 

1.060 
1.164 
1.220 

3430 
3710 
3834 

11.80 
8.12 
6.16 

0.94 
0.86 
0.82 

0.690 
0.810 
0.863 

2232 
2583 
2715 

8.07 
6.22 
4.68 

1.45 
1.24 
1.16 

0.020 
1.080 
1.152 

2976 
3444 
3620 

11.96 
8.30 
6.24 

1.09 
0.93 
0.87 

0.655 
0.750 
O.705 

2103 
2371 
2476 

5.62 
4.30 
3.51 

1.53 
1.33 
1.26 

0.874 
1.000 
1.060 

2804 
3162 
3302 

7.50 
5.86 
4.68 

1.14 
1.00 
0.94 

0.655 

O.750 
0.705 

2080 
2356 
2460 

6.30 
4.74 
3.70 

1.53 
1.33 
1.26 

0.874 
1.000 
1.060 

2786 
3142 
3280 

8.40 
6.82 
4.94 

1  14 
1.00 
0.94 

0.655 
0.750 
0.705 

2073 
2335 
2437 

7.14 
5.11 
8.01 

1.53 
1.33 
1.26 

0.874 
1.000 
1.060 

2764 
3114 
3250 

9.52 
6.82 
5.22 

1.14 
1.00 
0.04 

0.655 
0.750 
0.705 

2050 
2320 
2422 

8.28 
5.60 
4.17 

1.53 
1.33 
1.26 

0.874 
1.000 
1.060 

2746 
3094 
3230 

11.04 
7.46 
5.56 

1.14 
1.00 
0.94 

0.738 
0.750 
0.743 

2284 
2301 
2262 

11.01 
6.16 
4.20 

1.36 
1.33 
1.35 

0.084 
1.000 
0.090 

3046 
3068 
3016 

14.68 
8.22 
5.60 

1.02 
1.00 
l.Ol 

0.738 
0.750 
0.743 

2265 
2286 
2242 

13.65 
6.88 
4.50 

1.36 
1.33 
1.35 

0.984 
1.000 
0.090 

3020 
3048 
2990 

18.20 
9.18 
6.00 

1.02 
1.00 
1.01 

0.655 
0.681 
0.687 

2010 
2074 
2076 

16.15 
7.14 
4.54 

1.53 
1.47 
1.45 

0.874 
0.908 
0.016 

2680 
2766 
2768 

21  54 
9.52 
6.06 

1.14 
1.10 
1.09 

0.655 
0.681 
0.687 

1008 
2058 
2061 

24.07 
8.26 
4.06 

1.53 
1.47 
1.45 

0.874 
0.908 
0.916 

26G4 
2744 
2748 

32.10 

11.02 

6.62 

1.14 
1.10 
1.00 

r 
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REFINING 


Condenser  Coil  Data — For 

Vapors  from  Crude    Oil 

StiU^Kerosene 

or  Water-WkiU 

Tem- 
perature 
con- 
water 
leaving 

Average 

tem- 
perature 
distillate 
vapor 

Tem- 
perature 
distilUte 
leaving 
con- 
denser 

Mean 

Temp. 

difference 

between 

distillate 

and 

water 

Heat 
extracted 

from 

each 

pound 

of 

Kerosene 

Low  CONDBNSXNG  RaTS 

Tem- 
perature 

con- 
densing 

water 
entering 

Gallons 
per  hour 

of 
kerosene 

con- 
densed 

per 
square 

foot 
Vknto 

B.t.u. 
per  hour 

per 
square 

foot 
Vento 

Gallons 

con- 
densing 

water 
per  hour 

per 
square 

foot 
Vento 

Square 

feet 

P« 
gallon 

of 

kerosene 

per  hour 

Vehto 

Degrees  F. 
40 

Degrees  F. 
120 
140 

leo 

Degrees  F. 
420 

Degrees  F. 
00 
100 
110 

Deg.  F. 
130.5 
142.6 
144.8 

B.t.u. 
285 
280 
275 

0.279 
0.285 
0.290 

2203 
2227 
2241 

3.^2 
2.68 
2.25 

8.58 
3.51 
3.45 

45 

120 
140 
160 

420 

00 
100 
110 

134.5 
138.2 
140.6 

285 
280 
275 

0.260 
0.276 
0.281 

2124 
2156 
2172 

3.41 
2.73 
2.28 

3.72 
3.62 
3.55 

50 

120 
140 
160 

420 

00 
100 
110 

120.0 
133.4 
136.3 

285 
280 
275 

0.258 
0.267 
0.273 

2037 
2086 
2110 

3.51 
2.79 
2.31 

3.87 
3.74 
3.66 

55 

120 
140 
160 

420 

95 
105 
115 

129.0 
133.4 
136.3 

282 
277 
272 

0.258 
0.267 
0.273 

2026 
2074 
2008 

3.76 
2.94 
2.41 

3.87 
3.74 
S.66 

80 

120 
140 
160 

420 

95 
105 
115 

123.3 
128.6 
132.0 

282 
277 
272 

0.247 
0.257 
0.264 

1940 
1996 
2029 

3.90 
3.01 
2.44 

4.05 
3.89 
3.70 

65 

120 
140 
160 

420 

100 
110 
120 

123.3 
128.6 
132.0 

280 
275 
270 

0.247 
0.257 
0.264 

1930 
1986 
2018 

4.28 
3.19 
2.56 

4.05 
3.80 
3.79 

70 

120 
140 
160 

420 

100 
110 
120 

117.2 
123.3 
127.4 

280 
275 
270 

0.234 
0.247 
0.255 

1828 
1908 
1949 

4.40 
3.28 
2.61 

4.27 
4.05 
3.02 

75 

120 
140 
160 

420 

105 
115 
125 

117.2 
123.3 
127.4 

277 
272 
267 

0.234 
0.247 
0.255 

1818 
1898 
1938 

4.87 
3.52 
2.75 

4.27 
4.05 
3.02 

80 

120 
140 
160 

420 

105 
115 
125 

110.7 
117.9 
122.6 

277 
272 
267 

0.221 
0.236 
0.245 

1717 
1813 
1862 

6.17 
3.64 
2.80 

4.52 
4.24 
4.08 

85 

120 
140 
160 

420 

110 
120 
130 

110.7 
117.9 
122.6 

275 
270 
265 

0.221 
0.236 
0.245 

1707 
1804 
1853 

5.88 
3.95 
2.98 

4.52 
4.24 

4.08 

00 

120 
140 
160 

420 

110 
120 
130 

103.4 
112.0 
117.5 

275 
270 
265 

0.207 
0.224 
0.235 

1600 
1712 
1777 

6.42 
4.13 
3.06 

4.83 
4.47 
4.25 

^ 
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DMQate  Using  Bath   Fire  and  Steam — Five  Pounds  of  Steam  per  OaUon  Kerosene 


Medium  CoMDsirsxNa  Rats 

High  Cokdsnsing  Rats 

Gallons 
per  hour 

of 

kerosene 

condensed 

per 
square  foot 

V«WTO 

B.t.u. 

per  hour 

per 

square  foot 

Vbnto 

Gallon 

condensing 

water 

per  hour 

per 

square  foot 

Vnno 

Square  feet 

per 

sallon 

of 

kerosene 

per  hour 

Vbhto 

Gallons 
I>er  hour 

of 

kerosene 

condensed 

per 

square  foot 

Ybnto 

B.t.u. 

per  hour 

per 

iquare  foot 

Vbmto 

Gallons      ' 

oondensins 

water 

per  hour 

per 

square  foot 

Vbmto 

Square  feet 

per 

gallon 

of 

kerosene 

per  hour 

Vbhto 

0.418 
0.428 
0.435 

3304 
3340 
3361 

4.98 
4.02 
3.37 

2.39 
2.34 
2.30 

0.558 
0.570 
0.580 

4406 
4454 

4482 

6.64 
5.86 
4.50 

1.79 
1.75 
1.73 

0.403 
0.414 
0.421 

3186 
3234 
3258 

5.11 
4.09 
3.42 

2.48 
2.42 
2.38 

0.538 
0.552 
0.562 

4248 
4312 
4354 

6.82 
5.46 
4.56 

1.86 
1.81 
1.78 

0.387 
0.400 
0.400 

3055 
3129 
3165 

5.26 
4.18 
3.46 

2.59 
2.50 
2.44 

0.516 
0.533 
0.546 

4074 
4172 
4220 

7.02 
5.58 
4.62 

1.94 
1.88 
1.83 

0.387 
0.400 
0.409 

3039 
3111 
3147 

5.64 
4.41 
3.61 

2.59 
2.50 
2.44 

0.516 
0.533 
0.546 

4052 
4148 
4196 

7.52 
5.88 
4.82 

1.94 
1.88 
1.83 

0.370 
0.386 
0.306 

2910 
2994 
3043 

5.85 
4.51 
3.66 

2.70 
2.59 
2.53 

0.494 
0.514 
0.528 

3880 
3992 
4058 

7.80 
6.02 
4.88 

2.03 
1.95 
1.90 

O.370 
0.386 
0.396 

2895 
2979 
3027 

6.42 
4.78 
3.84 

2.70 
2.59 
2.53 

0.494 
0.514 
0.528 

3860 
3972 
4036 

8.56 
6.38 
5.12 

2.03 
1.96 
1.90 

0.351 
0.370 
0.382 

2742 
2862 
2923 

6.60 
4.92 
3.91 

2.85 
2.71 
2.62 

0.468 
0.494 
0.510 

3656 
3816 
3898 

8.80 
6.56 
5.22 

2.14 
2.03 
1.96 

0.351 
0.370 
0.382 

2727 
2847 
2907 

7.30 
5.28 
4.12 

2.85 
2.71 
2.62 

0.468 
0.494 
0.510 

3636 
3796 
3876 

9.74 
7.04 
5.50 

2.14 
2.03 
1.96 

0.331 
0.354 
0.367 

2575 
2719 
2793 

7.75 
5.46 
4.20 

3.02 
2.82 
2.73 

0.442 
0.472 
0.490 

3434 
3626 
3724 

10.34 
7.28 
6.60 

2.27 
2.12 
2.04 

0.331 
0.354 
0.367 

2560 
2706 
2779 

8.82 
5.92 
4.47 

3.02 
2.82 
2.73 

0.442 
0.472 
0.490 

3414 
3608 
3706 

11.76 
7.90 
5.96 

2.27 
2.12 
2.04 

0.310 
0.336 
0.352 

2400 
2568 
2665 

9.63 
6.19 
4.59 

3.23 
2.98 
2.84 

0.414 
0.448 
0.470 

3200 
3424 
3554 

12.84 
8.26 
6.12 

2.42 
2.23 
2.13 
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REFINING 


Condenser  CaU  Daior-^Por  Vapors  from  Crude  OQ  StiOr-^Wax  DietOUUe—ar  Fud 

Gailon  Wax 


Tem- 
perature 

con- 
densing 

water 
leaving 

Average 

tem- 
perature 
distillate 
vapor 

Tern-  " 
perature 
distillate 
leaving 
con- 
denser 

Mean 

Temp. 

difPerenoe 

between 

distillate 

and 

water 

Heat 

extraoted 

from 

each 

pound 

of  wax 

oils 

Low  CoifDKiraDrG  Rate 

Tern- 
I>erature 

con- 
densing 

water 
entering 

OaUona 
pw  hour 

oils 

con- 
densed 

per 
square 

foot 
Vknto 

B.t.u. 
per  hour 

P« 
square 

foot 
Vbnto 

Gallons 

con- 
densing 
water 
per  hour 

per 

square 

foot 

VXNTO 

Square 
feet 

per 
gallon 

wax 

oils 

per  hour 

Vbmto 

Degrees  F. 
40 

DegreesF. 
170 
190 
210 

DegreesF. 
600 

DegreesF. 
120 
140 
160 

Deg.  F. 
208.0 
219.4 
229.0 

B.t.u. 
350 
340 
330 

0.336 
0.364 
0.369 

14.680 
15.220 
15.500 

13.62 
12.22 
11.04 

2.08 
2.83 
2.71 

45 

170 
190 
210 

600 

120 
140 
160 

203.3 
215.2 
225.0 

350 
340 
330 

0.328 
0.347 
0.363 

14.340 
14.910 
15,330 

13.83 
12.39 
11.20; 

3.05 
2.88 
2.75 

50 

170 
190 
210 

600 

120 
140 
100 

198.3 
211.0 
221.0 

350 
340 
330 

0.320 
0.340 
0.356 

13.980 
14.610 
15.040 

14.03 
12.67 
11.32 

3.12 
2.04 
2.81 

55 

170 
190 
210 

600 

120 
140 
160 

193.2 
206.5 
217.3 

350 
340 
330 

0.312 
0.333 
0.350 

13.640 
14,310 
14.780 

14.30 
12.77 
11.48 

3.21 
3.00 
2.86 

60 

170 
190 
210 

600 

120 
140 
160 

187.8 
202.0 
212.9 

350 
340 
330 

0.303 
0.326 
0.343 

13.240 
14.010 
14.490 

14.50 
13.00 
11.63 

3.30 
3.07 
2.91 

65 

170 
190 
210 

600 

120 
140 
160 

182.8 
197.1 
200.0 

350 
340 
330 

0.294 
0.318 
0.337 

12,850 
13.670 
14.230 

14.74 
13.18 
11.82 

3.40 
3.15 
2.97 

70 

170 
190 
210 

600 

120 
140 
160 

176.6 
192.3 
204.9 

350 
340 
330 

0.285 
0.310 
0.330 

12.460 
13.320 
13.940 

15.01 
13.37 
12.00 

3.51 
3.23 
3.03 

75 

170 
190 
210 

600 

120 
140 
160 

170.5 
187.2 
200.0 

350 
340 
330 

0.275 
0.302 
0.322 

12.020 
12.980 
13.600 

15.24 
13.60 
12.14 

3.64 
3.31 
3.11 

80 

170 
190 
210 

600 

120 
140 
160 

164.1 
182.0 
195.5 

350 
340 
330 

0.265 
0.293 
0.315 

11.580 
12.590 
13.310 

15.51 
13.79 
12.34 

3.77 
3.41 
3.17 

85 

170 
190 
210 

600 

120 
140 
160 

167.3 
176.6 
191.2 

350 
340 
330 

0.254 
0.285 
0.308 

11,100 
12.240 
13.020 

15.73 
14.05 
12.66 

3.04 
3.51 
3.25 

00 

170 
190 
210 

600 

120 
140 
160 

150.4 
170.8 
186.4 

350 
340 
330 

0.243 
0.275 
0.300 

10.620 
11.820 
12,680 

16.00 
14.24 
12.73 

4.12 
3.64 
3.33 
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OH — or  LvbricaHng  OUf  Using  Both  Fire  and  Steam — 33  Pounds  of  Steam  per 
DUtiUaU 


Medium  Cokdenmnq  Rate 

High  CoNDBNSiiro  Ratb 

Gallona 
per  hour 

WEX 

oils 
eondenaed 

per 
square  foot 

VxifTO 

B.t.u. 

per  hour 

per 

square  foot 

Vkmto 

Gallons 

condensing 

water 

per  hour 

per 

square  foot 

Vknto 

Square  feet 

per 

gallon 

wax 

oils 

per  hour 

Vbmto 

Gallons 

per  hour 

wax 

oib 

condensed 

per 

square  foot 

VawTo 

B.t.u. 

per  hour 

per 

square  foot 

Vknto 

Gallons 

condensing 

water 

per  hour 

per. 

square  foot 

Vehto 

Square  feet 

per 

gallon 

wax 

oils 

per  hoar 

Vento 

0.504 
0.531 
0.553 

22,020 
22,830 
23.385 

20.43 
18.33 
16.56 

1.98 
1.88 
1.81 

0.672 
0.708 
0.738 

29,360 
30.440 
31.180 

27.24 
24.44 
22.08 

1.49 
1.41 
1.35 

0.492 
0.520 
0.545 

21,510 
22,365 
22.995 

20.74 
18.58 
16.80 

2.03 
1.92 
1.84 

0.656 
0.694 
0.726 

28,680 
29,820 
30,660 

27.66 
24.78 
22.40 

1.58 
1.44 
1.38 

0.480 
0.510 
0.534 

20,970 
21,915 
22,560 

21.04 
18.85 
16.98 

2.08 
1.96 
1.87 

0.640 
0.680 
0.712 

27.960 
29.220 
30,080 

28.06 
25.14 
22.64 

1.56 
1.47 
1.40 

0.468 
0.500 
0.525 

20.460 
21,465 
22,170 

21.45 
19.15 
17.22 

2.14 
2.00 
1.91 

0.624 
0.667 
0.700 

27,280 
28,620 
29,560 

28.60 
25.54 
22.96 

1.60 
1.50 
1.43 

0.455 
0.489 
0.515 

19,860 
21,015 
21,735 

21.75 
19.50 
17.44 

2.20 
2.04 
1.94 

0.606 
0.652 
0.686 

26,480 
28,020 
28,980 

29.00 
26.00 
23.26 

1.65 
1.53 
1.46 

0.441 
0.477 
0.505 

19,275 
20,505 
21,345 

22.11 
19.77 
17.73 

2.27 
2.10 
1.98 

0.588 
0.636 
0.674 

25,700 
27,340 
28,460 

29.48 
26.36 
23.64 

1.70 
1.67 
1.48 

0.428 
0.465 
0.495 

18,090 
19,980 
20,910 

22.51 
20.05 
18.00 

2.34 
2.15 
2.02 

0.570 
0.620 
0.660 

24,920 
26,640 
27,880 

30.02 
26.74 
24.00 

1.75 
1.61 
1.52 

0.412 
0.453 
0.483 

18,030 
19,470 
20,400 

22.86 
20.40 
18.21 

2.43 
2.21 
2.07 

0.550 
0.604 
0.644 

24,040 
25.960 
27,200 

30.48 
27.20 
24.28 

1.82 
1.66 
1.55 

0.398 
0.440 
0.472 

17.370 
18,885 
19,965 

23.26 
20.68 
18.51 

2.51 
2.28 
2.12 

0.530 
0.586 
0.630 

23,160 
25.180 
26,620 

31.02 
27.58 
24.68 

1.89 
1.71 
1.59 

0.381 
0.428 
0.462 

16,660 
18,360 
19,530 

23.59 
21.07 
18.84 

2.63 
2.34 

2.17 

0.508 
0.670 
0.616 

22,200 
24,480 
26.040 

31.46 
28.10 
25.12 

1.97 
1.75 
1.62 

0.365 
0.413 
0.450 

15,930 
17,730 
19,020 

24.00 
21.36 
19.09 

2.74 
2.42 
2.22 

0.486 
0.550 
0.600 

21,240 
23,640 
25,360 

32.00 

28  48 

1       25.46 

2.06 
1.82 
1.67 

r 
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REFINING 


Condenser  Coil  Data — For  Rerun  of  Crude  Benzine  from  Steam  StUl — No  Fire  Used — 

20  .Per  Cent,  8.5  Pounds 


Tem- 
perature 

con- 
densing 

water 
leaving 

• 

Average 

tem- 
perature 
distUlate 
vapor 

Tem- 
perature 
distillate 
leaving 
con- 
denser 

Mean 

Temp. 

difference 

between 

distillate 

and 

water 

Heat 

extracted 

from 

each 

pound 

of 
gasoline 

3  li  Pounds  Stsam 

Tem- 
perature 

con- 
densing 

water 
entering 

Gallons 
per  hour 

of 
gasoline 

con- 
densed 

per 
square 

foot 
Vbnto 

B.tu. 
per  hour 

per 
square 

foot 
Vbsto 

Decrees  F. 
40 

Degrees  F. 
120 
140 
160 

Degrees  F. 
212 

Degrees  F. 
60 
70 
80 

Deg.  F. 
47.2 
48.0 
45.7 

B.t.u. 
211 
206 
201 

0.845 
0.860 
0.819 

4433 
4455 
4190 

45 

120 
140 
160 

212 

60 
70 
80 

42.5 
44.4 

43.0 

211 
206 
201 

0.761 
0.795 
0.770 

3992 
4120 
3938 

50 

120 
140 
160 

212 

60 
70 
80 

37.0 
40.6 
40.1 

211 
206 
201 

0.663 
0.727 
0.718 

3478 
3767 
3672 

55 

120 
140 
160 

212 

65 
70 
76 

37.0 
36.3 
33.5 

208 
206 
203 

0.663 
0.650 
0.600 

3455 
3368 
3086 

60 

120 
140 
160 

212 

70 
80 
90 

37.0 
40.6 
40.1 

206 
201 
196 

0.663 
0.727 
0.718 

3435 
3718 
3623 

65 

120 
140 
160 

212 

75 
85 
95 

37.0 
40.6 
40.1 

203 
198 
193 

0.663 
0.727 
0.718 

3410 
3691 
3600 

70 

120 
140 
160 

212 

80 

90 

100 

37.0 
40.6 
40.1 

201 
196 
191 

0.663 
0.727 
0.718 

3390 
3670 
3678 

76 

120 
140 
160 

212 

90 

95 

100 

42.5 
40.6 
36.9 

196 
193 
191 

0.761 
0.727 
0.661 

3840 
3644 
3294 

80 

120 
140 
160 

212 

95 
100 
105 

42.5 
40.6 
36.9 

193 
191 

188 

0.761 
0.727 
0.661 

3815 
3621 
3270 

85 

120 
140 
160 

212 

95 
100 
105 

37.0 
36.3 
33.5 

193 
191 
188 

0.663 
0.650 
0.600 

3324 
3240 
2968 

90 

120 
140 
160 

212 

100 
105 
110 

37.0 
36.3 
33.5 

191 
188 
186 

0.663 
0.650 
0.600 

3304 
3213 
2948 
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Pirat  60  Per  Cent  of  Run  Averages  SM  Pounds  of  Steam  per    OaUon   Gasoline — Next 
— Next  80  Per  Cent,  30  Pounds 


PKB  Gallon 

20  Pounds  Stkam  pbb  Gallon 

90  Pounds  Stkam  pu  Gallon 

Gallons 

con- 
densing 
water 
per  hour 

per 
square 

foot 
Vjekto 

Square 

feet 

per 

gallon 

of 

gasoline 

per  hour 

Vknto 

Gallou 
per  hour 

of 

gasoline 

condensed 

per 

square  foot 

Vknto 

B.t.tt. 

per  hour 

per 

square  foot 

Vbnto 

Gallons 

condensing 

water 

per  hour 

per 

square  foot 

Vknto 

Gallons 
per  hour 

of 

gssoline 

condensed 

per 

square  foot 

Vbnto 

B.t.a. 

per  hour 

per 

square  foot 

Vbnto 

GaUons 

condensing 

water 

per  hour 

per 

square  foot 

Vbnto 

6.68 
5.37 
4.21 

1.18 
1.16 
1.22 

0.0704 
0.0717 
0.0683 

1672 
1687 
1691 

2.52 
2.03 
1.60 

0.0217 
0.0221 
0.0210 

2220 
2241 
2110 

3.34 
2.70 
2.12 

6.42 
5.23 
4.13 

1.31 
1.26 
1.30 

0.0634 
0.0662 
0.0642 

1606 
1557 
1495 

1.42 
1.98 
1.57 

0.0195 
0.0204 
0.0198 

1996 
2069 
1988 

3.21 
2.62 
2.08 

5.98 
5.04 
4.02 

1.51 
1.38 
1.39 

0.0552 
0.0606 
0.0698 

1312 
1426 
1393 

2.26 
1.91 
1.63 

0.0170 
0.0187 
0.0184 

1740 
1897 
1848 

2.99 
2.54 
2.02 

6.40 
4.77 
3.54 

1.61 
1.54 
1.67 

0.0552 
0.0542 
0.0500 

1309 
1276 
1170 

2.43 
1.81 
1.34 

0.0170 
0.0167 
0.0154 

1731 
1693 
1554 

3.21 
2.40 
1.78 

6.90 
5.60 
4.36 

1.61 
1.38 
1.39 

0.0562 
0.0606 
0.0598 

1298 
1412 
1379 

2.61 
2.13 
1.66 

0.0170 
0.0187 
0.0184 

1724 
1878 
1831 

3.46 
2.83 
2.21 

7.46 
5.94 
4.67 

1.51 
1.38 
1.39 

0.0562 
0.0606 
0.0698 

1292 
1404 
1372 

2.83 
2.26 
1.74 

0.0170 
0.0187 
0.0184 

1716 
1869 
1822 

3.76 
3.00 
2.31 

8.17 
6.32 

4.79 

1.61 
1.38 
1.39 

0.0562 
0.0606 
0.0598 

1286 
1398 
1366 

3.10 
2.41 
1.83 

0.0170 
0.0187 
0.0184 

1708 
1861 
1813 

4.12 
3.20 
2.43 

10.28 
6.76 
4.67 

1.31 
1.38 
1.51 

0.0634 
0.0606 
0.0551 

1462 
1390 
1267 

3.91 
2.68 
1.78 

0.0195 
0.0187 
0.0170 

1941 
1852 
1675 

5.20 
3.43 
2.37 

11.49 
7.28 
4.93 

1.31 
1.38 
1.61 

0.0634 
0.0606 
0.0561 

1454 
1383 
1262 

4.38 
2.78 
1.89 

0.0195 
0.0187 
0.0170 

1931 
1843 
1668 

6.82 
3.70 
2.51 

11.44 
7.10 
4.77 

1.51 
1.54 
1.67 

0.0552 
0.0542 
0.050d 

1266 
1237 
1136 

4.36 
2.71 
1.83 

0.0170 
0.0167 
0.0154 

1683 
1646 
1511 

6.80 
3.61 
2.43 

13.27 
7.74 
5.07 

1.51 
1.54 
1.67 

0.0652 
0.0542 
0.0500 

1260 
1231 
1130 

5.06 
2.97 
1.94 

0.0170 
0.0167 
0.0164 

1676 
1638 
1603 

6.73 
3.95 
2.69 
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REFINING 


Condenser  Cod  Dattt^Far  Crude  OQ  SHa 


Tem- 
perature 

eon- 
denajng 

water 

ATerace 

tem- 
perature 
dbtillate 
vapor 

Tem- 
perature 
dktillate 
lea  vine 
con- 
denser 

Mean 

Temp. 

diffeiCDoe 

between 

datillate 

and 

water 

Heat 

extracted 

from 

eaeh 

pound 

of 
Caroline 

Low  Coirosifauro  Ratb 

Tem- 
perature 

denajng 

water 

enterinc 

GalloM 
per  hour 

of 
casoline 

eon- 
deiHed 

square 

foot 
Vwano 

B-tu. 
per  hour 

square 

foot 
Vbmto 

GaDom 

densinc 

water 

per  hour 

per 
square 

foot 
Vmrro 

Square 

feet 

per 
caOon 

of 

per  hour 
Vkhto 

Decrees  F. 
40 

DecrccsF. 
80 
100 
120 

Decrees  F. 
325 

DecrecsF. 
60 
70 
80 

Dec.  F. 
89.8 
96.8 

101.0 

B.t.u. 
257 
253 
247 

0.394 
0.424 
0.443 

633 
668 

684 

1.91 
1.34 
1.03 

2.54 
2.36 
2.26 

45 

80 
100 
120 

325 

60 
70 
80 

82.4 
91.0 
96.2 

257 
253 
247 

0.361 
0.399 
0.422 

580 
628 
652 

2.00 
1.38 
1.05 

2.77 
2.51 
2.37 

50 

80 
100 
120 

325 

60 

70 
80 

73.5 
84.7 
91.1 

257 
252 
247 

0.322 
0.371 
0.400 

517 

5S4 
618 

2.08 
1.41 
1.06 

3.10 
2.60 
2.50 

55 

100 
120 
140 

325 

65 
75 
85 

60.1 
79.8 
85.2 

255 
250 
245 

0.303 
0.350 
0.374 

483 
547 
573 

1.29     t     3.30 
1.01     '     2.86 
0.81          2.68 

100 

60               120 

•        140 

325 

70 
80 
90 

60.1 
79.8 
85.2 

252 
247 
242 

0.303 
0.350 
0.374 

477 
5«0 
566 

1.44 

1.06 
0.85 

3.30 
2.86 
2.68 

>       100 

65               120 

140 

325 

75            60.1 
85            79.8 
95       •     85.2 

250 
245 
240 

0  303 
0  350 
0  374 

473 
536 

561 

1.63 
1.17 
0.90 

3.30 
2.86 
2.68 

100 
70               120 

•       140 

1 

i         80 

325       1         90 

100 

60.1 

r    79.8 

85.2 

247 
242 
237 

0  303 
0  350 
0  374 

468 

530 
554 

1.88 
1  28 
0.95 

3.30 
2.86 
2.68 

75 

100 
120 
140 

325 

r     - 

90 

95 

100 

77.6 
79  8 
79  9 

242 
240 
237 

0  340 
0  350 
0  351 

514 
535 
530 

2.48 

1.41 
0.96 

2.94 
2.86 
2.85 

ao     j 

100 
120 
140 

325 

95 

100 

•        105 

77  6     !       240       :    0  340    1       510 
79  S            237       1    0  350    1       518 

79  9             335       .     0  351    1        516 

b , 

3.07 
1.56 
1.04 

2.M 
2.86 
2.85 

85 


100 
120 
140 


325   I 


95 

100 
105 


(  «  1 


Ti  6     \ 
74.2  , 


240 

!    0  303    • 

454 

237 

:    0  31S    1 

471 

235 

1    0  325 

477 

3  65 
1  62 
1  05 


3. 

3.15 

3.08 


90 


100 
liO 
140 


325 


100 
105 
110 


€»   1 

7:s  6 

74.2 


237 
235 
232 


0  303 
0.318 
0  325 


449 

467 
471 


5  40 
1  88 

1  13 


3.30 
3.15 
3. 


CX)ND£NS£R  DATA 
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— UHno  Fire  (hdy--GiuoUne  DMUaU 


Mkdixtm  Cokdbnumo  Ratb 

High  CoiCDxrcBiira  Rats 

GiJIoDa 
per  hour 

of 

SBSoliDe 

oondenaed 

per 
square  foot 

VXMTO 

B.t.tt. 

per  hour 

per 

square  foot 

VSHTO 

Gallona 

condensing 

water 

per  hour 

per 

square  foot 

VSIVTO 

Square  feet 

per 

gallon 

of 
gasoline 
per  hour 

VSNTO 

Gallons 
per  hour 

of 

gasoline 

condensed 

per 
square  foot 

VSXfTO 

B.t.tt. 

per  hour 

per 

iquare  foot 

Vswro 

Gallons      Square  feet 
condensing          per 
water            gallon 
per  hour             of 
per            gasoUxM 
square  foot     per  houi 
VSNTO            VszfTO 

0.704 
0.757 
0.791 

1130 
1192 
1222 

3.41 
2.39 
1.84 

1.42 
1.32 
1.26 

1.126 
1.212 
1.266 

1808 
1908 
1955 

5.45 
3.83 
2.94 

0.89 
0.83 
0.79 

0.645 
0.713 
0-754 

1036 
1123 
1164 

3.67 
2.46 
1.87 

1.55 
1.40 
1.33 

1.032 
1.140 
1.206 

1657 
1795 
1861 

5.70 
3.93 
2.99 

0.98 
0.88 
0.83 

0.575 
0.663 
0.714 

924 
1044 
1102 

3.71 
2.52 
1.90 

1.74 
1.51 
1.40 

0.920 
1.060 
1.H3 

1477 
1670 
1765 

5.94 
4.02 
3.04 

1.09 
0.94 
0.87 

0.541 
0.625 
0.668 

862 

977 

1023 

2.31 
1.81 
1.45 

1.85 
1.60 
1.50 

0.866 
1.000 
1.068 

1380 
1562 
1635 

3.70 
2.90 
2.32 

1.16 
1.00 
0.94 

0.541 
0.625 
0.668 

852 

965 

1010 

2.57 
1.94 
1.52 

1.85 
1.60 
1.50 

0.866 
1.000 
1.068 

1364 
1544 
1615 

4.11 
3.10 
2.43 

1.16 
1.00 
0.94 

0.541 
0.625 
0.668 

846 

957 

1002 

2.91 
2.10 
1.61 

1.85 
1.60 
1.50 

0.866 
1.000 
1.068 

1353 
1531 
1603 

4.66 
3.35 
2.58 

1.16 
1.00 
0.94 

0.541 
0.625 
0.668 

836 
946 
990 

3.36 
2.28 
^70    . 

1.85 
1.60 
1.50 

0.866 
1.000 
1.068 

1337 
1512 
1582 

5.37 
3.64 
2.72 

1.16 
1.00 
0.94 

0.607 
0.625 
0.627 

918 
938 
929 

4.42 
2.51 
1.72 

1.65 
1.60 
1.59 

0.972 
1.000 
1.003 

1470 
1500 
1486 

7.08 
4.02 
2.75 

1.03 
1.00 
1.00 

0.607 
0.625 
0.627 

910 
926 
921 

5.48 
2.79 

1.85 

1.65 
1.60 
1.59 

0.972 
1.000 
1.003 

1458 
1481 
1475 

8.78 
4.46 
2.96 

1.03 
1.00 
1.00 

0.541 
0.568 
0.580 

812 
842 
852 

6.52 
2.90 
1.87 

1.85 
1.76 
1.72 

0.866 
0.908 
0.928 

1300 
1345 
1363 

10.44 
4.63 
2.99 

1.15 
1.10 
1.08 

0.541 
0.568 
0.580 

801 
834 
841 

9.65 
3.36 
2.03 

1.85 
1.76 
1.72 

0.866 
0.908 
0.928 

1282 
1334 
1346 

15.45 
5.36 
3.24 

1.15 
1.10 
1.08 
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REFINING 


Condenser  Coil  Data—For  Crude  OU  Still— 


Tem- 
perature 

con- 
densing 

water 
leaving 

Average 

tem- 
perature 
distillate 
vapor 

Tem- 
perature 
distillate 
leaving 
con- 
denser 

Mean 

Temp. 

difference 

between 

distillate 

and 

water 

Heat 
extracted 

from 

each 

pound 

of 

kerosene 

Low  COKDEKSINO  RaTX 

Tem- 
perature 

con- 
densing 

water 
entering 

Gallons 
per  hour 

of 
kerosene 

con- 
densed 

per 
square 

foot 
Vento 

B.t.u. 
per  hour 

per 
square 

foot 
Vento 

Gallons 

con- 
densing 
water 
per  hour 

per 
square 

foot 
Vento 

Square 

feet 

per 

gallon 

of 

kerosene 

per  hour 

Vento 

Degrees  F. 
40 

Degrees  F. 
120 
140 
160 

Degrees  F. 
500 

Degrees  F. 
90 
100 
110 

Deg.  F. 
162.7 
167.6 
170.7 

B.t.u. 
320 
315 
310 

0.311 
0.320 
0.326 

677 
686 
687 

1.02 
0.83 
0.69 

3.21 
3.12 
3.06 

45 

120 
140 
160 

500 

90 
100 
110 

157.0 
162.2 
166.4 

320 
315 
310 

0.300 
0.310 
0.318 

653 
664 
670 

1.05 
0.84 
0.70 

3.33 
3.22 
3.14 

50 

120 
140 
160 

500 

90 
100 
110 

150.9 
157.0 
161.5 

320 
315 
310 

0.288 
0.300 
0.309 

627 
643 
651 

1.08 
0.86 
0.71 

3.48 
3.33 
3.23 

55 

120 
140 
160 

500 

95 
105 
115 

150.9 
157.0 
161.5 

317 
312 
307 

0.288 
0.300 
0.309 

621 
636 
645 

1.15 
0.90 
0.74 

3.48 
3.33 
3.23 

60 

120 
140 
160 

500 

95 
105 
115 

144.6 
151.6 
156.4 

317 
312 
307 

0.276 
0.290 
0.299 

595 
615 
624 

1.19 
0.93 
0.75 

3.62 
3.45 
3.34 

65 

120 
140 
160 

500 

100 
110 
120 

144.6 
151.6 
156.4 

315 
310 
305 

0.276 
0.290 
0.299 

591 
611 
620 

1.30 
0.98 
0.79 

3.62 
3.45 
3.34 

70 

120 
140 
160 

500 

100 
110 
120 

137.8 
145.7 
151.3 

315 
310 
305 

0.263 
0.278 
0.289. 

563 
586 
600 

1.36 
1.01 
0.80 

3.80 
3.60 
3.46 

75 

120 
140 
160 

500 

105 
115 
125 

137.8 
145.7 
151.3 

312 
307 
302 

0.263 
0.278 
0.289 

558 
580 
594 

1.49 
1.07 
0.84 

3.80 
3.60 
3.46 

80 

120 
140 
160 

500 

105 
115 
125 

130.3 
139.3 
145.8 

312 
307 
302 

0.249 
0.266 
0.279 

528 
555 
573 

1.59 
1.12 
0.86 

4.02 
3.76 
3.58 

85 

120 
140 
160 

500 

110 
120 
130 

130.3 
139.3 
145.8 

310 
305 
300 

0.249 
0.266 
0.279 

525 
552 
569 

1.81 
1.21 
0.91 

4.02 
3.76 
3.58 

90 

120 
140 
160 

500 

110 
120 
180 

122.2 
132.8 
140.1 

310 
305 
300 

0.233 
0.254 
0.268 

491 
527 
546 

1.97 
1.27 
0.94 

4.29 
3.94 
3.73 
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Uging  Fire  Only — Kero9ene  DiaiiUate 


MsniuM  CONDXNSXNO  Ratb 


High  Condensing  Rate 


Gallons 
per  hour 

of 

kerosene 

condensed 

per 

square  foot 

Vento 

B.t.u. 

per  hour 

per 

square  foot 

Vento 

Gallons 

condensing 

water 

per  hour 

per 

square  foot 

Vento 

Square  feet 

per 

gallon 

of 

kerosene 

per  hour 

Vento 

Gallons 
per  hour 

of 

kerosene 

condensed 

per 

square  foot 

Vento 

B.t.u. 

per  hour 

per 

square  foot 

Vento 

GaUons 

condensing 

water 

per  hour 

per 

square  foot 

Vento 

Square  feet 

per 

gallon 

of 

kerosene 

per  hour 

Vento 

0.518 
0.534 
0.544 

1127 
1143 

1146 

1.70 
1,37 
1.15 

1.93 
1.87 
1.84 

1.037 
1.067 
1.087 

2256 
2284 
2292 

3.40 
2.75 
2.30 

0.96 
0.94 
0.92 

0.500 
0-517 
0.530 

1088 
1108 
1117 

1.75 
1.40 
1.17 

2.00 
1.94 
1.89 

1.000 
1.034 
1.060 

2176 
2217 
2235 

3.50 
2.81 
2.34 

1.00 
0.97 
0.94 

0.480 
0.500 
0.517 

1044 
1071 
1090 

1.80 
1.43 
1.19 

2.08 
2.00 
1.94 

0.960 
1.000 
1.030 

2089 
2142 
2172 

3.60 
2.87 
2.38 

1.04 
1.00 
0.97 

0.480 
0.500 
0.517 

1034 
1061 
1079 

1.91 
1.50 
1.23 

2.08 
2.00 
1.94 

0.960 
1.000 
1.030 

2060 
2122 
2150 

3.83 
3.01 
2.47 

1.04 
1.00 
0.97 

0.460 
0.484 
0.498 

992 
1027 
1040 

1.09 
1.54 
1.25 

2.17 
2.06 
2.01 

0.920 
0.967 
0.996 

1982 
2052 
2079 

3.98 
3.00 
2.50 

1.09 
1.03 
1.00 

0.460 
0.484 
0.498 

986 
1020 
1032 

2.16 
1.63 
1.31 

2.17 
2.06 
2.01 

0.920 
0.967 
0.996 

1971 
2038 
2066 

4.32 
3.27 
2.62 

1.09 
1.03 
1.00 

0.438 
0.464 
0.482 

938 

978 

1000 

2.26 
1.68 
1.33 

2.28 
2.16 
2.08 

0.876 
0.926 
0.963 

1876 
1952 
1997 

4.52 
3.36 
2.67 

1.14 
1.08 
1.04 

0.438 
0.464 
0.482 

929 
968 
990 

2.49 
1.79 
1.40 

2.28 
2.16 
2.08 

0.876 
0.926 
0.963 

1858 
1932 
1978 

4.98 
3.58 
2.80 

1.14 
1.08 
1.04 

0.415 
0.443 
0.465 

880 
924 
955 

2.65 
1.86 
1.44 

2.41 
2.26 
2.15 

0.830 
0.886 
0.930 

1761 
1850 
1910 

5.30 
3.72 
2.88 

1.20 
1.13 
1.08 

0.415 
0.443 
0.465 

875 
919 
948 

3.01 
2.01 
1.52 

2.41 
2.26 
2.15 

0.830 
0.886 
0.930 

1750 
1837 
1897 

6.02 
4.02 
3.05 

1.20 
1.13 
1.08 

0.388 
0.424 
0.447 

818 
879 
912 

3.28 
2.11 
1.57 

2.58 
2.36 
2.24 

0.776 
0.846 
0.893 

1635 
1765 
1822 

6.56 
4.23 
3.14 

1.29 
1.18 
1.12 
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REFINING 


Condenser  CoU  Data—Por  Crude  OU  Still— Using  Fire  Only—Gae  and  Fuel 


Tem- 
I>erature 

con- 
densing 

water 
leaving 

Average 

tem- 
perature 
distiUate 
vapor 

Tem- 
peiatore 
distillate 
leaving 
con- 
denser 

Mean 

Temp. 

difference 

between 

distillate 

and 

water 

Heat 

extracted 

from 

each 

pound 

of  fuel 

oU 

Low  CoNnmsiNG  Ratb 

• 

Tem- 
I>erature 

con- 
densing 

water 
entering 

Gallons 
per  hour 

fuel 
oU 

con- 
densed 

per 
square 

foot 
Vbnto 

B.t.u. 
per  hour 

per 
square 

foot 
Vbnto 

Gallons 

con- 
densing 
water 
per  hour 

per 
square 

foot 
Vbnto 

Square 

feet 

per 

gallon 

fuel 

oU 

per  hour 

Vbhto 

Degrees  F. 
40 

Degrees  F. 
170 
100 
210 

Degrees  F. 
660 

Degrees  F. 
120 
140 
160 

Deg.  F. 
223 
236 
246 

B.t.u. 
375 
365 
366 

0.361 
0.372 
0.388 

948 
978 
992 

0.88 
0.79 
0.70 

2.85 
2.60 
2.58 

46 

170 
190 
210 

660 

120 
140 
160 

218 
231 
242 

376 
366 
366 

0.344 
0.364 
0.381 

928 
956 
974 

0.89 
0.79 
0.71 

2.01 
2.75 
2.03 

60 

170 
100 
210 

660 

120 
140 
160 

213 
227 
238 

375 
365 
365 

0.336 
0.368 
0.375 

907 
941 
958 

0.91 
0.81 
0.72 

2.08 
2.80 
2.67 

66 

170 
190 
210 

650 

120 
140 
160 

207 
222 
234 

376 
366 
365 

0.326 
0.360 
0.369 

880 
920 
943 

0.92 
0.82 
0.73 

3.07 
2.86 
2.71 

60 

170 
190 
210 

660 

120 
140 
160 

202 
217 
229 

376 
366 
366 

0.318 
0.342 
0.361 

858 
899 
922 

0.94 
0.83 
0.74 

3.15 
2.93 
2.77 

66 

170 
190 
210 

660 

120 
140 
160 

196 
212 
226 

376 
366 
366 

0.309 
0.384 
0.366 

834 
878 
907 

0.96 
0.85 
0.75 

3.24 
3.00 
2.82 

70 

170 
190 
210 

660 

120 
140 
160 

190 
207 
220 

376 
366 
366 

0.300 
0.326 
0.347 

810 
856 
887 

0.98 
0.86 
0.76 

3.30 
3.07 
2.88 

76 

170 
190 
210 

660 

120 
140 
160 

184 
202 
216 

376 
365 
366 

0.290 
0.318 
0.340 

783 
836 
860 

0.99 
0.87 
0.78 

3.46 
3.14 
2.94 

80 

170 
190 
210 

660 

120 
140 
160 

177 
196 
211 

375 
366 
355 

0.279 
0.309 
0.333 

753 
812 
851 

1.01 
0.89 
0.79 

3.58 
3.24 
3.00 

86 

170 
190 
210 

650 

120 
140 
160 

170 
191 
206 

375 
365 
355 

0.268 
0.301 
0.325 

723 
790 
831 

1.03 
0.91 
0.80 

3.73 
3.32 
3.08 

00 

170 
190 
210 

660 

120 
140 
160 

162 
185 
201 

376 
366 
355 

0.255 
0.292 
0.317 

688 
767 
810 

1.04 
0.02 
0.81 

3.92 
3.43 
3.15 
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Oa  Slock  Producing  Gas  Oa—Fud  OaSdar  GO— Wax  Oa—LubricaUng  CHI 


Medium  Condenbino  Rate 

HiQH  Condensinq  Ratb 

Gallons 

per  hour 

fuel 

oU 

condensed 

per 

BQuare  foot 

Vbnto 

B.t.u. 

per  hour 

per 

square  foot 

Vbnto 

Gallons 

condensing 

water 

per  hour 

per 

square  foot 

Vbnto 

Square  feet 

per 

gallon 

fuel 

oU 

per  hour 

Vbnto 

Gallons 

per  hour 

fuel 

oU 

condensed 

per 

square  foot 

Vbnto 

B.t.u. 

per  hour 

per 

square  foot 

Vbnto 

Gallons 

condensing 

water 

per  hour 

per 

square  foot 

Vbnto 

Square  feet 

per 

gallon 

fuel 

oU 

per  hour 

Vbnto 

0.626 
0.664 
0.603 

1693 
1747 
1772 

1.67 
1.40 
1.26 

1.60 
1.51 
1.44 

1.002 
1.063 
1.108 

2710 
2795 
2835 

2.51 
2.24 
2.01 

1.00 
0.94 
0.90 

0.614 
0.650 
0.680 

1658 
1707 
1740 

1.60 
1.42 
1.27 

1.63 
1.54 
1.47 

0.983 
1.040 
1.088 

2652 
2731 
2783 

2.56 
2.27 
2.03 

1.02 
0.96 
0.92 

0.600 
0.639 

0.670 

1620 
1681 
1710 

1.62 
1.44 
1.29 

■  1.67 
1.57 
1.49 

0.960 
1.022 
1.072 

2592 
2690 
2737 

2.60 
2.31 
2.06 

1.04 
0.98 
0.93 

0.583 
0.625 
0.659 

1572 
1642 
1684 

1.64 
1.47 
1.31 

1.71 
1.60 
1.52 

0.932 
1.000 
1.054 

2514 
2628 
2694 

2.63 
2.35 
2.09 

1.07 
1.00 
0.95 

0.568 
0.611 
0.645 

1532 
1605 
1646 

1.68 
1.49 
1.32 

1.76 
1.64 
1.55 

0.909 
0.977 
1.031 

2452 
2569 
2634 

2.69 
2.38 
2.12 

1.10 
1.02 
0.97 

0.552 
0.596 
0.634 

1489 
1568 
1620 

1.71 
1.51 
1.34 

1.81 
1.68 
1.58 

0.883 
0.954 
1.014 

2382 
2509 
2592 

•  2.73 
2.42 
2.15 

1  13 
1.05 
0.99 

0.536 
0.582 
0.620 

1446 
1528 
1584 

1.74 
1.53 
1.36 

1.87 
1.72 
1.61 

0.857 
0.932 
0.092 

2314 
2446 
2534 

2.79 
2.45 
2.18 

1.17 
1.07 
1.01 

0.518 
0.568 
0.607 

1398 
1493 
1552 

1.77 
1.56 
1.39 

1.93 
1.76 
1.65 

0.829 
0.909 
0.972 

2237 
2389 

2483 

2.84 
2.50 
2.22 

1.21 
1.10 
1.03 

0.498 
0.552 
0.595 

1345 
1450 
1520 

1.80 
1.59 
1.41 

2.00 
1.81 
1.68 

0.797 
0.883 
0.952 

2152 
2320 
2432 

2.88 
2.54 
2.26 

1.25 
1.13 
1.05 

0.479 
0.637 
0.581 

1292 
1410 
1483 

1.83 
1.62 
1.43 

2.09 
1.86 
1.72 

0.766 
0.860 
0.929 

2067 
2257 
2374 

2.93 
2.59 
2.29 

1.31 
1.16 
1.08 

0.456 
0.522 
0.566 

1229 
1370 
1446 

1.85 
1.65 
1.45 

2.19 
1.92 
1.77 

0.729 
0.835 
0.906 

1967 
2192 
2314 

2.96 
2.64 
2.32 

1.37 
1.20 
1.10 
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S-pedficatums  for  a  Cast-dron  Pipe  Worm  far  a  OOO^Barrel  Crude  Still — Continued. 


No. 
required 


1 
1 
1 
4 
23 
25 
2 
8 
8 
1 
1 
3 


Wash  ell 

Reducing  ell . 
Reducing  ell . 

Plain  ell 

Plain  ell 

Plain  eU 

Sweep  ell ... . 
Sweep  ell. .  .  . 
Sweep  ell. .  .  . 

T's 

Flange 

Flange 


A 

B 

c 

inches 

inches 

inches 

8 

9 

.75 

8 

9 

.75 

6 

8 

.75 

8 

9 

.75 

6 

8 

.75 

4 

6i 

.63 

8 

9 

.75 

6 

8 

.75 

4 

6i 

.63 

4 

6i 

.63 

10 

12 

2i 

4 

5.50 

li 

13} 

13} 

11 

13i 

11 

9 

13} 
11 

9 

9 
16 

9 


£ 

F 

inches 

inches 

U 

9 

li 

1 

li 

1 

H 

li 

13J 

1 

141 

H 

16 

H 

lA 

H 

No. 
threads 


8 
8 


No. 

Type 

A 

L 

C 

D 

E 

Bolts 

Bolt 

circle 

ins. 

Size 

Diameter 

required 

ins. 

feet   ins. 

ins. 

ins. 

ins. 

ins. 

ins. 

bolt  hole 

9 

Pipe : . . 

8 

12      0 

.56 

13i 

li 

8 

Hi 

40 

Pipe . . . 

6 

12      0 

.51 

11 

1 

6 

9i 

4 

Pipe . . . 

6 

3      9 

.51 

11 

1 

6 

9J 

43 

Pipe .  . . 

4 

12      0 

.48 

9 

H 

4 

7i 

4 

Pipe .  . . 

4 

3      9 

.48 

9 

H 

4 

7i 

1 

Pipe. . . 

4 

1     11 

.48 

9 

H 

4 

7i 

No. 
required 


150 

460 

10 

350 


Type 


Bolts 
Bolts 
Bolts 
Bolts 


Nuts 


Hex. 
Hex. 
Hex. 
Hex. 


G 
inches 


31 
3 
3i 
3 


H 
inches 


i 


The  American  Radiator  Company  has  courteously  allowed  the  publication  of  the 
preceding  condenser  coil  data  which  can  be  generally  applied  to  the  design  of  standard 
pipe  condensers  by  increasing  the  values  given  by  20  per  cent  as  required. 

In  general,  standard  worm  design  should  be  controlled  by;  (o)  type  of  coil,  Le., 
whether  continuous  or  manifold;  and  (&)  composition.  With  respect  to  (a)  manifold 
construction  is  preferably  adopted  where  the  ratio  of  steam  per  gallon  of  distillate  pro- 
duced exceeds  10  pounds,  although  each  refiner  is  apt  to  have  his  own  view«  as  to  the 
efficiency  of  continuous  and  manifold  types.  The  latter  is  frequently  installed  where 
wrought  pipe  is  used  on  account  of  a  low  initial  cost,  and  the  easy  handling  of  small 
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siicB  of  pipe  required,  even  where  a  mmimnin  qiuntity  of  steam  ia  used  id  the  procees. 
Tbe  Dutaial  uaed  is  obvioiuiy  limited  to  some  form  of  iron.  St«Bl  or  wrou^t-iron 
pipe,  on  account  d  lesBo  thickness,  htts  a  hi^ierrateof  heat  interchange  than  csstriion 
pipe  but  both  types  of  wrou^t  pipe  nq>idty  deteriorate  from  scaling  and  the  action 
of  sulphur-bearing  distillateB,  steel  genoally  more  rapidly  in  exposed  layers  than  iron. 
Wbne  wrou^t  pipe  is  installed,  it  is  therefore  an  excellent  plan  to  use  genuine  vrought- 
iron  pipe  in  the  upper  courses,  and  sted  (line  or  merchant)  pipe  in  the  succeeding  tien, 
thereby  equalising  the  life  of  the  coil.  Such  pipe,  however,  should  never  be  used  in 
oofUMCtion  with  distillates  of  hi^  sulphur  content,  and  even  with  castHTon  pipe, 
pn>vinon  should  be  made  to  rotate  the  latter  throu^  90°  at  occasional  int^^als. 
Othn  types  of  oondenaerB,  such  as  spray,  tubular  box  and  drum,  upright  vertical, 
and  Vento  sections  are  in  succeasfui  use  in  many  refineries  and  will  be  touched  upon 
in  tbe  topics  devoted  to  q>ecial  apparatus. 

Condensers  for  tar  stills  were  formally  equipped  with  many  feet  of  aerial  worm 
of  various  siiee  with  intervening  vapor  drums,  in  which  the  heavier  lubricating  dis- 
ttUates  partially  condensed  and  flowed  through  individual  standard  ooils  to  the  receiving 
house  in  separate  streams.  Such  construction  has  been  replaced  for  the  most  part  by 
special  types  of  towers,  which  will  be  discussed  in  a  later  section.    Tbe  condensates 


Pid.  as.— Dsluh  of  ■  heat  •ichanEtr  10  fert  in  diimeUr  by  40  r»t  in  lh«  ahall. 

from  the  latter  are  cooled  by  standard  worm  sections  similiar  to  those  tor  ordiikary 
distillate  condensation,  except  that  much  less  pipe  is  required,  the  intention  being  to 
allow  the  heavy  lubrication  fractions  or  wax  distillate  to  run  warm  without  danger 
of  congealing.  The  top  plan  of  such  a  condenser,  including  light,  intermediate,  and 
heavy  worms  (the  second  and  last-named  being  designed  for  gas-oil  and  wax-distillate 
condensation)  is  shown  in  Fig.  66,  page  163. 

Exchangers. — Exchanger  condensers,  more  popularly  called  exchangers,  may  be 
divided  into  two  general  classes:  (a)  vapor  exchangers  and  (b)  liquid  exchangers. 
The  former  are  of  special  construction  and  are  more  generally  used  abroad  than  in 
this  country,  while  the  latter  class  (b)  find  employment  in  practically  every  refinery 
which  operates  any  continuous  process  where  heat  is  to  be  added  to  or  removed  from 
the  products  which  are  handled.  A  simple  t3^  of  exchanger,  constructed  from  an 
outer  sh^  of  10-inch  pipe  and  an  inner  surface  of  2-inch  tubes  has  already  been 
described.  This  design  is  evolved  into  an  apparatus  containing  thousands  of  square 
feet  of  bterchange  surface. 

Ctase  (&)  exchangers  may  be  further  subdivided  according  to  the  nature  of  the  crudes 
on  which  they  are  designed  to  operate.  The  latter  may  be:  (1)  light  crudes  where 
vapois  are  evolved  at  comparatively  low  temperatures;  or  (2)  heavy  crudes  contain- 
ing a  considerable  quantity  of  water,  where  vapors  are  either  not  given  off  in  any  appreci- 
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able  quantity,  or  are  so  entrained  with  crude  as  to  make  a  vapor  separation  at  this  point 
impossible.  In  many  refineries  the  first  subdivision  takes  the  form  of  a  still  contain- 
ing many  feet  of  pipe,  through  which  the  outgoing  fuel  oil  or  residuimi  is  pumped,  the 
incoming  crude  circulating  around  the  residuum  coils  in  coimter-current.  In  a  plant 
stripping  to  "  off  gas-oil "  a  sufficient  degree  of  heat  is  often  obtained  in  such  an 
exchanger  to  vaporise  from  3  to  7  per  cent  of  light  bemsme,  depending  obviously  on  the 
gravity  of  the  crude  which  is  employed.  Such  a  form  of  exchanger,  or  as  it  is  often 
called  a  settling  or  exchanging  still,  has  been  previously  described  in  specifications  for 
a  60(X>4>arrel  refinery.    The  details  of  construction  are  shown  in  Fig.  68,  page  181. 

The  second  division  of  the  class  (&)  type  of  exchangers,  while  not  differing  in  principle 
from  the  first,  is  merely  a  closed  counter-current  system  and  makes  no  provision  for  a 
vapor  outlet,  except  as  it  is  entrained  in  the  outgoing  heated  crude. 

In  general,  an  exchanger  design  involves  the  following:  (a)  the  selection  of  sufiB- 
oiently  heavy  plate  and  reinforced  construction  to  withstand  the  sudden  stresses  often 
developed  in  apparatus  of  this  natiu^,  particularly  in  closed  types  of  exchangers  heating 
above  boiling  point  of  water;  (&)  the  providing  of  sufficient  contact  surface  between 
the  two  hquids,  or  liquid  and  vapor,  to  secure  maximum  heat  interchange  without 
undue  friction  or  loss  in  radiation  from  poolonged  passage;  and  (c)  the  fabrication 
of  the  appamtus  so  that  all  parts  may  be  readily  interchangeable  or  accessible  for  clean- 
ing. With  reference  to  (a)  while  no  fixed  rule  can  be  given,  an  exchanger  designed 
to  withstand  50  pounds  pressure,  provided  with  suitable  safety  or  release  valves  may  be 
generally  considered  a  safe  working  imit,  and  the  contact  surface  (&)  may  be  computed 
by  the  application  of  the  recently  discussed  formulae.  Consider  as  a  t3rpical  example,  an 
exchanger  for  a  continuous  battery  stripping  2400  barrels  of  26**  B^.  crude  daily,  pro- 
ducing 26.5  per  cent  of  overhead  distillate,  including  water  and  loss.  Let  it  be  assumed 
that  the  temperature  of  the  residuum  leaving  the  end  still  of  the  system  is  410^,^  its 
gravity  18^  B^.  (331.2  pounds  per  barrel);  and  that  the  crude  is  received  at  72**  (314.4 
pounds  to  the  barrel).    It  is  then  evident  for  the  mATimnm  interchange  of  heat  that: 

(100-26.5)  X331.2X.4(410-0  =  100X314.4X.5(«-72); 
3,  992,284-9,737.3^  =  15,72a-l,131,840; 
5,124,124 =25,457.3<; 

(=201.2. 

where    0.4 « specific  heat  of  the  residuum; 

.5  »  specific  heat  of  the  crude  plus  water; 
( s  final  temperature  of  residuum  and  crude  for  maximum  heat  interchange.' 

Then 

FwXSX(t-tx) 


H 


Kxe^ 


where        H "total  heat  exchanging  surface  in  square  feet; 

2400X314.4 

Fur «  weight  of  crude  passing  per  hour  = '—  =  31440; 

24 

5*  specific  heat  of  crude  plus  water  =  .5; 

<—<i» temperature  crude  leaving  exchanger  minus  temperature  crude  entering 

exchanger  «  201 .2  -  72  - 129.2; 

1  This  figure  may  be  deriyed  from  the  distillation  test  of  the  crude,  taking  the  temperature  of  the 
residuum  after  stripping  26.5  per  cent. 

'The  final  temperature  (I)  of  equation  balance  may  be  greater  or  less  than  results  obtained  in 
actual  operation,  due  to  partial  fractionation,  \'ar}-ing  percentage  of  water,  absorption  of  heat  by 
metal  of  exchanger,  etc 


^ 
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K^h.t.  u.  per  hour  per  square  foot  per  degree  mean  temperature  difference 

=  10;» 
9m -mean  temperature  difference  * 
(410. 0-201. 2) -(201. 2-72) 


166.1. 


log. 


410.0-201.2 
201.2-72 
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Fla.  60. — ^Vertical  aeotion  of  an  evaporating  column  6  feet  in  diameter  by  25  feet  high. 

1  See  p.  161. 

^  10-15  B.t.u.  per  hour  per  square  foot  per  degree  of  mean  temperature  difference  haa  been  found 
to  be  the  moat  practical  baaia  for  exchanger  design. 


^"        10X166.1 

In  actual  conetruction  such  a  surface  might  be  obtained  by  a  44iicti  pipe  inmde  of 
a  6-inch  jacket,  the  smaller  unit  to  cany  the  i«8iduuin  and  the  larger  the  crude,  althoug}) 
other  convenient  forms  might  suggest  themselves  in  actual  practice  modified  by  local 
conditions.  Whatever  form  of  design  is  adopted,  however,  provision  should  be  made 
for  adequate  insulation  ho  as  to  reduce  radiation  loss  to  a  minimum. 

Towers. — While  thia  case  of  refining  apparatus  is  for  the  most  part  special,  the  adop- 
tion of  separating  towers  haa  Ijecome  general  in  the  stripping  of  heavy  moiBturcvbearing 
crudes  and  the  application  of  dephlegmating  columns  to  steam  stills  is  practically  uni- 
versal.   Ttus  subject  will  therefore  be  partially  covered  at  this  point. 


Fid.  TO.— Details  of  ■  septratina  towgr  for  Btnm  idiI  combinitjon  BtillL 

In  general,  crude  eeparating  or  evaporating  towers  are  cylindrical  vertical  shells, 
from  4  feet  to  10  feet  in  diameter  and  from  20  feet  to  40  feet  in  height  provided  with 
baffles  or  dephlegmating  basins  at  various  levels.  Such  towers  are  usually  further 
fitted  with  a  steam  coil  at  the  bottom.  A  vertical  section  of  such  a  separating  tower, 
which  may  be  taken  as  a  type,  is  shown  in  Fig.  69,  page  183. 

Steam  still  towers  are  generally  constructed  of  practically  the  same  dimensions  as 
separating  columns,  and  are  often  fabricated  in  the  same  manner.  Fig.  70  gives 
details  of  such  construction,  as  applied  to  a  combination  still.  However,  the  gen- 
eral practice  for  strictly  steam  still  towers  is  to  eliminate  bafBe  plates  and  replace 
them  by  broken  stone,  crocks,  or  special  stoneware  shapes,  designed  to  increase  tlie 
contact  surface  and  entrain  particles  of  liquid  as  dcphl^mation  takes  place.  The 
specifications  for  a  typical  steam  still  tower  have  already  lieen  given  in  an  earlier 
paragraph.  Towers  of  this  order  are  sometimes  erected  on  supports  apart  from  thp 
still,  more  often  on  a  bridge  immediately  over  the  still,  and  are  frequently  framed  to 
the  shell  of  the  still  itself,  with  the  maximum  diameter  of  the  tower  opening  for 


STEAM  STILL  TOWERS 


Fia.  71.— Ilwr^nd  Yiew  Bleam  etills,  Bhowini 


186  REFINING 

vapois.    fig.  71  iDustratea  the  actual  appearance  of  such  a  standard  type  of  steam  stiQ 
tower  erected  in  battery  on  bridge  Hupporta.    Pig.  72  is  uiother  form. 

Agitators. — ^Agttaton  may  be  classified  according  to  the  purpose  of  their  use,  as, 
(a)  light  oil,  for  treating  gasoline,  bensime,  kerosene,  etc.;  (b)  lubricating  oil,  for  treat- 
ing paraffin  distillate,  pressed  distillate  and  lubricating  oils  in  general;  (c)  tar,  for 
treating  dry-run  tats,  heavy  reduced  crudes,  etc.  Class  (a)  afptators  vary  in  size  htirn 
2S0  to  5000  barrels.  Specifications  for  375-  and  2500-baiTel  units  have  alieady  been 
included  in  B  previous  paragraph,  the  last  siie  mentioned  being  further  illuatntt«d  in 
f^.  73.  Fig.  74  shows  the  details  of  construction  for  a  375-barrel  agitator.  Attention  is 
oalled  especially  to  the  lantem-type  roof  of  ISOO-barrel  unit,  in  Fig.  76,  pages  188  and 


Fia.  T3.~A  2500-bMiBl  aciUtor. 

189,  which  affords  a  large  relief  area  in  case  of  explosion.  Agitator  cones  of  daas 
(a)  type  vary  from  60  to  16°,  the  more  desirable  aharpo'  an^  being  impos- 
sible in  the  units  of  lai^er  diameter,  as  the  depth  would  be  prohibitive  for  efficient 
agitation.  Tbe  cones  are  braced  in  the  smaller  sizes  with  from  four  to  six  pipe  sup- 
ports of  suitable  weight,  these  being  replaced  by  trussed  angle  fnunee  as  the  siss 
inereases,  to  reinforced  guaset  plates  in  tbe  larger  units.  Roofs  are  invariably  of  self- 
supporting  type,  cone,  ^obe,  or  hemisphere  in  the  smaller  sites,  globe  in  the  larger. 
Fig.  76,  page   190  illustrates  tbe  appearance  of  hemispherical  roofs. 

In  general,  light-oil  agitators  should  have  rivets  countersunk  for  lead  lining.  TbeM 
should  usually  be  applied  in  vertical  sheets  hung  from  the'top  of  the  a^tator,  and  in 
the  larger  sIks  should  be  supported  again  midway  on  the  shell.    A  3-inch  lap  is  ordi- 
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narily  employed  on  the  shell  (6-inch  at  the  bottom  where  the  oone  segments  join).  The 
latter  are  made  up  in  six  or  more  segmental  miits  depending  on  the  size  of  the  bottom 
and  are  burned  to  the  side  sheets  and  a  central  saucer  sheet.  This  in  turn  is  joined  to 
the  nedc  section  passing  through  the  cast  iron  outlet  and  is  flanged  over  at  the  bottom. 
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FxG.  74.— Details  of  a  375-baiTel  lightK>U  agitator  12  0  diameter  by  SCO^". 

Chemical  or  antimonial  lead  (Hoyt  metal)  is  used  for  lining,  generally  in  the  following 

weights: 

Sides  Cone  Saucer  Neck 

Antimonial  lead 10  pound        12  pound        12  poimd        15  pound 

Chemical  lead 8  pound        10  pound        10  pound        12  pound 


There  is  some  difference  of  opinion  among  refiners  bb  to  the  efficiency  of  one  type  of 
lead  as  compared  to  the  other.  The  antimonial  lead  is  somewhat  higher  in  price  per 
pound,  but  a  longer  Ufe  is  claimed  for  less  weight.  It  has  been  the  writer's  observation 
that  the  extra  cost  of  the  antimonial  product  is  not  offset  by  any  noticeable  gain  in  the 
life  of  the  lining  where  fresh  acid  and  weak  lye  solutions  are  used,  but  it  is  undoubtedly 
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highl}'  Advantageous  when  leMored  uide  or  strong  "doctor  "  solutions  of  15°  or 
higher  are  employed. 

Lubricating  agitators,  dan  (b)  may  be  further  subdivided  into  treating  and  neu- 
traliiing  units.  They  are  built  in  units  from  260  barrels  up,  extra  large  aiacfl  beang 
avoided  on  account  of  the  necessity  of  maintaining  a  sharp  angle  of  cone.  Tre&ting 
agitaton,  unlees  used  for  extreinely  light  lubricating  oils  are  never  lined,  while  neutnU- 


Fro.  70. — Afititon  with  hemiipluriHl  roofs. 


Pia.  7T. — AfiUtor*  with  anclowd  top*. 

iibg  or  wasli  a^tatots  are  lined  or  not  lined  at  the  option  of  tlie  refiner.  TIm  method 
of  neutnliiing  has  much  to  do  with  the  advisability  of  lining.  On  account  of  the  neoee- 
sity  of  frequent  sampling  and  the  desirability  of  keeping  out  all  moisture  dtning  beating^ 
it  is  customary  in  many  aections  to  house-in  the  top  of  lubricating-oQ  agitators. 
Fig.  77  givM  an  idea  of  the  appearance  of  such  construction. 

Tar  agitators,  class  (e),  are  usually  designed  in  large  units,  with  qtecial  bronae 
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gates  or  traps  for  withdrawing  dadge  or  coke  according  to  the  nature  of  the  add 
waste.  Such  agitators  have  been  replaced  in  part  by  tower  stills,  but  many  are  now 
employed  in  the  treating  of  fuel  or  other  stock  intermediates.  They  differ  little  in 
oonstruction  from  the  standard  lubricating-oil  treating  agitators,  lining  being  rarely 
if  ever  practiced  in  such  units.  Lubricating  and  tar  agitators  are  conunonly  insulated 
with  asbestos,  cement,  brickwork,  etc.,  or  housed  in  buildings. 

BoilerB. — Standard  return  tubular  boilers,  either  in  brick  or  steel-encased  setting 
and  with  or  without  special  insulating  intermediary  walls  continue  to  be  quite  generally 
used  throughout  the  refining  industry,  particularly  in  plants  where  initial  low  oonstruo- 
tion  cost  must  be  rigidly  followed.  Water-tube  boQers  are  used  more  frequently  in  the 
larger  plants,  or  where  the  initial  cost  is  less  considered  than  future  efficiency.  Where 
reasonably  soft  water  is  available,  they  are  undoubtedly  the  most  satisfactory  type  of 
boiler  for  general  refinery  purposes  for  plants  requiring  500  horse-power  and  upwards. 
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Fka.  78.^-Oroe8  section  absorption  system. 


Scotch  marine  boilers  can  be  used  to  advantage  in  a  space  where  it  is  impossible  to 
erect  equal  horse-power  return  tubular  or  water-tube  units,  and  therefore  they  often 
occur  as  replacement  boilers  in  the  older  plants  where  additional  power  is  required, 
without  allotting  further  space  to  the  boiler  plant.  It  is,  however,  at  once  apparent 
that  the  selection  of  the  number  and  type  of  boilers  is  an  individual  problem  for  every 
plant,  dq^ending  on  the  process  to  be  employed,  the  nature  of  the  fuel,  and  the  amoimt 
of  investment  involved.  It  is  obvious  that  in  a  plant  of  large  capacity  making  a  full 
line  of  products,  where  the  amount  of  steam  consumed  is  considerable,  every  device 
for  promoting  efficiency  about  the  power  plant  should  be  employed.  This  does  not 
mean,  however,  that  the  problem  can  be  slighted  in  a  plant  of  small  capacity. 

In  computing  the  necessary  boiler  horse-power,  it  should  be  noted  that  it  is  gener- 
ally possible  to  utilise  a  portion  of  the  hot  overflow  water  from  the  condensers,  as 
w^  as  the  exhaust  steam  from  the  pumps,  drips,  etc.,  and  so  materially  cut  down 
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live  sUam  Teqturentects.  Eoodoiiukts  may  nmetbnn  be  installed  to  advantage 
in  coonecuon  with  the  wute  iwat  gases  from  certain  types  of  stiUs,  and  8t«ain  may 
also  be  used  for  the  process  after  it  has  performed  work  in  turbo-genavton.  Great 
cue  dtould  therefore  be  exercised  in  computing  steam  needs,  it  being  oftoi  pcMible  to 
cut  the  original  estimate  by  15-25  per  caA  after  considoing  the  modifying  featui«s 
that  aie  mentioned  above. 

Wax-plant  eqaqmcnt. — RefrigBating  units  employed  in  wax-fdant  equipnHnt  may 
be  davified  according  to  (a),  the  type  of  gas  that  is  used  to  effect  refngeration,  and 
(b),  the  method  of  operation,  i.e.,  comprcsion  or  absorption  system.  With  refer^ice 
to  (a),  while  carbon  dioxide  and  sulphur  dioxide  aie  used  in  refinery  practice  abroad 


Fio.  79-— Brine  oooln-  utd  absDrptuii  roils. 

and  give  excdlent  results,  ammonia  'a  more  frequently,  and  in  this  countty  practi- 
cally univenully,  employed.  The  compression  s>-stem,  formerly  teed  to  a  con- 
siderable extent  in  retinery  operation,  is  being  gradually  displaced  by  the  abaorption 
method.  Practically  all  recent  installattons  of  any  appreciable  siie  axe  of  the  aboorp- 
lioD  type,  the  high  temperature  exhaust  from  turbo  sets,  now  so  frequently  installed, 
being  ideally  suitable  for  low-prrssure  absorptioa  ey^cins.  Such  an  anangement  is 
shown  in  diagrammatic  cross  section  in  Fig.  78.  page  191,  while  Fig.  79  illustretes 
the  brine  cooler,  absorption,  condensing  and  rectifying  coils  of  a  typical  r^rignation 
uniL  The  selection  of  proper-siied  refrigeration  eijuipment  for  wax-plant  operation 
ia  dependent  on  the  pressure  of  steam,  the  temperature  and  quantity  of  cocdinfc 
water,  the  nature  of  distillate  to  be  pressed,  and  lastly  the  temperature  at  which  the 
latter  wtU  be  received  and  delivered.    The  problem  is  somewhat  intricate  of  solution. 
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invt^Tiiig  varioiu  best  iiit«tt;hange  formuls  and  much  empirical  data,  and  is  abvioudr 
a  matter  for  expert  advice. 

Fat  instance,  the  apecificatioDS  for  a  refTigerating  unit  designed  to  chill  1000 
barrels  per  twenty-four  hours,  of  wai  oil  or  paraffin  distillate  produced  from  a  37- 
gravity  Mid-Continent  cnide,  with  steam  at  26  pounds,  the  distillate  being  received 
at  90°  F„  and  delivered  from  chilleis  at  10°  F.,  would  require  the  following  as  prin- 
cipal items: 

1  125-ton  1   refrigerating  machine,   complete  with   generator,   absorber,   brine 

cooler,  atmospheric  coils,  etc. 
4  12-aection  chilling  machines,  complete  with  bevd  gean,  link  belt,  supports, 
etc. 

2  Ammonia  pumps,  steam-driven  type,  nie  14  inches  by  7  inches  by  19  inches. 


2  Soft  wax  pumpa,  triplex  type,  size  3)-inch  by  8-inch,  for  675  pounds  working 

pressure. 
1  Brine  pump,  triplex  type,  siie  8  inches  by  10  inclMfl,  for  150  pounds  working 


The  general  arraDgement  of  tubular  ctuUing  machines  is  shown  in  Fig.  80,  page 
193.  The  principle  of  conatruction  consists  m  a  series  of  double  parallel  pipes  joined 
together  with  heavy  csol-iron  fitting.  The  inner  or  diatillate-carrying  pipes  are  provided 
with  revolving  helicoid  conveyora,  which  scrape  the  walls,  and  granulate  and  propel  the 
wax  forward.  The  larger  or  jacket  pipes  are  arranged  to  receive  the  chiUed  brine  in 
counter  current  to  the  distillate.  A  variation  in  construction  is  to  provide  for  the 
direct  expansion  of  the  ammonia  to  the  jacket  coils,  and  to  dispense  with  the  brine 
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cooler  «ttirely.    This  method,  while  aoinewhat  bcreaaing  the  etBciency  of  operatioD, 
is  more  difBcult  of  uoiform  control,  and  has  not  been  generally  adopted.    The  actual 
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appeannce  of  a  tubulai  chilling  machine  ia  illustrated  in  Fig.  81,  while  an  entirdT- 
different  type  of  machine  is  shown  in  Fig.  82.  Ammonia  pumps  are  illiutrated  in 
Fie-  83,  page  196. 


To  separate  the  slack  wax  from  the  chilled  distillate,  there  would  be  required  in 
the  lOOO-barrel  pl&nt  under  diacussion  the  following  items: 

6  Soft  wax  preesefi,  carrying  400  4S-inch  plates  with  J-inch  lingB,  presaeB  to  be 
oomplete  with  receding  drip  pan,  helicoid  wax  conveyor,  etc.;  plattens 
to  be  actuated  under  piston  capaUe  of  delivering  800  pounds  pressure; 
plates  and  tension  rods  constructed  to  stand  a  filtering  pressure  of  500 
pounds. 

2  Pressed  distillato  pumps,  triplex  type,  siie  5  inches  by  8  inches,  for  75 
pounds  working  pressure. 

1  Slack  wax  pump,  as  above. 

1  Ram  pump,  triplex  type,  size  2^  inches  by  8  inches,  for  1500  pounds  working 
pressure. 


Fio.  83. — Annnonia  pumps  aod  lenerBtor  for  irai  pUnt. 

The  general  arrangement  of  presses,  tt^ther  with  the  refrigerating  unita,  chilling 
machines,  pumpia,  etc.,  for  a  125-ton  wax  plant  such  as  is  discussed  in  the  foregoing 
paragraphs  ia  shown  in  Fig.  84.  The  detail  of  the  presses  themselves  is  given 
in  Fig.  85,  page  198.  The  actual  appearance  of  somewhat  similar  presses  is  illus- 
trated in  Fi^.  86  and  87,  page  199.  From  these  it  will  be  noted  that  this  type  of 
press  in  general  comprises  a  heavy  cast-iron  head  and  ram,  joined  together  by  two 
steel  rods  extonding  from  end  to  end.  Between,  and  supporting  the  latter,  are  located, 
at  equal  intervals,  suitable  brackets,  while  resting  on  rods  are  pUtes  and  rin^  in  alternate 
units.    The  latter  are  Bet  up  by  a  hydraulic  ram  bo  constructed  as  to  deliver  800  pounds 


Flo.  84.— Oeoeril  UTmnKemeat  125-lOD  *ai  pluL 


198 


REFINING 


preesure  per  square  inch,  through  the  agency  of  a  movable  pUten  attached  to  the 
piston  head,  and  carried  on  the  Bt«el  rods  previously  mentioned.  The  platen  head 
is  caat  with  eight  equidistant  holes  near  the  circumference,  which  allow  the  paauge 
of  correaponding  tension  rods,  od  the  endfl  of  which  are  screwed  heavy  hexagonal  nuts 
after  the  press  is  made  up.  The  strain  on  the  ram  is  thus  diverted,  and  the  latter  is 
relieved  from  further  duty  until  it  is  desired  to  take  down  the  pnn.  Feed  is  thiou^ 
the  head  and  down  the  center  of  the  plates.  The  latter  are  formed  of  |-inch  steel  to 
which  is  riveted  on  either  side  by  aid  of  spacing  bungs,  heavy  12-ounoe  duck  over  wire 
screen.  Between  ^temate  plates  are  inserted  spacing  rings,  consisting  merely  of 
unniilar  gtoel  boopB,  from  l-inch  to  1-inch  in  thickness '  and  about  1}  inches  wide. 


Fio.  Se. — Settisi  plui  of  <S)  400  plate  Cubondsle  wit  wu  ptcmh. 

They,  hire  the  plates,  arc  provided  with  twin  lugs  for  support  on  the  main  frame  rods. 
A  variation  in  this  method  is  to  reinforce  the  outer  circumference  of  standard  duck- 
covered  platefl,  with  a  suflicient  number  of  annular  rings  of  the  same  weight  covering, 
equivalent  to  half  the  thickness  of  the  desired  wax  cake,  and  thus  entirely  obviate 
the  necessity  for  steel  rings.  Continental  practice  follows  the  American  press  in  many 
instances  but  is  generally  limited  to  smaller  units  and  adopts  a  pyramid  surface  cast- 
iron  plate  with  unattached  duck  cloths.  Greater  freedom  of  flow  is  claimed  for  such 
construction.  Other  forms  of  presses  employed  in  refinery  practice,  although  rapidly 
pacins  lingi  abvioiuLy  KoverD*  (be  thickoeM  of  tb*  wu  Ckk**,  )-iDiih  rin(i 
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g  in  thia  country,  are  the  hydraulic  or  hard  press,  in  which  t  certain  amount 
of  oil  is  icfuoved  from  the  slack  wax  before  the  latter  is  pumped  to  the  sweatera.  Such 
prossM  are  upri^t,  vertical  units  of  standard  tx>nBtruction  and  require  little  comment 
since  they  are  being  r^idly  auperseded  by  various  types  of  sweating  apparatus. 

The  sweating  unit  most  univeiealiy  adopted  in  this  country  and  abroad  is  the  ao- 
eaUed  "  sweating  pan,"  which  is  of  shallow,  rectangular  constructtoo  and  is  geneiBlly 
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Fia.  gS.— A  Vuct  »fl-»«it  prna. 

installed  in  unite  of  six  to  eight  pans  in  a  vertical  tier,  at  equid  distances  apart,  and  sup- 
ported by  a  structural  steel  frame.  The  whole  is  built  inside  a  substantial  brick  chamber 
or  "  oven  "  provided  with  large  tight-fitting  doors  at  both  ends  to  afford  free  circula- 
tion or  air-ti^t  space  as  may  be  dwiied.  Sweating  psms  vary  in  sixe  and  ratio  of  width 
to  length.    A  papular  small-sised  unit  ia  8  feet  wide  by  20  feet  long,  while  a  pan  10  feet 


Fia.  87. — Moor*  MftMraa  pnta. 

wide  by  40  feet  king,  shown  in  detail  in  Fig.  88,  page  200,  is  much  used  in  the  larger 
plants.  Sweating  pans  in  general  ore  provided,  about  6  inches  below  the  top,  with  a 
false  bottom  of  S^neah  galvanized  iron  or  brass  screen,  securely  fastened  to  the  sides 
of  the  pan  by  flats  or  angle  iron,  and  supported  on  the  bottom  by  suitable  bracing. 
Immediately  above  the  screen  are  installed  water-circulating  coils,  comprising  a  series 
of  1-inch  pipes  properly  manifolded  so  as  to  secure  as  neatly  uniform  cooling  or  beating 
effect  on  the  chai^  m  the  pan  as  good  construction  will  allow.    Uniformity  in  heat 
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tranaforence  is  especially  desirable  where  it  ia  intended  to  use  the  hot  water  system  of 
sweating,  which  is  now  quite  generally  employed.  Below  the  screen  is  located  the 
melting-down  coil,  also  constructed  of  ]-inch  pipe  with  two  or  more  open  ends,  depend- 
ing on  the  sixe  of  the  pan .  This  makes  possible  the  rapid  melting  of  the  scale  on  the 
screen,  and  also  aids  in  keeping  the  latter  free  from  i^ummy  deposits  which  sooner  or 
later  accumulate  from  untreated  slack  wax.  The  bottoms  of  the  pans  are  in  general 
self -draining,  one  or  more  flow  points  being  installed  according  to  the  length  of  the  pan. 
Care  should  be  taken  to  avoid  any  strains  in  fabrication  that  would  tend  to  throw  the 
screen  out  of  level  and  thereby  prevent  uniform  sweating. 

Filter-house  equ^nnent. — Specifications  for  a  standard  type  of  filter  8  feet  in  diam- 


Fia.  8S.— DcUilg  ot  B  Bwraling  prnn,  10  fwt  in  diitmeUr  by  40  feet  In  length. 

eter  by  20  feet  have  already  been  given  in  an  earlier  section.'  Fig.  89  shows  the 
construction  details  of  a  filter  of  similar  dimensions,  that  is  provided  with  a  special 
bottom  earth  discharge.  Since  two  refiners  rarely  agree  as  to  the  most  advisable 
size  of  filters,  or  the  ratio  of  length  to  diameter,  there  are  obviously  no  uniform 
standards  of  construction.  However,  it  moy  be  said,  in  general,  that  filters  are  usually 
built  in  cylindrical  form,  and  while  almost  any  diameter  and  height  can  be  found  in 
service,  units  of  5  feet  diameter  by  10  feet  iu  shell,  and  those  of  3  feet  diameter  by  20 
feet  in  shell  have  found  considerable  favor  in  various  plants.  Occasionally  hlters  are 
constructed  in  conical  form,  slightly  deviating  from  cylindrical,  in  order  that  the  earth 
may  pack  tighter  and  so  prevent  the  channeling  of  the  oil  in  actual  operation.  The 
heads  should  be  either  of  cone  or  dished  type,  the  latter  being  preferable  on  account 
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of  the  abeence  of  sefims.  In  fact,  if  it  were  not  tor  the  present  high  cost  of  this  type 
of  construction  a  smooth  8e&mle»  surface  throughout  would  be  highly  deeiiable,  as 
it  vould  insure  UDiform  packing  and  no  chance  of  ofT-colored  oil  from  the  portions 
of  the  charge  left  in  the  seams.  For  this  reason  many  specifications  call  for  welding 
of  seams — an  excellent  idea  where  the  objective  is  extremely  lightKXilored  oils  or  petro- 
latum. All  nuumecks  should  be  of  substantial  wrought  construction,  and  cast  iron 
should  be  avoided.  This  is  true  particularly  in  the  quick-opening  type  of  manhead 
with  yoke  and  screw,  as  serious  fires  and  loss  of  life  have  resulted  when  a  plate  of  this 
type  has  let  go  under  excessive  pressure.  This  is  likely  to  occur  under  certain  conditioDH, 
during  naphtha  washing.  The  swing-bolt  type  of  bead  is  fairly  satisfactory  in  extra 
heavy  cast-iron  construction,  but  may  be  rendered  much  safer  by  being  fabricated 
from  wrod^t  material.  AH  necks  and  plates  should  be  faced  for  a  corresponding  dis- 
tance, to  avoid  any  possible  chance  of  leaks,  which  are  highly  dangerous  when  washing 
with  hot  naphtha.  For  the  same  reason  the  flanges  should  be  of  boiler  type,  and  the 
general  workmanship  of  the  best.  False  bottoms  may  be  flat,  of  segmental  plates, 
resting  on  suitable  angle  frames,  or  of  sectors  taking  the  general  shape  of  the  bottom. 
Such  a  type  is  more  often  used  in  filters  with  a  bottom  earth  discharge  outlet.    The 


Fio.  SS.— Detail!  of  ■  lubricating  oil  filt«  8  r«t  in  diameter  by  20  feet  in  tbe  shell. 

latter  may  be  of  special  construction  as  in  Fig.  89,  or  a  simple  cast-iron  plug  may  be  used. 
The  plug  is  withdrawn  from  the  bottom  flange  when  the  filter  is  ready  to  dump,  the 
cloth  immediately  above,  over  the  false  bottom,  being  slit  with  a  long-handled  knife, 
and  so  allowing  the  cha^e  to  empty  itself.  Where  small  apertures  are  used  for  with- 
drawing the  earth,  it  is  assumed  that  the  latter  is  washed  and  steamed  dry  in  the  filter. 
Such  practice  ta  practically  universal  in  this  country  today,  the  older  method  of  trans- 
fering  an  oil  soaked  charge  to  a  qiecial  wash-filter  being  practically  obsolete.  A  6-inch 
openiitg  ia  amply  sufficient  to  allow  the  thorot^hly  washed  and  steamed  dried  earth 
or  bone  to  flow  freely,  although  obviously  a  filter  cannot  be  emptied  so  quickly  with 
such  an  opening  as  with  special  gates  of  larger  area. 

entering  media,  i.e.,  fuller's  earth  or  bone  char,  is  handled  by  the  following  methods: 
(a)  nmall  iiiduHtrial  cars  usually  running  on  narrow-gage  track  and  provided  with  self- 
duinping  bottoms  or  slide  gates,  the  cars  being  raised  to  upper  charging  levels  by  ordi- 
nary freight  elevators;  (5)  belt  conveyere  provided  with  traveling  hoppers  and  dis- 
charge trippers  with  bucket  elevators  for  elevating  the  charge;  and  (c)  helicoid  steel 
screw  conveyers  with  swivel  discharge  legs  and  elevators  similar  to  those  employed  in 
belt  installations.  Industrial  cars  and  track  represent  the  smallest  investment,  and  for 
phutts  handling  a  minimum  quantity  of  filtering  material  daily,  such  a  method  of  trans- 
fer can  scarcely  be  improved  upon,  especially  when  no  extra  labor  is  required  for  oper- 
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ation.  In  many  oaseB  cars  ue  used  only  for  handling  material  on  a  lowei  level,  and 
some  form  of  bucket  elevator  is  employed  to  raise  the  product.  Such  an  arrangement 
is  ideal  where  small  quantities  are  handled. 

Where  fillers  are  being  continuously  charged  and  emptied,  as  in  the  case  of  large 
plants,  some  form  of  conveyer  system  must  be  inst&lled.  The  belt  system  is  ideally 
suited  for  handling  fuller's  earth.  By  the  employment  of  a  traveling  hopper  to  receive 
filter  dischai^,  considerable  mvutment  may  be  saved  in  storage  bins.  Then  agam, 
a  traveling  tripper  may  be  used  to  deflect  new  or  restored  earth  to  the  filter  or  storage 
bin  as  desired — an  obvious  saving  in  time  and  labor.  On  account  of  the  poaaibQity 
of  leaks,  or  of  emergencies  requirii^  the  removal  of  oil-Boaked  earth  from  a  filter,  it  is 
not  advisable  to  make  any  portion  of  the  belting  of  rubber  which  is  to  carry  a  discard 
product.  Especially  prepared  canvas  belt  is  more  desirable,  although  friction-surfare 
rubber  belt  may  be  used  to  advantage  in  handling  new  or  revivified  material.  A  typical 
tripper  is  illustrated  in  Fig.  91,  while  Fig.  00  ^vea  an  idea  of  the  actual  a]>pearance 
of  a  belt>-conveyer  system  with  the  tripper  in  active  operation. 


Fia,  BO. — Hand-propaUed  tripper  vith  tvo-WBy  ipout. 

Where  large  quantities  of  material  have  to  be  handled,  and  investmedt  is  to  be 
held  at  a  minimum,  the  helicoid  screw  conveyer  may  be  employed.  On  acoount  of  the 
slightly  abrasive  nature  of  fuller's  earth,  together  with  the  fact  that  it  ia  quite  readily 
reduced  to  a  powder  form,  helicoid  conveyraa  are  not  recommended.  Where  they  are 
installed  the  bearings  should  be  constantly  watched  and  excesive  duty  prevented  as 
far  as  possible,  since  a  greater  grinding  action  takes  place  under  such  conditions  of 
service.  Belt  conv^era  may  often  be  used  on  long  stretchea  in  connection  with  helicoid 
screws  for  short  lengths  of  travel.  A  system  of  this  type  will  cost  little  more  than  a 
strai^t  helicoid  conveyer  installation,  and  the  grinding  action  on  the  earth  will  be 
scarcely  greater  than  that  produced  by  an  all-belt  design.  Such  a  form  of  equipment 
is  shown  in  erection  detail  in  Fig.  92,  page  204,  and  has  given  fairly  satisfactory  service 
in  actual  operation. 

While  bone  char  was  originally  used  almost  exclusively  in  filtering  mineral  oils  and 
petrolatum,  it  has  been  almost  entirely  displaced  by  fuller's  earth,  and  many  types  of  re- 
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Tivi^ring  funtftccs  have  been  evolved  u  a  reeult.  In  the  enrly  days  of  the  industry,  reviv- 
ifying f unucee  connisted  simply  of  an  open  reverberatory  arch,  provided  with  a  draft 
stack,  and  bone  char  was  often  burnt  entirely  in  the  open.  In  either  case,  hand  manipu- 
lation played  an  important  part,  from  the  stirring  of  the  chai^  to  the  placing  of  it  in 
cans  to  cool.  This  crude  method  was  early  eupenieded  by  a  furnace  consisting  of  a  aeries 
of  g^»-  or  coal-^red  vertical  cast-iton  tubes,  about  10  feet  long,  by  18  inches  by  4  inches 
wide,  <d  Hi>ch  metal,  the  tubes  resonbling  in  cross  section  an  elongated  O.  These 
tubes  were  fed  by  a  suitable  hopper  at  the  top  of  the  retort,  and  were  discharged  into 
air-'Cooled  pipM  at  the  bottom,  from  which  finished  revivified  material  was  withdrawn 
at  r^ular  intervals.  The  capacity  of  such  a  furnace  was  obviously  limited,  and  the 
(■ast-iron  tubee  became  in  time  either  burned  out,  warped,  or  closed,  interfering  with 
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the  flow.  Patented  open  types  of  furnace  where  free  flame  came  in  contact  with  the 
material  to  be  revivified,  soon  made  their  appearance,  especially  aa  bone,  with  ite  neces- 
sity for  the  exclusion  of  air  or  at  least  a  reducing  flame  atmosphere  during  revivifying, 
became  less  and  lees  used.  While  many  open-type  burners  have  been  designed,  only 
two  distinct  classes  really  exist ;  First,  vertical  or  angle  gravity-drop  furnaces,  in  which 
the  material  to  be  revivified  either  drops  vertically  through  baffled  passages,  or  slides 
over  a  series  of  slopefl,  in  each  case  meeting  free  flame  and  leaving  the  apparatus 
burnt  free  of  carbonaceous  impurities;  second,  furnaces  of  rotary  type,  installed  at  a 
slight  an^  to  the  faorisontal.  The  earth  is  fed  into  them  at  the  elevated  end  and  by  the 
rotation  of  the  kiln  it  is  gradually  advanced  to  the  lower  outlet,  meeting,  as  in  the  case 
of  the  gravity-drop  furnace,  a  counter-current  or  flame.  While  innumerable  types  of  the 
simple  gravity-drop  furnace  have  been  designed,  and  more  or  less  successfully  employed, 
only  two  will  be  consider^.     The  New  Century  burner,  shown  in  detail  in  Fig.  93, 
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and  illustrated  in  Fig.  94  ie  typical  of  a  vertical  drop  furnace,    The  Richay  burner, 
shown  in  sectional  elevation  in  Pig.  95,  may  be  considered  as  an  example  of  the 
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second  class  of  gravity  drop  burner.     Both  are  Eelf-explanatory  as  to  their  method  of 

operation,  by  reference  to  the  sectional  drawings. 

The  rotating  kiln  type  of  burner,  blether  with  the  rotating  cooler  shown  in  sec- 
tional longitudinal  elevation  in  Pig.  96,  page  208,  while 
^  ^     representing  a  rather  heavy  investment,  ia  often  em- 

ployed by  plants  handling  large  quantities  of  earth. 
Wiih  HUch  a  burner  there  is  no  chance  of  clogging  from 
"  balling  "  of  the  wet  earth  that  may  find  ite  way  to  the 
retort,  a  trouble  which  ih  sometimes  experienced  in  the 
gravity-drop  type.  On  the  other  hand,  such  a  kiln 
requires  special  lining  blocks,  as  shown  in  cross  section 
in  Fig.  97,  page  208,  These  in  tinie  may  work  loose 
and  require  relining,  which  is  a  tedious  and  expensive 
operation.  The  rotary  cooler,  however,  offers  no  objec- 
tionable features,  and  may  also  be  successfully  employed 
with  the  gravity-drop  furnaces,  although  other  types  of 
water-  or  air-cooled  exchanger  coolers  erected  in  verti- 
cal position  are  often  used  with  the  latter  construction. 
The  operation  of  a  rotary  kiln  is  readily  understood 

^ „  by  reference  to  the  drawing.     It  should  be  noted  that 

the  projecting  key  courses  of  fire-brick  shapes  lift  the 
earth  through  an  arc  of  approximately  120",  tlie  latter 

falling  in  an  advance  portion  with  each  rotation. 

Pumps. — Steam  pumps  may  be  classified  as  follows:   (a)  simple,  single  or  double 

stroke;    and    (&}  compound.    Both  classes  of  tyi>e  (a)  are  successfuUy  employed  in 


many  refineriee,  the  nngle-«troke  type  probably  ^ving  leas  operating  trouble  and  free- 
dom from  abort  stroke  than  the  more  theoretically  efficient  double-atroke  unit.  Com- 
pound steam  pumps  are  much  leas  used  than  formerly,  their  employment  being  generally 
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limited  to  condensing  water-eupply  unite.  Power  pumps  may  be  divided  into  the  follow- 
ing classes:  (a)  simplex,  duplex,  or  triplex  units,  (b)  centrifugals,  and  (c)  rotary  pumpa. 
Horisontol  duplex  and  vertical  triplex  pumpe,  or,  as  they  are  called  abroad,  three-thiow 
pumps,  are  installed  in  many  plants.    The  duplex  type  is  preferably  employed  in  the 
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piston-packed  type  for  use  in  Ht&ndtird  tank  tranafers  under  moderate  preBaurefl.  The 
triplex  units  are  more  often  found  in  wax  plants  or  in  other  parts  of  the  process  where 
a  steady  uniform  flow  is  demanded,  working  under  moderately  high  or  severe  duty. 
Such  pumpB  are  generally  outside  packed.  Duplex  and  triplex  power  pumps  are  often 
driven  by  individual  motors,  although  standard  belt  or  silent  chain  drives  from  line 
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or  jack  shaft  through  the  agency  of  friction  clutches,  are  also  employed.   Figs.  98  and 
99  show  all  three  methods  as  applied  to  triplex  imits. 

Centrifugal  pumps  (6)  may  be  classified  into,  (1)  simple  centrifugals,  with  either 
ungle  or  double  suction,  or  vertical  or  horizontal  type,  and  (2)  double  or  higher 
stage  units,  also  constructed  to  operate  in  vertical  or  horisontat  plane.  The  simple 
type  of  centrifugal  pump  illustrated  in  open  view  in  Fig.  IDO,  page  210,  may  be  used  as  a 
tank-transfer  or  loading  pump  tor  nearly  all  '  refinery 
products,  and  is  preferable  where  there  is  always  a  flooded 
suction,  although  with  a  priming  device  such  pumps  may 
be  used  in  a  variety  of  locations.  They  must,  however, 
be  selected  for  standard  conditions  of  service,  as  other- 
wiBc  they  operate  with  low  efficiency.  Their  low  initial 
cost  is  an  important  consideration,  and  the  fact  that  their 
discharge  may  be  shut  off  against  the  pump  without  injury 
to  the  same  makes  them  particularly  desirable  for  con- 
densing water  circulation.  In  two-  and  three-stage  units 
they  are  used  as  boiler-feed  pumps,  and  in  vertical  sub- 
merged fonuB  as  well    pumps,    This    latter    type    has 
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sen  devd(q>ed  into  a  highly  efficient  unit  and  m  iUustratod  in  detail  in  Fig.  101, 
Lge210. 
Rotary  pumpe  (c)  Etre  manufactured  in  various  desipie,  involving  simple  meshing 
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geare,  interlocking  vanes  and  rolling  cams.     For  the  most  part  they  find  use  only  in 
refinery  inatallationB,  as  lubricating  pumps  for  various  classes  of  machinery,  barrel 
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or  small  timk  transfer  pumps,  and  invariably  for  clean  finiebed  products.  F^  102 
itluBtratcB  three  distinct  types.  A  notable  exception  to  the  above  statement  is  the 
Kinney  rotary  pump.  Tbis  is  extensively  ueed  in  la^e-eized  units  for  handling  thick, 
heavy,  viscous  oils,  such  as  Mexican  fuel  and  California  aapball  flux.  The  pump  is 
of  steam-jacketed  construction  in  the  latter  instance. 

In  general,  to  determine  the  proper  type  and  size  of  the  pump,  as  well  as  the 

hoTse-power  required  for  a  given  objective,  the  following  factors      , .  — _ 

should  be  known:  1 

(1)  Suction  lift:  the  vertical  distance  from  the  level  of  the 

liquid  supply  to  the  center  of  the  pump,  to  which  f 

must  be  added  the  loss  due  to  the  friction  of  the  fluid  | 

in  the  suction  pipe. 

(2)  Dischai^e  head:  the  vertical  distance  from  the  center 

of  the  pump  to  the  center  of  the  discharge  outlet 
where  the  fluid  is  delivered,  to  which  must  be  added 
the  loss  due  to  the  friction  of  the  fluid  in  the  discharge 
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3  the  velocity  per  second  of  the  fluid  at 


the  discharge  nozzle  of  the  pump. 

(4)  Total  head:    the  sum  of  the  suction  lift,  discharge,  all  friction  loss  in  both 

the  suction  and  discharge  pipes  and  the  velocity  head. 

(5)  Weight  of  liquid :   the  product  of  the  specific  gravity  times  the  we^ht  of  the 

unit  volume  of  water. 

(6)  Friction  of  fluid:    a  factor  dependent  upon  the  size  and  smoothness  of  the 

pipe,  the  absolute  viscosity  of  the  fluid,  and  the  critical  velocity  of  the 


The  possible  suction  lift  (1),  limited  to  the  practical  distance  of  22  feet  at  sea  level, 
and  unalTected  in  ordinary  computations  by  daily  variations  in  barometric  pressure, 
is  considerably  reduced  at  higher  altitudes,  as  may  be  readily  determined  from  the 
appended  table,  page  212. 
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Fig.  102-— Rotary  pumpa. 
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Suction  Lift  of  Pumps  with  Barometric  Pressure  at  Different  Altitudes  and  Equivalent 

Head  of  Water 


Barometric 

Practical 

pressure, 
pounds  per 

Equivalent 

head  of  water, 

ff^t 

suction  lift 
of  pumpe. 

square  inch 

ICCb 

feet 

Sea  level 

14.70 
14.02 

33.95 
32.38 

22 

I  mile   (  1,320  feet)  above  sea  level. 

21 

J  mile    (  2,640  feet)  above  sea  level. 

13.33 

30.79 

20 

}  mile   (  3,960  feet)  above  sea  level. 

12.66 

29.24 

18 

1    mile    (  5,280  feet)  above  sea  level. 

12.02 

27.76 

17 

IJ  miles  (  6,600  feet)  above  sea  level. 

11.42 

26.38 

16 

IJ  miles  (  7,920  feet)  above  sea  level. 

10.88 

25.13 

15 

2    miles  (10,560  feet)  above  sea  level. 

9.88 

1 

22.82 

14 

The  friction  of  the  fluid  water  has  been  carefully  determined  for  both  wrought 
and  cast  pipe  of  various  sizes,  imder  different  rates  of  flow. 

With  respect  to  centrifugal  pumps,  it  is  highly  important  that  the  exact  operating 
head  including  all  friction  increments  be  known,  since  with  constant  speed  an  increase 
in  head  means  a  decrease  in  delivery,  and  vice-versa.  It  is  obvious,  therefore,  that 
if  the  head  has  been  underestimated,  the  pump  will  not  deliver  to  capacity  unless  the 
speed  of  the  impeller  is  increased.  This  is  a  manifest  impossibility  with  the  ordinary 
direct-connected  squirrel-cage  type  of  induction  motor  so  frequently  employed  as 
motive  power  for  this  tjrpe  of  pump.  Therefore  every  caution  should  be  exercised  in 
obtaining  exact  information  in  regard  to  operating  conditions.  If  the  head  be  under- 
estimated, it  is  also  true  that  an  overload  may  be  thrown  on  the  motor,  generally  not 
excessive  with  the  better  class  of  centrifugal  pumps.  However,  it  is  always  an  excellent 
plan  to  specify  a  motor  10  per  cent  larger  than  the  computed  requirements. 

Generally  speaking,  in  selecting  pumps  it  should  be  remembered  that  the  simple 
steam  pump,  while  often  of  low  efficiency,  is  also  of  low  initial  cost  and  is  adaptable 
for  almost  every  kind  of  service  at  quick  notice;  that  the  centrifugal  pump,  while  of 
low  cost,  is  also  of  moderately  high  efficiency,  especially  when  properly  selected  for 
unvarying  conditions;  and  that  the  duplex,  and  particularly  the  triplex  pumps,  while 
of  high  initial  cost,  are  of  great  efficiency.  The  latter  fact  is  especially  apparent  in 
pumps  operating  at  high  pressures,  85  per  cent  being  not  unconunonly  obtained.  In 
short,  no  fixed  rule  can  be  given  to  govern  all  conditions,  but  it  is  hoped  that  the  fore- 
going data  and  the  explanations  furnished,  will  be  of  aid  in  intelligently  solving  the 
pump  problem. 

IV.    SPECIAL  APPARATITS 

Under  this  heading  will  be  included  certain  types  of  refinery  equipment,  which 
in  the  nature  of  things  cannot  be  described  in  detail.  There  wiU  also  be  included 
i^pparatus  which  is  too  infrequently  employed,  or  which,  while  in  common  use,  is  not 
deemed  of  sufficient  importance  to  have  been  included  in  the  chapter  devoted  to 
general  apparatus. 

Tanks. — ^Apart  from  the  standard  riveted  steel  tanks  previously  described,  the  bolted 
tank  has  found  favor  in  certain  plants,  as  it  may  be  erected  by  unskilled  labor  and 
requires  no  other  tools  than  a  monkey  wrench.    This  type  of  tank  is  generally  con- 
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stnictod  with  a  steel  bottom  made  up  ot  rectangles  and  sketch  platea.  The  latter 
are  Banged  over  ti)  receive  side  sheets,  which  are  usually  in  sections  4  by  6  feet  wide, 
extending  from  tLe  top  to  the  bottom  of  the  tank.  The  roof  is  also  steel,  of  self-sup- 
porting type.  All  sheets  are  properly  scarfed  at  joints  and  provided  with  necessary 
laps  between  which  gaskets  are 

inserted  before  bolting  together.        r  ~"  "  -m 

The  seams  are  generally  painted  ' 

with  shellac  on  the  inside,  after 
erection,  to  secure  additional 
tightne^  of  the  joints.  A  varia- 
tion in  construction  is  to  flange- 
out  the  vertical  edges  of  the  aide 
sheets  so  that  bolting  together 
may  be  done  entirely  from  the 
outside.  This  type  of  tank  was 
designed  primarily  as  a  quickly 
erectod,  easily  dismantled  field 
running  unit;  but  where  care  has 
been  used  in  assembly  it  has 
given  fair  service  as  a  run-down 
and  moderate-sized  storage  tank. 
A  well-known  make  is  illustrated 
in  Fig.  103. 

Wooden  tanks  find  employ- 
ment in  refinery  practice  as 
water  tanks  for  boiler-feed  or 

tteating  purposes,  and  also  for  -     

the    storage   of    the   aluminum  Fio.  103.— Maiopey  bolted  Unki. 

sulphate  solution  used  in  foam 

instAllations.  Such  tanks  should  be  made  from  cypress,  yellow  pine,  white  cedar  or 
fir,  and  arc  generally  built  in  vertical  cylindrical  form  with  a  taper  of  1  inch  to  the 
foot.  Nominal  capacities  are  based  on  a  large  inside  diameter,  so  that  the  actual 
content  is  somewhat  less  than  the  apparent  rating.  The  appended  table  of  specifi- 
cations covers  the  siies  most  used  in  refinery  construction.     See  page  214. 

StiUs. — Apart  from  the  pressure  stills,  which  are  described  in  another  diviuoa  of 
this  volume,  the  greatest  deviation  from  standard  design  is  found  in  the  various  types 
of  continuous  reducing  and  tower  stills.  In  these  the  process  is  so  intimately  related 
to  the  apparatus,  that  it  is  difficult  to  describe  the  latter  apart  from  the  former.  Of 
the  many  varieties  of  special  reducing  Htills,  the  Trumble  '  pipe  still  deserves  special 
mention.  In  brief,  each  unit  comprises  two  furnaces,  with  three  fireboxea,  containing 
seventy-two  4-inch  by  18-inch  standard  pipes  in  six  horizontal  rows.  Only  the  two 
lower  rows  are  exposed  directly  to  the  radiating  heat  from  the  fires,  the  others  being 
heated  by  the  flue  gases  which  ascend  tlirough  a  lateral  passage,  and  serve  also  to  heat 
the  evaporator.  The  latter  is  a  vertical,  cylindrical  tank  6  feet  wide  by  25  feet  high, 
and  is  situated  in  the  stack  between  the  heaters.  The  general  arrangement  is  shown 
in  Fig.  53,  page  148.  Internally  the  evaporator  is  equipped  with  seven  conical  baffle 
plates,  supported  by  a  12-inch  vertical  central  vapor  line,  which  in  turn  is  supported 
by  three  10-inch  lateral  vapor  off-takes  passing  through  the  shell  of  the  evaporator. 
The  crude  enters  at  the  top  and  flows  over  each  baffle  in  turn,  thus  being  constantly 
directed  against  the  heated  shell.    The  vapors  pass  into  the  vapor  lines  through  4-inch 

<  The  [ollowinc  dfeFriptioa  fmbrirni  the  Trumhlc  pipe-  itill  u  developed  by  the  Simple!  leGniiis 
depHtDMDt  of  tb*  BbeU  Compuy  of  CuLilomiB,  San  FmnciBni,  CaUfarnis. 


Specifiealum»  /or  Standard  Wood  Tonka  * 
(With  l-inch  taper  to  the  foot) 
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Fig.  104, — Fenpectivg  longltuiliiisl  elav* 
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holes  underoeatli  each  baffle,  and  out  tiirouf^  the  Ut«rals  to  the  12-iiich  main  header. 
The  liquid  residue  drops  to  the  bottom  and  leaves  the  evaporator  through  on  S-incb 
line,  tbtxc  being  a  perforated  eteam  coil  in  the  bottom.   Situated  in  the  main  vapor  line 


CondvaiiiLg  tenk  witi 


Cul4ny  view  slioWH  r 


m  front  of  the  eraporator  is  an  oil  catcher,  3  feet  in  diameter  by  4  feet  high,  filled 
with  grooved  and  slotted  vertical  bafdea.  Liquid  particlca  carried  by  the  vapora  Tall 
to  the  bottom  aft«r  striking  these  baffles,  and  are  returned  to  the  evaporator  by  a 
1 1-inch  line.  From  the  evaporator,  the  vapors  pass  to  a  series  of  dephlegmating 
towers,  later  described  under  this  beading.    The  liquid  residuum,  it  will  be  recollected, 
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leaves  the  evaporator  from  the  bottom,  whence  it  ia  run  through  &n  exchanger  to  the 
storage  tanks. 

As  a  typical  tower  bUU,  the  Van  Dyke,'  developed  by  the  Standard  Oil  Compan; 
and  illustrat«d  in  perspective  longitudinal  elevation  and  section  in  Fig.  104,  ia 
cited  as  an  example.  It  will  be  noted  that  this  apparatus  comprises  a  well-jacket<d 
conventional  still,  which  is  built  ordinarily  14  feet  in  diameter  by  40  feet  Iwig  of 
sufficiently  heavy  plate  to  allow  coking;  a  "  heavy  "  tower,  in  which  a  portion  of  the 
gas-oil  vapors  and  all  of  the  paraffin  distillate  are  condensed,  and  an  "  intermediate  " 
tower,  in  which  lighter  gas-oil  vapor  and  part  of  the  kerosene  fractions  are  reduced 
to  a  liquid  state;  and  finally  a  Ught  worm  connected  to  a  standard  coQ  and  arranged 
to  condense  the  lighter  kerosene  and  bencine  fractions  d^vered  from  the  top  of  the 
"  intermediate  "  tower. 

Many  other  forms  of  continuous  and  tower  stills  are  successfully  employed  in 
various  refineries,  but  they  cannot  be  covered  in  the  space  allotted  to  this  subject. 


Fid.  lOe.— MacCamr  mndciupr. 

CoodeHMra. — Of  the  q>ecial  types  of  condensers  employed  in  refiner;  practice, 
the  Vento '  section  illustrated  in  Fig.  105,  page  215,  is  claimed  to  be  15  ptx  cent  to  25 
per  cent  more  effective  than  the  standard  cast-iron  worm.  Condenser-coS  data  for 
this  type  of  apparatus  have  already  been  included  in  the  previous  section.*  This  type 
of  condenser  comprises  a  series  of  narrow-passage,  cored,  cast-iron  sections,  designed 
to  ^ve  intimate  contact  of  vapors  with  the  surrounding  cooling  water.  Its  principle 
of  operation  is  apparent  from  the  illustrations  given. 

Another  form  of  special  condenser  which  affords  large  cooling  surface  in  small 
space  is  the  MacCamy  *  condenser.  Its  method  of  construction  and  principle  of  open- 
tion  are  apparent  without  further  comment,  from  the  detailed  drawing  in  Fig.  106. 

One  of  the  earlier  forms  of  a  self-contained  tubular  condenser  is  that  of  W.  T. 

1  For  farther  iDformalion  in  lecud  U  tbu  tn»  of  tower  gtill,  tbs  lader  ia  relcrrcd  to  U.  S.  PManti 
No*.  1,005,438  nrHl  l,l43,«e«. 

'  MuuFictuifid  by  the  AmEriran  Radiator  Company,  Chicailo,  lU. 

>  Sh  p.  164 

•  MaublaFtured  by  (he  Suulhonlem  Condenainc  CompaDy.  L«  Aii«clea,  Calif. 
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Lemui  *  illuBtTfttecl  in  detail  in  Fig.  107.  FVom  this  it  will  be  noted  that  water  is 
forced  to  take  a  ligzag  counter-current  course  to  the  flow  ot  the  vapor.  This  type  of 
ftppatstuB  has  been  installed  with  considerable  success  in  several  refineries  where  con- 
densing water  is  at  a  preiniuni. 

An  improvement  on  the  above  principlfc  is  the  MuJtiwbirl  •  condenser  shown  in 
detail  in  Fig.  108,  page  218,  which  operates  with  th«  vapors  eDt«riiig  the  tubes  at  the 


— AL«mi 


top,  and  meeting  a  Bwirling  counter-current  oF  water  admitted  to  the  jacket  at  the 
bottom. 

like  condensers  employed  in  the  Trumble  installation  for  the  gasoline  vapors 
are  somewhat  on  the  order  of  the  Leman  type,  48  inches  in  diameter,  open  top  with 
one  hundred  and  aeventy-eight  2-inch  by  18-foot  tubes  with  a  mean  cooling  surface  of 
1580  square  feet  per  condenser.  The  distillate  condensers  in  this  plant,  eight  in 
number,  are  30  inches  in  diameter,  open  top,  wxty-nine  2-inch  by  18-foot  tubes,  with  a 
mean  cooling  surface  of  1619  square  feet.  The  illustration  in  Fig.  109,  page  218,  giveB 
ui  idea  of  their  appearance  together  with  horizontal  distillate  coolers. 
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Still  another  form  of  condenser  is  the  diop-out  box,  in  which  only 
the  condensation  of  steam  is  attempted,  the  vapors  to  the  aaine 
being  bled  from  the  upper  coila  of  a  standard  type  of  condenser 
where  the  oil  fractions  have  been  cooled  sufficiently  to  attain  a 
Uquid  condition,  but  where  steam  still  eadeta.  "Hub  type  of  ap- 
paratus allows  the  withdrawal  of  water  from  the  system  at  bi^ 
temperature  for  return  Ui  the  boilen,  with  consequent  saving  of  heat, 
at  the  same  time  relieving  the  main  worm  of  its  additional  conden- 
sation duty. 

Condensers  in  which  oil  is  used  as  a  cooling  medium,  receiving 
heat  from  the  hot  vapors  to  save  fuel,  i.e.,  vapor-exchanging  con- 
densers, or  simply  vapor  exchangers,  have  been  developed  to  a  con- 
nderable  extent  abroad  and  in  the  Trumble  system  in  this  country. 
On  account  of  hitherto  cheap  fuel,  and  early  designs  which  gave 
trouble  from  leakage  and  resulted  in  the  contamination  of  the  distil- 
lates and  often  in  aerious  fires,  this  type  of  exchanger  has  hitherto 
made  little  general  pn^ress  in  this  country.  With  the  perfection 
now  attained  in  welding,  there  seems  to  be  no  reason  why  sudi  a 
type  of  exchanger  should  not  come  into  more  general  use,  althou^ 
great  care  will  have  to  be  exercised  in  construction  and  design. 
Such  a  form  of  vapor  exchanger,  in  which  the  condemser  box  takes 
the  shape  of  a  still,  from  which  vapors  may  be  evolved  with  safety 
j_  in  case  the  initial  boiling  pomt  of  the  cooling  oil  is  attained,  ia  now 
being  installed  by  a  progressive  refinery  in  the  Middle  West,  with 
every  prospect  of  operating  success. 


Fio.  109.— Fr»ctioQiting  eoliuniu  ind  vtrticn!  condeme™.  Tnimbia  plant  numbfr  1, 


Towers. — Of  the  &lmoat  innumerable  Bepsrsting  and  dephlegmating  toweis  em- 
ployed in  the  v&rious  plants,  special  mention  is  made  of  thoee  used  in  connection 
with  the  Trumble  process,    lieae  units,  arranged  in  a  aeries  of  ei^t  for  each  inatalla- 


Fid.  110.— Grsy  towen. 

tion,  are  connected  from  the  evaporator  and  to  each  other  by  12-inch  vapor  lines. 
Each  deptil^mat«r  is  6  feet  wide  by  16  to  18  feet  high,  and  contains  18  plates.  Half 
of  the  pUtes  are  6  feet  wide  with  a  2-foot  central  oi>entng,  the  other  half  5  feet  wide 
without  openiDg.     They  are  arranged  ailcrnatcly  with  and  without  openings.     Each 


dephlegmator  ia  equipped  with  a  perforated  st«aiii  coil  at  the  bottom,  and  a  cooUng 
coil  at  the  top  arranged  for  the  direct  injectiuc  of  cool  distillate.  The  cooling  is  regu- 
lated by  adjuBtmg  the  speed  of  the  pump  or  the  temperature  of  the  condenaate. 


Fia.  111. — A  w»-cMpping  machine. 

By  reference  to  Fig.  104,  it  will  be  noted  that  the  "  heavy  "  tower  of  the  Van 
Dyk6  towers  still  compriaea  a  bottom  cylindrirnl  drum  provided  with  an  ent«ring 
vapor  Unc,  a  bottom  outlet  for  conJcnacd  diatillatc,  and  a  false  bottom  or  grating  on 
which  may  be  placed  a  special  packing  to  increase  dcphlcgmation.    Expanded  to  the 
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top  sheet  of  the  bottom  drum  are  a  serie«  of  tubes  for  the  paauge  ot  vapor.  These 
ia  turn  are  joined  to  an  annular  drum  from  whence  the  uncondensed  vapors  psse  to 
the  aecond  or  intennediat«  t«wer,  Condenution  in  the  heavy  tower  is  regulated  by 
&n  outer  jacket  provided  with  draft  doors.    The  second  or  intermediate  tower  comprises 


a  Bcries  ot  air-cooled  tubes  which  are  expanded  to  a  lower  and  upper  vapor  drum,  the 
vapor  paseing  through  the  tubes.  The  condensate  leaves  the  lower  drum  by  an  outlet 
flange  at  the  lowest  pomt,  and  the  uncondensed  fractions  leave  at  the  top  to  be  condensed 
in  the  usual  manner. 

The  Gray  system  of  dephlcgmating  towers,  used  principally  in  cDnneclion  wilh 


Fio.  113.— An  I 

lubricatiDgoilstillsisBbowninFig.  110,  page  219.  The  method  of  operation  is  apparent 
fnim  the  cut  and  foregoing  description,  but  further  details  as  to  yields  obtained  and 
cost  of  operation  are  given  in  a  subsequent  section. 

kfjtutnrn. — Agitators  are  termed  washers,  abroad,  where  they  arc  usually  sup- 
ported on  a  structural  steel  frame.  Otherwise  there  is  little  departure  from  the  con- 
TCntional  designs  already  discuased.    A  few  refineries  in  this  country,  however,  em- 
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ploy  a  closed  system  for  continuous  treating  by  which  acid  is  introduced  in  counter- 
currant  to  the  distillate.  The  process  is  entirely  successful  in  light  oils,  and  is 
described  at  some  length  in  a  later  section.'  Another  special  form  of  agitator  ia  em- 
ployed for  treating  with  sulphuric  anhydride  those  distillates  which  coDtsin  aromatics. 
The  details  of  the  apparatus  are  not  within  the  scope  of  this  volume. 

Wax-plant  equipment. — Under  special  apparatus  (althou^  veiy  generally  employed 
in  plants  which  barrel  wax  or  ship  it  in  sacks),  is  included  the  wax-cooling  oi  chipping 


machine,  illustrated  in  Pig.  Ill,  page  220.  This  apparatus  compriseB  .1  hollow  cast- 
iron  drum,  turned  true  on  the  outer  cylindrical  face,  about  3  feet  in  diameter  by  6  feet 
long,  the  eitact  size  depending  on  plant  capacity.  The  drum  is  arranged  to  rotate 
slowly  in  a  horizontal  plane  on  hoUow-shaft  bearings,  through  which  cooling  water 
flows.  The  drum  is  further  mounted  above  a  shallow  pan,  at  such  a  height  as  to  dip 
about  one-half  an  inch  into  the  melted  wax  contained  in  the  latter,  and  is  also 
provided  with  a  knife  scraper  which  removes  the  film  of  semi-solid  wax  which  is  pro- 
duced during  rotation  by  the  cooling  action  of  the  water.    The  whole  apparatus  is 
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instaDed  in  a  somewhat  elevated  podtioD,  i.e.,  about  8  feet  above  the  floor.  The 
knife  ntentioiied  removefl  the  wax  in  a  continuous  sheet  from  the  drum,  from  which 
it  falls  through  a  guiding  chute  to  bairela  or  sacks  below. 

In  place  of  bulk  shipment^  many  plants  prepare  wax  in  cakes  for  market.  The 
fonoer  dow  and  unsatisfactory  method  of  casting  in  pans  which  produced  cakes  lacking 
in  unifconuty  in  eiw  and  weiglit  has  been  goieiaUy  superseded  by  the  wax-molding 


prtss,  iUustrated  in  Fig.  112,  page  221.  This  ^psratus  resembles  the  ordinary  soft- 
wax  presB,  in  which  rings  and  plates  have  been  replaced  by  molds  and  chilling  sections, 
llie  sides  of  the  latter  extend  3  inches  above  the  top,  so  that  when  the  press  is  set  up 
an  open  communicating  channel  is  formed  along  the  entire  top  and  allows  the  wax 
to  flow  into  every  mold.  Heavy  galvanised  iron  is  used  in  construction  to  prevent 
anronon  and  to  maintain  wax  free  from  specks,  iron  rust,  etc.  The  molds  are  further 
wranged  to  cast  two  cakes  in  one  filling. 
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Other  forma  of  special  wax-plant  apparatus  include  the  foUowing:  first,  thr>  experi- 
mental press,  illustrated  in  Fig.  113,  page  221,  a  duplicate  in  miniature  of  the  laise- 
siied  standard  unit,  making  it  possible  to  check  the  process;  and  seoond,  the  oil-  and 
moisture-testing  press  shown  in  Fig.  114,  page  222,  which  is  used  for  determining  the 
percentage  of  oil  and  moJHturc  in  scale  and  finished  wax,  and  which  aids  in  checking 
the  d^tee  of  "sweating"  and  determines  the  grade  of  the  finished  product.  The  details 
of  the  method  of  operation  of  this  press  are  described  in  the  chapter  devoted  to  testing 
methods. 

Distributing  equipmenL — This  subject  mi^  be  roughly  divided  into  the  foUowing 
headings:  (a)  manifolds,  special  valves,  racks,  fillers,  etc.,  used  to  control  int«raiedi- 
atce  and  distribute  finished  products  to  the  various  containers  known  to  the  trade; 
(b)  epetiel  machinery  used  in  the  manufacture  and  preparation  of  the  latter,  ic, 
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cans,  drum,  barrels,  etc.;   and  (c)  nailing  machines,  carrier  devices,  etc.,  for  the  final 
handling  of  finished  package  goods. 

With  reference  to  "  a,"  the  first  distribution  of  refinery  products  is  effected  by  the 
receiving  house  manifold,  shown  in  Fig.  115,  page  223.  The  details  of  another  type, 
intended  for  corrosive  sulphur-bearing  distillates,  appear  in  Fig.  116,  their  method  of 
operation  bemg  readily  understood  from  the  cuts,  without  further  comment.  A  vatveless 
manifold,  where  the  oil  from  the  condenser  flows  into  a  shallow  cylindrical  drum 
about  24  inches  in  diameter  by  6  inches  high,  which  is  provided  with  a  discharge  spout 
and  arranged  to  rotat*  on  a  vertical  axis,  discharging  a  stream  into  the  compartment 
de^red,  has  also  been  introduced  with  more  or  less  success.  However,  the  old  stuidaid 
type  continues  to  find  most  favor.  The  separation  of  water  from  the  various  over- 
head distillates  is  generally  accomplished  by  the  introduct'on  of  a  water  separator  in 
the  run-down  line  just  prior  to  its  entrance  to  the  look-box  of  the  manifold.    The  prin- 
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eiple  of  its  i^feration  will  be  readily  apparent  from  the  illustratiou  in  Fig.  117. 
Two  types  ol  pump-bouse  maaifolda,  whicb  allow  conncctiDg  lines  to  be  used  for  either 
Buction  or  diacbar^  as  may  be  desired,  are  shown  in  detail  in  Fig.  118,  aod  are  eelf- 
exptanatory. 

For  distribution  to  tank  cars,  the  loading  rack  is  used.    The  conBlniction  varies 
from  a  short  wooden  trestle,  c^)Bble  of  loading  two  or  three  cars  froDi  one  side  of  the 


rack  only,  to  a  structural  steel  frame  rack,  many  hundred  feet  in  length  and  capable 
of  spotting  twenty-Gvc  to  fifty  cars  or  more  on  each  side.  The  details  of  such  a  steel 
frame  rack  are  shown  in  Fig.  119.  Jt  should  be  noted  that  the  loading  lines 
are  supported,  on  either  side  of  the  eoluam  supports  by  suitable  brackets.  Other 
forms  of  design  maintain  lines  in  positions  varying  from  the  ground  to  location  on 
an  elevated  bracket  above  a  walkway,  each  refiner 
having  his  own  ideas  on  this  subject. 

Barrels  and  drums  are  generally  filled  with  the 
aid  of  automatic  fillers  attached  to  a,  flexible 
metallic  hose.  Various  tjrpes  are  on  the  market, 
there  usually  being  a  slight  difference  in  construc- 
tion between  the  fillers  intended  for  gasoline  and 
those  for  other  petroleum  products.  A  type  in 
quite  general  use  is  illustrated  in  Fig.  120.  Cans 
&re  also  automatically  filled,  several  types  of 
machines  tor  this  purpose  being  available.  The 
iUuatration  in  Fig.  121,  page  226,  shows  a  well- 
known  five-gallon  can-filling  machine.  Such  a 
machine  will  auUimatlcally  measure  and  till  6000 

cans  per  day  of  tea  horns,  and  requires  three  men  and  a  boy  for  operation.  The 
cans  are  placed,  filled,  capped,  and  soldered  during  the  intervals  between  the  rotation 
of  the  carriage. 

With  respect  t«  "b,"  many  of  the  larger  refineries  manufacture  their  own  cans, 
drums,  barrels,  etc.,  while  practically  all  the  firms  who  ship  in  wooden  barrels,  at  least 
recooper  this  class  of  package.  Therefore,  a  brief  description  of  the  special  machinery 
employed  will  not  be  out  of  place.  The  5-gallon  can  selected  as  typical  of  the  industry 
is  made  from  three  "blanks";  two  sheets  of  which,  the  "  body  blanks,"  form  the  four 
sides,  and  the  third  sheet  the  two  ends.    A  trimming  press  cuts  the  body  blanks  to  the 
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exact  Bise,  and  a  hemming  press  turns  over  the  top  and  bottom  e<^ee.  A  paneling  and 
bending  press  now  stamps  the  paneU,  hooka,  etc.,  and  bends  the  body  at  ri^t  angles. 
Such  a  press  has  a  capacity  of  7000  blanks  daily  when  operated  by  an  experienced 
pressman.  Two  bent  body  blanks  are  united  by  a  homing  press  to  fonn  the  complete 
body,  which  securely  locks  the  vertical  body  seams  one  at  a  time.  The  heads,  which 
m  the  meantime  have  been  stamped  and  embossed  in  a  suitable  press,  are  now  attached 
to  the  bodies  by  a  "  squeeier,"  from  which  the  cans  pass  to  a  seam-ioUing  machine. 
Such  machines  have  a  capacity  of  9000  to  12,000  five-gallon  cans  in  ten  hours  and 
effect  a  lai^  saving  in  solder.  Handles,  caps,  etc.,  are  also  made  and  attached  by 
special  machines.  The  soldering  is  done  by  certain  patented  processes  involving 
a  continuous  movement  of  cans,  by  which  the  seams  are  automatically  presented  in 
succession  to  a  thin  heating  flame,  flux  dip,  solder  bath,  and  the  action  of  a  cleansing 
brush  to  remove  the  excess  of  solder.  The  entire  series  of  soldering  operations, 
including  the  turning  of  the  cans  to  present  the  various  seams,  is  accompbshed  by  the 
one  machine. 

Steel  drums  are  made  on  somewhat  similar  lines,  rolls  naturally  replacing  presses 


Fio.   121,— A  BliM  five-gallon  CBD'fillltic  mactiiDe. 

in  part,  and  rivets  and  brazing  being  substituted  tor  solder.  The  bilged  steel  barrel 
is  made  by  first  farming  a  cylindrical  open-lop  drum  by  riveting  and  braiing  the  side 
seam,  followed  by  rolling  on  the  bottom  head  and  brazing  the  chime.  The  drum  ia 
now  placed  in  a  steel  die  whose  inner  surface  conforms  to  the  shape  of  the  finished 
barrel.  It  is  then  filled  with  water  and  closed  with  a  tight-fitting  top,  and  the  die 
is  kicked.  Hydraulic  pressure  is  applied  to  the  water  in  the  drum,  causing  the  steel 
of  the  latter  to  flow  cold,  and  take  the  ahapo  of  the  die.  This  forms  a  perfect 
bi^^  barrel,  which  is  now  completed  by  rolling  on  the  top  head  and  braiing  the 

In  the  manufacture  of  wooden  barrels,  staves  are  received  in  blank  or  jointed. 
The  latter  operation  is  effected  by  a  stave  jointer,  which  consists  of  a  rapidly  revolving 
vertical  disk,  in  which  are  inserted  jointing  knives  which  surface  the  edge  of  the  staves 
at  proper  bevel  and  taper  to  make  a  tight  joint  when  formed  into  a  finished  barrel. 
The  equaliicd  jointed  staves  are  placed  by  hand  in  a  setting-up  form,  in  sufficient 
number  to  fit  tightly,  and  are  held  in  place  by  a  temporary  truss  hoop.  After  this, 
the  partially  formed  barrel  with  the  staves  held  together  at  one  end  and  separated 
at  the  other,  goes  first  through  a  steaming  process  to  render  the  staves  pliable,  and 
then  (o  a  windlass,  where  the  open,  separated  ends  ore  drawn  together  and  the  bQge 
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formed.  A  tsecond  truss  hoop  is  now  thrown  over  the  ends  that  are  brought  together 
by  the  windlass,  and  the  shell  is  placed  over  a  special  gas-  or  oil-fired  stove,  from  which 
it  is  removed  just  before  charring  takes  place.  The  shell  next  goes  in  succession  to 
the  trusser,  where  the  staves  are  more  firmly  brought  together;  to  the  crozer,  where 
trimming,  chamfering,  crozing,  and  howeling  are  accomplished  in  one  operation; 
and  lastly  to  the  barrel  lathe,  where  a  smooth  outer  surface  is  produced.  The  heads, 
which  in  the  meantime  have  been  made  in  a  head  rounder,  are  now  inserted.  The 
chimes  are  then  flagged,  and  the  hoops  driven  by  a  hoop-driving  machine.  The  barrel 
is  now  ready  for  sizing.  In  refineries  where  only  recoopering  is  done,  broken  or  defective 
staves  are  usually  replaced  by  others  from  a  knocked-down  barrel.  Any  necessary 
jointing  is  accomplished  by  a  long  fixed  jointing  plane  over  which  each  stave  is  passed 
to  effect  its  reduction  to  the  proper  size.  The  necessary  crozing  is  done  by  hand  tools 
and  the  heading  is  purchased  already  made.  The  principal  part  of  recoopering  there- 
fore consists  in  flagging  and  hoop-driving,  with  occasional  replacements  of  broken 
staves,  defective  heads,  etc.  Before  a  second-hand  barrel  is  recoopered,  it  must 
first  be  steamed;  if  it  is  very  dirty,  one  head  must  be  withdrawn,  and  the  inner  surface 
scraped  and  cleaned.  The  barrel-washing  machine  serves  admirably  for  this  purpose, 
and  an  adaptation  of  the  same  has  also  been  developed  for  painting. 

In  regard  to  *^  c"  many  of  the  larger  plants,  especially  in  connection  with  the 
5-gallon  export  cans,  have  box-making  machines,  which  automatically  nail  and  case 
two  5-gallon  cans  to  a  package,  with  very  little  attention.  Endless  carriers  transport 
the  finished  boxes  or  barrels  to  the  steamers  or  cars,  and  gravity  '^  lowerators,'^  working 
automatically,  pass  the  merchandise  to  lower  levels. 

V.    GENERAL  CONSTRUCTION  AND  EQUIPMENT 

In  actual  refinery  construction,  especially  in  a  plant  of  large  size,  erection  should 
proceed  in  an  orderly  and  systematic  manner,  so  that  delays  in  the  work  will  be  reduced 
to  a  minimum  and  each  unit  be  completed  as  needed.  This  obviously  requires  great 
attention  to  detail  in  ordering  and  routing  the  material,  equipment,  etc.,  and  the  plan- 
ning of  simultaneous  construction  of  many  different  groups,  such  as  buildings,  stills, 
tanks,  etc.  While  it  is  evident  that  no  general  rule  can  apply  for  all  conditions,  as  the 
difficulties  of  receiving  material  on  exact  schedule,  and  the  delays  incident  to  the  scarcity 
of  labor,  strikes,  etc.,  are  well  recognized,  the  following  typical  systematized  scheme  of 
construction  is  suggested,  as  it  has  been  tried  out  and  found  practical.  Of  course,  the 
local  conditions,  the  size  of  the  projected  plant,  and  the  question  of  whether  construction 
is  to  be  done  wholly  or  in  part  by  outside  contractors,  will  modify  each  individual  case; 
but  the  principle  involved  will  remain  unaltered. 

Systematic  Scheme  op  Construction  for  a  Complete  Refinery 
,  Order  of  Operations 

1.  Contour  survey  of  site. 

2.  Location  of  units. 

3.  Extension  of  railroad  construction  spur. 

4.  Erection  of  temporary  buildings. 

a.  Engineer's  office. 

b.  Contractor's  offices  and  tool  shanties. 

c.  Repair  shop  and  store-sheds. 

d.  Commissary  and  bunk  houses. 

5.  General  simultaneous  construction  in  the  following  order,  of: 
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Buildings,  equipment,  etc.: 

Stills,  condensers,  etc.: 

Tanks,  agitators,  etc.: 

Mi3oellaneous: 

a.  Supply  storehouae. 

a.  Crude  stills,  con- 

a. Crude  tanks. 

a. 

Water  -  supply  sys- 

b. Carpenter,  pipe  and 

densers,  etc. 

b.  Run-down  tanks. 

tem,  lines,  etc. 

machine  shop. 

b.  Rerunning    stills. 

e.  Working  tanks. 

6. 

Bunkering   wharf. 

e.  Boiler  and  power 

condensers,  etc. 

d.  Light-oil  agita- 

pipe-line, etc. 

houses. 

e.  Steam  stills,  con- 

tors. 

c. 

Oil,  gas,  and  steam 

d.  Pump  houses. 

densers,  etc. 

e.  Bleachers. 

connecting  lixies. 

e.  Receiving  houses. 

d.  Lubricating  stills. 

/.  Storage  tanks. 

d. 

Traps  and  sewers. 

/.  Laboratory. 

condensers,  etc. 

0.  Lubricating-oil  agi- 

e. 

Foam  system. 

g.  Office. 

e.  Pressure  stills,  con- 

tators. 

/. 

Fence,   walks,   final 

h.  Wax  plant. 

densers,  etc. 

h.  Lubricating^il 

grading. 

t.  Filter  plant. 

/.  Fire-walls. 

tanks. 

j.  Shipping  and  cooper- 

t. Fire-dikes. 

age  buildings 

k.  Car-repair  shop. 

The  contour  survey  of  the  site,  the  location  of  various  units,  and  the  extension 
of  a  railroad  spur  have  already  been  discussed  in  the  section  on  general  plant  design. 
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Fig.   122. — Elevations  and  cross  section  of  a  typical  Austin  standard  building. 


The  nature  of  the  temporary  buildings  mentioned  is  self-evident  to  anyone  familiar 
with  general  construction. 

Passing  to  permanent  refinery  structures,  a  good  substantial  storehouse  should  be 
one  of  the  first  buildings  erected  and  should  be  closely  followed  by  the  pipe  and  machine 
shop.  The  standard  factory  buildings  offered  to  the  trade  are  admirably  adapted 
to  these  purposes.  Such  buildings,  illustrated  in  Fig.  122,  may  be  bought  in  sted 
frame  construction,  for  immediate  shipment  from  stock,  in  variable  widths  of  30, 
36,  40,  50,  and  60  feet  in  multiple  lengths  of  20  feet,  thus  meeting  practicafjy  any 
requirement.  Windows  and  doors  may  be  arranged  to  suit,  the  frames  covered 
with  asbestos  protected  metal,  galvanized  steel,  or  black  iron  as  may  be  desired.  Even 
brick  walls  can  be  installed  where  it  is  deemed  necessary.  Asbestos-protected  metal 
is  recommended  for  the  buildings  under  consideration.  Early  storehouse  erection 
will  soon  repay  its  cost  in  saving  material  and  supplies  from  loss  by  misla3ring,  theft, 
and  rust.  A  pipe  and  machine  shop  is  an  almost  immediate  necessity  from  the  moment 
the  steel  assembly  begins,  the  power  for  oj)eration  being  obtained  from  some  temporary 
source  until  the  completion  of  the  steam  plant  or  other  primal  energy  unit.  The  sixe 
of  these  buildings  will  obviously  depend  on  the  capacity  of  the  plant,  the  nearness  to 
supplies,  the  completeness  of  machine-shop  equipment,  etc.    For  example  a  certain 
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5000-barrel  plant  which  includea  refining  to  lubricanU  and  whitdi  ia  two  d&ys  away 
from  Buppli^  finds  a  Btorehouse  30  by  60  feet,  and  a  pipe  and  machine  ^op  50  by  00 
feet  adequate  to  its  needs.  The  latter,  in  fact,  ia  of  sufficient  size  to  allow  the  par- 
titioning  of  one  end  into  a  blacksmith  ahap  and  a  carpenter  shop.  Id  larger  plants 
these  shops  would  be  more  efficient  as  detached  units. 

As  Boon  as  possible  after  the  foundations  for  the  warehouse  and  shopa  have  been 
started,  the  work  on  boiler-  and  power-house  foundatians  should  befpn.  Here  again, 
the  standard  ready-made  building  can  be  used  to  advantage.  In  determining  the  use 
of  the  building,  some  consideration  should  be  given  to  climatic  conditions,  for  a  con- 
gested, ill-ventilated  boiler  house  in  the  warmer  latitudes,  especially  in  large  plants. 


means  poor  operating  efficiency.     In  general  it  is  also  advisable  to  delay  the  erection  of 
the  building  proper  until  the  boilers  themselves  have  been  hung  in  supporting  frames. 

On  account  of  the  inflammable  nature  of  the  products  handled,  and  the  proximity  of 
the  receiving  houses  to  the  stills,  both  the  pump  houses  and  the  units  last  named  should 
be  preferably  of  brick  construction,  with  concrete  roofs,  doorways  and  windows  fitted 
with  metal-sheathed  self-closing  doors  and  shutters  and  provided  with  fusible  links  to 
release  in  case  of  fire.  In  other  words,  fireproof  construction  should  be  used  throughout. 
The  aiie  of  such  buildLngs  will,  of  course,  depend  on  the  number  and  type  of  the  pumps 
inatalled  in  the  one  case,  and  the  number  of  entering  run-down  lines  in  the  other.  In 
the  piunp-house  design,  sufficient  room  should  always  be  left  to  allow  the  withdrawal  of  . 
the  pump  pistons.  It  should  further  be  noted  that  distributing  manifolds  will  often 
require  proportionately  more  room  than  the  pumps  themselves,     A  safe  procedure  for 
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determiniQg  the  length  of  the  teceiving  houses  is  to  space  run-down  manifolds  on  3-foot 
6-inch  centers,  with  equal  intervals  at  the  ends  of  the  building.  The  width  of  the  latter 
should  be  governed  by  the  number  of  proposed  run-down  lines,  it  being  always  advisa- 
ble to  make  allowance  for  future  additions.  In  the  actual  erection  of  these  buildings, 
the  rear  walls  should  not  proceed  until  the  entering  lines  have  been  connected  to  the 
manifolds  or  apertures  left  for  such  connections.  The  interior  of  a  typical  recoveiy 
house  is  illustrated  in  Fig.  123. 

Where  the  plant  is  likely  to  begin  shipping  as  a  stripping  plant  upon  the  completion 
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Fia.  124. — Sectional  tide  and  end  elevation  of  a  three-oven  sweating  building. 

of  the  crude  still  battery,  the  laboratory  foundations  should  be  started  immediately  after 
the  receiving  house.  For  similar  reasons  the  refinery  office  building  may  be  begun  about 
this  time,  but  this  depends  a  great  deal  on  the  size  of  the  building  required,  the  nature 
of  the  engineer's  temporary  quarters,  and  the  amount  of  work  being  done  by  the  refinery 
office  force.  It  would  be  poor  economy  to  attempt  a  systematic  checking  of  material 
receipts,  to  follow  up  the  system  of  shipments  and  record  of  actual  construction  cost 
with  an  office  force  working  under  disadvantages.  In  fact  under  certain  conditions, 
an  office  building  should  be  one  of  the  first  units  constructed  at  the  plant.  Where  a 
plant  is  so  situated  that  the  housing  problem  is  a  feature  of  the  copstructiOBi  attention 
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should  be  given  at  this  time  to  pennanent  dwelling  cottages,  as  these  should  be  in  readi- 
nese  for  the  process  men  when  the  actu&l  operation  begins. 

White  the  erection  of  the  laboratory  or  the  office  is  in  progrea,  foundations  should 


Fia.  126.^^leetioii«l  •IsritiDn  of  ■  filter  houn. 

be  cast  for  the  wax-plant  buildings  followed  by  thoae  of  the  filter^ouse  units. 
These  buildings,  obviously  of  special  design,  should  be  of  heavy  substantial  construc- 
tion, and  the  laying  of  the  walls  should  be  retarded  until  the  heavier  equipment  is 


instftUed.  The  floor  plsjt  and  elevation  of  &  12&-toD  wax  plant  has  already  been  included 
in  the  section  on  general  apparatus,  yig.  124  shows  a  sectional  elevation  of  a  sweater 
building,  in  which  it  will  be  noted  that  the  "  oven  "  walls  are  specially  constructed 
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with  a  central  oourae  of  insulating  brick.  A  t3rpical  filter  house  is  given  in  vertical 
cross  section  in  Fig.  125. 

Shipping  and  cooperage  buildings  may  be  adapted  from  previously  mentioned  stand- 
ard buildings,  but  if  they  are  to  be  more  than  one  story  high,  special  design  is  advisable. 
Fireproof  construction  should  be  used,  of  course,  throughout.  The  size  will  naturally 
depend  upon  the  amount  of  compounding,  whether  shipping  is  done  by  barrels  or  cans, 
and  whether  the  latter  are  manufactured  or  prepared  at  the  plant.  The  design  is  a 
matter  of  specialization  and  is  beyond  the  scope  of  this  volume. 

The  erection  of  a  car-repair  shop  may  be  left  to  the  last,  unless  it  is  also  to  be  used 
as  a  boiler  shop.  This  combination,  which  is  advantageous  in  certain  instances,  neces- 
sitates the  early  completion  of  the  shop  if  the  fabrication  of  any  plate  work  is  to  be 
attempted  by  the  refinery  during  the  general  building  of  the  plant.  Here  again,  the 
standard  building,  complete  with  traveling  crane,  can  be  very  profitably  used.  Several 
well-known  plants  have  adopted  this  plan. 

Simultaneously  with  the  erection  of  the  buildings  should  proceed  the  erection  of 
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Fio.  127. — Setting  for  end-fired  stUk,  end  elevation. 


the  stiUs,  condenses,  etc.  Standard  stiU  foundations  are  usually  cast,  if  for  end-fired 
units,  in  a  battery  of  from  four  to  tK'elve  stills,  six  being  a  common  number  and  twelve 
the  maximum  usually  constructed  in  one  block.  A  typical  setting  is  shown  in  side  and 
end  elevation  in  Figs.  126  and  127.  A  variation  of  this  form  is  the  return  side-flue 
modification.  In  this  the  flue  gases,  instead  of  leaving  through  an  underground 
passage  back  of  the  bridge  wall,  pass  through  an  uptake  in  the  rear  side  walls,  and 
return  in  contact  with  the  lower  upper  shell  surface,  through  a  tHe-covered  side  flue 
built  o\'er  the  lugs.  The  side  flues,  usually  about  3  feet  in  height,  are  double  between 
the  stills  and  single  on  the  end  units  of  the  battery,  and  terminate  in  metal  stacks  of  30- 
and  22-inch  diameter  respectively.  The  latter  are  provided  with  suitable  draft  dam- 
pers, and  are  erected  at  the  ends  of  the  flues,  as  close  to  the  front  of  the  stiU  as  good  con- 
struction will  permit.  It  is  claimed  that  such  a  form  of  flue  will  effect  a  saving  of  15 
per  cent  in  fuel,  but  is  rather  severe  on  the  upper  sheets.  It  is  not  now  in  general  use. 
Side-fired  stills  are  commonly  erected  in  units  of  two.  side  firing  in  general  being  more 
suitable  for  coking,  because  the  stili  bottoms  receive  a  more  uniform  beat.    The  Van 
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Dyke  patented  setting  is  shown  in  Fig.  128.    Vertical  cylindrical  stills  of  the  cheese- 
box  type  are  practically  obsolete  as  crude  stills,  but  are  still  used  in  a  limited  way  as 


■■M 


NAIF  OIVATIOII  «0E  THAOUOH  QCNTf  R  UNC  8TIU 


HAir  not  CUVATION 


•EOnON  THROUOH  FIRC  BOX 


END  EtEVATION 


Flo.  128. — Side  and  end  elevation  of  the  setting  of  side-fired  stills. 


sweetening  units.    They  are  set  in  single  form,  Fig.  120  illustrating  the  type  of  setting 
employed. 

Erection  methods  will  vary,  depending  on  the  type  of  setting  employed.    A  com- 


moa  practice  is  to  enct  the  waUb  to  a  height  about  equal  to  the  pcnnauent  level  of 
the   bottom  of  the  still.     I-beama  or  siU  timbors  are  then  placed  thereon  aa  Umpo 


Pio.  120.— Settina  for  verl 


U]r  Bupporta,  to  allow  the  fitting  up  and  riveting  of  the  ahells,  or  the  rolling  into  por- 
tion of  the  finished  BtlUs  made  up  in  the  shop.    The  maximum  diameter  of  ready  fabri- 


Flo.  130— Crude  il 


catedunitaia  11  feet,  on  account  of  railroad  shipping  r^utationa.    As  soon  ae  the  abella 
are  complete  or  in  position,  the  lugs  or  hanger  straps  are  attached,  the  supporting 
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cduiDDS*  erected,  tbe  stills  let  down  on  them  or  properly  hung,  the  temporary  xupportA 
withdnwn  and  tbe  brickwork  brought  to  completion.  Such  a  method  of  erection  is 
Klustnted  in  Fig.   130,  where  it  will  be  noted  that  the  deaign  is  arranged  for 


n>ecluknical-e1«ker  firing.    The  detailed  plan  for  a  somewhat  similar  setting  is  shown 
in  Fig.  131. 

>  CaluDuu  msT  b«  either  of  cut  iron  or  ■tructural  etcel.    Modern  practice,  with  it<  more  efficient 
BcttniJi  ol  haat-protective  iniulation  mm]  lir-cooling  fluea  ^ving  [ir«teienc«  to  tbe  iteel  unite. 


Where  the  Buspension  method  is  employed  with  columns  extending  to  grade  level,  the 
atilla  are  often  fabricated  at  grade  at  the  approximate  final  location  or  are  rolled  to  such 


a  position  upon  the  completion  of  the  shell.    The  eolumns  and  frames  are  then  erected 
and  the  stills  swung  into  place  before  the  brickwork  is  begun.    Such  a  form  of  setting 

Carve  A  mnHnubutliiiapRSq.  FI.  perHr.  lhrou(h>«>U 
coDpoHd  Bt  ^'nn  Brick  ud  sCRoI  Brkk 
Carv«  S  npTHoU  liHi  !«■  pK  S«.  Ft.  pv  Hi.  u 
cendpDAHtofft'^lnBrlck.  4 
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Fum»ce  Temp.  (Deg,  F.) 


has  been  previously  shown  in  receding  elevation  in  Fig.  57,  page  151.     A  variation 
in  the  method  of  erection  is  to  provide  the  still  with  lugs,  supported  by  a  structural 
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at«el  frame,  and  steel-eocaae  the  entire  Betting.    Tbie  form  of  construction  is  illustrated 
in  Rg.  132. 

All  found&tiona  below  grade  ahould  be  of  coacre(«,  the  depth  varying  with  the  nature 
of  the  soil,  piling  being  used  where  it  ia  necessary,  it  iH  Hbo  preferable  to  employ 
concrete  for  the  upper  supporting  walla,  provided  it  ia  protected  from  the  action  of 
heat  by  two  couraea  of  fire-brick  and  a  4i-inch  thickneaa  of  silocel  brick  or  other  special 
insulating  material.  General  practice  is,  however,  to  use  common  red  brick  rather 
than  concrete,  for  the  outer  wall  courses  above  the  level  of  the  bottom  of  the  still  and 
for  the  end  walla.  Hiia  is  because  such  portions  of  the  setting  are  more  likely  to  require 
tearing  out  for  the  repairs  incident  to  the  replacement  of  bottom,  mde  and  lug  aheeta, 
etc.  A  comparison  of  heat  losaea  through  insulated  and  iminsulated  walls  ia  shown 
in  Pig.  133.  The  need  for  special  insulating  material  is  at  once  ^parent  not  only 
where  concrete  is  employed  but  in  every  case  of  efficient  installation.  Reduced 
to  tabular  form,  the  fuel  losses  from  uninsulated  and  insulated  walls  appear  as  followa: 

Diagram  Showing  Meal  Flow  and  Fuel  Loss  in  Furnace  WaU* 
Fuel  LoMts  per  Hour  per  1000  Square  Feet  of  Radiating  Surface 
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The  ends  of  the  still,  and  the  exposed  portion  of  the  ahell  above  the  lugs  are  conunonly 
insulated  by  one  of  two  methods.    The  first  is  securely  to  attach,  by  means  of  cable 


Fia.  134 — Mathod  of  protective  ineutation  by  •ppliottion  o(  blai^ka  of  non-cnniluctinc  material. 

wires,  a  covering  of  metal  lath,  over  which  is  spread  two  or  more  coats  of  protective 
beat-insulating  cement,  with  chicken-wire  reinforcement  between  the  layers,  to  a  thick' 
UMB  of  about  IJ  inches,  the  whole  being  finally  waterproofed  with  a  special  coating. 
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The  second  method  is  to  apply  insul&ting  blocks,  fastened  with  wires  to  caiAea  or  angles 
and  finished  with  waterproof  cement  coating  as  in  the  first  instance.  This  is  illustrated 
in  Fig.  134,  page  237.  It  is  claimed  that  a  saving  of  60  to  70  per  cent  in  heat  radiation 
may  be  effected  by  either  of  the  methods  described.  Stills  operating  at  low  temperature, 
such  as  Bteam  stills,  may  have  the  insulation  further  protected  with  a  canvas  covering, 
sewed  or  tacked  on  over  the  last  coat  of  cement  and  made  absolutely  water-tight  by 
several  applications  of  standard  paint.     Steam  still  towers  are  prefer^ly  finished  in 

The  erection  of  tube  stills,  apart  from  variations  in  design,  involves,  in  general,  the 
construction  of  furnace  foundations,  special  flues,  and  baffle  passes.  The  walls  should 
progress  as  the  pipe  coils  are  installed,  the  furnaces  finally  being  capped  with  arch  roofs, 


b.  Front  mnd  left-hand  view  of  Bell-tflppias  retort  diirinc  conalrurtion. 
Fio.  135.— Pro(ra>  conatruction  Bell-toppine  retorti. 

and  the  entire  structure  reinforced  with  vertical  I-beams  or  T-bara  tied  together  with 
suitable  rods  provided  with  tumbuckles.  The  illustration  in  Fig.  135  gives  a  very 
clear  idea  of  the  erection  procedure  for  this  type  of  still. 

Condensers  are  conunonly  supported  by  concrete  or  brick  walls,  on  which  are  laid 
pipe  or  I-beam  rafters  of  suitable  weight  at  proper  distances  apart.  Supports  con- 
structed entirely  of  structural  steel  are  sometimes  employed,  but  such  construction  is 
not  recoiomended  unless  a  concrete  wall  be  erected  next  to  the  stills,  and  preferably 
one  adjacent  to  the  receiving  house  side  as  well,  for  fire  protection.  In  this  case  it  is 
very  desirable  that  intermediate  columns  and  rafters  be  of  structural  design.  Aside 
from  fire-risk  considerations,  the  condenser  support  design  is  obviously  a  matter  of  the 
proper  spacing  of  the  walls  and  the  selection  of  columns  and  rafters.  This  is  dependoit 
upon  the  total  weight  involved  and  is  a  readily  solved  but  individual  problem.  Similariy 
the  designs  for  the  column,  tower,  and  evaporator  supports  are  evolved,  these  units 
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being  usually  constructed  in  the  field  directly  on  supports,  when  they  are  over  six  tons 
in  wei^ty  because  of  the  difficulty  in  raising  already  fabricated  apparatus  of  this  nature 
to  elevated  positions.  When  the  same  are  built  up  before  being  shipped  it  is  preferable 
to  erect  them  by  the  aid  of  two  jin-poles  fitted  with  blocks  and  tackle.  The  towers 
or  columns  are  supported  during  erection  at  a  point  slightly  above  the  center  of  gravity, 
80  that  the  bottom  may  be  swung  into  the  desired  position.  Hand  crabs  may  be 
employed  where  one  or  two  units  are  to  be  raised,  but  a  steam  or  electrically  driven 
winch  is  a  handy  piece  of  apparatus  for  this  purpose,  and  may  also  be  very  profitably 
employed  in  raising  sections  of  the  condenser  coil  or  vapor  line  into  position. 

Coil  supports  should  be  of  pipe  or  structural  steel,  particularly  if  the  design  calls 
for  vertical  members.  The  average  life  of  wood  is  about  four  to  six  years  in  such  service. 
Where  the  latter  is  employed,  treated  yellow  pine  or  cypress  should  be  chosen.  Wood 
gives  the  best  satisfaction  when  employed  as  horizontal  blocks  between,  wrought-iron 
manifold  coils  in  smaU  condensers. 

While  the  construction  of  buildings  and  stills  is  proceeding,  the  necessary  grading 
for  tank  sites  should  have  been  completed  early,  and  the  tank  builders  should  be  at  work, 
in  order  that  the  crude  tanks  may  be  completed  and  in  readiness  to  store  crude  if  so 
desired.  Rim-down  tanks  should  follow  next,  and  be  ready  to  hook  up  to  run-down 
lines,  as  the  latter  are  extended  from  the  receiving  houses.  Other  tanks,  agitators, 
etc.,  should  come  next  in  the  order  previously  specified  although  this  order  may  be 
modified  according  to  the  needs  and  receipt  of  material.  As  a  rule  it  is  inadvisable  to 
erect  dikes  or  fire-walls  in  completion  until  all  coimections  are  made;  but  when  grading, 
care  should  at  least  be  taken  that  a  "  borrow  **  pit  is  not  located  on  a  dike  circle  and 
that  wastage  may  be  profitably  dragged  to  the  dike  line.  The  preparation  of  a  tank 
site  usually  requires  little  more  than  grading  to  a  uniform  level  and  providing  a  center 
stake  for  the  erecting  crew.  On  made-land  or  river-bottom  soil,  piling  is  occasionally 
necessary,  but  this  may  be  generally  avoided  by  the  selection  of  tanks  of  large  diameter. 
Ash  fills  should  be  covered  with  at  least  6  feet  of  sand  and  should  be  well  tamped  before 
proceeding  with  erection.  In  general  it  is  always  advisable  to  paint  the  bottoms  of  the 
tanks  with  two  coats  of  protective  paint  before  lowering  them  from  the  horses.  Certain 
by-products  of  the  coal  tar  industry  serve  every  purpose  and  are  obtainable  at  a  nominal 
price. 

The  erection  equipment  for  the  tanks  is  simpUcity  itself.  It  consists  of  a  sufficient 
number  of  horses  for  supporting  the  bottoms  under  construction,  one  or  two  tripods 
for  the  erection  of  the  first  two  rings,  a  jin-pole  for  the  upper  courses,  and  a  stage  pro- 
vided with  groovednsheave  pulleys,  which  may  be  hung  from  the  upper  sheets  and 
moved  around  the  shell  as  the  riveting  progresses.  This  equipment,  together  with  the 
staging  lumber,  and  one  or  two  forges  for  heating  the  larger-sized  rivets  is  all  that  is 
necessary.  When  several  large  tanks  are  to  be  erected,  however,  an  air  compressor 
is  usually  temporarily  installed,  and  the  heavier  work  is  done  with  pneumatic  tools, 
otherwise  hand  riveting  and  caulking  is  used.  To  secure  the  best  results  from  a  labor 
standpoint,  the  erection  of  three  or  four  tanks  should  proceed  simultaneously  so  that 
"  buU  '^  gang,  riveters,  and  caulkers  may  each  work  only  at  their  respective  tasks. 

Much  miscellaneous  construction  can  be  carried  out  by  independent  gangs  or  con- 
tractors in  the  meantime,  one  of  the  first  odd  tasks  necessary  being  the  installation  of 
an  adequate  water-supply  system.  Temporary  shallow  wells  for  the  contractors'  use 
are  often  necessary  where  city  water  is  not  available;  but  as  the  construction  proceeds 
up  to  the  period  of  operation  more  and  more  water  is  required  daily,  so  that  the  work 
on  permanent  wells  or  other  supply  systems  should  be  pushed  rapidly.  If  condensing 
water  is  to  be  drawn  from  lake,  river,  or  ocean  source,  the  problem  is  then  one  of  pump 
installation  and  the  laying  of  water  mains.  In  the  meantime  a  temporary  source  of 
power  may  be  had  by  by-passmg  large  pumps  with  a  small  imit  for  immediate  needs. 


Fio.   130.— Soetionml  clovali 


WATER  SUPPLY  SYSTEM 

Fire  lines  may  be  laid  at  this  time,  and  service  wat«r     ' 
drawn  from  hydrants  at  the  point  of  demand,  avoiding 
the  stringing  of  temporary  supply  pipes. 

Where  the  primal  water  supply  is  to  be  obtained  from 
nells,  the  latter  should  be  located  by  the  methods 
already  discuaaed,  and  if  of  the  deep  artesian  type, 
diilling  should  be  bef^un  at  once.  When  water  ensts 
in  heavy  flow  at  depths  of  from  25  to  50  feet,  a  brick 
or  concrete  shaft  may  be  sunk  from  grade  to  water- 
bearing gravd  by  excavating  from  under  the  founda- 
tioD  sboea  and  allowing  the  curb  to  sink  by  gravity,  as 
additional  weight  is  supplied  at  the  top.  With  the 
cuih  lowered  to  gravel,  the  casing  should  now  be 
mink.  This  may  take  the  form  of  a  perforated  pipe,  a 
alolted  screen,  or  other  patented  form,  and  is  dependent 
upon  the  nature  of  the  strata  which  supply  the 
water.  The  catnng  may  be  driven  or  sunk  by  wei^t- 
ing  at  the  top  and  agitating  the  inner  core  with  air 
or  water  under  pressure.  A  completely  sunk  well 
sKaft  with  casing  screen  in  position  is  illustrated  in 
Fig.  136.  A  submerged  vertical  centrifugal  pump, 
with  a  motor  at  the  top  of  the  shaft,  or  a  direct- 
connected  standard  unit  located  in  the  pit  on  a  shelf 
ibove  hi^-water  mark,  are  the  preferable  types  of 
pumpe  to  be  employed  in  installations  of  the  above 
order.  Sometimes,  however,  steam  pumps  at  the 
botlem  of  the  shaft  and  power  pumps  with  the  power 
bead  at  the  top  of  the  curb  are  employed. 

Whete  water  lies  at  a  depth  of  50  to  300  feet,  or  even 
at  depths  permitting  the  cheaper  sunk  shaft  and  stand- 
ard pump,  the  h^-efliciency  submerged  vertical-well 
pump,  in  single  or  multi-stage  type,  as  occasion 
demands,  and  driven  by  a  vertical  motor  at  grade, 
a  perhaps  the  most  satisfactory  form  of  installation 
for  securing  a  continuous  water  supply  with  minimum 
atlCTition.  One  type  of  this  pump  has  already  been 
shown  in  Fig.  101,  page  210;  another  type  of  high 
efficiency  is  illustrated,  together  with  well  shaft  and 
casing,  in  Fig.  137. 

Bunkering  irtiarf. — Another  item  of  refinery  con- 
ttruction,  that  con  and  should  be  started  early  when 
it  13  to  be  installed  at  all,  is  a  bunkering  wharf.  Such 
a  structure  is  limited  to  plants  on  deep  navigable 
tcater  couraee,  and  early  erection  is  advisable,  iiecausc 
at  certain  periods  of  the  year,  work  is  continually  inter- 
rupted and  frequently  prevented  by  high  water,  ice 
and  other  disturbing  causes.  The  construction  of  such 
a  wharf  is  an  individual  problem  for  each.  site.  It 
depends  on  depth  of  water,  nature  of  channel,  cur- 
rents, number  and  size  of  steamers  to  be  docked  at 
one  time,  etc.  A  typical  Misnssippi  River  wharf  is 
usually  conitected  by  an  approach  bridge  passing  over 
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a  levee  to  the  plant  site.    One-half  of  the  bridge  is  commonly  resenred  for  filling  and 
discharge  lines,  the  other  for  trucking  supplies,  and  as  a  foot  passage. 

The  stringing  and  fitting  up  of  connecting  and  run-down  lines,  as  well  as  gas,  water, 
and  main  steam  lines  is  another  division  in  erection  that  can  be  carried  out  without 
the  interference  of  other  projects.  In  general,  gas  and  water  lines  ^  should  be  buried, 
the  latter  below  frost  level  while  oil  lines  may  be  trenched,  partially  exposed,  or  kid 
on  top  of  the  ground,  depending  upon  climatic  conditions.  The  ideal  from  of  installa- 
tion for  such  lines  is  one  or  more  concrete  trenches  provided  with  cross  beams  for 
supporting  lines  above  the  bottom  of  the  trench.  The  latter  is  frequently  trapped  to  a 
sewer  connection,  so  as  to  catch  leakage  and  avoid  accumulation  of  any  quantity  of  oil 
with  its  attendant  danger  of  fire.  Steam  lines  should  be  supported  initially  at  heights 
to  permit  drainage  in  decreasing  siBes.  Second-hand  boiler  flues  often  make  ideal 
supports.  Pipes  should  be  h\mg  from  these  boiler  flues  rather  than  supported  directly, 
in  order  to  secure  greater  freedom  in  expansion.  In  fitting,  welding  may  be  practiced 
where  joints  are  likely  to  be  permanent,  as  in  a  steam  header  manifold  over  a  batteiy 
of  boilers,  or  where  special  tightness  is  desired,  as  in  gas-line  connections  to  absorption 
or  compression  systems.  Cast-iron  Qow-pressure  service)  pipe  joints  are  either  standard- 
flanged,  lead-caulked,  or  of  ground  surface  (Universal)  type.  While  it  Is  often  possible 
by  careful  planning,  to  lay  lines  in  such  order  that  one  ell  at  a  turn  is  sufficient,  such 
fitting,  aside  from  making  a  stiff  joint  (poor  practice  in  refinery  construction),  permits 
future  additions  with  difficulty.  The  use  of  two  ells,  or  an  ell  and  tee  at  a  branch 
connection,  besides  f\imishing  a  partial  swing,  always  allows  future  parallel  lines  to  be 
installed,  the  latter  slipping  readily  imder  brandi  lines  without  interference.  Under 
severe  conditions  of  expansion  and  contraction,  such  as  a  vapor  line  for  instance,  a 
full  double-swing  connection  should  be  employed;  while  on  hot-flow  or  pumping-out 
lines  of  smaller  diameter  either  an  expansion  joint  or  double-swing  may  be  used. 

With  the  various  lines  nearing  completion,  drains  and  sewers  should  also  be  well 
along  in  construction  so  as  to  be  in  readiness  for  plant  operation.  These  may  be  of 
split  tiLe  or  concrete  for  open  drains;  standard  tile  pipe  (earthenware,  stoneware, 
concrete  and  in  some  cases  cast  iron)  for  medium-sised  closed  sewers;  and  of  brick  or 
reinforced  concrete  built  over  forms  for  large  mains.  In  general,  small  drains  should 
be  of  open  type;  but  no  great  length  of  open  sewer  should  exist  without  an  interposed 
water-sealed  trap  to  prevent  spreading  of  fire.  Closed  earthenware  tile  should  never 
be  used  where  free  steam  discharges,  nor  should  unprotected  concrete  be  used  where 
exposed  to  acid.  All  draios  or  sewers  likely  to  carry  oil  should  discharge  into  open 
traps  or  separators  provided  with  skimming  lines,  before  final  wastage.  Such  traps, 
while  still  occasionally  built  of  wood,  in  accordance  with  former  practice,  are  now 
usually  constructed  oi  concrete.  The  sixe  and  number  of  compartments  will  vary 
with  the  amount  of  water  handled.  The  main  tnp  for  a  fiOOQ-barrel  plant  running  to 
lubricating  oils,  for  instance,  is  200  feet  long  by  30  feet  wide  by  10  feet  deep,  and  is 
divided  into  six  compartments.  In  one  form  of  construction,  cross  walls  parallel  to 
the  short  side  are  built  across  the  trap  at  regular  intervals,  forming  pockets  or  compart- 
ments. The  cross  walls  usually  extend  to  within  2  feet  of  the  bottom,  allowing  unim- 
peded flow  of  water  below  the  partitions,  the  oil  rising  in  the  meantime  to  the  surface, 
where  it  ia  removed  from  the  several  compartments  by  suitable  akimming  lines.  A 
second  form  of  construction  also  includes  bottom  baffles,  which  are  located  parallel 
to  the  cross  walls  about  3  feet  from  the  same,  and  which  force  the  water  to  take  an 
upward  course  at  regular  intervals  in  its  passage  across  the  separator,  thus  aiding  in 
the  separation  of  the  oil  and  in  general  efficiency  of  operation.    Fig.  138  illustrates 

1  While  wrought  pipe  is  univenally  uaad  for  oil  lines  in  refinery  oonstruetion,  oast-iron  pipe  is  •ome- 
times  employed  for  low-pressure  service  water  aupply. 
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mch  a  type  of  aeparalor  used  for  agit&tor  waste.  One-half  is  reserved  for  ligbt-oil 
wasiiiDBI,  the  other  for  lubricating  waste.  This  BirBiigement  saves  considerable 
KTUimiiig  of  the  recovered  slops. 

The  smploymeDt  of  unlined  concrete  traps  for  agitator-waBte  recovery  has  not  been 
■  complete  succeee,  the  cement  being  Kr&duslty  eaten  away  by  the  acid  wash  water, 
and  developing  cracks  and  leaks;  but  where  the  traps  are  lined  with  acid-restating 
bri(^,  coated  with  separated  acid  flux,  very  fair  service  is  given. 

With  the  installation  of  equipment,  completion  of  general  construction,  hooking 


Fid.  138. — A  ooDcrete  oil-aepuitini  trap. 

up  of  lines,  water«upply  system,  sewers,  etc.,  the  plant  is  now  ready  to  operate;  but 
foam  lines  to  larger  tanks,  as  well  as  hose  attachment  plugs,  should  be  also  tiniehed — 
preferably  before  firee  are  lighted.  Machinery  guards,  gear-wheel  covers,  railings, 
permanent  walkways,  and  the  many  minor  items  which  are  important  from  a  "  safety 
fint "  standpoint  should  not  be  overlooked.  lAst  but  not  of  least  importance  is  the 
matter  of  a  substantial  fence,  difficult  to  climb  and  surrounding  the  entire  refinery.  In 
Urge  plants,  employing  many  construction  gangs,  and  especially  in  congested  districts,  a 
(cQce  is  practically  a  necessity  from  the  very  beginning,  in  order  to  avoid  liability 
■uita,  theft  of  materials  and  admittance  of  undesirables.  The  heavy  all-steel  fence 
"Hh  fix  top  strung  witli  barb  wire  is  recommended. 
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General  Construction  Data,  Material  and  Equipment 

Foundations. — According  to  Kent,*  the  bearing  power  of  soils  of  various   nature 
is  as  follows: 


Kind  of  material 


Rock — the  hardest — in  thick  layers,  in  native  bed. . 

Rock  equal  to  best  ashlar  masonry 

Rock  equal  to  best  brick  masonry 

Rock  equal  to  poor  brick  masonry 

Clay  on  thick  beds,  always  dry 

Clay  on  thick  beds,  moderately  dry 

Clay,  soft 

Gravel  and  coarse  sand,  well  cemented 

Sand,  compact,  and  well  cemented 

Sand,  clean,  dry 

Quicksand,  alluvial,  soils,  etc 


Bearing  Power  in  Tons  per 
Square  Foot 


Minimum 

Maximum 

200 

25 

30 

15 

20 

5 

10 

4 

6 

2 

4 

1 

2 

8 

10 

4 

6 

2 

4 

0.5 

1 

Where  piling  is  required,  as  in  soft  clay  and  alluvial  soils: 

2Wh 


Safe  load  in  tons  = 


5+1 


where    Tr  =  weight  of  hammer  in  tons; 

^==  height  of  fall  of  hammer  in  feet; 

<S  =  penetration  under  last  blow,  or  the  average  under  last  five  blows  in  inches. 

Safe  strength  of  brick  piers,  exceeding  six  diameters  in  height: 

Piers  laid  with  rich  lime  mortar,  pounds  per  square  inch,  110—5  H/D. 
Piers  laid  with  1  to  2  natural  cement  mortar,  140— 5i  H/D. 
Piers  laid  with  1  to  3  Portland  cement  mortar,  200—6  H/D. 
H=  height;  D=  least  horizontal  dimension,  in  feet. 
Thickness  of  foundation  walls: 


Office  Buildings 

Warbhousf.8 

Height  of  building 

Brick, 
inches 

Stone, 
inches 

Brick, 
inches 

Stone, 
inches 

Two  stories 

12  or  16 
16 
20 
24 

28 

20 
20 
24 
28 
32 

16 
20 
24 
24 

28 

20 

Three  stories 

24 

Four  stories 

28 

Five  stories 

28 

Six  stories 

32 

J 

1  Kent's  Mechanical  Engincera'  Pocketbook,  pp.  1585-1586. 
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Safe  pressures  on  maaonry  in  tons  per  square  foot: 

Granite,  cut 40 

Marble  and  limestone,  cut 40 

Sandstone,  hard,  cut 12 

Hard-burned  brick  in  Portland  cement 15 

Hard-burned  brick  in  natural  cement 9 

Hard-burned  brick  in  cement  and  lime 12 

Hard-burned  brick  in  lime  mortar 8 

Pressed  brick  in  Portland  cement 12 

Pressed  brick  in  natural  cement 12 

Rubble  stone  in  natural  cement 12 

In  foundations: 

Dimension  stone 30 

Portland  cement  concrete 10 

Natural  cement  concrete 4 

Crushing  strength  of  12-inch  cubes  of  concrete.  (Kidder.) — Pounds  per  square 
foot.  The  concrete  was  made  of  1  part  Portland  cement,  2  parts  sand,  with  average 
concrete  stone  and  gravel,  as  below: 


6  parts  stone 

3  parts  stone,  3  gravel 

4  parts  stone,  2  gravel 

6  parts  (}  stone,  }  granolithic) 

6  parts  average  gravel 

6  parte  coarse  stone,  no  fine. . . 


10  days 

45  days 

3  mos. 

6  mos. 

130,750 
136,750 

•  *  •  • 

172,325 
266,962 

•  •  •  • 

324,875 

•  •  ■  ■ 

•  •  •  • 

361,600 
298,037 

•  •  «  • 

«  •  •  • 

99,900 

.  •  •  • 

•  •  •  • 

234,475 

«  >  •  • 

«  •  •  > 

385,612 
234,475 

•  »  •  ■ 

265,550 
220,350 

1  year 

440,040 
396,200 
408,300 
388,700 
406,700 
266,300 


Reinforced  concrete. — ^The  building  laws  of  New  York,  St.  Louis,  Cleveland  and 
Buffalo,  and  the  National  Board  of  Fire  Undenvriters  agreed  in  prescribing  the  following 
as  the  mRTiTniiTTi  allowable  working  stresses. 

Pounds,  per 
square  inch 
Extreme  fiber  stress  in  compression  in  concrete ....  500 

Shearing  stress  in  concrete 50 

Direct  compression  in  concrete 350 

Adhesion  of  steel  to  concrete 50 

Tensile  stress  in  steel 16,000 

Shearing  stress  in  steel 10,000 

Lintels. — ^A  lintel  used  over  an  opening  in  a  solid  brick  wall  is  generally  designed 
to  support  the  weight  of  the  wall  directly  over  the  girder  for  a  height  equal  to  one-third 
of  the  span.  This  is  based  on  the  fact  that  the  probable  line  of  rupture  in  the  brick 
wall,  if  the  lintel  should  be  removed,  would  be  inside  the  sides  of  an  isosceles  triangle 
whoae  base  is  the  span  and  whose  height  is  one-third  of  the  span.  The  rule  does  not 
apply  for  green  walls  or  walls  having  openings. 
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Foundation  Materiala;  Weights 


Substance 


Excavated  soil: 

Clay,  dry 

C3ay,  da^p 

Clay  and  gravel,  dry 

Earth,  dry,  loose 

Earth,  dry,  packed 

Earth,  momt,  loose 

Earth,  moist,  packed 

Earth,  mud,  flowing 

Earth,  mud,  packed 

Riprap,  stone 

Riprap,  shale 

Sand,  gravel,  dry,  loose 

Sand,  gravel,  dry,  packed 

Sand,  gravel,  wet 

Stone: 

Basalt 

Dolomite 

Gneiss,  serp^itine 

Granite 

Trap  rock 

Limestone 

Marble 

Sandstone 

Shale,  slate 

Building  Materials: 

Ashes,  cinders 

Slag,  machine 

Brick,  common  red 

Brick,  fire,  silica 

Cement,  Portland,  sacks 

Lime,  quick,  loose  lumps 

Fire  clay 

Masonry: 

Concrete,  neat  cement 

Concrete,  stone,  sand 

Concrete,  sla^  etc 

Concrete,  cinder 

Brick,  common 

Brick,  pressed 

Mortar,  neat 

Mortar,  rubble,  granite,  etc 

Mortar,  rubble,  nmestone,  etc 

Mortar  rubble,  sandstone,  etc 

Ashlar,  Eranite,  etc 

Ashlar,  Emestone,  etc 

Ashlar,  sandstone,  etc 

Timber  and  piling  (U.  S.  seasoned),  moisture,  15  to  20  per 
cent: 

ess 

,  live 

Oakj  red,  black 

Oak,  white 

Pine,  yellow,  longleaf 

Locust 


1.0 

1.8 

1.6 

1.2 

1.6 

1.3 

1.6 

1.7 

1.8 
1.3-1.4 
1.7 

1.4-1.7 
1.6-1.9 
1.9 

2.7-3.2 

2.9 

2.4-2.7 

2.5-3.1 

2.8-3.2 

2.5-2.9 

2.5-2.8 

2.2-2.5 

2.6-2.9 

0.6-0.7 
1.5 
1.6 
2.0 
1.5 
0.8 
2.0 

2.7-3.2 
2.2-2.4 
1.9-2.3 
1.5-1.7 
1.8^2.0 
2.2-2.3 
1.4-1.9 
2.2-2.8 
2.2-2.6 
2.0-2.2 
2.3-3.0 
2.3-2.8 
2.1-2.4 


0.48 
0.95 
0.65 
0.74 
0.70 
0.73 


Weight  per 

cubic  foot, 

pounds 


63 

110 

100 

76 

75 

78 

96 

108 

115 

80-  90 

105 

90-105 

100-120 

118-120 

184 
181 
159 
175 
187 
166 
165 
147 
172 

40-45 

96 
100 
128 

94 

53 
150 

183 
144 
130 
100 
120 
140 
103 
155 
150 
130 
165 
160 
140 


30 
59 
41 
46 
44 
46 
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Brickwork. — ^A  moderately  hard-burned  brick  should  be  selected  for  refinery  con- 
struction. A  very  hard  brick  cuts  with  difficulty,  and  a  soft  brick  does  not  stand 
up  under  service  conditions.  Bricks  containing  quicklime  (appearing  as  small  white 
spots)  should  be  rejected,  since  such  brick  wiU  crack  or  disintegrate  under  the  action 
of  water.  With  dimensions  varying  from  7f  inches  to  8}  inches  in  length,  4  inches 
to  4}  inches  in  width,  and  2  inches  to  2^  inches  in  thickness,  exact  formulae  for  general 
computation  are  only  possible  where  the  size  of  the  brick  is  definitely  known,  but  the 
following  scale  is  a  fair  estimating  average: 

Pounds 
7  bricks  to  a  superficial  foot  4-inch  wall »  40 
14  bricks  to  a  superficial  foot  9-inch  wall  =  90 
21  bricks  to  a  superficial  foot  13-inch  wall « 130 
28  bricks  to  a  superficial  foot  18-inch  wall  — 180 
35  bricks  to  a  superficial  foot  22-inch  wall  =  220 

In  still  foundations,  or  other  heavy  walls  of  irregular  shape,  brick  content  can 
be  best  estimated  on  the  basis  of  19  bricks  to  the  cubic  foot,  18  bricks  per  cubic  foot 
being  another  computing  value  for  closely  stacked  new  brick  in  piles;  while  loosely 
piled,  cleaned,  old  bricks  run  about  17.  Comers  (except  piUars)  are  measured  only 
once,  openings  under  2  feet  square  not  deducted,  and  arches  counted  from  the  spring. 

For  laying  1000  bricks  in  wall  construction,  1}  barrels  of  lime,  {  cubic  yard  of 
sand,  and  1  sack  of  cement  should  be  allowed;  these  quantities  to  be  slightly  increased 
in  still  walls,  where  full  Bushed  joints  should  be  specified.  As  to  labor  required,  one 
bricklayer  with  tender  will  lay,  as  an  average,  from  1500  brick  per  day  on  13-inch  wall 
construction,  up  to  2000  and  more  on  heavy  walls,  the  number  of  tenders  increasing 
with  the  rise  in  height  and  the  number  of  brick  handled. 

Stonework. — Stonework  is  rarely  used  in  refinery  construction  to-day,  although 
occasionally  wax-plant  press  vaults  are  built  from  the  same,  and  sometimes  ornamental 
office  buildings.  Wall  measurement  is  by  the  perch  (24}  cubic  feet),  openings  over 
3  feet  are  deducted,  with  1}  feet  added  to  running  measure  for  each  jamb  built,  and 
arches  solid  from  the  spring.  Comers  of  walls  are  measured  twice;  pillars  less  than 
3  feet  arc  measured  three  sides  as  linear  length,  obtaining  the  cubic  contents  by  multi- 
plying by  foiui/h  side  times  the  depth;  all  foundations  by  cubic  feet.  For  laying 
1000  feet  of  stone,  1}  barrels  of  lime,  1  cubic  yaid  of  sand,  and  1  sack  of  cement  are 
required;   150  feet  of  stone  being  an  average  day's  work  for  one  man  and  helper. 

Concrete. — On  account  of  occasional  long  storage,  exposure  to  dampness,  etc., 
cement  should  be  carefuUy  tested  as  received,  during  all  periods  of  construction,  not 
only  by  standard  laboratory  methods,  but  by  frequent  inspection  of  small  batches 
taken  from  the  mixers  themselves  under  service  conditions.  The  cement  obtainable 
to-day  is  so  generally  uniform  that  failures  in  concrete  construction,  rather  than  being 
caused  by  an  inferiority  in  cement,  are  more  likely  to  be  the  result  of  one  or  more  of 
the  following  causes: 

1.  Use  of  concrete  of  improper  consistency;  too  little  or  too  much  water. 

2.  Insufficient  cement  in  mixtures  for  stresses  developed. 

3.  Insufficient  mixing  of  concrete. 

4.  The  use  of  unsuitable  aggregates;   either  not  properly  graded,  or  containing 

clay,  loam,  etc. 

5.  The  use  of  dirty  water,  or  of  water  containing  injurious  chemicals. 

6.  Failure  to  keep  concrete  from  drying  out  after  placing,  preventing  it  from 

hardening  under  the  proper  protection. 

7.  Premature  removal,  or  use  of  dirty,  or  improperly  braced  forms. 


CONCRETE  MIXTURES  249 

8.  Non-prevention  of  freezing  before  setting. 

9.  Engineering  computations  not  in  accordance  with  established  principles  of 

mechanics  and  accepted  good  practice. 
10.  Failure  of  reinforcement  material  to  conform  to  standard  specifications. 
U.  Failure  to  obtain  good  bond  between  fills. 

Concrete  is  now  widely  used  in  refinery  construction,  particularly  in  locations 
adjacent  to  heated  surfaces,  such  as  still  walls,  or  exposed  to  cold,  as  in  press  vaults, 
or  subject  to  severe  wear,  and  attrition,  with  floors  likely  to  be  oil  soaked,  etc.  It  is 
therefore  obvious  that  the  greatest  care  should  be  exercised  in  construction,  and 
particularly  in  reinforced  design.  Computations  should  be  checked  with  the  minutest 
detail,  and  the  design  should  show  clearly  the  size  and  position  of  reinforcement. 

While  there  are  available  for  construction  purposes,  Portland,  natural,  and  Puzzolan 
or  slag  cements,  only  the  first-named  should  be  used  where  subject  to  shock,  vibrations, 
or  stresses  other  than  direct  compression.  Natural  cement  may  be  used  in  heavy 
foundations,  where  weight  rather  than  strength  is  the  essential  feature,  but  neither 
this  grade  nor  slag  cement  is  recommended  for  general  refinery  service.  Portland 
cement  should  meet  the  specifications  of  the  American  Society  for  Testing  Materials.^ 

In  addition  to  cement  itself,  aggregates  should  also  be  carefully  inspected  according 
to  the  specifications  given  on  a  previous  page. 

A  table  of  recommended  mixtures  and  maximum  aggregate  sizes  for  refinery 
construction  follows: 

Reoonmiended 
maximum  size 
of  aggregate  in 
1:1    : 1  Mixture  for:  inches 

The  wearing  course  of  two-course  floors  subject  to  heavy 
trucking  and  handling  of  barrels,  such  as  occurs  in 
cooperage  building,  grease  plant,  shipping  building,  and 
loading  platform } 

1:2:3  Mixture  for: 

Reinforced  concrete  roof  slabs I 

One-course  concrete  road 3 

One-course  walks 1 J 

One-course  concrete  floors 1 J 

Sills  and  lintels  without  mortar  surface } 

Concrete  draws 1 

Reinforced  concrete  columns 1 

Construction  subjected  to  water  pressure,  such  as  traps, 

separators,  cooling  ponds,  storage  tanks,  etc 1 

1:2:4  Mixture  for! 

Reinforced  concrete  walls,  floors,  beams,  columns,  and 
other  concrete  members  designed  in  combination  with 
steel  reinforcing 1 

Foundations  for  engines,  pumps,  rams,  motors,  etc.,  causing 
heavy  loading  impact  and  vibration 3 

Concrete  work  in  general  subject  to  vibration 1} 

Reinforced  concrete  sewer  pipe } 

1  See  p.  120. 
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RecommeDded 

t¥MiTiTniim  sue 

of  aggregate  in 

1  :  2J  :  4  Miarture  for:  inches 

Fuller's  earth  bins,  and  similar  structures U 

Building  walls  above  foundation,  when  stucco  finish  will 

not  be  applied li 

Walls  of  pits  or  basements,  escposed  to  moisture 1} 

Base  of  two-course  road 3 

1 :  2}  :  5  Mixture  for: 

Walls  above  ground  which  are  to  have  stucco  finish 1} 

Condenser  supports,  and  wing  walls,  culverts,  dams,  small 

retaining  walls 2 

Basement  walls  and  foundations  where  water-tightness  is 

not  essential 2 

Foundations  for  small  engines,  pumps,  motors,  etc . . , 2 

1:3    :  6  Mixture  for 

Mass  concrete;  large  retaining  walls,  such  as  still  founda- 
tions, footings,  etc 3 

1:1}       Mixture  for: 

Inside  finish  of  tanks,  and  bin  walls,  where  required,  and  for 

facing  walls  below  ground  when  necessary  to  afford 

additional  protection  against  the  entrance  of  moisture. 

(To  pass  through  No.  8  screen.) 

Back   plastering   of   gravity   retaining   walls.     (To   pass 

through  No.  8  screen.) 

1  :  2  Mixture  for: 

Facing  blocks  and  similar  concrete  products } 

Wearing  course  of  two-course  walks,  floors,  subjected  only 

to  light  loads i 

1  :  2}       Mixture  for: 

Scratch   coat  of   exterior   plaster   (cement  and  stucco). 
(To  pass  through  No.  8  screen.) 

1  :  3         Mixture  for: 

Intermediate  and  finish  stucco  coats.     (To  pass  through  No. 

8  screen.) 

Concrete  block  when  coarse  aggregate  is  not  used i 

Concrete  brick I 

Concrete  drain-tile  and  pipe  when  coarse  aggregate  is  not 

used i 

In  computing  the  materials  required  for  the  mixtures  recommended  above,  the 
following  table  will  be  of  value: 
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QuaniUin  of  Materials  Required  far  Varums  Mixtures  o/  Mortar  and  Concrete  * 


BfizinK  materials  for  one  bag 
batch 


Ratio 

Cement 

Sand, 

of 

in 

cubic 

TUlX 

sacks 

feet 

:1  :1 

1 

:2  :3 

2.0 

:2  :4 

2.0 

;2J:4 

2.5 

:2k.5 

2.5 

:3  :6 

3.0 

:U 

1.5 

:2 

2.0 

■2k 

2.5 

:3 

3.0 

Pebbles 

or 

stone, 

cubic 

feet 


1 

3.0 

4.0 

4.0 

5.0 

6.0 


Resultanc  vol- 
ume in  cubic 
feet 


Mortar 


1.75 
2.1 
2.5 
3.8 


Con- 
crete 


2.2 
3.0 
4.5 
4.8 
5.4 
6.4 


Quantities  of  materials 
required  for  one  cubic 
yard  of  compacted  mor- 
tar or  concrete 


Cement 

Sand, 

in 

cubic 

sacks 

feet 

12.5 

12.5 

7.0 

14.0 

6.0 

12.0 

5.6 

14.0 

5.0 

12.5 

4.2 

12.6 

15.7 

23.2 

12.8 

25.6 

11.0 

27.5 

0.6 

28.8 

Pebbles 

or 

stone, 

cubic 

feet 


12.5 
21.0 
24.0 
22.4 
25.0 
25.2 


Quantities  of  materials 
required  for  one  cubic 
foot  of  compacted  mor- 
tar or  concrete 


Cement 

Sand. 

in 

cubic 

sacks 

feet 

0.46 

0.46 

.26 

.52 

.22 

.44 

.21 

.52 

.10 

.46 

.16 

.47 

.57 

.86 

.47 

.95 

.41 

1.02 

.36 

1.07 

Pebbles 

or 

stone, 

cubic 

feet 

0.46 
.78 
.80 
.83 
.02 
.04 


*  Adapted  from  "How  to  Work  and  Use  Concrete,"  Portland  Cement  Association,  May,  1920. 

The  proper  protection  of  concrete  after  placing  is  a  matter  of  eseential  importance, 
for  although  "  setting  "  begins  very  shortly  after  all  materials  have  been  combined, 
chemical  changes  which  result  in  thorough  hardening  take  place  rather  dowly,  and 
require  adequate  moisture  to  obtain  final  development.  Freshly  placed  concrete, 
especially  where  exposed  to  sun  and  wind,  or  where  forms  have  been  early  removed, 
is  liable  to  dry  out  without  attaining  its  full  strength,  unless  it  be  kept  thoroughly 
moist  during  the  hardening  process.  Therefore  all  cement  work,  particularly  floors, 
beams  and  other  reinforced  sections  where  excess  water  is  likely  to  be  absorbed  or 
evaporated,  should  be  daily  sprinkled  and  protected  by  sand,  where  possible,  for  a  period 
varying  from  ten  days  to  two  weeks,  depending  on  climatic  conditions.  In  winter 
weather,  prevention  of  freezing  before  initial  set  takes  place  should  be  effected  either 
by  the  use  of  heated  materials,  or  by  the  covering  of  exposed  surfaces  with  paper  or 
boards  over  which  sand,  or  preferably  fresh  manure,  has  been  placed. 

While  no  fixed  rule  can  be  given  as  to  the  time  which  should  elapse  before  the 
removal  of  forms  for  all  classes  of  concrete  work,  the  following  table  will  serve  as  a 
rou^  guide.  It  should  in  no  sense  be  considered  final.  Temperature,  climatic  conditions, 
abnormally  slow-setting  batches,  and  differences  in  design  affect  the  removal  interval. 

Average  Expiration  Period  in  Days  for  Form  Removals 


Class  of  construction 


Heavy  mass  work  walls*  (still  foundations,  condenser  supports, 

etc.) 

Thin  walls  (drains,  building  walls,  etc.) 

Roor  slabs  (up  to  6  feet  span) 

Beams  and  girders  (long  span) 

Columns  (assuming  shored  girders) 


Warm 

Cold 

weather 

weather 

1-  3 

5-  8 

2-  5 

6-  9 

7-10 

14-17 

12-15 

21-28 

4-  7 

9-12 

*  Removal  of  forms  from  mass  concrete  work,  such  as  still  foundations,  condenser  supports,  etc., 
m^y  be  accomplished  when  the  concrete  suffers  no  indention  from  pressure  of  the  thumb 
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In  general,  refinery  concrete  construction,  at  least  for  small  plants  where  reinforced 
design  does  not  enter  into  the  problem,  can  be  successfully  carried  out  without  the  aid 
of  special  engineering  advice,  by  following  the  precautions  mentioned  and  employing 
the  ratios  of  materials  specified  in  the  immediately  preceding  paragraphs.  Where 
the  amoimt  of  work  involved  is  sufficient  to  warrant  the  erection  of  a  tower  and  spout- 
ing system  for  the  distribution  of  concrete,  and  especially  where  reinforced  design 
enters  into  construction,  the  work  should  be  carried  out  only  under  the  direction  of  an 
engineer  or  by  an  experienced  contractor.  The  point  is  especially  emphasized  that 
the  design  of  reinforced  concrete  *  structures  is  a  separate  branch  of  engineering,  the 
mathematical  analysis  of  the  stresses,  bending  moments,  etc.,  involving  detailed  com- 
putations, being  quite  beyond  the  scope  of  this  volume;  and  while  the  following  formulae 
are  in  accordance  with  the  best  present  practice  and  may  be  used  unconditionally,  it  is 
suggested  that  the  designing  of  reinforced  concrete  work  in  general  be  referred  to  an 
engineer  si^ecializing  in  the  art. 

Reinforced  concrete — Girders  and  floor  beanu. — ^The  principles  which  are  employed 
m  structural  steel  construction  also  govern  the  arrangement  of  girders  and  floor  beams. 
Cross  beams  may  be  omitted  on  short  spans,  or  used  only  at  columns  to  secure  lateral 
stiffness.  Since  beams  are  usually  designed  as  T-beams,  a  part  of  the  floor  slab  is  thus 
utilized  as  a  part  of  the  beam,  but  the  width  of  the  slab  thus  considered  to  act  as  a  part 
of  the  beam  should  not  exceed  five  times  the  thickness  of  the  slab. 

Floor  slabs. — Small  rods,  woven  wire,  or  metal  fabric  may  be  used  for  slab  reinforce- 
ment. Cross  reinforcement  of  smaU  rods  or  wires  laid  parallel  to  supporting  beams 
about  2  feet  apart,  is  advisable  to  prevent  cracks,  dirinkage,  etc.  The  entire  load 
should  be  carried  by  transverse  reinforcement  if  the  length  of  the  slab  exceeds  1}  times 
its  width.  The  load  distribution  on  a  rectangular  slab  supported  by  four  sides  and 
reinforced  in  both  directions  may  be  approximately  determined  by  the  formula 

I* 


Z*+6^ 


where  r  »the  ratio  of  the  load; 
{= the  length; 
h — the  width  of  the  slab. 

At  the  junction  of  the  beam  and  the  slab  an  effective  bond  should  be  provided,  and 
where  the  principal  slab  reinforcement  is  parallel  to  the  beam,  transverse  reinforcement 
should  also  be  employed,  extending  over  the  beam  and  weU  into  the  slab. 

Spacing  of  reinfordiig  bars. — Parallel  bars  should  be  i^>aoed  laterally  not  less  than 
2|  diameters,  nor  should  the  clear  vertical  space  between  layers  of  bars  be  less  than 
i  inch.  From  the  edge  or  side  of  the  beam  or  slab,  the  distance  should  not  be  less  than 
2  diameters. 

Shear  or  web  reinforcement. — Concrete  may  be  assumed  to  carry  one-fourth  to 
one-third  of  the  total  shear  in  the  calculation  of  web  reinforcement;  the  remainder 
is  taken  by  additional  reinforcement  arranged  in  intervals  equal  to  the  beam  depth. 
Failure  of  beams  by  diagonal  tension  or  shear  is  conmionly  prevented  by  the  use  of  bent 
rods  or  stirrups  in  either  inclined  or  vertical  position.  The  longitudinal  spacing  of 
such  rods  or  stirrups  should  not  exceed  three-fourths  of  the  depth  of  the  beam. 

Fominlae.' — ^The  following  formulae  are  based  upon  the  following  assumptions: 

^  For  further  information  oonoeminc  reinforeed  concrete  the  render  ie  referred  to  Taylor  and 
Thompoon,  Concrete,  plain  and  reinforced;  and  to  Turneaure  and  Maurer,  Principles  of  reinforced 
concrete  construction. 

*  From  Final  Report  of  the  J<Mnt  Committee  on  Concrete  and  Reinforced  Concrete,  Amer.  8oc 
Civ.  Ens..  July  1,  1916. 
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1.  The  applied  forces  are  peri)endicular  to  the  neutral  plane. 

2.  The  defonnation  of  any  fiber  is  proportional  to  its  distance  from  the  neutral 

axis. 

3.  The  resisting  moment  of  the  beam  is  the  sum  of  the  moments  above  the 

neutral  axis,  due  to  the  concrete  area  in  compression,  and  of  those  below 
the  neutral  axis,  due  to  the  sted  area  in  tension. 

4.  The  tensile  strength  of  the  concrete  is  negligible. 

5.  The  adhesion  between  the  concrete  and  the  reinforcement  is  perfect.    Under 

compressive  stress  the  two  materials  are  therefore  stressed  in  proportion 
to  their  moduli  of  elasticity. 

I.    Standard  Notation 
(a)  Redangidar  heama. 

The  following  notation  is  recommended: 

/extensile  unit  stress  in  steel; 

/e»  compressive  unit  stress  in  concrete; 
£«— modulus  of  elasticity  of  steel; 
£e» modulus  of  elasticity  of  concrete; 

Af= moment  of  resistance,  or  bending  moment  in  general; 
i4«= steel  area; 

6  —  breadth  of  beam; 

(2 » depth  of  beam  to  center  of  steel; 

A; » ratio  of  depth  of  neutral  axis  to  depth  d\ 

z— depth  below  top  to  resultant  of  the  compressive  stresses; 

i= ratio  of  lever  arm  of  resisting  couple  to  depth  d\ 
jd=d—z^asm  of  resisting  couple; 

p  =  steel  ratio  =«  7—. 

bd 

Q>)  T'Beanu. 

b  s  width  of  flange ; 
b'  =«  width  of  stem ; 
t= thickness  of  flange; 

(c)  Beams  reinforced  for  compression. 

i4'=area  of  compressive  steel; 

p'— steel  ratio  for  compressive  steel; 
//  =  compressive  unit  stress  in  steel; 

C— total  compressive  stress  in  concrete; 
C'» total  compressive  stress  in  steel; 

d'  =  depth  to  center  of  compressive  steel; 
2= depth  to  resultant  of  C  and  C. 

(d)  Shear,  bond  and  wth  reinforcement. 

y» total  shear; 

F'»  total  shear  producing  stress  in  reinforcement; 
&s  shearing  unit  stress; 
u»bond  stress  per  imit  area  of  bar; 
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o^circumfereQce  or  perimeter  of  bar; 
Zo— sum  of  the  perimeters  of  aU  bars; 
T= total  stress  in  single  reinforcing  member; 

8  s  horizontal  spacing  of  reinforcing  members. 

(e)  Columns. 

A  »total  net  area; 
As » area  of  longitudinal  steel; 
Ac— area  of  concrete; 

P  -  total  safe  load. 


(a)  Rectangular  beams. 
Position  of  neutral  axis, 

Arm  of  resisting  couple, 


II.     FOBMULiB 

«:«V2pn+(p»)«-p». 
J-l-i* 


(1) 
(2) 


[For /»- 15,000  to  16,000  and/e-600  to  650, 
j  may  be  taken  at  }.] 
Fiber 


94 


/.= 


M 


M 


-^> 


AJd    vjbd^ 
2M     2p/« 


.    .     .     (3) 


(4) 


FxG.  139. — Diagram  abowing  fiber  atreaiea. 
(6)  T'Beams, 


'"    jkbcP      k 
Steel  ratio,  for  balanced  reinforcement, 


M^.-) 


(5) 


Fig.  140. — Diagram  showing  T-beama. 

Case  /.  When  the  neutral  axis  Hes  in  the  flange.  Use  the  formulae  for  rectangular 
beams. 

Case  II,  When  the  neutral  axis  Hes  in  the  stem.  The  following  formulae  ne^ect 
the  compression  in  the  stem. 

Position  of  neutral  axis, 

.  .    2ndA,-\-bt*  ,^. 

kd^—————- (6) 

2nA,-j-2bt 
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Position  of  resultant  compression, 


Ann  of  resisting  couple, 
Fiber  BtresseB, 


Zkd-2t  I 
M 


/.- 


/c  = 


A,jd 
Mkd 


/*     k 


hKkd-itW    n   1-ib' 


(7) 


(8) 


(9) 


(10) 


(For  approximate  results  the  formulae  for  rectangular  beams  may  be  used.) 
The  following  formulae  take  into  account  the  compression  in  the  stem:   they  are 
recommended  where  the  flange  is  small  compared  with  the  stem: 
Position  of  neutral  axis, 


*^=V b' +v — h' — )  — h^ —  •  •  •  (^^^ 


Position  of  resultant  compression, 


(kdt*-inh+\(kd-'im-\-i(kd'-i))w 


'  H2kd'-t)b-j'(1cd-'tW 

Aim  of  resisting  couple, 

jd—d—z 

M 


Fiber  stresses, 


/.= 


/c  = 


A,jd 


2Mkd 


[{'^ui-t)U'\-{kd-iyv]jd 

(c)  BeauM  reinforced  for  campression. 


'C^C 


Fio.  141.— Diagram  showing  beams  reinforced  for  compression. 

Position  of  neutral  axis, 


(12) 


(13) 

(14) 
(15) 


+n'{p+p')'-n(p+p'). 


(1«) 
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Position  of  resultant  compression, 

Arm  of  resisting  couple, 

jd^d-z (18) 

Fiber  stresses, 

/.-- , ._""      ...      :.. (1») 


"•h-'-^(-f)(-j)J 


M  l-k 

//-n/'.-y- (21) 

(d)  Shear f  hondf  and  web  reinforcemerU. 
For  rectangular  beams, 

"^^ <=») 

[For  approximate  results  j  may  be  taken  at  j.| 

The  stresses  in  web  reinforcement  may  be  estimated  by  means  of  the  following 
formulae: 

Vertical  web  reinforcement, 

^-Id (^> 

Bars  bent  up  at  angles  between  20  and  45^  with  the  horizontal  and  web  mem- 
bers inclined  at  45°, 

^-^^ <25) 

For  T-Beams, 

"-6^ ■ <*> 

-^-        •    • ^ 

[For  approximate  results 7  may  be  taken  at  {.] 
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(e)  Columns. 

Total  safe  load, 

P=/c(Ac+nil.)=/cA(l+(n-l)p) (28) 

Unit  stresses, 

P 

A-nfc (30) 

Bending  moments. — ^Where  slabs  and  girders  are  reinforced  over  supports  to  take 
caie  of  negative  bending  moments,  they  act  as  continuous  beams,  and  the  bending 
moment  at  the  center  of  the  span  is  reduced.  In  computing  the  values  of  JIf ,  the  follow- 
ing rules  are  considered  good  practice: 

wl* 
For  floor  slabs,  M  at  center  and  at  supports =— 

wl* 
For  beams,  M  at  center  and  at  supports       =—  (interior  spans). 

wl* 
For  beams,  M  at  center  and  at  supports       s:—  (end  spans). 

Cohunns. — Column  reinforcement  may  be  effected  by  the  use  of  longitudinal  bars 
by  bands  or  hoops,  or  by  both;  the  general  effect  of  the  banding  or  hooping  being  to 
permit  the  use  of  somewhat  higher  working  stresses. 

Working  stresses. — The  following  working  stresses  are  in  general  use  for  reinforcing 
bars  of  medium  structural  steel,  and  good  Portland  cement  and  gravel  concrete  of 
a  1:2:4  or  1:2^:5  mixture: 

Pounds  per 
square  inch 

/c— unit  compressive  stress  of  concrete 650 

/v— unit  shearing  stress  of  concrete: 

straight  reinforcement 30  to    40 

special  shear  reinforcement 60  to  100 

/ti»unit  bond  stress  of  concrete: 

smooth  rods 60to    80 

deformed  bars 100  to  176 

/, =unit  tensile  stress  of  steel 16,000 

ft— unit  compressive  stress  of  steel 10,000 

Ti  =  Eg  -5-  Ec  ^  15, 

RTplanation  of  table:  reinforced  concrete  slabs. — The  following  table  is  based 
upon  the  preceding  formuke  for  rectangular  beams,  upon  fiber  stresses  of  650 
pounds  per  square  inch  for  concrete,  and  16,000  pounds  for  steel  bar  or  rod  reinforce- 
ment. 

The  bending  moments  are  given  in  foot-pounds  per  foot  of  width;  below  and  to 
the  left  of  the  zigzag  lines  the  values  are  determined  by  the  maximum  allowable  fiber 
stress  on  steel;  above  and  to  the  right  they  are  determined  by  the  maximum  allowable 
stresses  in  concrete. 

The  first  column  gives  the  total  thickness  of  the  slab,  the  second,  the  distance  from 


258 


REFINING 


■3 

^      o 


J? 


1 


II 

•I- 


QQ 


^ 


1 5 


5 

s 
a 

I 

.s 

a 


o 
o 


1 

00 


00 
Wi 

2 


o 


o 

o 
o 

OS 
H 
P« 

CO 

H 
K 


P 


e 

PS 

2 

h 

O 


o 

Pt4 


P 


O 

n 


O 


g 


o 


5 


o 

CO 


o 


8S 

.a  — 


II 


eocQ  cDdb 


w 


C9  0>  t^QO 

coco  COS 

^co  cooo 

0)0  <-^  *-i 


ssss 


!5  - 


aOcOcD 


Op  kO0» 

eoi-«  "jco 
t<-oo  00  A 


s 


ss 


3 

00 


C5 


toco 
i-^eo 

OdO> 


CO"^   N»Q   Q05O 

t^  Oic5  lOr 


Od  ^CD  Q 

CO  r*.h«  00 


g 


coi^«b 

CO  CO  ^ 


00  Q>CQ  cDb"  CO 

C4<^ao  m5q4  ^ 
to 


gs 


00   COl^ 


w 


»C  iCO> 
0^50 

CO  coco 


l^QO 

1^00 

CO  ^ 


kCO  c^co 
l^O  (N»0 


s 

w 


s 


»« 


-«*CO  ^H  ?Odb  "^ 

1-ico  »pooo>  c^^»o  ob 
c^65  wcow  COCO  CO  CO 


o-^ 


24*  t^oO 


00  »c 
ujeo 

»«O0i-i 


00  t-com 


C0 1-*    — —      - 


SCO  ^H  O  P  0>  00  QO 
t*  o>i-i  e5co  »oo 

NW   NCO   COCO  COCO 


CO 
CO 


i^  po  00^  ^^co  »5oo^  i^o 
cot^  c^cS  oc)  co^to  cot^ob  Odi-4 


iCpkC 

»o«oi^ 


fHC^ 


t*coo>  ?oo>  »o«  »»coo 

e^COCO  "^-^   »OCO  50t>-h« 


co^^  »oo  »r*  i^ooCT  »oo  ^e5  c5co  ro-^ 


•fll^  •fl|#w(**'l*  •*!* 


N 


d  coco*^  "vo  kcp  ot-t-  0000 O)  a»o  o^  i-ic4 


I 
1 


e« 


5 
8 

e 


FIRE-BRICK 


259 


the  center  of  the  steel  to  the  bottom  of  the  slab,  and  the  third  the  approximate  weight 
of  concrete  slabs  1  foot  square. 

Example. — Required  the  reinforcement  for  a  slab  continuous  at  four  sides  and 
5  inches  thick,  to  carry  a  superimposed  load  of  150  pounds  per  square  foot  over  a  clear 
qpan  of  8  feet. 

Assuming  the  weight  of  the  concrete  slab  in  pounds  at  twelve 
times  the  thickness  of  the  slab  in  inches,  then  the  weight  of  the 
dab  per  foot  is  12X5 » 60  pounds,  and  the  total  weight,  W,  for  a 
span  of  8  feet  is  (60+ 150)  X8»  1680  pounds. 


KEY 


M^ 


WL    1680X8 


12 


12 


» 1120  foot-pounds. 


SIDE  SKEW 


r*—a — hT 

END   SKEW 
AND  NECK 

'SKEW  BACK 


The  required  structural  steel  bar  area,  by  reference  to  the  table 
below  is,  by  interpolation,  0.24  square  inch;  and  the  sizes  may 
be  chosen  from  rounds,  squares  or  special  shapes  as  may  be 
elected. 

Fire-brick. — Fire-brick  for  general  refinery  use  should  be  of 
medium  grade,  and  of  good  wearing  quality  rather  than  of  a  com- 
position required  to  withstand  abnormally  high  temperatures.  In 
Dutch-oven  construction,  pressure  still  and  stoker  settings,  arches, 
etc.,  only  the  best  grade  of  No.  1  brick  should  be  employed,  all 
header  courses  being  p^erably  laid  in  fire-boxes,  or  where  other- 
wise exposed  to  severe  duty.  Failure  in  service  is  as  likely  to  be 
the  result  of  fault  in  laying,  as  of  the  use  of  inferior  brick;  and  too 
much  emphasis  cannot  be  laid  on  the  necessity  of  hanunering 
bricks  in  place,  dipped  with  the  thinnest  bond  of  clay  slip.  For 
arches,  kiln  linings,  etc.,  250  pounds  of  fire-clay  per  1000  brick  is 
sufficient  and  for  ordinary  work  350  to  400  pounds.  Tight,  close- 
fitting  courses  are  far  superior  to  cracks  and  patent  high  tem- 
perature cements.  Proper  wedges,  arch  brick,  and  skews  will  not 
only  save  their  cost  many  times  in  cutting  labor;  but,  what  \a 
more  to  the  point,  will  help  to  produce  a  tight-fitting  job,  essen- 
tial to  permanency.  The  laying  of  500  well-fitted  brick  per  day 
per  bricklayer  is  ultimately  far  more  advantageous  than  the  laying 
of  twice  that  number  poorly  placed.  Since  all  manufacturers  have 
adopted  a  standard  schedule  of  sizes,  reference  to  the  appended 
table  will  be  a  sufficient  guide  for  all  ordinary  construction;  special 
rotary-kiln  shapes  are  usually  obtainable  on  comparatively  short 
notice  from  the  manufacturers. 

Chemical  analyses,  within  the  usual  meaning  of  the  term,  are 
without  great  significance  as  an  index  to  refractoriness  or  wearing 
quality,  as  shown  by  the  following  table.  Several  well-known  makes, 
for  instance,  closely  agree  in  heat-resisting  qualities,  but  have  a 
variation  of  10  to  15  per  cent  in  silica  content.  Analysis  has  a 
certain  value,  as  a  check  on  deliveries,  but  it  appears  that  the 
fineness  and  physical  nature  of  the  materials  entering  into  the  composition  of  a 
brick  have  much  to  do  with  its  refractory  index,  and  it  is  suggested  that  the  micro- 
Boope  may  be  of  aid  in  establishing  quality. 


CIRCLE  AND 
CUPOLA  BLOCK 


NO.  S  JAMB 

Fxa.  142. — Shapes 
and  sixes  of  fire- 
brick. 
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Shapes  and  Sizes  of  FireAyrkk 


Name  of  brick  or  tile 


Straight  brick: 

O-inch 

Large  9-inch 

Small  9-inch 

Checker 

Soap 

No.  1  split 

No.  2  split 

Checker  tile 

Mill  tile 

Mill  block 

No.  1  bridgewall 

No.  2  bridgewall 

Wedge     shape    and    taper 

bricks: 

Large  9-inch  No.  1  wedge 

Large  9-inch  No.  2  wedge 

No.  1  wedge 

No.  2  wedge 

No.  1  key* 

No.  2  key* 

No.  3  key* 

No.  4  key* 

No.  1  archt 

No.2archt 

Side  skew 

End  skew 

Skew  back 

No.  1  neck 

No.  2  neck 

No.  3  neck 

Feather  edge 

Jamb 

Bullhead 

£klge  arch 

Circle  brick,  curved  edges: 

No.  1 

No.  2 

No.  3 

No.  4 

No.  5 

Cupola  blocks: 

No.  1 

No.  2 

No.  3 

No.  4 


Length, 
Inches 


Long 
edge, 


9 

9 

9 

9 

9 

9 

9 
18,20, 

24 
18,  20, 

24 
18 
13 
13 


9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 
9 


8i 

9 

9 

9 

9 


9 
9 
9 
9 


Short 

edge, 

h 


44 

2 

0 


5i 
6A 
7A 
7A 


7» 


61 
6i 
Vi 
7i 


Width, 
Inches 


Long 
edge, 


4J 

6} 

3i 

3 

2J 

41 

4J 

6 
9 

g 

61 
6i 


6i 
6i 
4i 
4i 
4i 
4J 
4i 
4i 
4J 
4i 
4i 
4i 
4i 
4i 
4i 
4i 
4J 
4i 
4i 
4i 


4i 
4i 
4i 
4i 
4i 


6 
6 
6 
6 


Short 

edge, 

a 


4 

3i 
3 

2i 


ii 


•     ■     •    • 


Thickness, 
Inches 


Maxi- 
mum, 


2i 

2J 

21 

3 

2i 

U 

2 


6 
6 
3 


21 

21 

21 

21 

21 

21 

21 

21 

21 

21 

21 

21 

21 

21 

21 

21 

21 

21 

3 

21 


21 
21 
21 
21 
21 


4 
4 

4 
4 


Mini- 
mum, 

/ 


li 
li 

2 

li 


2 

li 

0 
0 


I 

I 


No. 

of 
brick 

to 
circle 


102 
63 

102 
63 

112 
65 
41 
26 
72 
42 


9 
11 
14 
20 
24 


15 
17 
21 
52 


Inside 
diam. 

of 
circle, 
inches 


60 
30 
60 
30 
144 
72 
36 
18 
48 
24 


36 


15 
24 
36 
48 
60 


30 
36 
48 
60 


*Tapera  lengthwise. 


t  Tapers  breadthwise. 


PLATES 


261 


Refractoriness  of  some  American  Fire^mck  * 


Number 

of 
sample 


1 
2 
3 
4 
5 
6 

40 
41 
42 
43 
44 


Missouri 

Kentucky 

Pennsylvania.. 

Ck>lorado 

Kentucky 

New  York . . .  . 
Pennsylvania.. 
Pennsylvania. . 

Alabama 

Indiana 

Kentucky 


SiO, 

A1,0, 

Fe,0, 

Percent 

Percent 

Percent 

61.59 

38.26 

1.84 

54.90 

38.19 

2.18 

53.05 

41.16 

2.65 

93.57 

2.53 

0.62 

44.77 

43.08 

2.78 

08.70 

20.75 

1.20 

61.28 

27.13 

2.90 

74.83 

16.40 

3.26 

67.19 

25.05 

2.83 

60.76 

31.66 

5.67 

60.58 

32.49 

2.25 

Percent 
1.97 
1.55 
1.80 
0.27 
2.54 
5.54 
1.37 
0.77 
0.71 
1.58 
1.69 


Alkaline 

earths 

and 

alkalies 

Sum 

of 

fluxes 

Percent 

Percent 

6.34 

10.25 

3.18 

6.91 

1.34 

5.79 

3.01 

3.90 

6.83 

12.15 

3.81 

10.55 

7.31 

11.58 

4.74 

8.77 

4.22 

7.76 

0.33 

7.58 

2.99 

6.93 

Cone 

of 
fusion 

No. 
32  to  33 
32  to  33 
32  to  33 
32  to  33 
31  to  32 
31  to  32 

26 

26 

26 

26 

26 


*  Kent's  Mechanical  Engineers'  Pocketbook,  p.  268. 

1  Fairly  uniform,  angular,  flint-clay  particles,  constituting  body  of  brick.  Largest  pieces  5  to 
6  mm.  in  diameter.     White. 

s  Coarse-grained;  angular  pieces  of  flint-day  as  large  as  0  mm.     Average  4  to  5  mm.     Light  buflf. 

s  Coarse,  angular  flint-clay  particles,  varying  from  1  to  6  mm.  in  diameter.  Average  4  to  5  mm. 
Buff. 

4  Fine-grained  quarts  particles.     Largest  2  to  3  mm.  in  diameter.     White. 

*  Medium  grain;   flint-clay  particles,  fairly  uniform  in  sise,  3  to  4  mm.     Light  buff. 

'Coarse  grain;  quarts  particles,  4  to  5  mm.  in  diameter,  forming  about  50  per  cent  of  brick. 
White. 

^  Fine  grain;  small,  white  flint-clay  particles,  not  over  2  mm.  in  diameter  and  not  abundant. 
Buff. 

*^  Medium  grain;  pieces  of  quarts  with  pinkish  color  and  angular  flint-olay  particles.  About 
3  mm.  in  diameter.     Buff. 

^  Fine  grain;  even  texture.     Few  coarse  particles.     Brown. 

^  Fine  grain;  some  particles  as  large  as  1  to  2  mm.  in  diameter.     Buff. 

**  Angular,  dark-oolored,  flinty-clay  particles.  Maximum  sise  6  mm.  Throughout  a  reddish- 
brown  matrix. 

Constrnction  materials;  misceUaneous — iron  and  steel. — Of  the  various  items 
used  in  refinery  construction,  the  basic  products  of  the  iron  and  steel  industry  take 
precedence  of  all  others  and  may  be  described  as  follows: 

Plates. — Plate,  as  used  by  the  refining  industry  is  graded  as  tank,  pressing,  flange, 
firebox,  and  still-bottom  steel.  It  is  sold  at  a  certain  weight  base  price  with  extras 
for  gage,  width,  and  nimiber  of  cuttings  required.  Complete  specifications  for 
various  grades  of  steel  and  tables  of  weight  and  gages  may  be  found  in  the  General 
Tables. » 

Rivets. — ^Except  on  structural  frame  work,  during  initial  erection  of  refinery  build- 
ings, where  button-head  structural  rivets  are  used,  there  are  only  two  classes  of  rivets 
widely  employed  in  refinery  practice;  i.e.,  conehead  boiler  quality,  and  soft  flat-head 
tank  rivets.  The  former  are  usually  driven  to  a  flat  steeple  head,  especially  in  sizes 
over  )  inch,  where  they  are  hot-driven  with  a  pneumatic  hammer,  but  are  occasionally 
coimtersunk-driven  (agitator-cone  construction).  Tank  rivets  are  almost  invariably 
driven  fiat  by  hand.    The  basis  of  rivet  measurement  up  to  }  inch  in  diameter  is  the 

1  See  p.  775,  Vol.  II. 
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Name 


Source 


Plate  (flats) 

Sheets  (black,  galv.,  tin) . 
Rods  (rounds,  squares) . . 

Structural  shapes 

Pipe  (tubing) 

Tubing  (seamless) 

Rivets  (bolts) 

Chain 

Wire  (screen,  fence,  nails) 


Wrought 

Rolled  from  ingot  slabs 

Rolled  from  ingot  bars 

Rolled  from  ingot  billets 

Rolled  from  ingot  blooms 

Welded  from  skelp  flats 

Punched  and  rolled  from  billets. 

Headed  from  rods 

Welded  from  rods 

Die  drawn  from  rods 


Tanks,  stills,  general 
Roofs,  drums,  cans 
Reinforcing,  general 
General  stnicturtd  purposes 
Oil,  gas,  water  lines,  etc. 
Pressure  stills,  etc. 
General 
General 
General 


Iron  castings 

Malleable  castings 


Cast 

Cupola-mefted  foundry  pig  and 
scrap 

Cupola-melted  from  malleable 
pig  and  heated  in  scale 


Cast-iron  pipe,  fittings,  gen- 
eral 
General  severe  service 


Acid  O.  H.  steel. 


Basic  O.  H.  steel 


Basic  O.  H.  steel 


Crucible  steel 

Genuine  wrought  iron . 


Produced 

Pig  and  scrap,  open-hearth 
melted  and  purified  in  (silica) 
acid  bath 

Pig  and  scrap,  open-hearth 
melted  and  purified  in  basic 
(dolomite)  bath 

Impurities  reduced  to  one-tenth 
of  one  per  cent 


Crucible  melted  steel  with  char- 
coal, vanadium,  titanium,  etc. 

Gray  foundry  pig  and  iron  ore 
puddled  in  reverberatory  fur- 
nace   


General  refinery  use 


Unsuitable  generalrefineiy  use 

Used  under  various  grade 
names  for  roofs,  etc.,  as 
equivalent  to  genuine 
wrought  iron* 

Tool  and  high-speed  steel 


Genuine   wrought-iron    pipe, 
tubes,  sheet,  etc. 


*In  genuine  wrought  iron,  i.e.  puddled  iron,  analysis  will  run  about  as  follows: 

Carbon  below        0.100  per  cent  phosphorus,  as  high  as  0.200 
Sulphur  about       0 .  020-0 .  025 
Manganese  about  0.025 
Silicon  about         0.200 

If  phosphorus  is  0.200  i>er  cent  or  ovor  and  maganese  low  with  silicon  high,  metal  is  genuine 
wrought  iron;  since  it  is  impossible  to  roll  steel  containing  0.200  i>er  cent  or  over  of  phosphorus 
with  practically  no  manganese.  Naturally  some  wrought  iron  will  run  low  in  phosphorus,  but  puddled 
iron  is  never  low  in  silicon,  containing  as  it  does  0.5-1 .0  per  cent  of  slag. 
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Binninghftm  wire  gage;  £rom  }  to  1  inch  standard  scant  measurement;  and  above 
I  inch  exact  diameter.  Tables  of  weights  of  sizes  most  used  are  listed  below,  together 
with  a  length  table  for  various  grips.  Table  for  Birmingham  wire  gage  applicable  to 
such  rivets  is  found  on  page  775  of  the  General  Tables. 

FkUrhead  Tank  RiveU 
Approximate  nimiber  in  100  pounds 


Length 

Scant  Size 

under 

head. 

Size 

i 

A 

I 

A 

f 

A 

i 

20,400 

18,800 

17,500 

15,900 

8000 

5100 

3200 

16,000 

13,800 

7000 

4500 

2900 

14,400 

12,200 

6300 

4100 

2600 

1429 

1083 

13,500 

10,900 

5700 

3700 

2400 

1335 

1027 

12,600 

9,800 

5200 

3400 

2200 

1222 

940 

11,600 

9,000 

4700 

3100 

2000 

.     1092 

840 

10,800 

8,300 

4400 

2900 

1900 

1036 

797 

10,000 

7,600 

4100 

2700 

1800 

988 

760 

9,300 

7,100 

3800 

2500 

1700 

949 

730 

Dimensions  of  Rivets 
Boiler  rivets 
r=ttXD,      ff-lXD,      TT-lfXD,      H^D,      W 


2XD 


CoNZ  Head 

STEEPI.B  Head 

Diameter, 

Width, 

Height, 

Width, 

■ 

Diameter, 

Height, 

Width, 

D 

T 

H 

H' 

D 

H 

W 

i 

if 

A 

} 

\ 

i 

A* 

H 

H 

H 

A' 

A 

f 

a 

If 

lA 

i 

} 

H 

ji 

H 

ift 

ft 

ft 

i 

ft 

ft 

lA 

i 

i 

« 

H 

ft 

i« 

ft 

ft 

i 

« 

Vi 

ift 

i 

\ 

a 

i 

ft 

1*1 

ft 

ft 

1 

H 

} 

li 

1 

1 

2 

lA* 

1 

ft 

ift 

lA* 

lA 

21 

H 

lA 

H 

ift 

li* 

li 

21 

lA* 

lA 

lA 

2A 

lA* 

lA 

21 

U* 

itt 

lA 

2A 

li* 

U 

2i 

11* 

lA 

m 

2ft 

iP 

U 

21 

11' 

m 

lA 

21 

li* 

li 

3 

*  Special  nMS. 
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Weight  of  100  Cone-head  Rivets 


Length 

Scant  Diametek,  Inches 

under 

head, 

inches 

i 

A 

f 

H 

} 

H 

I 

1 

U* 

11^ 

} 

8.6 

11.9 

15.5 

i 

9.3 

12.7 

16.5 

9.9 

13.6 

17.6 

22.4 

28.1 

34.5 

li 

10.6 

14.4 

18.6 

23.6 

29.6 

36.3 

u 

11.2 

15.2 

19.6 

24.9 

31.1 

38.1  . 

46 

65 

li 

11.9 

16.1 

20.7 

26.1 

32.6 

39.8 

48 

68 

93 

U 

12.5 

16.9 

21.7 

27.4 

34.1 

41.6 

50 

70 

96 

127 

If 

13.2 

17.7 

22.7 

28.6 

35.6 

43.4 

52 

73 

100 

132 

li 

13.8 

18.6 

23.8 

29.9 

37.1 

45.1 

54 

76 

103 

136 

li 

14.5 

19.4 

24.8 

31.1 

38.6 

46.9 

56 

78 

107 

140 

2 

15.1 

20.2 

25.8 

32.4 

40.1 

48.7 

58 

81 

110 

145 

2i 

15.8 

21.0 

26.9 

33.7 

41.6. 

50.5 

60 

84 

114 

149 

21 

16.4 

21.9 

27.9 

34.9 

43.1 

52.2 

62 

87 

117 

153 

2} 

17.1 

22.7 

28.9 

36.2 

44.6 

54.0 

64 

89 

121 

158 

2i 

17.8 

23.5 

30.0 

37.4 

46.1 

55.8 

66 

92 

124 

162 

21 

18.4 

24.4 

31.0 

38.7 

47.6 

57.5 

68 

95 

128 

166 

21 

19.1 

25.2 

32.0 

39.9 

49.1 

59.3 

70 

97 

132 

171 

2i 

19.7 

26.0 

33.1 

41.2 

50.6 

61.1 

72 

100 

135 

175 

3 

20.4 

26.9 

34.1 

42.5 

52.1 

62.8 

74 

103 

139 

179 

31 

21.7 

28.5 

36.2 

45.0 

55.1 

66.4 

78 

108 

146 

188 

3J 

22.9 

30.2 

38.2 

47.5 

58.1 

69.9 

83 

114 

153 

197 

3i 

24.3 

31.9 

40.3 

50.0 

61.1 

73.4 

87 

119 

160 

205 

4 

25.6 

33.5 

42.4 

52.5 

64.1 

77.0 

91 

124 

167 

214 

4i 

26.9 

35.2 

44.4 

55.0 

67.1 

80.5 

95 

130 

174 

223 

4i 

28.2 

36.9 

46.5 

57.5 

70.1 

84.0 

99 

135 

181 

232 

4f 

29.5 

38.5 

48.6 

60.0 

73.1 

87.6 

103 

141 

188 

240 

5 

30.8 

40.2 

50.6 

62.6 

76.1 

91.1 

107 

146 

195 

249 

61 

32.1 

41.9 

52.7 

65.1 

79.1 

94.6 

111 

151 

202 

258 

6J 

33.4 

43.5 

54.8 

67.6 

82.1 

98.2 

115 

157 

209 

266 

6! 

34.7 

45.2 

56.8 

70.1 

85.1 

101.7 

120 

162 

216 

275 

6 

36.0 

46.8 

58.9 

72.6 

88.1 

105.2 

124 

167 

223 

284 

6i 

38.7 

50.2 

63.0 

77.6 

94.1 

112.3 

132 

178 

237 

301 

7 

41.3 

53.5 

67.2 

82.7 

100.2 

119.4 

140 

189 

251 

319 

Weight  of 

heads. . . . 

4.7 

6.9 

9.3 

12.3 

16.1 

20.4 

26 

38 

54 

75 

*  All  rivets  larger  than  1  inch  arc  made  to  exact  diameter. 
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Length  of  RiveU  Required  for  Various  Grips 


DiAMETBB,  Inches 

Diameter,  Inches 

Grip 

Grip 

1 

a 

6 

J 

1 

i 

i 

1 

i 

i 

i 

} 

1 

ij 

u 

li 

2 

21 

U 

li 

u 

If 

If 

If 

u 

2 

21 

2i 

li 

U 

n 

u 

n 

u 

2 

2t 

2i 

21 

If 

u 

u 

If 

If 

If 

2* 

21 

21 

2i 

U 

11 

If 

H 

1} 

1 

2 

2i 

21 

2J 

2| 

1 

H 

li 

u 

If 

1} 

2i 

2i 

2f 

2i 

2i 

1} 

2 

2 

2J 

21 

2f 

21 

3 

3t 

3i 

2i 

2i 

2f 

2f 

2} 

3 

3i 

3f 

3J 

31 

2J 

2| 

2i 

2f 

2} 

2 

3i 

31 

31 

31 

31 

2 

21 

21 

3 

3 

3f 

The  efficiency  of  a  riveted  joint  is  the  ratio  of  a  unit  of  riveted  length  to  the 
same  unit  of  solid  plate,  the  following  signs  and  formuke  being  in  general  accepted  use: 
EiBciency  of  riveted  joints.— A.S.M.E.  Boiler  Code,  1018. 

X= efficiency  B  ratio  of  strength  of  unit  length  of  riveted  joint  to  the  strength 

of  the  same  length  of  a  solid  plate. 
7* » tensile  strength  of  the  material,  in  pounds  per  square  inch. 
t  s  thickness  of  plate,  in  inches. 
6= thickness  of  butt  strap,  in  inches. 

P= pitch  of  rivets,  in  inches,  on  the  row  having  the  greatest  pitch. 
(2  as  diameter  of  rivet,  after  driving,  in  inches, 
a  » cross-section  of  rivet  after  driving,  in  square  inches. 
«s strength  of  rivet  in  single  shear,  in  pounds  per  square  inch. 
jSb  strength  of  rivet  in  double  shear,  in  pounds  per  square  inch. 
c» crushing  strength  of  rivet,  in  pounds  per  sqiiare  inch. 
n= number  of  rivets  in  single  shear  in  a  length  of  joint  equal  to  P. 
^»  number  of  rivets  in  double  shear  in  the  same  length  of  joint. 

For  single-riveted  lap  joints: 

A  » strength  of  solid  plate  -PtT, 
B»  strength  of  plate  between  rivet  holes  =  (P—d)^T. 
Cb  shearing  strength  of  one  nvei—nsa. 
D— crushing  strength  of  plate  in  front  of  one  rivet  «(2tc. 
C  D 


-f 


or    "7    or    -7,  whichever  is  least. 
A  A 


For  double-riveted  lap  joints: 

A  and  B  as  above,  C  and  D  to  be  taken  for  two  rivets. 
X^B,  CfOT  D  (whichever  is  least)  divided  by  A, 

For  butt  and  double  strap  joint,  double-riveted: 
A  -  strength  of  solid  plate  =  PtT. 
B= strength  of  plate  between  rivet  holes  in  the  outer  row  =  (P— d)/7'. 
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C«  shearing  strength  of  two  rivets  in  double  shear,  plus  shearing  strength  of  one 

rivet  in  single  shear  aiV^a+n«a. 
D  — strength  of  plate  between  rivet  holes  in  the  second  row,  plus  the  shearing 

strength  of  one  rivet  in  single  shear  in  the  outer  row  =  (P— 2d)/7'-l-7Ma. 
Es  strength    of    plate    between    rivet    holes    in    the    second    row,    plus   the 

crushing  strength  of  butt  strap  in  front  of  one  rivet  in  the  outer  row 

^(P-'2d)tT-^dbc, 
F»  crushing  strength  of  plate  in  front  of  two  rivets,  plus  the  crushing  strength 

of  butt  strap  in  front  of  one  rivet  ^'Ndtc+ndbc. 
(?= crushing  strength  of  plate  in  front  of  two  rivets,  plus  the  shearing  strength 

of  one  rivet  in  single  shear  =*Ndtc-^n9a. 
X'^ByCf  D,  E,  F,  or  G  (whichever  is  least)  divided  by  A. 

For  butt  and  double  strap  joint,  triple-riveted: 

The  same  as  for  double-riveted,  except  that  four  rivets  instead  of  two  are  taken  for 
N  in  computing  C,  F,  and  G. 

For  butt  and  double  strap  joint,  quadruple-riveted: 
A  J  B,  and  D  the  same  as  for  double-riveted  joints. 
C»  shearing  strength  of  eight  rivets  in  double  shear  and  three  rivets  in  single 

shear  —  NSa  -f  rwa. 
£«  strength  of  plate  between  rivet  holes  in  the  third  row  (the  outer  row  being 

the  first)  plus  the  shearing  strength  in  single  shear  of  two  rivets  in  the  second 

row  and  one  rivet  in  the  outer  row  =  {P—4d)tT'^nsa. 
F»  strength  of  plate  between  rivet  holes  in  the  second  row,  plus  the  crushing 

strength  of  butt  strap  in  front  of  one  rivet  in  the  outer  row*=(P— 2d) 

tT+dbc. 
G»  strength  of  plate  between  rivet  holes  in  the  third  row,  plus  the  crushing 

strength  of  butt  strap  in  front  of  two  rivets  in  the  second  row  and  one  rivet 

in  the  outer  row=»(P— 4d)ir-fnd6c. 
H*  crushing  strength  of  plate  in  front  of  eight  rivets,  plus  the  crushing  strength 

of  butt  strap  in  front  of  three  nveta— Ndic+ndbc, 
/« crushing  strength  of  plate  in  front  of  eight  rivets,  plus  the  shearing  strength 

in  single  shear  of  two  rivets  in  the  second  row  and  one  in  the  outer  row  » 

Ndtc+n8a, 
X'-B^C,  D,  E,  F,  Gy  H,  or  /  (whichever  is  least)  divided  by  A. 

The  A.S.M.  Boiler  Code  also  allows  95,000  pounds  per  square  inch  for  crushing 
strength,  but  for  shearing  strength  of  rivets  allows: 

In  single  shear,  iron  38,000;  steel  44,000. 

In  double  shear,  iron  76,000;  steel  88,000. 

As  a  typical  example,  the  computation  of  the  efficiency  of  the  single-riveted  lap 
joint  illustrated  below,  is  given  in  detail  for  i-inch  plate  riveted  with  f-inch  diameter 
rivets.  Lack  of  space  prevents  further  application  of  the  above  rules,  ^  but  the  effi- 
ciencies of  various  types  of  joints,  all  in  accordance  with  the  best  standard  practice, 
are  further  included  for  empirical  consideration. 

^  For  additional  examples  of  computations  involving  efficiency  of  joint,  see  A.  B.  M.  £.  Boiler 
Code,  latest  edition. 
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Fig.  143. — Single-  and  double-riveted  lap  joints. 

Prapofiions  of  Single-  and  Dovhle-rweted  Lap  Joints 
All  dimensions  are  in  inches 


n^i_  •    1 

Diam- 

Diam- 

Thick- 

eter 

eter 

Deasof 

of 

of 

plate 

rivet 

hole 

i 

A 

i 

H 

A 

« 

A 

« 

i 

tt 

t 

H 

A 

H 

A 

tt 

J 

tt 

} 

1 

lA 

A 

1 

lA 

f 

u 

lA 

SlNOLE-RIVETED 

Lap  Joint 


Dimensions 


U 
If 

u 

If 

IH 
2i 

lA 

l« 
2A 

2t 
2| 


B 

c 

1 

2 

1* 

2i 

U 

2i 

li 

2i 

u 

2i 

lA 

2} 

U 

2i 

lA 

2{ 

lA 

2} 

11 

3i 

If 

3i 

U 

3} 

Percent 
effi- 
ciency 

of 
joint 


50 
57 
50 
56 
52 
55 
47 
51 
48 
51 
47 
48 


d0ublexri\  eted 
Lap  Joint 


Dimensions 


itt 

2f 
2A 
2i 

2A 
3i 
2A 

m 

2H 
3A 
3A 
3f 


E 

F 

If 

3} 

If 

4t 

11 

3f 

u 

4i 

If 

4f 

2i 

5t 

If 

4f 

2f 

5 

2 

4f 

21 

5i 

2i 

61 

2f 

5f 

(7 


1 
U 

u 

li 

li 

lA 

li 

lA 

lA 

If 

1* 

U 


Percent 
effi- 
ciency 

of 
joint 


69 
72 
68 
72 
68 
71 
65 
67 
65 
68 
65 
68 


T  =  55,000  pounds  per  square  inch. 
« « I  inch = 0.25  inch. 
P  =  l|  inch  =  1.625  inch. 
d  =  tt  inch =0.6875  inch, 
a =0.3712  square  inch. 
8=44,000  pounds  per  square  inch. 
c= 95,000  pounds  per  square  inch. 
A  =  P/  r  =  1 .625  X0.25  X  55,000  =  22,343. 
B  =  (1.625-0.6875)  0.25X55,000  =  12,890. 
C  =  1  X44,000  X0.3712  =  16,332. 
D =0.6875  X0.25  X  95,000  =  16,328. 


Divide  B,  C,  or  D  (whichever  is  the  least)  by  il,  and  the  quotient  will  be  the 
efficiency  of  a  single-riveted  lap  joint  as  shown  in  figure  below. 


12,890  {B) 
22,343  {A) 


=0.576= efficiency  of  joint. 


Pio.   141.— Doubla-rivtod  double  butt-atnp  ]<^t. 
DrnMe-riixled  Doutie  BuU-itrap  Joint 


Thick- 
plate 
"T," 
inelus 

Mux. 

LoDg 

Short 

Width 

Width 

Thick- 

Di&m. 
of  cold 

of 

pil«h 

of 

pitch 
of 

0«e 
"A," 
mches 

SpK. 

"B," 
incho 

of  out- 
side 

of  in- 
side 

ness 
of 

Effi- 
ciency, 

rivet, 

rivet 

riveta 

rivets 

stnip. 

stnp. 

"t" 

per 

mches 

hole, 

"L.P.," 

"S.P.,' 

"C," 

"D," 

strips. 

cent 

-j- 

inches 

mches 

mches 

mches 

mchet 

mches 

~i 

"If 

4 

2 

lA 

21 

41 

81 

1 

82.8 

A 

a 

4 

2 

lA 

21 

41 

81 

I 

82 

8 

A 

i» 

41 

21 

11 

2A 

5 

91 

A 

81 

g 

« 

H 

4) 

21 

11 

2A 

5 

»1 

A 

81 

9 

tt 

4i 

21 

U 

2A 

5 

»I 

A 

81 

9 

U 

» 

4! 

21 

U 

2A 

5 

S) 

A 

81 

9 

A 

H 

6 

21 

lA 

21 

61 

111 

81 

3 

H 

H 

5 

21 

lA 

21 

51 

111 

1 

81 

3 

1 

H 

5 

21 

lA 

21 

51 

111 

A 

81 

3 

a 

H 

4i 

2A 

lA 

21 

51 

111 

It 

80 

8 

A 

H 

4i 

2A 

lA 

21 

51 

Hi 

i 

80 

8 

H 

lA 

m 

21 

11 

3A 

6! 

121 

H 

80 

7 

lA 

5) 

21 

l| 

3A 

61 

121 

A 

80 

7 

H 

lA 

5) 

21 

11 

3A 

61 

121 

H 

80 

6 

H 

lA 

51 

21 

11 

3A 

81 

121 

1 

80 

1 

i 

lA 

8A 

3A 

11 

3A 

7 

141 

1 

80 

7 

« 

lA 

61 

31 

U 

3A 

7 

141 

H 

79 

6 

1 

lA 

m 

3H 

2 

4 

8 

16 

1 

79 

6 

H 

lA 

6H 

3H 

2 

4 

8 

16 

H 

78 

4 

1 

lA 

611 

3H 

2 

4 

8 

16 

H 

77 

3 

Bolts. — Of  the  bolU  used  in  refinery  practice  the  etAndard  m&chine  bolt  is  by  far  the 
most  frequently  employed.  With  hexagon  nute  it  is  used  in  large  nwnbers  for  bolting 
together  flanged  oondeneer  pipe,  and  with  modified  square-ehouldered  head  as  a  still 
neck  bolt.  Machine  bolts  arc  threaded  according  to  the  U.  S.  or  Seller'a  standard. 
Tables  of  sises,  dimensionB,  and  weights  are  given  on  the  next  page. 

Set,  cap,  and  machine  screws  in  general,  such  as  enter  into  the  construction  of  the 
various  claasee  of  machinery  incident  to  a  refinery,  follow  no  common  standard,'  in 
regard  to  threading,  a  fact  which  should  be  borne  in  mind  when  ordering  duplicates. 

■  U.  8.  ■lnDdurd  with  many  Tiriition  in  thnud*  par  inch;  tha  Wfutwortb,  A.  B.  H.  E.  Bod 
S.  A.  E.  lyiteDit  wt  kU  employvd. 
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Rwei  Dimensions 


Diam- 
eter of 
oold 
rivet, 
inches 


Maxi- 
mum 
diam- 
eter of 
rivet 
hole, 
inches 


<  ■ 


Long 

pitch 

••L.P.,' 

inches 


5 
6 
6 
7 
7 

it 

8 
8 
8 
8 
8 

»! 

8 
8 

I 

8 
8 
0 
9 
0} 

9 

9 

10 


Short 
pitch 

inches 


2} 
2 

3 

3 

3 

I 

3 

4 
4 
4 

4 
4 
4 
4 
4 
4 
4 
4 
4 
4 
4 
4 
4 
4 
4 
4 

4i 


Gage 

"A 
inches 


Space 

'Br 

inches 


2 
2 
2 
2 

2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 


Space 

•C," 

inches 


Width 
of  out- 
side 
strap, 
"D,'' 
inches 


7f 

7 

8 

8 

8 

8 

9 

9 

9 

9 
11 
11 
11 
11 
12 
12 
12 
131 
13 
13 
13 
13 
13 
13 
14 
14 
14 
14 
15 


Width 
of  inside 

strap 

••o  ti 

inches 


12 

12 

13i 

13 

13 

13 

15 

16 

15 

15 

17 

17 

17 

17 

18| 

18 

18 

20 

20 

20 

20 

20 

20 

20j 

22 

22 

22 

22 

24i 


Thick- 
ness of 

straps, 
"f  ' 

inches 


I 


Effi- 
ciency 
in 
per 
cent 


87.5 

87.5 

87.5 

87.5 

88.4 

88.4 

87.9 

87.9 

88. 

88. 

86. 

86.7 

86.7 

86.7 

85.6 

85.6 

85.5 

84.6 

84.6 

84 

84. 


3 
3 
7 


.2 
1 

83.6 
83.7 
83.2 


83. 
83. 


4 
0 


82.6 


82 
82. 


2 
2 


Dimensions  of  Screw  Threads,  Sellers  or  U.  S.  Standard 


Bolts  and  Thbbads 


Diam- 
eter of 
bolt 


Threads 
inch 


Inches 


2 

II 

3 

3j 

3 

3j 

4 

4| 

4 

4j 

5 

6 


20 
18 
16 
14 
13 
12 
11 
10 

9 

8 

7 

7 

6 

6 

6h 

5 

5 

II 

4 
4 
3 
3 
3 
3 
3 

2} 

2 

2 
2 
2 
2 
2 
2 


Diam- 
eter of 
root  of 
thread 


0. 
0. 
0. 
0. 
0. 
0. 


Inches 
0.185 
0.240 
0.294 
345 
400 
454 
507 
620 
731 
0.837 
0.939 
1.065 
1.160 
1.284 
1.389 
1.491 
1.616 
1.712 
962 
176 
426 
2.629 
2.879 
3.100 
3.317 
3.567 
3.798 
4.028 
4.256 
4.480 
4.7ao 

4.9r.'' 
5.203 
5.423 


1 
2 
2 


Width 

of 

flat 


Inches 
0.0062 
0.0069 
0.0078 
0.0069 
0.0096 
0.0104 
0.0113 
0.0125 
0.0139 
0.0156 
0.0178 
.0.0178 
0.0208 
0.0208 
0.0227 
0.0250 
0.0250 
0.0278 
0.0278 
0.0312 
0.0312 
0.0357 
0.0357 
0.0384 
0.0417 
0.0417 
0.0435 
0.0454 
0476 
0500 
0500 
0.0526 
0.0526 
0.0555 


Area  of 

bolt 

body 

in  sauare 

inches 


0. 
0. 
0. 


0. 
0. 
0. 
0. 
0. 
0. 


049 

077 

110 

150 

196 

249 

0.307 

0.442 

0.601 

0.785 

0.994 

1.227 

1.485 

1.767 

2.074 

2.406 

2.761 

3.142 

976 

.909 

940 

009 

8.296 

9.621 

11.045 

12.666 

14.186 

15.904 

17.721 

19.635 

21.648 

23.758 

25.967 

28.274 


3 

4. 

5. 

7. 


Area  of 
root  of 
thread 

m  square 
inches 


0.027 
0.045 
0.068 
0.093 
0.126 
0.162 
0.202 
0.302 
0.420 
0.550 
0.694 
0.891 
,057 
.295 
.515 
.746 
.051 
.302 
.023 
.719 
.622 
.428 


Nuts  and  Bolt  Hbads 


Short 

diameter, 

hexagon 

and 

square 


1 

1 

1 

1 

2 

2 

3. 

3 

4 

6 


6.510 

7.548 

8.641 

9.993 

11.328 

12.743 

14.250 

15.763 

17.572 

19.267 

21.262 

23.098 


li 

1 

li 

1 
ll 
2 
2iV 

% 

2} 
2H 

31 
3 
3 
4 

4 
5 

5 
6 
6 
6 
7 
7 
8 

»l 
8| 
9j 


Long 

diameter, 

hexagon 


Inches 
0.578 
0.686 
0.794 
0.902 
1.011 
1.119 


1 
1 
1 
1 
2 


.227 
.444 
.660 
,877 
093 
2.310 
2.527 
2.743 
2.960 
3.176 
3.393 
3.609 
4.043 
4.476 
4.909 
5.342 
5.775 
6.208 
6.641 
,074 
508 
.941 
8.374 
8.807 
9.240 
9.673 
10.106 
10.539 


7. 
7. 
7. 


Long 

diameter, 

square 


Inches 
0.707 
0.840 
0.972 
1.105 
1.237 
1.370 
1.502 
1.768 
2.033 
2.298 
2.563 
2.828 
3.093 
3.358 
3.023 
3.889 
4.154 
4.419 
4.949 
5.479 
6.010 
6.540 
7.070 
7.600 
8.131 
8.661 
9.191 
9.721 
10.252 
10.782 
11.312 
11.842 
12.373 
12.903 


Thick- 
ness, 
nut 


Inches 


Thick- 
ness, 
head 


Inches 
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Approximate  Weight  of  Machine  Bolts  per  100,  Square  Heads  and  Square  Nvis 

(Hoopes  &  Townsend,  Philadelphia,  1914) 


Length 

under 

head 

to  point, 

inches 


li 
U 
2 

2i 

3 

3J 

4 

4i 

6 

5i 

6 

6i 
7 

7i 

8 

9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
20 
22 
24 
26 
28 
30 


\ 

in. 


1 

4 


3 
3 
4.1 

4.8 

5.5 

6.2 

6.9 

7.6 

8.2 

8.9 

9.6 

10.3 

11.0 

11.7 

12.4 

13.7 

15.1 

16.5 

17.9 

19.3 

20.6 

22.0 

23.4 

24.8 

26.2 

28.9 

31.7 

34.4 

37.2 

40.0 

42.7 


i 

in. 


8.4 
9.2 
10.8 
12.3 
13.8 
15.3 
16.9 
18.4 
19.9 
21.5 
23.0 
24.6 
26.1 
27.7 
29.2 
32.4 
35.5 
38.6 
41.7 
44.8 
47.9 
51.0 
54.1 
57.2 
60.3 
66.5 
72.7 
78.9 
85.2 
91.4 
97.6 


Diameter 


m. 


i 
in. 


12.5 
13.6 
15.7 
17.8 
19.9 
21.8 
24.0 
26.1 
28.2 
30.3 
32.4 
34.5 
36.6 
38.8 
40.9 
44.9 
49.1 
53.4 
57.6 
61.8 
66.0 
70.3 
74.5 
78.7 
82.9 
91.4 
99.9 
108.3 
116.8 
125.2 
133.7 


7 
1 


A 

in. 


17 

19 

21.8 

24.6 

27.4 

29.8 

32.6 

35.4 

38.1 

40.9 

43.7 

46.4 

49.2 

51.9 

54.7 

60.0 

65.5 

71.0 

76.6 

82.0 

87.6 

93.1 

98.6 

104.1 

109.7 

120.7 

131.7 

142.8 

153.8 

164.9 

176.9 


3 
0 
5 
0 


in. 


7 
2 
7 
2 


24 

26 

29 

33 

36 

40.0 

43.5 

46.7 

50.2 

53 

57 

60 

64 

67.6 

71.1 

77.8 

84.8 

91.8 

98.8 

105.5 

112.5 

119 

126 

133 

140.4 

154.4 

168.4 

182.4 

196.3 

210.3 

224.3 


7 

8 


i 

in. 


5 

4 
4 


30 

32 

37.1 

41.4 

45.7 

50.0 

54.4 

58.3 

62.6 

66.9 

71.3 

75.6 

79.9 

84.2 

88.5 

96.8 

105.4 

114.1 

122.7 

131.0 

139.6 

148.2 


50 

53. 

59. 

65. 

72. 

78. 

84. 

90. 

96. 
102. 
108. 
115. 
121. 
127. 
133. 
145. 
158. 
170. 
183. 
195 
207 
220 


in. 


156 . 9  232 


165.5 


174 


191.4 
208.6 
225.9 
243.1 
260.4 
277.7 


245 
257 
282 
307 
332 
357 
381 
406 


4 
5 
7 
9 
1 
3 
5 
3 
5 
7 
9 
1 
3 
.6 
.8 
.7 
.2 
.6 
.0 
.4 
.% 
.3 
.7 
.1 
.6 
.4 
.3 
.1 
.0 
.8 
.7 


89. 
97. 
105. 
114. 
122. 
130. 
138. 
147. 
155. 
164. 
172. 
181. 
189. 
205. 
222. 
239. 
256 
273 
290 
307 
324 
341 
358 
392 
425 
459 
493 
527 
561 


m. 


4 

3 

7 

2 

6 

5 

9 

.4 

.8 

.3 

.7 

.2 

.6 

.9 

.8 

.8 

.7 

.6 

.5 

.4 

.3 

.2 

.1 

.0 

.8 

.6 

.4 

.3 

.1 


125.7 

136.8 

147.8 

158.9 

169 

179 

190 

201 

212 

223 

234.6 

245.6 

256 

278 

300 

322 

344.3 

366.3 

388.4 

410.5 

432.6 

454.7 

476.8 

521.0 

565.1 

609.3 

653.5 

697.7 

741.9 


9 
4 
4 
5 
.5 
.6 


7 
0 
0 
2 


U 
in. 


U 
in. 


H 

in. 


246.3 
263.5 
280.8 
298.1 
314.1 
331.4 
348.6 
365.9 
383.1 
400.4 
417.7 
434.9 
468.2 
502.7 
537.3 
571.8 
606.3 
640.8 
675.3 
709.8 
744.3 
778.9 
847.9 
916.9 
986.0 
1055.0 
1124.0 
1193.0 


470 

495 

520 

546 

570 

595 

620 

645 

670 

695 

725 

775 

825 

875 

925 

975 

1025 

1075 

1125 

1175 

1225 

1325 

1425 

1525 

1625 

1725 

1825 


2 
in. 


720 

753 

786 

820 

854 

888 

922 

956 

990 

1058 

1126 

1194 

1262 

1330 

1398 

1468 

1536 

1604 

1672 

1808 

1944 

2080 

2216 

2362 

2488 


1180 
1225 
1270 
1315 
1360 
1405 
1450 
1540 
1630 
1720 
1810 
1900 
1990 
2080 
2170 
2260 
2350 
2630 
2710 
2890 
3070 
3260 
3460 


Weight  per 

100  nuts 

Square.  . 
Hexagon 

0.7 
0.6 

0.1 

2.6 
2.1 

3.9 
3.2 

5.7 

4.8 

8.1 
6.7 

9.9 

8.3 

16.8 
14  0 

26.9 
22.3 

40.1 
33.4 

77.8 
64.0 

162 
134 

28 

257 
207 

50 

381 
307 

Diflf... 

0.4 

0.7 

0.9 

1.4 

1.6 

2.8 

4.6 

6.7 

13.8 

74 

Weight  of  100  heads 


Square. . 
Hexagon 

Diff. . 


0.8 
0.7 

0.1 

2.4 
2.2 

4.0 
3.5 

5.9 
5.3 

8.8 
7.9 

11.4 
10.3 

20.0 
17.0 

31.4 

28.2 

44.9 
39.4 

90.9 
83.9 

144 
132 

12 

231 
215 

16 

0.2 

0.5 

0.6 

0.9 

1.1 

3.0 

3.2 

5.5 

7.0 

345 
302 

43 


For  weight  of  bolts  with  hexagonal  heads  and  hexagonal  nuts 


iSabtract 


0.2 

0.6 

1.2 

1.5 

2.3 

2.7 

5.8 

7.8 

12.2 

20.8 

40 

66 

117 
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Chmbk. — Outside  of  special  elevator,  link  and  drive  chainSi  obviously  beyond  the 
scope  of  this  volume,  a  refinery  uses  considerable  quantities  of  standard  coil  or  cable 
chain  for  falls,  swing  pipes,  etc.  Dimensions  and  weights  of  the  common  standard 
types  are  listed  as  follows: 


Procf  CwL  or  Cable  Chain 


Sise 

Number 

O.D. 

O.D. 

Approximate 

Proof 
test 

Approxi- 
mate 

breaking 
point 

chain. 

linlcR 

length, 

width, 

weight, 

inches 

per  foot 

inches 

inches 

100  feet 

A 

m 

11 

i 

46 

1,000 

2,000 

i 

12i 

u 

lA 

76 

1,500 

3,300 

A 

11 

u 

U 

110 

2,600 

5,200 

i 

10 

2i 

li 

155 

3,600 

7,200 

A 

9 

2J 

IH 

200 

4,500 

10,000 

i 

8 

2i 

IJ 

260 

6,500 

13,000 

A 

7J 

2i 

2i 

325 

8,000 

16,000 

} 

6i 

31 

2i 

400 

0,500 

20,000 

i 

6 

31 

2H 

590 

13,500 

28,000 

i 

5 

41 

3i 

800 

18,500 

39,000 

1 

4 

5 

31 

1000 

24,000 

51,500 

U 

3i 

51 

4 

1300 

29,000 

1                  ' 

60,000 

li 

31 

6i 

4i 

1500 

1 

I 

39,000 

80,000 

Wire. — Wire  is  much  employed  in  refinery  construction,  from  its  initial  use  in  con- 
nection with  cement  forms  to  guy  cables  and  fences,  to  say  nothing  of  nails,  screws, 
etc.  Its  products  may  be  found  listed  in  any  catalogue  of  hardware,  and  need  not  be 
further  discussed;  but  as  some  confusion  exists  as  to  systems  of  gages  employed,  it 
may  be  well  to  mention  that  many  manufacturers  use  the  American  Steel  and  Wire 
Company  (formerly  Washburn  and  Moen)  gage  for  soft  iron  or  steel  wire,  and  the 
Stubs  steel-wire  gage  for  products  of  tool  steel,  such  as  drill  stock,  etc.  A  slight 
modification  of  the  Stubs  steel-wire  gage  is  known  as  the  twist-drill  and  steel-wire 
gage  or  Moen  standard,  and  is  used  by  American  manufacturers  not  adopting  the 
Stubs  gage.  To  increase  the  confusion  there  is  another  Stubs  gage,  known  as  the 
Stubs  iron-wire  gage,  identical  with  the  B.W.G.  gage,  and  also  known  as  the  Old 
EInglish  gage.  It  is  adopted  by  many  manufacturers  as  a  standard,  not  for  iron  or 
steel,  but  for  copper,  brass,  and  bronze  wire  for  woven  wire  cloth  and  screen.  Wire 
for  electrical  purposes  is  generally  based  on  the  B.  and  S.  (American  Wire),  or  on  the 
Cdison  or  Circular  Mil  gage,  the  former  not  to  be  confounded  with  the  American 
Steel  and  Wire  (Washburn  and  Moen)  gage.  The  B.W.G.  (Old  English),  Stubs  (iron 
wire),  B.  and  S.  (American  Wire),  and  The  American  Steel  and  Wire  (Washburn  and 
Moen)  gages  are  compared  in  the  table  of  standard  gages.  ^  Equivalents  of  the 
other  systems  mentioned  now  follow. 


^  See  p.  773. 
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Edison,  or  Circular  Mil  Oage  for  Electrical  Wires 


Gage 

Circular 

1 

Diameter 

1 

Q&se 

Circular 

Diameter 

Gage 

Circular 

Diameter 

number 

mila. 

in  mils. 

number 

mils. 

in  mils. 

number 

mils. 

in  mils. 

3 

3,000 

54.78 

70 

70.000 

264.58     I 

190 

190.000 

435.80 

5 

5,000 

70.72 

75 

75,000 

273.87 

200 

200,000 

447.22 

8 

8,000 

89.45 

80 

80,000 

282.86 

220 

220.000 

469.05 

12 

12,000 

109.55 

86 

85,000 

291.55 

240 

240,000 

489.00 

15 

15,000 

122.48 

90 

90,000 

300.00 

260 

260.000 

509.01 

20 

20,000 

141.43 

95 

95,000 

308.23 

280 

280.000 

529.16 

25 

25,000 

158.12 

100 

100,000 

316.23 

300 

300,000 

647.73 

30 

30,000 

173.21 

110 

110,000 

331.67 

320 

320,000 

565.60 

35 

35,000 

187.09 

120 

120,000 

346.42 

340 

340,000 

583.10 

40 

40,000 

200.00 

130 

130,000 

360.56 

360 

360,000 

600.00 

45 

45,000 

212.14 

140 

140,000 

374.  K 

50 

50,000 

'223.61 

150 

150,000 

387.30 

55 

55,000 

234.53 

160 

160,000 

400.00 

60 

00,000 

244.95 

170 

170,000 

412.32 

65 

65,000 

254.96 

180 

180,000 

424.27 

Tvyist  Drill  and  Steel  Wire  Qage 
(Morbb) 
(Manufacturers'  Standard) 


No. 

Sise, 
inch 

No. 

Sise, 
inch 

No. 

Sisc, 
inch 

No. 

Sise, 
inch 

No. 

Sise, 
inch 

No. 

Sise, 
inch 

1 

0.2280 

14 

0.1820 

27 

0.1440 

40 

0.0980 

53 

0.0595 

67 

0.032O 

2 

.2210 

15 

.1800 

28 

.1405 

41 

.0960 

54 

.0550 

68 

.0310 

3 

.2130 

16 

.1770 

29 

.1360 

42 

.0935 

55 

.0520 

69 

.0202 

4 

.2090 

17 

.1730 

30 

.1285 

43 

.0890 

56 

.0465 

70 

.0280 

5 

.2055 

18 

.1695 

31 

.1200 

44 

.0860 

57 

.0430 

71 

.0260 

6 

.2040 

19 

.1660 

32 

.1160 

45 

.0820 

58 

.0420 

72 

.0250 

7 

.2010 

20 

.1610 

33 

.1130 

46 

.0810 

59 

.0410 

73 

.0240 

8 

.1990 

21 

.1590 

34 

.1110 

47 

.0785 

60 

.0400 

74 

.0225 

9 

.1960 

22 

.1570 

35 

.1100 

48 

.0760 

61 

.0390 

75 

.0210 

10 

.1935 

23 

.1540- 

36 

.1066 

49 

.0730 

62 

.0380 

76 

.0200 

11 

.1910 

24 

.1520 

37 

.1040 

50 

.0700 

63 

.0370 

77 

.0180 

12 

.1890 

25 

.1495 

38 

.1015 

51 

.0670 

64 

.0360 

78 

.0160 

13 

.1850 

26 

.1470 

39 

.0995 

52 

.0635 

65 

.0350 

79 

.0145 

66 

.0330 

80 

.0135 

Stubs  Steel  Wire  Gage 
(For  Nob.  1  to  50  see  table  on  page  774) 


No. 

Sise, 
inch 

No. 

Sise, 
inch 

No. 

Sise, 
inch 

No. 

Sisc. 
inch 

No. 

Sise. 
inch 

No. 

Sise. 
inch 

Z 

0.413 

P 

0.323 

F 

0.257 

51 

0.066 

61 

0.038 

71 

0.026 

Y 

.404 

0 

.316 

E 

.250 

52 

.063 

62 

.037 

72 

.024 

X 

.397 

N 

.302 

D 

.246 

53 

.058 

63 

.036 

73 

.023 

w 

.386 

M 

.295 

C 

.242 

54 

.055 

64 

.035 

74 

.022 

V 

.377 

L 

.290 

B 

.238 

55 

.050 

65 

.033 

75 

.020 

u 

.368 

K 

.281 

A 

.234 

56 

.045 

66 

.032 

76 

.018 

T 

.358 

J 

.277 

1 

See 

57 

.042 

67 

.031 

77 

.016 

S 

.348 

I 

.272 

to 

page 

58 

.041 

68 

.030 

78 

.015 

R 

.339 

H 

.266 

50 

774 

V 

59 

.040 

69 

.029 

79 

.014 

Q 

.332 

G 

.261 

60 

.039 

70 

.027 

80 

.013 

IRON  CASTINGS 
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MiflceQaneotts  forged  items. — ^Under  this  classification  may  be  included  many 
special  articles  of  pressed  manufacture  such  as  nozzles,  manholes,  crabs,  lugs  and 
flanges,  as  well  as  cold-roUed  key  steel,  shafting,  etc.  Lack  of  space  prevents  descrip- 
tion of  any  of  these  except  flanges,  which  are  shown  in  tank,  boiler,  and  marine  types. 
The  first  is  for  light  tank  service,  the  second  for  heavy  pumping-out  lines,  etc.,  while 
the  marine  weight  is  suitable  for  high  pressures  at  elevated  temperatures. 

Forged-^ted  Tank  Flanges 


Nominal 
size, 

Outside 
diameter 

Thickness 

Depth  of 
hub 

Diameter  of 
hub 

\ 

1 
1 

Approximate 
weight, 

inches 

pounds 

1 

5 

A 

tt 

IJ 

li 

u 

5i 

i 

tt 

2A 

2 

u 

6 

i 

i 

2A 

2i 

2 

6i 

i 

1 

3A 

3 

2J 

71 

A 

1 

3A 

4} 

3 

8 

A 

li 

*A 

5 

3J 

81 

A 

li 

4H 

7 

4 

91 

i 

lA 

SI 

7i 

41 

10 

1 

li 

Si 

8 

5 

11 

1 

lA 

6A 

Hi 

6 

12 

f 

11 

m 

14i 

Fargedsled  Boiler  Flanges 


Size 

pipe, 

inches 

Diam- 
eter, 
inches 

Thick- 

ness, 

inches 

Depth 

hub, 

inches 

Approxi- 
mate 
weight, 
pounds 

Size 
pipe, 
inches 

Diam- 
eter, 
inches 

Thick- 
ness, 
inches 

Depth 

hub, 

inches 

Approx- 
imate 
weight, 
pounds 

! 

6 

A 

3 

41 

101 

2 

15 

1 

6 

A 

4 

5 

llj 

2 

17 

li 

61 

A 

41 

6 

121 

2 

22 

15 

7 

f 

IJ 

5 

7 

14 

2i 

29 

2 

8 

f 

7 

8 

15 

2i 

36 

2i 

8i 

1 

•*•  3 

8 

9 

16 

2i 

43 

3 

9 

1 

9 

10 

171 

i 

2i 

51 

31 

91 

A 

10 

12 

20 

H 

2i 

71 

4 

10 

A 

2 

13 

Iron  castings. — Iron  castings  are  widely  used  in  the  building  of  refineries,  in  special 
shapes  as  furnace  and  boiler  fronts,  nozzles,  mannecks,  still  lugs,  etc.,  and  in  well- 
recognized  standard  forms  as  grate  bars,  cast-iron  pipe,  valves,  and  fittings.  Cast- 
iron  pipe  is  employed  as  low-pressure  class  A  (100-foot  head)  bell-and-spigot  type  \iith 
lead-caulked  joints,  for  low-pressure  water  mains,  occasionally  for  sewer  purposes; 
as  standard  flanged  pipe  for  water  service  and  manifold  connections;  and  extensively 
in  somewhat  heavier  weight  flanged  units  for  condenser  pipe.    For  the  last  purpose. 
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Forged-steel  Marine  Flanges 


Size, 

Diameter, 

Thickness, 

Depth  of  hub, 

Approximate 

inches 

inchefl 

inches 

inches 

weight,  ponnds 

li 

7 

i 

6 

2 

8 

i 

7 

2i 

8i 

i 

8 

3 

9 

A 

10 

3i 

9i 

A 

Hi 

4 

11 

tt 

2i 

20 

4i 

Hi 

I 

21 

23 

6 

12i 

i 

2} 

30 

6 

131 

i 

3 

36 

different  refiners  specify  different  weights  and  thicknesses.  One  table  has  already 
been  included  in  the  section  on  Standard  Apparatus  Design,^  selection  of  weights 
employed  depending  on  individual  preference  as  the  result  of  experience  in  corrosive 
action  of  distillate,  high  sulphur-bearing  oils  naturally  requiring  a  heavier  weight 
pipe  than  those  free  from  this  deleterious  element.  A  widely  used  form  of  cast-iron 
pipe  for  condenser  service  is  the  Universal,  manufactured  in  6-foot  lengths  with  ground 
seat  joints  requiring  only  two  bolts  for  joining  sections,  as  against  the  standard  num- 
ber in  flanged  types.  Such  pipe,  on  account  of  its  conical  type  of  joint,  can  be  laid 
somewhat  out  of  line  if  desired,  so  that  it  also  finds  use  as  a  water-supply  pipe  in  place 
of  the  slower-fitted  bell  and  spigot  form.  Tables  of  standard  cast-iron  pipe  appear 
below. 

Standard  Thickness  and  Weights  of  Cast-iron  Pipe 


■ 

Class  A, 

Class  B, 

100-POOT  Head,  43-pound  Pressure 

200-POOT  Head,  86-pound  Pressure 

Nominal 

inside 

diameter, 

Pounds  per 

Pounds  per 

inches 

Thickness, 
inches 

Thickness, 
inches 

Feet 

Length 

Feet 

Length 

3 

0.39 

14.6 

176 

0.42 

16.2 

194 

4 

.42 

20.0 

240 

.46 

21.7 

260 

6 

.44 

30.8 

370 

.48 

33.3 

400 

8 

.46 

42.9 

516 

.61 

47.6 

670 

10 

.60 

67.1 

686 

.67 

63.8 

765 

12 

.64 

72.6 

870 

.62 

82.1 

985 

14 

.67 

89.6 

1076 

.66 

102.6 

1230 

16 

.60 

108.3 

1300 

.70 

126.0 

1600 

18 

.64 

129.2 

1660 

.76 

150.0 

1800 

20 

.67 

160.0 

1800 

.80 

176.0 

2100 

1  See  p.  180. 
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Quantity  of  Lead  Required  for  Casl-dron  Pipe  Bell  and  Spigot  Joints 


Depth  of  Joint 

, 

Diameter, 
inches 

2  inche8 

2{  inches 

2)  inches 

« 

SoUd 

Approximate  weight  of  lead  in  joint,  pounds 

3 

6.00 

6.50 

7.00 

10.25 

4 

7.50 

8.00 

8.75 

13.00 

6 

10.25 

11.25 

12.25 

18.00 

8 

13.25 

14.50 

15.75 

23.00 

10 

16.00 

17.50 

19.00 

31.00 

12 

19.00 

20.50 

22.50 

36.50 

14 

22.00 

24.00 

26.00 

38.50 

16 

30.00 

33.00 

35.75 

64.75 

18 

33.80 

36.90 

40.00 

72.00 

20 

37.00 

40.50 

44.00 

80  00 

Univeraal  Cast-iron  Ground  Joint  Pipe  ^ 
Standard  6-foot  length 


Class  No.  100,  100  Pounds 

Class  No.  130,  130  Pounds 

Pressure, 

Pressure, 

Nominal 

inside 

Estimate  weight, 

Estimated  weight. 

diameter, 

Approxi- 

Pounds per 

Approxi- 

Pounds  per 

inches 

mate 
thickness, 

mat.e 
thickness. 

inches 

Foot 

6-foot 
length 

inches 

Foot 

6-foot 
length 

2 
3 

4 

0.37 

18 

108 

0.40 

18! 

112} 

6 

.43 

30 

180 

.45 

31 

186 

8 

.47 

44i 

265} 

.49 

46 

276 

10 

.50 

60^ 

363 

.63 

63} 

381 

12 

.53 

761 

453 

.67 

80} 

483 

14 

.56 

94} 

567 

.60 

99} 

697 

16 

.60 

115} 

693 

.65 

123 

738 

1  Universal  Cast-Iron  Pipe  Co.,  Chicago.  111.,  Standard. 
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^ 


I 


i 

J 

••a 

8 


I 

I 


^ 

$ 

of 

each 

flange 

7.25 
12.50 
14.37 
17.40 
27.24 
41.03 
55.54 
68.98 
87.20 
96.29 
123.09 

< 
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Cast-iton  fittings,  while  replaced  by  welding  to  a  certain  extent,  are  still  largely  used, 
those  made  by  each  manufacturer  (apart  from  flanged  fittings)  having  slightly  different 
standards  of  weight,  thickness,  etc.,  but  all  falling  under  one  of  five  classes;  (a),  low 
pressure,  up  to  25  pounds;  standard,  up  to  125  pounds;  mediimi,  125-175  pounds;  extra 
heavy,  175-250  pounds;  and  hydraulic  for  pressures  up  to  800  pounds  per  square  inch. 

Gast-iron  fittings  in  screwed  form  (Briggs  Standard)  are  usually  stocked  in  sizes 
from  i  inch  to  12  inches  in  ordinary  cast-iron  grade,  and  in  sizes  from  }  inch  to  8 
inches  in  malleable  style,  larger  sises  in  both  grades  being  readily  obtainable  at  short 
notice.  Malleable  fittings  in  sizes  up  to  1  inch  are  used  in  refinery  construction 
principally  for  small  air,  water,  gas,  and  steam  lines;  in  sizes  from  1  inch  to  8  inches 
in  various  ells,  tees,  and  return  bends  subjected  to  severe  expansion  stresses;  and  in 
ordinary  cast-iron  grade  in  all  sizes  from  }  inch  up  for  low-pressure  steam,  water,  oH 
and  vapor  lines.  Flanged  fittings  are  made  in  all  sizes  from  IJ  inches  up,  their  employ- 
ment in  refinery  practice  being  generally  limited  to  condenser  coils,  receiving  and  dis- 
tributing manifolds,  agitator  outlets,  etc.;  although  they  are  occasionally  used  in  steam 
and  water  service.  Flanged  fittings  have  the  advantage  of  being  practically  standard- 
ized in  manufacture,  the  product  of  one  factory  being  readily  substituted  for  that  of 
another,  as  far  as  dimensions  between  faces,  number  of  bolt  holes,  etc.,  are  concerned. 
Valves  are  made  in  both  screwed  and  flanged  pattern  with  cast-iron  bodies  (brass 
mounted)  from  2  inches,  in  some  cases  from  1  inch  up,  in  globe,  cross,  and  gate  pat- 
terns. Globe  valves  are  used  in  steam,  gas  and  air  control  in  sizes  up  to  3  inches, 
while  gate  valves  are  employed  for  liquids  from  the  smallest  to  the  largest  sizes,  and 
also  commonly  for  steam,  gas,  and  air  in  units  over  2  inches. 

Cross  valves,  generally  in  flanged  form,  are  much  used  in  manifold  construction 
together  with  cast-iron  cocks.  Railing  fittings,  light  screwed  fittings  of  malleable  type, 
are  employed  in  handrails,  machine  guards,  etc.,  while  recessed  drain  fittings  find 
application  for  waste-pipe  installations  in  refinery  office  buildings  and  laboratories. 

Standard  weight  fittings  are  the  most  frequently  used  in  refinery  construction  in 
general  steam,  water,  gas,  oil,  and  vapor-line  service;  extra  heavy  fittings  in  connecting 
stiU  flow  and  pumping-out  lines,  or  where  service  is  generally  severe  within  limits  of 
recommended  working  pressure;  while  medium  malleable-weight  fittings  can  be 
advantageously  installed  for  steam  pressures  commonly  employed  in  refineries  in 
lines  above  4  inches  where  standard  cast-iron  fittings  are  near  their  safe  working  limit. 
Hydraulic  (and  anmionia)  fittings  are  used  only  in  wax-plant  service  or  for  other  severe 
duty.  In  listing  fittings,  the  run  of  a  tee  is  first  given,  then  the  branch,  while  all 
fittings  with  laterals  or  ends  of  different  sizes,  such  as  reducing  ells,  tees,  etc.,  are 
grouped  according  to  the  largest  opening.  To  make  any  attempt  to  include  a  com- 
plete list  of  the  dimensions,  weights,  etc.,  of  the  fittings  and  valves  used  around  a 
refinery  would  be  entirely  beyond  the  limits  of  this  volume.  The  appended  tables, 
pages  278-279,  however,  cover  the  more  commonly  used  \mits,  the  reader  being 
referred  to  the  various  manufacturers  of  such  supplies  for  more  detailed  information. 

General  Dimemums  qf  Standard  and  Extra  Heavy  FiUings  {Flange)  * 

A  »  distance  center  to  face,  varying  for  long  radius  and  45^  ells  from  standard  value 
for  ells  and  tees. 

Dimensions  of  fitting?  up  to  16  inches  are  governed  by  the  size  of  the  largest  open- 
ing. For  example,  a  12-inch  by  12-inch  by  16-inch  tee  will  have  the  same  dimen- 
sions as  a  16-inch  by  16-inch  by  16-inch  tee. 

For  flange  dimensions  and  bolt  data  consult  the  table  of  Standard  and  Extra 
Heavy  Companion  Flanges  on  page  280. 

*  Crane  Co.,  Chicago,  Ills.,  standarda. 
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General  Dimensions  qf  Standard,  Extra  Heavy,  and  Hydraulie  FttUngs  {Screwed)  * 

A  «■  distance  center  to  face,  ells  and  tees.  B  "distance  center  to  face,  45^  ell. 

C«> distance  between  end  and  face,  cap.  D* distance  between  faces,  reducer.f 

i?w  distance  between  faees,  lip  union. 


SiM 

Fittinsi.  A 

45*'  ells,  B 

Caps, 

^       1 

Reducers,  D 

Lip  unions,  B 

i 

Standard 

«       B       •       ■ 

»  ■   ■   • 

■  •  •   ■ 

■    •  ■   • 

.... 

i 

Standard 
X.  H.  H. 

i!J 

1 

•  •  •  • 

•  «  ■  « 

2i 

•    .   •    .                     1                    ... 

1 

Standard 

JL.  11.  11. 

1? 

f 

*  «  •  ■ 

•  «   •   ■ 

■    •    •    • 

2A 

•    •    •    - 

i 

Standard 
X.  H.  H. 

11 

i 

1 

•  •  •  ■ 

•  •  •  ■ 

•    •   «    • 

■     a     »     • 

2H 

•    ■    ■    • 

f 

Sundard 
X.  XI.  XI. 

It 

1 

u 

•  •  •   ■ 

•  «    •    a 

•     •     •     • 

li 

3A 

•   •   •  • 

1 

Standard 

X.  H. 
X.  n.  H. 

2 
2 

I 

«    •    «    • 

•  •    •    ■ 

•  •    •    ■ 

•     •    •     • 
»     •     •     • 

2 

3A 

•   *  «  • 

u 

SUndard 

X.  H. 
X.  H.  H. 

1} 

2 

2i 

if 

•  •    •    a 

•  ■    •    ■ 

2| 

•    «    «   • 

21 

3H 

•    •    •    • 
•    •   • 

u 

Standard 

X.  H. 
X.  H.  H. 

2) 

1 
IH 

•    •    •    • 

■    •    •    « 

2i 

*    •    •    • 

2H 

4 

•  ■    •   • 

•  •    • 

2 

Standard 

X.  H. 
X.  n.  xl. 

V 

3 

IH 
IH 
2 

•  •    •    ■ 

•  •    ■    1 

•  •    •    • 

2A 

«    •    •   • 

3A 

4A 

•  •    ■    « 

•  •    •    • 

2« 

Standard 
X.  H. 

X.  XI.  H. 

if 

3 

2i 
2i 

•      •      • 

2H 

•       B       •       B 

4| 

3 

Standard 

X.  H. 
X.  H.  H. 

1! 

2A 
2 

•      ■      • 

2H 

•  •    •    • 

•  •    •    • 

.... 

•    •    ■  • 

3) 

Standard 

X.  H. 
X.  H.  H. 

If 

2| 

2> 
2 

•      •      • 
«      •      • 
■      •      ■ 

31 

•  •  ■  • 

•  •  •  ■ 

e 
• 

4 

SUndard 

X.  H. 
X.  H.  xl. 

3} 

51 

I 

2A 

■  ■    • 

■  •    ■ 

31 

•   ■    •    • 
■    •    •    • 

a 
£ 

4) 

SUndard 

X.  H. 
X.  XI.  n. 

if 

2H 
3 

•   •  •   • 

2A 

■   •    • 
•    •    • 

31 

B       •       •       • 
•       ■       •        ■ 

e 

JO 

5 

SUndard 

X.  H. 
X.  n.  XI. 

if 

■  •  ■  ■ 

2| 

•    «  • 

31 

«  ■  «  • 

6 

SUndard 

X.  H. 
X.  XI.  Xl. 

5 
7 
7 

It 

•  •  •  • 

2| 

•    •   • 

41 

■    •    •    • 

o 
c 

7 

SUndard 
X.  H. 

if 

31 

4 

2| 

•    •    *   « 

4H 

•0 

8 

SUndard 
X.  H. 

5} 

t\ 

31 

5i 

9 

SUndard 

7A 

4H 

31 

5H 

u 

•s 

10 

Standard 
X.  H. 

ilj 

It 

31 

OA 

e 

5 

(fi 

12 

Standard 
X.  H. 

.?! 

6 
51 

41                        7i 

*  Crane  Company,  ChicaRO,  III.,  sUndards. 

t  Reducers  are  listed  according  to  sise  of  large  opening,  smaller  being  nest  receding  sise  shown 
in  Uble. 
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Dimensions  of  Standard  and  Extra  Heavy  PiUings 


SiM 

1* 

ih 

2 

- 

21 

3 

31 

1 
4 

I 
41 

5 

6 

7 

1 

Dimension  "A/* 
colter  to  face 

Standard 
X.  H. 

31 
4i 

4 
4i 

4i 
5 

5 
51 

51 
6 

6 
61 

61 
7 

7 
71 

71 
8 

8 
81 

81 
9 

Center  to  face, 
lone  radius  ells 

Standard 
*X.  H. 

5i 
5* 

6 
6 

6i 
6i 

7 
7 

71 
71 

81 
81 

9 
9 

91 
91 

101 
101 

111 
111 

121 

12» 

RAflins.  Ions 

Standard 
X.  H. 

71 
71 

71 
71 

81 
81 

91 
91 

101 

radius  eDs 

61 

51 

61 

61 

101 

Center  to  face, 
45<>el]s 

SUndard 
X.  H. 

2 
2i 

2i 
21 

2i 
3 

3 
31 

3 
81 

31 
4 

4 
41 

4 
41 

41 
5 

5 
51 

51 
6 

Sise 

1 

1 

1 

8 

9 

10 

12 

14 

15 

16 

18 

20 

22 

24 

Dimension  "A/* 
oenter  to  faoe 

Standard 
X.  H. 

9 
10 

10 
101 

11 
111 

12 
13 

14 
15 

141 
151 

15 
161 

161 
18 

18 
191 

20 
201 

22 
221 

Center  to  face, 
lone  radius  ells 

SUndard 
X.  H. 

14 
14 

151 
161 

161 
161 

19 
19 

211 
211 

22} 
22} 

24 
24 

261 
261 

29 
29 

311 
311 

34 
34 

Radius,  long 
radius  ells 

Standard 
X.  H. 

12 
12 

13 
13 

141 
141 

161 
161 

181 
181 

20 
20 

211 
211 

231 
231 

26 
26 

281 
281 

301 
30f 

Center  to  faoe, 
45''eUs 

Standard 
X.  H. 

51 
6 

6 
61 

61 
7 

71 
8 

71 
81 

8 
9 

8 
91 

81 
10 

91 
101 

10 
11 

11 
12 

*  Crane  Company,  Chicago,  111.,  standards. 


Steel  castiiigs. — ^These  are  employed  in  ferro-  or  semi-steel,  or  in  all-steel  g;rade8 
as  standard  valves,  fittings,  etc.,  for  high-pressure  service.  They  are  generally  for 
use  at  elevated  temperatures  about  pressure  stills.  Special  semi-  or  cast-steel  flanges, 
Btufl&ng  boxes,  manheads,  etc.,  can  also  be  made  to  order  at  short  notice,  but  attention 
is  called  to  the  fact  that  a  semi-steel  casting,  unless  the  composition  is  definitely  speci- 
fied, may  be  practically  cast  iron  with  all  the  inherent  weakness  of  the  latter.  In 
other  words,  semi-steel  may  contain  from  3  to  25  per  cent  of  cast  steel;  hence  the  need 
of  caution  in  purchase  and  use.  All  steel  castings  should  be  minutely  examined  for 
blow  holes  and  flaws,  it  being  apparently  difiicult  to  obtain  a  perfect  cored  casting, 
so  that  forged  steel  items  should  be  used  in  their  stead  wherever  possible. 

Miscellaneous  metals. — Of  metals  other  than  iron  or  steel,  lead,  copper,  brass, 
aluminum,  etc.,  all  find  employment  in  refinery  practice.  Copper  is  used  principally 
for  wire,  commutator  segments,  bus-bars,  etc.,  in  various  types  of  electrical  equipment. 
Lead  is  used  in  sheet  form  for  agitator  lining,  in  acid-restoring  plants  and  in  hardened 
alloy  as  babbitt,  acid  valves,  etc.  Brass  and  bronze  are  used  for  standard  pump, 
and  all  the  smaller  globe  and  gate  valves,  as  well  as  the  trimmings  of  the  larger  units, 
to  say  nothing  of  the  special  so-called  acid-resisting  brass  and  bronze  valves  of  larger 
sixes.  Phosphor  bronxe  forms  the  bearings  of  many  pump  and  machine  shafts,  while 
babbitt  is  extensively  used  in  practically  all  journal  boxes.  Almninum  is  employed 
in  certain  machine  castings,  sine  is  used  as  a  sheathing  metal,  while  a  variety  of 
proprietary  composition  metals  such  as  Monel,  Atterite,  Duriron,  etc.,  are  obtainable, 
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General  Dimensions  of  Standard  and  Extra  Heavy  Companion  Flanges  * 


SiM 

1 

1 

u 

u 

2 

2i 

3 

34 

4 

44 

5 

6 

Diameter  of 
fiance 

Standard 
X.  H. 

3i 

4 
4i 

4) 
5 

5 
6 

6 
64 

7 
74 

74 
8i 

84 
9 

9 
10 

94 
104 

10 
11 

11 
124 

Thiokneas  of 
flange 

Standard 
X.  H. 

ft 

ft 

H 

ft 
H 

1 
i 

H 

1 

1 

14 

ift 

H 

14 

« 

H 

Ift 

41 
14 

1 
1ft 

Diameter  of 
hub 

SUndard 
X.  H. 

1* 

IH 
2ft 

2ft 

2i 

2| 

2i 

3i 
3ft 

31 

4 

4ft 
41 

44 

64 

51 

51 

5H 

Oft 

ftft 
61 

7ft 
741 

Length  of 
thread 

Standard 
X.  H. 

1 

H 

1 

! 

t 

1 
11 

1ft 
1ft 

14 
ift 

1ft 
11 

Ift 
1} 

14 

m 

1ft 
14 

1ft 
2 

Diameter 
bolt  circle 

Standard 
X.  H. 

21 

3 
3i 

31 

8! 

3i 
4* 

4i 

5 

5* 
51 

6 
6| 

7 
74 

74 

74 

7» 

84 

84 
94 

94 
104 

Number  of 
bolts 

Standard 
X.  H. 

4 

4 
4 

4 
4 

4 

4 

4 

4 

4 

4 

4 
8 

4 
8 

8 
8 

8 
8 

8 
8 

8 
12 

Siseof 
bolts 

Standard 
X.  H. 

1 

ft 
i 

ft 

1 

1 

1 

1 
1 

1 
! 

f 
4 

1 
i 

4 
4 

4 
! 

! 
4 

Length  of 
bolts 

SUndard 
X.  H. 

1) 

2 

U 

2i 

u 

2i 

2 
2i 

21 
3 

24 
34 

24 
34 

21 
34 

2! 
34 

2! 
31 

3 
31 

Diameter 
bolt  holes 

Standard 
X.  H. 

i 

ft 

f 

ft 

1 

f 
1 

f 

1 

1 

1 
i 

1 
f 

4 
4 

4 
4 

1 

4 

4 
4 

Sise 

7 

8 

9 

10 

12 

14 

15 

16 

18 

20 

22 

24 

Diameter  of 
flange 

Standard 
X.  H. 

124 
14 

134 
15 

15 
164 

10 

174 

19 
204 

21 
23 

224 
244 

234 
254 

25 
28 

274 
304 

294 
33 

32 
36 

Thickness  of 
flange 

SUndard 
X.  H. 

1ft 
14 

14 
14 

14 
14 

1ft 

14 

14 
2 

14 

24 

14 

2ft 

1ft 
24 

1ft 

24 

IH 
24 

IH 

24 

14 
24 

Diameter  of 
hub 

SUndard 
X.  H. 

84 

9 

9H 
104 

104 
lift 

llH 

124 

144 
144 

15ft 
154 

16ft 
16H 

174 
18 

19ft 
204 

214 

22ft 

231 
244 

26 
264 

Length  of 
thread 

SUndard 
X.  H. 

14 

2ft 

14 

2ft 

14 
24 

14 
24 

2ft 
2ft 

2ft 

2H 

2ft 

2H 

2ft 

24 

24 

3ft 

24 

34 

24 

3ft 

3 
34 

Diameter 
bolt  circle 

SUndard 
X.  H. 

104 
114 

114 
13 

134 

14 

144 
164 

17 
174 

184 
204 

20 

214 

214 

224 

224 
244 

25 
27 

274 
294 

294 
32 

Number  of 
bolts 

Sundard 
X.  H. 

8 
12 

8 
12 

12 
12 

12 
10 

12 
10 

12 
20 

16 
20 

16 
20 

16 
24 

20 
24 

20 
24 

20 
24 

Sise  of 
bolts 

SUndard 
X.  H. 

4 
4 

4 
4 

4 

1 

4 

1 

4 
14 

1 
14 

1 

14 

1 

14 

14 
14 

14 
14 

14 
14 

14 

14 

Length  of 
bolts 

SUndard 
X.  H. 

3 
4 

34 

44 

34 
44 

34 
6 

34 
64 

4 

54 

4 
54 

4 
6 

44 
64 

44 

64 

6 
7 

54 

74 

Diameter 
bolt  holes 

SUndard 
X.  H. 

4 
1 

4 

1 

4 

14 

1 
14 

1 
14 

14 
14 

14 
14 

14 
14 

14 
14 

14 
14 

14 
14 

14 

14 

*  Crane  Company,  Chicago,  111.,  sUndards. 
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oolain  superior  properties  of  strength,  resistance  to  corrosion,  or  some  equally  advan- 
tageous feature  being  claimed  for  each.  Space  does  not  permit  further  details,  other 
than  the  table  of  weights  Launediately  following: 


Non-Ferrou8  Metals  and  Alloys  Used 

in  Refinery  Construction 

Substance 

Specific 
gravity 

Weight, 
pounds 

per 
cubic 

foot 

Use 

Aluminum,  cast-hammered. . . 
Brass,  cast-rolled 

2.6-2.8 
8.4-8.7 

8.8-9.0 
11.6 

8.&-9.0 
21.1-21.5 

7.2-7.5 
6.9-7.2 

165 
534 

556 
710 

556 
1330 

459 
440 

Special  castings 

Valve   bodies,   valve   disks,    pump 

Copper,  cast-rolled 

rods,  etc. 
Wire,  commutator,  and  bus-bars 

I^d 

Agitator  lining,  acid  concentrating 

Monel  metal 

pans,  pipe,  etc. 
Valve  disks,  plugs,  rods,  etc. 

Platinum 

I^aboratory  utensils,  acid  restoring 

Tin,  cast-hammered 

Zinc,  cast-rolled 

pans,  hoods 
Coating  for  steel  sheets  (tin-plate) 
Coating  steel  plate  (galvanized  iron) 

Weight  in  Poanda  Avoirdupois 

^  c5  S 


per  aquare  foot 

lO  O  lO 


OOOQOOO 


i  I  i  I  M  I  I  M  I  I  I  I'l  I  I  I  I  I  I  I  I  11  1  M  U  I  1  i  I  1  I  I  I  ILL *•' 


FiQ.  145. — Curves  showing  weights  of  rarious  metals. 


By  use  of  the  curves  above.  Fig.  145,  the  weights  of  various  metals  in  sheet  form 
may  also  be  quickly  derived  from  their  thickness  or  gage. 
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Weight  of  Rolled  Sheet  Metals 

Insulating  materials. — As  the  term  is  used  in  refineries,  insulating  materials  may  be 
classified  according  to  employment,  as: 

(1)  Low  temperatures  (wax  plant). 

a.  Cork;  blocks,  sectional  pipe  covering,  granulated. 
6.  Wool;  matted  felt,  sectional  pipe  covering. 

c.  Hair  felt;  matted. 

d.  Diatomaceous  earth;  blocks,  bricks. 

(2)  Medium  temi)eratures  (steam  lines,  boilers,  and  stills). 

a.  Carbonate  of  magnesia;  blocks,  sectional  pipe  covering,  cement. 
6.  Asbestos;   sheets,  sectional  pipe  covering,  cement. 

c.  Diatomaceous  earth ;  blocks,  sectional  pipe  covering,  cement. 

d.  Miscellaneous  powdered  or  shredded  material. 

e.  Hair  and  waste  silk  felts. 

(3)  High  temperatures. 

a.  Diatomaceous  earth;  blocks,  brick,  cement. 
6.  Dry  powdered  material. 

With  reference  to  the  first  division,  cork  in  the  form  of  2-  or  4-inch  pressed  board 
(granulated  in  inaccessible  spaces)  is  by  far  the  most  used  for  the  insulation  of  press- 
vault  walls,  brine  coolers,  cold  settling  tanks,  etc.,  diatomaceous  earth  bricks,  also 
finding  implication.  Sectional  cork  pipe  covering,  hair  and  wool  felts  are  each  employed 
for  brine-line  covering. 

Concerning  the  second  classification,  the  blocks,  sectional  coverings,  and  cements 
noted  under  "  a,"  "  6,"  and  "  c "  vary  sufficiently  in  insulating  power,  price,  and 
wearing  quality  to  make  selection  a  matter  of  individual  judgment,  the  heat  insulating 
values  that  occur  in  a  subsequent  table  serving  only  as  a  general  guide.  Where  the 
purchase  of  any  large  amount  of  covering  is  contemplated,  tests  should  be  carried 
out  with  various  makes  as  nearly  as  possible  under  service  conditions.  The  class 
"  d  '*  substances,  of  which  asbestos  fiber  may  be  taken  as  a  typical  example,  are  gener- 
ally of  relatively  poor  insulating  value,  and  should  only  be  employed  where  expansion 
and  exposure  to  severe  conditions  is  required,  as  in  caulking  material  between  stills 
and  upper  brick  courses,  etc.,  etc.  Hair  and  waste-«lk  felts  possess  high  insulating 
value.  But  they  char,  or  rather  crumble,  after  long  exposure,  even  at  steam  temper- 
atures corresponding  to  125  pounds  pressure.  Consequently  where  they  are  employed 
several  thicknesses  of  asbestos  paper  or  fire  felt  should  be  first  applied  and  the  hair  or 
waste-silk  felt  itself  should  be  protected  with  a  final  covering  of  tar  paper.  In  fact 
the  life  of  all  insulation  on  outside  lines  can  be  greatly  lengthened  by  wrapping  with 
protective  paper  and  occasionally  painting  to  render  it  waterproof.  Radiation  losses 
from  uninsulated  hot  surfaces,  which  can  be  reduced  from  60  per  cent  to  90  per  cent 
by  proper  insulation,  are  tabulated  on  the  next  page. 

With  respect  to  the  final  division,  the  loss  in  B.t.u.,  from  highly  heated  metal 
surfaces  (pressure  stiUs)  is  shown  by  the  last  values  in  the  tabulation,  while  an 
inspection  of  the  chart  (Fig.  146)  will  show  the  great  heat  dissipation  through  unin- 
sulated brick  walls. 

Temperature  A  =  initial  fire-brick  temperature,  insulated  setting. 

Mean  fire-brick  temi)erature  —  mean  fire-brick  temperature  insulated  setting. 

Temperature  iii  —  initial  fire-brick  temperature  uninsulated  setting. 

Mean  fire-brick  temperaturei  »mean  fire-brick  temperature  uninsulated  setting. 

Silood  insulating  brick  temperature— mean  sflocel  brick  temperature  mwiM^ 
setting. 
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Heat  Lasses  from  Uninsulated  Hot  Svirfi 
(Temperatures  lower  than  212**  F.) 


Difference 

Waste  of 

Steam 

Surface 
temperature 
(degrees  F.) 

between  surface 

Heat  loss 

22<>_24'»  •  B6. 

pressure 

temperature 

per  square  foot 

fuel  oil  in 

(gage), 
pounds 

and  surround- 
ing air 

per  hour 
(B.t.u.) 

gallons 
per  square  foot 

(degrees  F.) 

per  year 

100 

30 

56.6 

5 

120 

50 

97.5 

9 

140 

70 

142.0 

12 

160 

90 

190.0 

17 

180 

110 

242.0 

21 

200 

130 

298.5 

26 

(Ordinary  steam  tempei 

atures) 

0 

212 

142 

334.0 

29* 

10 

240 

170 

425.0 

37 

25 

267 

197 

522.5 

46 

50 

298 

228     . 

644.0 

56 

75 

320 

250 

737.5 

65 

100 

338 

268 

820.0 

72 

160 

366 

296 

960.0 

84 

200 

388 

318 

1079.0 

95 

250 

406 

336 

1184.0 

104 

(Ordinary  still  temperatures) 


*  The  above  figureB  involving  radiation  loeseB  and  waste  of  oil  are  baaed  on  the  following:  (a) 
temperature  of  surrounding  air  70**  F.;  (6)  13,300  B.t.u.  available  per  pound  of  22°-24<'  B6.  gravity 
fuel  oil,  or  101,479  B.t.u.  per  gallon,  which  is  equivalent  to  a  boiler  efficiency  of  70  per  cent,  using 
fuel  oil  with  an  assumed  heat  value  of  about  19,000  B.t.u.  per  pound. 

t  The  above  figures  involving  radiation  losses  and  waste  of  oil  are  based  on  the  following:  (a) 
Temperature  of  surrounding  air  70**  F.;  (6)  6650  B.t.u.  available  per  pound  of  22°-24'*  B6.  gravity 
fuel  oil,  or  50,740  B.t.u.  per  gallon,  which  is  equivalent  to  a  still  efficiency  of  35  per  oent,  using  fuel 
pil  with  an  aasiuned  heat  value  of  about  19.000  B.t.u.  per  pound. 
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3000 


2800 
2600 


2400 


2200 

2000 


1800 


Temperature  £»  final  red  brick  temperature  insulated  setting. 

Mean  red  brick  temperar 
ture  »  mean  red  brick  tempera- 
ture insulated  setting. 

Temperature  Bi= final  red 
brick  temperature  uninsulated 
setting. 

Mean  red  brick  temperar 
turei  »mean  red  brick  tem- 
perature uninsulated  setting. 

Obviously,  only  materials 
capable  of  withstanding  high 
temperatures  can  be  employed 

1600  *^  ^^^  ^^^  ^'^  class  of  insulation, 
2  diatomaceous  earth  with  vary- 
ing quantities  of  asbestos  fiber 
and  magnesia  forming  in  gen- 
eral the  main  content  of  such 
insulators.  They  are  made 
up  in  flat  and  curved  blocks, 
standard  brick  maes,  and  sec- 
tional covering.  When  used 
in  brick  form  courses  they  are 
laid  between  fire  and  red  brick, 
or  occasionally  on  the  outside 
of  the  latter.  The  latter  con- 
struction is  more  commonly 
used  for  low-temperature  in- 
sulation where  these  bricks  are 
also  employed. 
While,  as  stated,  actual  tests  under  service  conditions  may  be  very  profitably  made 

on  insulating  covering  before  purchase,  in  lieu  of  such  tests,  the  following  tables  will 

prove  of  value: 

Table  of  Rtlaiive  Value  of  Non-conducting  Materials 


800 


2800 


1200        1600        2000        2400 
Funmoe  Temp.  (Dev.  F.) 

FXG.  146. — Diasipation  values.     Celite  Products  Company, 

New  York,  N.  Y. 


Hair  or  wool  felt 1 .00 

Mineral  wool 0.68-0.83 

Diatomaceous  earth 0.66-0.79 

Carbonate  magnesia 0 .  67-0 .  76 

Wood  charcoal 0.63-0.75 

Paper 0.50-0.74 

Cork 0.71 

Sawdust 0.61-0.68 

Paste,  diatomaceous  earth  and 

hair 0.63 

Wood,  cross  grade "0.40-0.55 

Loam,  dry  and  open 0 .  55 

Chalk,  ground 0  51 

Coal  ashes 0.35-0.49 


Gas-house  carbon 

Asbestos  paper 

Paste,    diatomaceous   earth   and 

asbestos 

Asbestos  fiber 

Plaster  of  paris,  dry 

Clay,  with  vegetable  fibw 

Anthracite  coal,  powder 

Coke,  in  lumps 

Air  space,  undivided |o 

Baked  clay,  brick 

Glass 

Stone 

i 


0.47 
0.47 

0.47 

0.36 

0.S4 

0.34 

0.29 

0.27 

14-0.22 

0.07 

0.e5 

0.02 
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From  the  above  it  will  be  noted  that  air  space  alone  is  one  of  the  poorest  non-oonductois, 
though  the  best  owe  their  efi^ciency  to  the  numerous  minute  air  cells  in  their  stiucture. 
Substances  of  high  refractory  value,  such  as  asbestos  fiber,  clay,  etc.,  are,  it  will  be 
seen,  very  poor  insulators  in  themselves;  but  when  such  substances  are  properly 
felted  with  other  substances,  the  resultant  product  is  often  of  high  efficiency,  as  will 
be  noted  in  the  tables  of  tests  made  on  commercial  coverings. 


Ccndensation  Tests  of  Commercial  Coverings  * 


Kind  of  covering 


H.  W.  Johns-Manville  Co.  (85  per  cent  magnesia) . . 
Keasbey  and  Mattison  Co.  (85  per  cent  magnesia) . 

National  air  cell  (If-inch) 

H.  W.  Johns-Man ville  asbestos-sponge  felt 

H.  W.  Johns-Manville  asbestos  roll  fire-felt  (i-inch) 

and  asbestosHsponge  felt  (l}-inch) 

Two-ply  remanit  (waste-silk  fiber) 

J.  M.  air  cell  (fireproof) 

H.  W.  Johns-Manville  asbestocel  (2-inch) 

Built-up    layer  three  thicknesses  asbestos  paper, 

1-inch  standard  hair  felt,  two  layers  tar  paper . . . 
Bare  pij)e 


Steam 
pressure 


69.6 
69.5 
69.1 
69.6 

73.1 
73.1 
72.8 
72.8 


72 
72 


7 
7 


Air 
tempera- 
ture 


Ounces  of 

water 

condensed 

per  hour 


75.6 
72.4 
71.1 
75.6 

68.4 
68.4 
71.0 
71.0 

75.5 
75.5 


34.7 
42.1 
45.0 
40.6 

33.7 
33.7 
50.9 
33.5 

30.7 
214.0 


*  The  above  tests  were  conducted  by  the  writer  some  years  ago  on  a  l&-foot  section  of  4-inch  pipe 
with  the  various  coverings  listed,  they  being  of  standard  thickness  unless  otherwise  mentioned.  Steam 
waa  maintained  at  as  near  70  pounds  as  was  practicable,  each  individual  test  was  of  eight  hours' 
duration.     Water  was  drawn  every  hour.     The  values  in  table  are  averages  for  the  test  period. 

Another  test  ^  made  on  a  larger  scale  with  200  feet  of  2-inch  pipe,  electrically 
heated  to  a  constant  temperature,  was  covered  with  the  different  materials,  and  the 
heat  radiated  by  each  covering  was  determined  by  measuring  the  current  required 
to  keep  the  pipe  at  a  constant  temperature.  The  table  on  the  next  page  is  a  con- 
densed statement  of  the  results  with  the  temperature  of  the  pipe  corresponding  to 
160  pounds  steam  pressure. 

Packing. — ^This  is  one  of  the  most  widely  used  items  in  refinery  practice,  and  may 
be  classified  as  follows: 

1.  Sheet  packing. 

a.  Compressed  asbestos  composition. 
h.  Woven  or  reinforced  asbestos  cloth. 

c.  Rubber  composition. 

d.  Rubber,  cloth  inserted. 

e.  Paper,  mill  board. 
/,  Sheet  metal. 


1  For  further  details  of  this  interesting  test  consult  Kent's  Mechanical  Engineers'  Pocketbook, 
p.  685. 
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Heat  Loss  from  a  Pipe  Covered  with  Varying  Insulation 


No. 


2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

15 

16 

17 

18 
19 
20 
21 


Covering 


Solid  cork 

85  per  cent  magnesia 

Solid  cork 

85  per  cent  magnesia 

Laminated  asbestos  cork 

85  per  cent  magnesia 

Asbestos  air  cell  (indent) 

Asbestos  spongef  felted 

Asbestos  air  cell  (long) 

"  Asbestoscel"  (radial) 

Asbestos  air  cell  (long) 

"Remanit"  (silk)  wrapped 

85  per  cent  magnesia,  2-inch  sectional  and 

J  inch  block 

85  per  cent  magnesia,  2-inch  sectional  and 

J  inch  plaster 

85  per  cent  magnesia,  two  1-inch  sectional 
85  per  cent  magnesia,  two  1-inch  sectional 
85  per  cent  magnesia,  2>inch  sectional. . . . 
85  per  cent  magnesia,  2>inch  sectional .... 
Bare  pipe  (from  outside  tests) 


Average 
thick- 
ness 


1.68 
1.18 
1.20 
1.19 
1.48 
1.12 
1.26 
1.24 
1.70 
1.22 
1.29 
1.51 

2.71 

2.45 
2.50 
2.24 
2.34 
2.20 


B.t.u. 

loss 

per 
minute 

per 
square 
foot  at 

160- 
pound 
pressure 


I 


1.672 
2.008 
2.048 
2.130 
2.123 
2.190 
2.333 
2.552 
2.750 
2.801 
2.812 
1.452 

1.381 

1.387 
1.412 
1.465 
1.555 
1.568 
13 


B.t.u. 
per 
square 
foot 
per  hour 
per 
degree 
diflFerence 
of  tem- 
perature 


0.348 
0.418 
0,427 
0.444 
0.442 
0.466 
0.486 
0.532 
0.673 
0.584 
0.586 
0.302 

0.288 

0.289 
0.294 
0.305 
0.324 
0.314 
2.708 


2.  Rod  packing. 

a.  Braided  asbestos  and  cotton  fabric,  rubber  composition. 

r.  Braided  or  twisted  asbestos. 

r.  Braided  or  twisted  flax,  rubber  composition. 

d.  Braided  or  twisted  flax. 

c.  Laminated  duck,  rubber  composition,  hydraulic. 

/.   Metallic. 


Per 
cent 
heat 

saved 
by 

cover- 
ing 


87.1 
84.5 
84.2 
83.6 
83.7 
83.2 
83.1 
80.3 
78.8 
78.5 
78.4 
88.8 

89.4 

88.7 
89.0 
88.7 
88.0 
87.9 


With  respect  to  sheet  packing,  grade  "  a  "  may  be  used  for  moderate  and  high- 
pressure  steam  gasket  service,  as  well  as  for  ordinary'  oil-pumping  lines.  Grade  "  b  '' 
may  be  advantageously  employed  as  boiler  and  still-neck  gaskets,  in  wire  reinforced 
form  as  gas-and-oil  engine  cylinder-head  gaskets,  and  when  encased  in  copper  or  steel 
for  high  temperature  and  pressure  oil  lines,  manheads,  etc.  Packing  containing  more 
than  a  minimum  rubber  friction,  ''  c/*  is  best  adapted  for  low  and  moderate  pressure 
steam  and  should  not  be  used  on  oil  lines.    In  general,  a  so-called  rubber  oilproof  sheet 


POWER  287 

processed  to  the  extent  of  being  only  slightly  attacked  by  oil,  has  lost  its  wearing 
qualities,  and  is  not  recommended.  Soft  slightly  vulcanized  sheet  rubber,  next  to 
metallic  lead,  forms  one  of  the  best  gaskets  for  acid  service.  Cheap  cloth-inserted 
packing  should  only  be  used  for  low-pressure  work,  where  the  joint  cannot  blow  out, 
as  in  tank  tar^outlet  caps,  etc.  Paper,  of  the  ordinary  building  variety,  may  be  success- 
fully employed  for  smoothly-faced  filter  and  still  necks,  while  ordinary  mill  board  forms 
a  cheap  ideal  gasket  for  flanged  condenser  fittings.  Sheet  metal  in  the  form  of  lead 
is  used  to  a  certain  extent  for  acid  service,  and  copper  for  gas-  and  oil-engine  cylinder 
heads.     The  latter  requires  very  smooth  surfaces  for  successful  application. 

Rod  packing  in  various  forms  of  grade  '^  a  "  is  used  for  general  steam  and  fluid 
service,  ^'  b  "  for  high-pressure  steam,  air  compressors,  and  fluids  attacking  rubber; 
while  "  c  "  finds  employment  as  a  general  hotr  or  cold-water  packing.  Grade  **  d  " 
is  used  where  rubber  is  not  permissible,  as  in  pistons  of  gasoline  pumps,  hydraulic 
and  general  cold-water  service,  and  ^'  e "  for  piston-packed  pumps,  ammonia  and 
general  high-pressure  fluid  pumping.  Metallic  packing  "  f,"  either  composed  of  soft 
composition  metal,  or  in  the  more  usual  form  of  some  standard  packing  wrapped  with 
an  antifriction  metallic  or  copper  foil,  finds  its  principal  application  in  high-pressure 
and  (copper  wrapped)  high-temperature  service;  although  it  may  be  employed  to 
advantage  in  a  large  majority  of  situations  where  standard  packing  is  used,  provided 
it  be  installed  when  the  rod  is  new  and  that  proper  lubrication  is  maintained. 

Prime  generators  of  power. — These  may  be  listed  in  the  order  of  their  importance 
as  follows:  (a),  steam  boilers,  (6),  gas  or  oil  engines,  and  (c),  purchased  electrical 
current.  Practically  all  refineries  produce  their  own  steam,  which  forms  the  only  source 
of  power  in  a  majority  of  plants.  Those  of  small  capacity  usually  employ  steam  in 
direct  form,  not  only  in  the  process,  but  in  steam  pumps,  steam  blowers,  etc.,  with  a 
¥nininiiim  of  power  transformed  mechanically  through  the  agency  of  a  small  steam 
engine,  which  in  turn  may  drive  a  generator  for  lighting  purposes.  Plants  of  somewhat 
larger  or  medium  size,  operate  as  a  rule  with  more  profit  by  using  direct  steam  only 
in  the  process,  transforming  that  portion  needed  for  power  through  the  agency  of  a 
modem  steam  engine  or  turbine,  and  utilizing  the  exhaust  for  heating  purposes. 
Medium  to  large  plants,  or,  in  general,  plants  covering  considerable  acreage,  find 
additional  operating  profit  in  a  second  transformation  of  mechanical  power  into  elec- 
trical energy,  and  the  distribution  of  the  latter  to  the  required  points.  This  class  of 
plants,  especially  in  localities  where  gas  is  cheap,  or  the  crude  refined  is  of  low  grade, 
may  find  it  more  advantageous  to  operate  on  low-pressure  steam  for  the  process,  and 
install  an  oil  or  gas  engine  for  primal  mechanical  power.  Under  certain  circumstances, 
gas  engines  can  be  run  profitably  by  waste  refinery  gases,  either  taken  direct  from  the 
stills  (after  tho  removal  of  liquid  condensates)  or  manufactured  from  waste  tars  or 
other  unsalable  by-products.  Wherever  gas  or  oil  engines  are  installed,  however,  it 
should  always  be  remembered  that  their  exhaust  cannot  be  utilized  like  that  from  the 
turbine,  for  instance,  where  only  a  reduction  in  steam  pressure  takes  place  without  an 
appreciable  lowering  of  temperature.  Plants  located  near  cheap  centers  of  electrical 
power,  or  on  high-tension  lines,  may  sometimes  find  that  it  is  to  their  advantage  to 
purchase  primal  energy  direct,  outside  of  that  required  for  process  when  investment 
and  continuity  of  service  are  considered.  Steam  may  be  used  direct,  or  a  portion  of 
its  energy  may  be  transposed  into  mechanical  or  electrical  channels  for  needed  power 
purposes;  such  power  may  also  be  produced  by  a  gas  or  oil  engine,  or  electrical  cur- 
rent may  be  purchased  from  outside  sources.  The  choice  between  these  methods 
depends  on  the  size  of  the  plant,  the  extent  of  refining,  local  conditions,  available 
€»pital,  and  many  interrelating  features,  a  thorough  understanding  of  which  requires 
operating  experience  and  close  engineering  study. 

The  subject  of  steam  boilers  is  so  well  covered  in  standard  engineering  treatises 
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that  only  certain  salient  features  will  be  discussed.  First,  it  should  be  noted  that 
the  term  horse-power,  as  applied  to  boiler  capacity,  is  not  equivalent  to  the  definite 
unit  of  33,000  foot-pounds  per  minute,  but  is  commonly  held  to  mean  the  evaporation 
of  30  poimds  of  water  per  hour  at  100°  F.  into  steam  at  70  pounds  pressure  above  the 
atmosphere.  In  other  words  a  150  H.P.  boiler  should  be  capable  of  evaporating 
4500  pounds  (150X30)  of  water  per  hour  at  100"  F.  into  steam  at  70  pounds  gage 
pressure.  While  a  boiler  of  such  rated  capacity  may  actually  achieve  such  a  result 
under  ideal  circumstances,  70  per  cent  of  the  rated  capacity  should  be  figured  as  the 
power  more  apt  to  be  developed  under  average  working  conditions.  A  purchase  con- 
tract for  a  boiler  should  specify  its  leading  dimensions  and  rated  capacity,  and  where 
a  specific  guarantee  is  made  the  operating  conditions  under  which  the  guarantee  is 
to  be  met  should  be  clearly  set  forth,  for  example  such  as  steam  pressure,  kind  of  fuel, 
force  of  the  draft,  duration  of  test,  etc.  This  test,  incidentally,  should  not  be  a  matter 
of  hoiurs  but  preferably  of  days,  so  that  general  working  conditions  may  be  estab- 
lished. In  general,  a  70  per  cent  rating  for  a  boiler  of  reputable  manufacture  will 
take  care  of  operating  contingencies  such  as  inferior  fuel,  lack  of  proper  attendance, 
and  sudden  demand;  lowering  of  pressure  (generally  possible  in  refinery  practice 
without  serious  detriment  to  process  if  warning  is  given  in  time)  will  allow  temporary 
peak  loads  not  figured  m  the  70  per  cent  value  to  be  carried.  The  unit  of  evaporation 
used  in  expressing  test  results  is  34.5  poimds  of  water  per  hour  from  and  at  212"  F. 
which  it  should  be  pointed  out,  may  be  a  considerably  higher  figure  than  the  actual 
evaporation  obtained,  especially  if  the  feed  water  is  of  a  moderate  temperature. 

While  space  does  not  permit  the  discussion  of  the  general  rules  regarding  boiler 
construction,  those  pertaining  to  stresses  developed  in  the  shell  are  of  sufiScient  interest 
to  deserve  mention,  as  applying  equally  to  acid  blow  cases,  air  receivers,  pressure 
stills,  etc.,  as  follows: 

Shelh^ 

The  thickness  of  shell  for  a  given  pressure  is  found  from  the  conunon  formula 
for  safe  strength  of  thin  cylinders: 

P^llTf-^dF)     whence  i-P(fF-^ 2 r/. 

P  =  8afe  working  pressure;  r= tensile  strength  of  plate,  both  in  pounds  per  square 
inch;  /  =  thickness  of  plate  in  inches;  /= ratio  of  the  strength  of  a  riveted  joint  to 
that  of  the  solid  plate;  F= factor  of  safety  allowed;  and  (/—diameter  of  shell  or  drum 
in  inches. 

The  value  taken  for  T  is  commonly  that  stamped  on  the  plates  by  the  manu- 
facturer, /  is  taken  from  tables  of  strength  of  riveted  joints  or  is  computed,  and  F  must 
be  taken  at  a  figure  not  less  than  is  prescribed  by  local  or  State  laws,  or,  in  the  case 
of  marine  boilers,  by  the  rules  of  the  U.  S.  Board  of  Supervising  Inspectors,  and  may 
be  more  than  this  figure  if  a  greater  margin  of  safety  is  desired. 

Strength  of  circumferential  seam. — Safe  working  pressure  P^UTf-i-dF;  i^PdF-i- 
4Tff  notation  as  above.  The  strength  of  a  shell  against  rupture  on  a  circumferential 
line  is  twice  that  against  rupture  on  a  longitudinal  line,  therefore  single  riveting  is 
sufi&cient  on  the  circumferential  seams  while  double,  triple  or  quadruple  riveting 
is  used  for  the  longitudinal  seams. 

Thickness  of  plates;  riveting. — (Mass.  Boiler  Rules,  1910).  The  longitudinal 
joints  of  a  boiler,  the  shell  or  drum  of  which  exceeds  36  inches  diameter,  shall  be  of  butt 
and  double-strap  construction;  if  it  does  not  exceed  36  inches  lap-riveted  construction 
may  be  used,  the  maximum  pressure  on  such  shells  being  100  poimds  per  square  inch. 

^  For  further  details  concerning  operation  and  construction  of  boilers  consult  Kent's  Mechanical 
Engineer's  Pocketbook;  the  publications  of  Baboock  and  Wilcox,  Heine  Boiler  Works,  etc. 
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Mmimmn  thickness  of  plates  in  flat-etayed  surf  noes,  i^  inch. 

The  ends  of  staybolts  shall  be  riveted  over  or  upset. 

Rivets  shall  be  of  sufficient  length  to  completely  fill  the  rivet  holes  and  form  a 
head  equal  in  strength  to  the  body  of  the  rivet. 

Rivets  shall  be  machine  driven  wherever  possible,  with  sufficient  pressure  to  fill 
the  rivet  holes,  and  shall  be  allowed  to  cool  and  shrink  under  pressure. 

Rivet  holes  shall  be  drilled  full  size,  with  plates,  butt  straps  and  heads  bolted  in 
position;  or  they  may  be  punched  not  to  exceed  i  inch  less  than  full  size  for  plates 
over  1^  inch  thick,  and  i  inch  or  less  for  plates  not  exceeding  A  u^^^  thick,  and  then 
drilled  or  reamed  to  full  size  with  plates,  butt  straps  and  heads  bolted  up  in  position. 

The  longitudinal  joints  of  horizontal  return-tubular  boilers  shall  be  located  above 
the  fire-line  of  the  setting. 

The  thickness  of  plates  in  a  shell  or  drum  shall  be  of  the  same  gage.  Minimum 
thickness  of  shell  plates  (Mass.  Rules  and  A.S.M.E.  Code):  diameter  36  inches  or 
under,  I  inch;  over  36  to  54  inches,  ^  inch;  over  54  to  72  inches,  |  inch;  over  72 
inches,  )  inch. 

Minimum  thickness  of  butt  straps: 


Plates,  inches. 
Straps,  inches. 


itott 

ItoH 

fttoH 

Jtoft 

fto! 

i 

Itoll 

i 

ft 

1 

ft 

i 

t 

i 

li 
I 


Minimum  thickness  of  tube  sheets: 


Diameter  of  tube  sheet,  inches. 
Thickness,  inch 


42  or  imder  j  Over  42  to  54 

I  ft 


Over  54  to  72 


Over  72 
ft 


To  ascertain  heating  surface  in  tubular  boilers  multiply  f  the  circumference  cf 
boiler  by  length  of  boiler  in  inches  and  add  to  it  the  area  of  all  the  tubes. 

Convex  or  bumped  heads. ^ — Minimum  thickness  of  convex  heads,  t-\d  FP-rT] 
(i==  diameter  in  inches;  f==  5==  factor  of  safety;  P= working  pressure  pounds  per 
square  inch ;   T — tensile  strength  stamped  on  the  head. 

When  a  convex  head  has  a  manhole  opening,  the  thickness  is  to  be  increased  not 
less  than  l  inch. 

When  the  head  is  of  material  of  the  same  quahty  and  thickness  as  that  of  the 
shell,  the  head  is  of  equal  strength  with  the  shell  when  the  radius  of  curvature  of  the 
head  equals  the  diameter  of  the  shell,  or  when  the  rise  of  the  curve  =  0.134  diameter  of 
sheU. 

(The  A.S.M.E.  Boiler  Code  specifies  a  higher  factor  of  safety,  5.5,  and  adds  )  inch 
to  the  thickness,  making  the  formula  I  =  2.75  PR/T-\-i  inch,  R  being  the  radius  to  which 
the  head  is  dished,  in  inches.  When  R  is  less  than  0.8d  the  thickness  shall  be  at  least 
that  found  by  the  formula  when  R  =  O.Sd.  Dished  heads  with  the  pressure  on  the 
convex  side  are  allowed  a  maximum  working  pressure  equal  to  60  per  cent  of  that 
for  heads  of  the  same  dimensions  with  the  pressure  on  the  concave  side.  When  the 
dished  head  has  .a  manhole  opening  the  thickness  as  found  by  these  rules  shall  be 
increased  by  not  less  than  )  inch.  The  comer  radius  of  a  dished  head  shall  be  not 
less  than  1}  inches  nor  more  than  4  inches,  and  not  less  than  0.03/2.  A  manhole 
opening  in  a  dished  head  shall  be  flanged  to  a  depth  not  less  than  three  times  the 
thickness  of  the  head  measured  from  the  outside.) 

1  Kent's  Mechanical  Engineers'  Focketbook,  p.  913. 
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DimensUms  of  Standard  Boiler  Tvbea 


External 

Standard 

Inside 

Inside 
surface 

Length 
per 

Outside 
surface 

Length, 
per 

Internal 

External 

diameter, 

thickness, 

diameter, 

per 

square 

per 
foot  of 
length, 

square 

foot 
outside 

area, 

area, 

inches 

inches 

inches 

foot 
of 

foot  of 
inside 

square 
foot 

square 
foot 

length 

surface 

square 
foot 

surface, 
feet 

2 

0.095 

1.810 

0.4738 

2.110 

0.5236 

1.910 

0.0179 

0.0218 

2i 

0.095 

2.060 

0.5393 

1.854 

0.5890 

1.698 

0.0213 

0.0276 

2i 

0.109 

2.282 

0.5974 

1.674 

0.6545 

1.528 

0.0284 

0.0341 

2} 

0.109 

2.532 

0.6629 

1.508 

0.7199 

1.389 

0.0350 

0.0412 

3 

0.109 

2.782 

0.7283 

1.373 

0.7854 

1.273 

0.0422 

0.0491 

3i 

0.120 

3.010 

0.7880 

1.269 

0.8508 

1.175 

0.0494 

0.0576 

3§ 

0.120 

3.260 

0.8535 

1.172 

0.9163 

1.091 

0.0580 

0.0668 

3} 

0.120 

3.510 

0.9189 

1.088 

0.9817 

1.018 

0.0672 

0.0767 

4 

0.134 

3.732 

0.9770 

1.024 

1.0472 

0.955 

0.0760 

0.0873 

Feed  water  heaters  and  economizers. — All  exhaust  steam  produced  from  pumps, 
engines,  turbines,  etc.,  that  cannot  be  advantageously  used  for  heating  or  employed 
in  process,  should  be  absorbed  by  a  feed-water  heater,  preferably  of  open  type.  It 
is  generally  possible  to  further  utilize  the  hot  condenser  overflow  and  in  this  way 
secure  additional  economy,  but  as  much  aa  is  practicable  of  the  condensed  water  present 
in  the  exhaust  should  also  be  returned  to  the  system,  not  only  on  account  of  its  B.t.u. 
content,  but  because  of  its  purity.  With  the  minimum  back  pressure  customarily  carried 
i]\  an  exhaust  system,  it  is  obviously  only  possible  to  heat  feed  water  to  a  temperature 
equivalent  to  or  slightly  above  212°  F.  Larger  plants  sometimes  find  it  a  paying 
proposition  to  install  economizers  heated  by  waste  heat  gases,  thus  stiU  further 
increasing  the  temperature  of  the  boiler  feed.  These  are  matters  to  be  worked  out 
from  several  angles,  investment,  quantity  of  waste  heat  available,  size  of  plant,  etc.; 
and  require  close  engineering  study.  The  accompanying  tables  show  the  economies 
that  may  be  effected  by  the  use  of  heated  feed  water  subject  to  the  foregoing  modi- 
fying influences. 

An  approximate  rule  for  the  conditions  of  ordinary  practice  is,  that  a  saving  of 
1  per  cent  is  made  by  each  increase  of  11°  F.  in  the  temperature  of  the  feed-water. 
This  corresponds  to  0.0909  per  cent  per  degree. 

The  calculation  of  saving  is  made  as  follows:  boiler-pressure,  100  pounds  gage; 
total  heat  in  steam  above  32°  F.  — 1185  B.t.u.  Feed-water,  original  temperature 
60°  F.;  final  temperature  209°  F.    Increase  in  heat-units,  150. 

Superheaters. — Superheater  installations  for  refinery  service  are  generally  of 
doubtful  economy,  inasmuch  as  but  a  minimum  of  steam  is  usually  employed  for  power 
purposes.  Modem  practice  has  demonstrated  that  low-pressure  steam  ia  suitable 
for  most  processes.  It  is  more  or  less  a  problem  of  fuel  efficiencies  of  stills  versus 
boilers.  Where  considerable  steam  is  used  for  power  purposes,  or  where  it  must  be 
transmitted  a  long  distance,  superheaters  directly  after  boilers  or  occasionally  at 
detached  points,  may  be  of  advantage.  Local  conditions  and  causes  previously 
discussed  govern  such  installations.  Apparent  economies  effected  by  the  use  of 
superheating  saturated  steam  100°  F.  are  shown  below. 
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Feed-waier  Heaters 

Percentage  of  saving  for  each  degree  of  increase  in  temperature  of  feed  water 
heated  by  waste  steam. 


Initial 

9TEAM  PKCaSUKS  IN  BOILBB,  POVNDS  PBK 

Squarb  Inch 

ABOVB  AtMOSPHBBB 

Imtial 

tempera- 

tempera- 

ture 

r 

ture 

of  feed 

0 

20 

40 

60 

80 

100 

120 

140 

160 

180 

200 

of  feed 

32" 

0.0872 

0.0661 

0.0855 

0.0651 

0.0647 

0.0844 

0.0641 

0.0839 

0.0837 

0.0835 

0.0833 

32» 

40 

.0878 

.0867 

.0861 

.0856 

.0853 

.0850 

.0847 

.0845 

.0643 

.0841 

.0839 

40 

50 

.0886 

.0675 

.0668 

.0864 

.0860 

.0857 

.0854 

.0852 

.0850 

.0648 

.0846 

60 

60 

.0894 

.0883 

.0876 

.0872 

.0667 

.0864 

.0862 

.0859 

.0856 

.0855 

.0653 

60 

70 

.0902 

.0890 

.0884 

.0879 

.0875 

.0872 

.0869 

.0867 

.0864 

.0862 

.0860 

70 

80 

.0910 

.0898 

.0891 

.0887 

.0883 

.0879 

.0877 

.0874 

.0872 

.0670 

.0868 

80 

90 

.0919 

.0907 

.0900 

.0895 

.0888 

.0887 

.0884 

.0883 

.0879 

.0677 

.0876 

90 

100 

.0927 

.0915 

.0908 

.0903 

.0899 

.0895 

.0892 

.0890 

.0887 

.0685 

.0883 

100 

110 

.0936 

.0923 

.0916 

.0911 

.0907 

.0903 

.0900 

.0898 

.0895 

.0893 

.0891 

110 

120 

.0945 

.0932 

.0925 

.0919 

.0915 

.0911 

.0908 

.0906 

.0903 

.0901 

.0899 

120 

130 

.0954 

.0941 

.0934 

.0928 

.0924 

.0920 

.0917 

.0914 

.0912 

.0909 

.0907 

130 

140 

.0963 

.0950 

.0943 

.0937 

.0932 

.0929 

.0925 

.0923 

.0920 

.0918 

.0916 

140 

150 

.0973 

.0959 

.0951 

'  .0946 

.0941 

.0937 

.0934 

.0931 

.0929 

.0926 

.0924 

150 

160 

.0982 

.0968 

.0961 

.0955 

.0950 

.0946 

.0943 

.0940 

.0937 

.0935 

.0933 

160 

170 

.0992 

.0978 

.0970 

'  .0964 

.0959 

.0955 

.0952 

.0949 

.0946 

.0944 

.0941 

170 

180 

.1002 

.0988 

.0981 

.0973 

.0969 

.0965 

.0961 

.0958 

.0955 

.0953 

.0951 

180 

190 

.1012 

.0998 

.0989 

.0983 

.0978 

.0974 

.0971 

.0968 

.0964 

.0962 

.0960 

190 

200 

.1022 

.1008 

.0999 

.0993 

.0988 

.0984 

.0980 

.0977 

.0974 

.0972 

.0969 

200 

210 

.1033 

.1018 

.1009 

.1003 

.0998 

.0994 

.0990 

.0987 

.0984 

.0981 

.0970 

210 

220 

.1029 

.1019 

.1013 

.1008 

.1004 

.1000 

.0997 

.0994 

.0991 

.0989 

220 

230 

.1039 

.1031 

.1024 

.1018 

.1012 

.1010 

.1007 

.1003 

.1001 

.0999 

230 

240 

.1050 

.1041 

.1034 

.1029 

.1024 

.1020 

.1017 

.1014 

.1011 

.1009 

240 

250 

.1062 

.1052 

.1045 

.1040 

.1035 

.1031 

.1027 

.1025 

.1022 

.1019 

260 

Steam  turbines 10  per  cent. 

Simple  engines 18  per  cent,  and  over. 


150 
Steam  PTesBore 


175 


200 


Via.  147. — Curve  showing  apparent  economics  cfTected  by  the  use  of  superheating  saturated  steam  at 

lOO'*  F. 


Steam  engines. — ^The  simple  slide-valve  steam  engine  is  well  known;  its  use  is  only 
justifiable  for  intermittent  loads  in  small  plants.  Continuous  service  demands  at  least 
a  high-speed  automatic-cut-off  valve  engine  where  a  saving  of  10  to  15  per  cent  of 
steam  may  be  effected  over  the  simple  slide-valve  type.  Inasmuch  as  the  economies 
obtained  by  the  steam  turbine  equal  those  of  the  steam  engine  for  moderate  bvkb,  and 
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surpass  the  latter  in  larger  units  to  say  nothing  of  the  cumbersome  bulk  of  an  engine 
of  large  horse-power,  the  force  of  the  above  remarks  is  apparent.  The  formula  for 
engine  horse-power  for  a  single-cylinder  double-acting  steam  engine  is: 

PXLXAXNXF 
33,000 

where    P = gage  pressure  at  engine; 

L= length  of  stroke  in  feet;  • 

A  =area  of  piston  in  square  inches; 
JV= number  of  strokes  per  minute; 
F = factor  of  cut-off; 

=  .599  for  i  cut-off; 

=  .670  for  I  cut-off. 

Operating  economies  for  varioxis  types  of  steam  engines  in  comparison  with  other 
forms  of  power  producers  are  shown  in  Fig.  147. 

Turbines. — ^With  plants  using  considerable  power  distributed  over  a  wide  area, 
where  gas  or  direct  internal-combustion  engines  are  not  available,  the  steam  tiu'bine 
in  connnection  with  an  electrical  generator  forms  a  highly  efficient  and  flexible  means 
of  power  distribution.  It  is  assumed  that  the  turbine  exhaust  can  be  utilized  to  advan- 
tage in  the  process,  or  for  heating  feed  water.  The  absolute  economy  of  the  turbine 
itself  is  relatively  unimportant.  From  a  general  standpoint,  a  turbine  operating  under 
35  poimds  back  pressure,  for  instance,  is  more  economical  where  its  exhaust  steam  can 
be  used  directly  in  the  refining  process,  than  a  unit  operating  imder  10  pounds  back 
pressure,  with  the  exhaust  employed  to  heat  feed  water  where  the  system  requires 
additional  high-pressure  steam  for  the  process. 

Intemal  combustion  engines. — Where  cheap  gas  is  obtainable,  or  the  plant  operates 
on  low-grade  crude  with  a  maximum  demand  for  mechanical  power,  either  a  gas,  crude- 
oil  (gas-oil),  or  fuel-oil  engine  finds  best  application.  These  engines  are  manufactured 
both  in  four-  and  two-cycle  types.  In  the  former  three  strokes  of  the  piston  are  required 
to  successively  expel  burned  gases,  draw  in  a  fresh  supply  of  combustible  mixture  of 
gas  and  air,  compress  the  latter  into  small  space  in  the  combustion  chamber  and  thus 
prepare  the  charge  for  the  explosion  or  power  stroke  of  the  fourth  cycle.  The  two- 
cycle  engine  gives  an  impulse  to  the  piston  for  each  revolution  of  the  crank  shaft,  and 
is  more  flexible  in  speed  control  than  the  four-cycle  type.  It  is  not  so  steady  as  the 
latter,  hence  not  so  satisfactory  for  a  refinery  primal  power  imit.  On  account  of  fire 
risks  magneto  ignition  is  also  desirable. 

The  essential  difference  between  the  operation  and  construction  of  the  Diesel  type 
of  oil  engine  and  that  of  a  standard  gas  engine  is  that  in  the  former,  the  fuel  charge 
must  be  atomized  and  compressed  to  so  high  a  degree  that  self-ignition  (aided  by  a 
hot  surface  in  the  semi-Diesel  type)  is  obtained.  Such  a  system  of  ignition  obviously 
requires  exceptionally  heavy  construction,  involving  high  initial  cost.  The  full  Diesel 
type  compresses  at  550  pounds  and  injects  air  at  1000  pounds;  the  semi-Diesel  requires 
275  and  600  pounds  per  square  inch  respectively.  While  extremely  low-grade  fuels 
have  been  successfully  used  in  the  full  Diesel  engine,  the  semi-Diesel  modification, 
operating  on  crude,  fuel  oil,  or  gas  oil,  is  recommended  for  general  refinery  practice. 
Lack  of  space  prevents  further  description  of  this  class  of  prime  movers,  the  reader 
being  referred  to  the  various  published  works  ^  on  the  subject.    The  appended  data 

^  For  further  information  concerning  primal  power  producers  consult  Marks*  Mechanical  Engineers' 
Handbook;  Kent's  Mechanical  Engineers'  Porketbook;  Heck,  The  Steam  Engine  and  Turbine: 
Clerk.  The  Gas,  Petrol,  and  Oil  Engine;  Schdttler,  Die  Gasmaachine.  See  *'  Internal  Combustion 
Engines  "  in  this  volume. 
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shows  economies  which  may  he  reasonahly  expected  from  the  various  classes  of  power 
producers  under  ordinary  service  conditions  of  75  to  100  per  cent  load  factor.  Operating 
costs  may  he  readily  computed  hy  applying  local  fuel  values,  and  giving  due  consider- 
ation to  the  investment  charge,  the  manufacturers'  guarantees,  etc.  In  this  connection  it 
should  he  noted  that  a  steam  engine  is  sold  on  its  indicated  horse-power  which  may  be 
from  10  to  15  per  cent  over  the  actual  brake  hor8&-power  developed,  and  that  a  steam 
turbine  is  guaranteed  on  its  wat^r  rate;  i.e.,  the  number  of  pounds  of  steam  per  hour 
per  shaft  horse-power  deUvered,  and  if  direct-connected  to  a  generator  the  pounds  of 
steam  per  hour  per  kilowatt  of  output  at  the  terminals  of  the  latter.  Oil  and  gas 
engines  are  usually  sold  on  brake  horse-power.  In  addition  to  guarantees,  etc.,  the 
potential  value  of  the  exhausts  from  aU  classes  of  apparatxis  listed  should  be  carefully 
considered  when  deciding  as  to  ultimate  general  plant  efficiency. 

In  the  tabulation  on  page  296,  the  following  constants  were  used  as  representing 
average  values  encountered  in  routine  practice.  Where  these  differ  essentially  from 
actual  conditions  the  values  in  the  tables  should  be  modified  accordingly.  The 
cfuantities  underscored  are  for  thermal  comparison  only.  They  assume  that  equal 
efficiencies  would  have  been  obtainable  had  their  use  been  possible. 

1  pound  coal  » 13,000  B.t.u. 

1  pound  fuel  oil  =  18,500  B.t.u. 

1  pound  crude  oil  =  19,000  B.  t.u. 

1  cubic  foot  natural  gas  —      900  B.t.u. 

Evaporation  -8.8  pounds  water  per  pound  of  coal  fired. 

Boiler  efficiency  —80  per  cent. 

Generators. — For  small  plants  with  a  minimum  power  demand  where  principally 
a  lighting  load  is  carried,  the  D.C.  type  of  generator  may  be  installed,  but  for  refineries 
of  moderate  or  large  size,  where  the  ciurent  must  be  carried  a  considerable  distance, 
only  an  A.C.  unit  should  be  considered.  Where  it  is  at  all  possible  that  a  part  of  the 
current  required  may  be  purchased  from  an  outside  source,  the  system  installed 
should  be  synchronous  with  the  prevailing  power;  in  general,  however,  a  60-cycle  three- 
phase  system  is  best  suited  for  standard  needs.  Except  for  small  plants  a  440-volt 
system  of  distribution  is  recommended,  as  being  convenient,  safe,  and  saving  of  copp)er. 
Somewhat  higher  voltages  are  installed  in  larger  plants,  but  their  use  is  not  generally 
advised. 

Motors. — Motors  are  divided  into  two  general  classes,  namely  direct  current  (D.C), 
and  alternating  current  (A.C.)  motors;  they  are  rated  either  for  continuous  or  inter- 
mittent service,  and  are  classified  as  open,  semi-enclosed,  and  entirely  enclosed.  For 
refinery  service  the  continuous  open  type  of  motor  gives  the  greatest  satisfaction, 
akhough  the  enclosed  form  may  occasionally  be  installed  to  advantage  in  an  earth- 
retort  building,  or  some  other  point  of  severe  service. 

Direct-cmrent  motors  are  divided  into  three  classes,  distinguished  by  the  method 
of  connecting  the  field  and  armature  winding  together;  namely,  series,  shunt,  and 
compound.  The  series  motot  has  its  field  winding  connected  in  series  with  its  armature 
winding.  In  this  type  of  motor,  the  speed  varies  automatically  with  the  load,  increas- 
ing as  the  load  decreases.  Where  D.C.  current  is  used  in  complete  refinery  plants, 
series  motors  are  used  for  operating  press  pumps,  ram  pumps,  rotary  fuller's-earth 
kilns,  etc.,  where  heavy  demand  of  power  is  necessary  to  bring  the  machines  up  to  speed, 
as  the  series  winding  takes  care  of  this  acceleration  with  a  normal  demand  of  energy. 
This  type  of  motor  should  never  be  installed  where  it  is  possible  to  start  under  no  load, 
on  account  of  the  danger  of  racing.  The  shunt  motor  has  its  field  winding  connected  in 
parallel  with  its  armature  winding,  speed  being  constant  regardless  of  load.    This 
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Comparison  of  Average  Power  Economies  of  Primal  Power  Producers 


Type  unit 


Small  steam  pump 

Compound  steam  pump 

Simple  steam  engine  (plain  slide  valve) 
Simple  steam  engine  (automatic  cut-ofT 

valves) 

Compoimd  steam  engine  (4-valve) 

Steam  turbine  (350  HP.) 

Steam  turbine  (1500  H.P.) 


Fuel  Consumed  per  Brake  Horse-power 

(Under  boilers) 


% 

Pounds 

Pounds 

Pounds 

Cubic  feet 

22^-28**B^. 

steam 

coal 

gas 

fuel  oil 

220.0 

25.00 

360.0 

17.56 

110.0 

12.50 

180.0 

8.78 

39.6 

4.50 

64.8 

3.16 

33.0 

3.75 

54.0 

2.63 

26.4 

3.00 

43.2 

2.10 

28.2  (W.R.) 

3.21 

46.2 

2.25 

23.2  (W.R.) 

2.64 

38.0 

1.85 

Compound  steam  engine  driving  250 
K.W.  alternator: 

Turbo-alternator  (250  K.W.) 

Turbo-alternator  HOOO  K.W.) 


Fuel  Consumed  per  K.W.  Delivered 
Generator  Terminals  (Under  boilers) 


40.0  (W.R.) 
33.0  (W.R.) 


4.54 
3.75 


65.4 
54.0 


3.18 
2.63 


Gas  engine  (150  HP.) . 
Gas  engine  (1500  H.P.) 
Oil  engine  (125  H.P.)  ». 
OU  engine  (200  HP.) .  . 


Fuel  Consumed  per  Brake  Horse-power 
(Internal-combustion  engines) 


0.58 
0.48 
0.50 


Gas  engine  driving  250  K.W.  alternator 
Oil  engine  driving  250  K.W.  alternator 


Fuel  Consumed  per  K.W.  Delivered 

Generator  Terminals 

(Internal-combustion  engines) 


17.7  (W.R.) 
8.6  (W.R.) 


29.1 


0.68 


1  Operating  on  37.3  gravity  crude  oil. 
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motor  is  most  generally  used  in  D.C.  wired  plants,  particularly  where  group  drives  are 
installed,  with  individual  units  belt-driven  from  a  line  shaft,  or  operated  by  clutch 
control  from  a  line  or  jack  shaft.  The  compound  motor  has  two  distinct  field  windings, 
one  in  series  and  one  in  parallel,  and  is  only  used  for  iqpecial  installations.  Ck)mmutating- 
pole  motors  are  sometimes  used  in  D.C.  practice  to  effect  a  sparkless  condition  of  the 
commutator,  but  they  should  not  be  depended  upon  as  being  absolutely  safe  operating 
units  in  an  atmosphere  containing  explosive  gases. 

Alternating-current  motors  are  also  divided  into  three  classes,  induction,  synchronous 
and  commutating  pole.  The  induction  motor  is  similar  in  its  performance  to  a  D.C 
shunt  motor,  being  essentially  a  constant-speed  machine.  The  wound-rotor  type  of 
induction  motor  is  provided  with  slip-rings  so  that  external  resistance  may  be  inserted 
in  the  motor  circuit,  thus  effecting  greater  torque  with  the  slower  speed  produced 
when  resistance  is  inserted.  Such  motors  are  preferably  installed  in  refinery  practice 
in  situations  similar  to  those  in  which  a  D.C.  series  motor  would  be  required.  For  ordi- 
nary refinery  service  conditions,  the  squirrel-cage  or  standard  induction  motor  leaves 
little  to  be  desired.  It  is  sparkless  in  running,  is  rugged  in  construction,  and  operates 
at  constant  speed  within  wide  variations  of  load.  At  starting  it  requires  an  excessive 
current,  especially  if  it  must  start  under  full  load,  so  that  particularly  large-sieed  motors 
should  have  provision  for  starting  Ught  (clutch  or  by-pass).  The  synchronous  motor 
is  not  adapted  for  refinery  use,  nor  does  the  altemating-ciurent  conmiutating  motor 
offer  any  special  advantages  over  the  two  types  of  induction  motors  discussed,  as  far 
as  refinery  service  is  concerned. 

Compressors. — Compressed  air  is  used  both  in  refinery  operation  and  in  construction. 
It  is  used  in  the  former  instance  as  low-pressure  forced  draft  for  burning  fine  coal  and  for 
general  air  circulating  purposes,  imder  slight  compression  for  agitation  of  oils  during 
treating,  and  finally  as  100  to  125-pound  compressed  air  for  handling  acid,  blowing 
asphaltum,  and  fmnishing  power  for  pneumatic  tools.  During  construction  large 
quantities  of  compressed  air  are  used  for  the  last-named  purpose,  one  or  more  single- 
stage  power-driven  compressors  taking  care  of  such  requirements.  For  acid  agitation 
a  low-pressure  type,  preferably  double-acting  power-driven,  is  advocated,  although 
many  of  the  smaller  plants  have  steam-driven  low-stage  compressors,  or  blowers,  as 
they  are  usually  called.  Forced  draft  is  generally  obtained  by  the  simple  fan  type 
of  blower,  which  is  also  used  to  circulate  air  in  sweating  ovens,  etc.  Where  excessively 
large  volumes  are  required  under  a  more  positive  pressure  than  a  fan  can  produce, 
the  interlocking  vane  type  of  blower  should  be  considered.  This  machine,  of  which 
the  Roots  Company  make  may  be  considered  typical,  is  also  successfully  used  in  the 
operation  of  large  plants  as  an  exhauster,  where  waste  still  gases  must  be  steadily 
removed  and  delivered  at  a  uniform  rate.  In  determining  the  flow  of  a  given  quantity 
of  air  through  small  apertures  to  effect  agitation  or  dehydration,  and  in  generally  esti- 
mating the  size  of  compressors  needed  for  plant  requirements,  the  following  tables  will 
be  of  value: 
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Table  Showing  the  RelaUve  Volumes  of  Compressed  Air  at  Variotu  Pressures 


Gage 

pressure, 

pounds 

Volume  of 
free  air  corre- 
sponding to 
1  cubic  foot  of 
air  at  given 
pressure 

Corresponding 
volume  of 

1  cubic  foot  of 
free  air  at 

given  pressure 

Gage 

pressure, 

poimda 

Volume  of 
free  air  corre- 
sponding to 
1  cubic  foot  of 
air  at  given 
pressure 

Corresponding 
volume  of 

1  cubic  foot  of 
free  air  at 

given  pressure 

0 

1.00 

1.00 

70 

5.762 

0.1735 

1 

1.068 

0.9356 

75 

6.102 

.1638 

2 

1.136 

.8802 

80 

6.442 

.1552 

3 

1.204 

.8305 

85 

6.782 

.1474 

4 

1.273 

.7861 

90 

7.122 

.1404 

5 

1.34 

.7462 

95 

7.462 

.1340 

10 

1.68 

.5951 

100 

7.802 

.1281 

15 

2.02 

.4949 

110 

8.483 

.1178 

20 

2.36 

.4236 

120 

9.170 

.1090 

25 

2.7 

.3703 

130 

9.843 

.1016 

30 

3.04 

.3288 

140 

10.52 

.0950 

35 

3.38 

.2957 

150 

11.20 

.0892 

40 

3.72 

.2687 

160 

11.88 

.0841 

45 

4.06 

.2462 

170 

12.56 

.0796 

50 

4.40 

.2272 

180 

13.24 

.0755 

55 

4.74 

.2109 

190 

13.92 

.0712 

60 

5.08 

.1967 

200 

14.60 

.0684 

65 

5.42 

.1844 

1 

Mechanical  transmission  of  power. — Mechanical  power,  produced  directly  or 
indirectly  through  the  agency  of  £uiy  of  the  primal  sources  mentioned  in  the  preceding 
paragraphs,  is  transmitted  either  by  direct  connection  of  the  drive  shaft  (often  through 
an  intermediary  friction  or  cut-off  clutch),  by  a  system  of  gearing  or  a  series  of  pulleys 
and  belts,  or  by  sprockets  and  chains.  A  detached  line  or  isolated  water  pump  may 
often  be  advantageously  direct-connected  (with  intermediary  clutch)  to  an  oil-  or  gas- 
engine  power  unit,  but  in  general,  where  motor  drives  predominate  (modem  practice), 
only  centrifugal  pumps  may  be  directly  joined  to  the  rotor  shaft.  Triplex  pimips  are 
best  gear-driven,  using  cloth  or  raw-hide  pinions,  silent  chain  drives  being  an  equally 
efficient  and  noiseless  method  of  power  transmission.  Belt-driven  pulleys  operated 
from  a  line  shaft  are  still  employed  where  a  low  initial  installation  cost  must  be 
maintained,  and  still  survive  to  a  great  extent  in  machine  shop  practice.  Link  belt 
or  chain  is  used  where  strength  and  freedom  from  slipping  are  required,  rather  than 
speed,  as  in  a  wax  chipper  or  helicoid  screw  drive.  Regarding  the  power  capable  of 
being  transmitted  through  the  forms  of  equipment  mentioned,  the  reader  is  referred  to 
the  manufacturers'  guarantees  for  friction  and  cut-off  clutches,  spur  £uid  bevel  gears, 
silent  chain,  link  belt,  etc.  These  items  naturally  differ  with  the  design  employed. 
Several  belting  formulae  also  exist,  depending  on  various  assumptions  of  friction 
coefficient,  tractive  pull,  etc.  Those  selected  in  the  tables  (pages  301-302)  are  considered 
good  practice  for  all  ordinary  conditions.  Other  transmission  formulae  of  a  general 
nature  are  included  in  the  list,  and,  being  self-explanatory  need  no  further  comment. 
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YdluiM  of  Air  (Cubie  Feet  of  Free  Air  per  Minute)  that  will  Flow  through  Round 

Holes  in  a  Receiver  into  the  Atmosphere 


DJAmeter 

of  orifice, 

inches 


Gaoe  Pbbbsurbb  in  Rbcbivbr,  Pounds 


A 
i 


.038 
.153 
.342 
.647 
1.37 
2.435 
5.45 
9.74 
21.95 
39 
61 

87.6 
119.5 
156 
196 
242 
291 
350 
473 
625 


10 


15 


.0507 
.242 
.545 
.965 
2.18 
3.86 
8.72 
15.4 
34.6 
61.6 
5 


96 
133 
189 
247 
310 
384 
464 
550 
752 
985 


.0842 
.342 
.77 
1.36 
3.06 
5.45 
12.3 
21.8 
49 
87 
136 
196 
267 
350 
440 
543 
660 
780 
1068 
1395 


.103 
.418 
.94 
1.67 
3.75 
6.65 
15 

26.7 

60 

107 

167 

240 

326 

427 

538 

665 

803 

960 

1304 

1700 


20 

25 

30 

35 

.119 

.133 

.156 

.173 

.485 

.54 

.632 

.71 

1.07 

1.21 

1.4 

1.56 

1.93 

2.16 

2.52 

2.80 

4.28 

4.84 

5.6 

6.24 

7.7 

8.6 

10 

11.2 

17.1 

19.4 

22.4 

25 

30.8 

34.5 

40 

44.7 

60 

77 

90 

100 

123 

138 

161 

179 

193 

216 

252 

'^80 

277 

310 

362 

400 

378 

422 

493 

560 

494 

550 

645 

715 

620 

692 

812 

900 

770 

860 

1000 

1120 

929 

1040 

1200 

1350 

1102 

1240 

1435 

1600 

1505 

1680 

1960 

1967 

2200 

2586 

40 


.19 
.77 
1.71 
3.07 
6.84 
12.27 
27.4 
49.09 
110.5 
196.4 
306.8 
442 
601 
786 
987 
1230 
1480 
1770 


Diameter 

Gaoe  Fbessubes  in 

Rbcbiykb 

,  Pounds 

of  orifice. 

inches 

45 

50 

60 

70 

80 

90 

100 

125 

150 

200 

/A 

.208 

.225 

.26 

.295 

.33 

.364 

.40 

.486 

.57 

.76 

A 

.843 

.914 

1.05 

1.19 

1.33 

1.47 

1.61 

1.97 

2.33 

3.07 

A 

1.91 

2.05 

2.35 

2.68 

2.97 

3.28 

3.66 

4.12 

5.20 

6.9 

A 

3.36 

3.64 

4.2 

4.76 

5.32 

6.87 

6.45 

7.85 

9.20 

12.2 

A 

7.6 

8.2 

9.4 

10.7 

11.88 

13.1 

14.5 

17.6 

20.8 

27.5 

\ 

13.4 

14.5 

16.8 

19 

21.2 

23.5 

25.8 

31.4 

36.7 

48.7 

A 

30.4 

32.8 

37.5 

42.9 

47.5 

52.4 

58 

70 

83.2 

110 

53.8 

58.2 

67 

76 

85 

94 

103.2 

125.5 

147 

195.8 

121 

130 

151 

171 

191 

211 

231 

282 

330 

440 

215 

232 

268 

304 

340 

376 

412 

502 

588 

782 

336 

364 

420 

476 

532 

587 

645 

785 

920 

1220 

482 

521 

604 

685 

765 

843 

925 

1127 

1322 

1760 

658 

710 

622 

930 

1004 

1145 

1260 

1161 

1804 

860 

030 

1070 

1215 

1360 

1500 

1648 

2000 

2350 

1082 

1170 

1350 

1530 

1710 

1890 

1345 

1455 

1680 

1900 

2130 

2350 

1630 

1760 

2 

1930 

2085 
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Theoretical  Vdume  of  Equwalent  Free  Air  in  Cubic  Feet  thai  will  Flow  per  Minute  at 
Various  Pressures  through  Straight  Pipes  of  Different  Diameters,  Each  lO'J  Feet 
Long  without  any  Reduction  of  Pressure 


Initial  and 

Nominal  Diaiibtkrs  of 

Pipes  in  Inches 

terminal  gage 

preasure, 

1 

pounds 

1 

U 

2 

2» 

3 

3} 

4 

10 

24.05 

75.67 

153.0 

244.7 

433.3 

636.4 

883.8 

20 

28.48 

89.54 

177.9 

288.8 

512.9 

753.0 

1045.0 

30 

32.35 

110.6 

202.0 

329.1 

582.5 

855.0 

1187.0 

40 

35.82 

112.5 

223.5 

364.2 

644.7 

946.4 

1314.0 

60 

38.96 

122.4 

243.4 

396.3 

701.5 

1030.0 

1430.0 

60 

41.83 

131.4 

261.1 

425.4 

752.9 

1105.0 

1535.0 

70 

44.53 

139.9 

278.0 

452.9 

801.8 

1176.0 

1634.0 

80 

47.08 

147.9 

294.0 

478.8 

847.6 

1244.0 

1728.0 

00 

49.54 

155.6 

309.3 

503.8 

891.8 

1307.0 

1817.0 

100 

51.88 

163.0 

324.0 

527.5 

933.8 

1370.0 

1904.0 

110 

54.10 

169.9 

337.8 

550.1 

973.9 

1429.0 

1985.0 

125 

57.15 

179.5 

356.8 

581.3 

1028.0 

1510.0 

2097.0 

150 

62.10 

195.1 

387.8 

631.7 

1117.0 

1641.0 

2280.0 

175 

66.71 

209.6 

416.5 

678.4 

1201.0 

1762.0 

2148.0 

200 

70.93 

222.9 

443.0 

721.4 

1277.0 

1874.0 

2603.0 

250 

78.70 

247.3 

491.4 

800.4 

1416.0 

2079.0 

2889.0 

300 

85.85 

269.9 

536.3 

873.4 

1546.0; 

2269.0 

3152.0 

400 

98.55 

309.9 

615.7 

1002.0 

1775.0 

2606.0 

3619.0 

Initial  and 

Nominal  Diameters  oi  Pipes 

in  Inches 

terminal  gage 

pressure, 

pounds 

5 

6 

7 

8 

10 

12 

15 

18 

10 

1585 

2,542 

3,701 

5,134 

9.212 

14,530 

22,530 

36,280 

20 

1871 

3,006 

4,381 

6,076 

10.900  • 

17,210 

26,640 

42,940 

30 

2124 

3,415 

4,975 

6,900 

12.380 

19,540 

30,270 

48,750 

40 

2352 

3,779 

5,507 

7,635 

13.700 

21,620 

33,500 

53,960 

50 

2558 

4.114 

5,993 

8,312 

14.910 

23,520 

36,450 

58,730 

60 

2747 

4,416 

6,433 

8.920 

16.000 

25,260 

39,120 

63,040 

70 

2925 

4,701 

6,848 

9,499 

17,030 

26,900 

41.660 

67,110 

80 

3091 

4,971 

7,240 

10,040 

18,000 

28,430 

44.050 

70,960 

90 

3253 

5,230 

7.619 

10,560 

18,940 

29,920 

46,340 

74,660 

100 

3407 

5,477 

7,979 

11.050 

19,850 

31,330 

48.530 

78.190 

110 

3552 

5,712 

8,320 

11,530 

20,690 

32,670 

50,610 

81,540 

125 

3754 

6,034 

8,789 

12.180 

21,800 

34,520 

53.470 

86,140 

150 

4080 

6,558 

9,553 

13,240 

23.760 

37,520 

58,120 

03.610 

175 

4382 

7,044 

10.250 

14.220 

25,520 

40,300 

62,420 

100.520 

200 

4659 

7,489 

10,900 

15,120 

27,140 

42.850 

66.370 

106,900 

250 

5170 

8,300 

12,100 

16,780 

30,110 

47,550 

73.640 

118,620 

300 

5642 

9,063 

13,210 

18,320 

32,870 

51,800 

80.380 

^00 

6477 

10,400 

15,160 

21,020 

37,730 

59,580 

02.270 
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Mean  Effective  Pressures,  Harse^powers  and  Temperatures  for  Single  and  Compound 

Air  Compression  Up  to  4OO  Pounds  per  Square  Inch 


Single-stage  CoMPREasioN 

Gage 

pres- 
sure, 
poimds 

Two-stage  or  Compound 
c0mprk.s.ston 

Temperature 

at  ejid  of 

compression 

(atmospliere 

60**  F.) 

•Horse- 
power 
required  to 
compress 
100  cubic 
feet  free  air 
per  minute 

♦Mean 

effective 

pressure  per 

square  inch 

in  cylinder 

(theoretical) 

•Mean 

effective 

pressure  in 

terms  of  low 

pressure 

cylinder 

•Horse- 
power 
required  to 
compress 
100  cubic 
feet  free  air 
per  minute 

Temperature 

at  end  of 

compression 

(atmosphere 

60**  F.) 

146 

3.61 

8.3 

10 

178 

5.04 

11.52 

15 

207 

6.29 

14.5 

20 

234 

7.45 

17.03 

25 

252 

8.48 

19.5 

30 

281 

9.45 

21.64 

35 

302 

10.35 

23.68 

40 

321 

11.18 

25.6 

45 

339 

12.00 

27.4 

50 

357 

12,7 

29.14 

55 

375 

13.42 

30.76 

60 

389 

14.08 

31.7 

65 

405 

14.75 

33.75 

70 

29.38 

12.83 

214 

420 

15.35 

36.24 

75 

30.5 

13.33 

219 

432 

15.96 

36.65 

80 

31.6 

13.80 

224 

447 

16.55 

37.96 

85 

32.6 

14.24 

229 

459 

17.07 

39.2 

90 

33.75 

14.7 

234 

472 

17.65 

40.5 

95 

34.35 

15 

239 

485 

18.18 

41.65 

100 

35.38 

15.45 

243 

507 

19.22 

43.92 

110 

37.1 

16.2 

250 

529 

20.25 

46.06 

120 

38.8 

16.85 

257 

550 

21.2 

48.2 

130 

40 

17.5 

265 

570 

21.82 

50.05 

140 

41.98 

18 .  35 

272 

589 

22.64 

51.9 

150 

43.96 

19.2 

279 

607 

23.42 

53.66 

160 

44.6 

19  5 

285 

624 

24.24 

55.4 

170 

45.32 

19.8 

291 

640 

24.93 

57.03 

180 

46.6 

20  34 

297 

657 

25.64 

58.6 

190 

47.5 

20  77 

303 

672 

26.25 

60.16 

200 

48.54 

21.2 

309 

715 

27.78 

63.6 

225 

50.5 

22 

320 

749 

29.2 

66.82 

250 

52.45 

22.88 

331 

780 

30.57 

70 

275 

54.4 

23 .  72 

342 

815 

31.68 

72.6 

300 

56.35 

24.56 

352 

837 

32.76 

75 

325 

58.1 

25.36 

361 

867 

34.18 

78.2 

350 

59. K8 

26.17 

370 

892 

35.37 

80.94 

375 

61.7 

26.95 

375 

915 

36.25 

83.25 

400 

63.55 

27 .  75 

380 

*  An  addition  of  15  per  cent  should  be  made  for  friction  and  in-take  temperatures  higher  than  60°  F. 
on  which  thia  table  is  based.  Atmospheric  pressure  assumed  at  14.7  pounds  per  square  inch.  No 
account  taken  of  jacket  cooling. 

To  find  the  capacity  of  an  air  compressor  in  cubic  feet  of  free  air  per  minute: 
Multiply  the  area  of  low-pressure  cylinder  (on  compound  compressor),  or  area  of 
simple  compressor  cylinder  in  square  inches,  by  the  stroke  in  inches,  and  divide  by 
1728;  and  multiply  this  result: 

(a)  In  single-acting,  simple  or  compound,  by  the  R.P.M. 
(6)  Double-actins,  simple  or  compoimd,  by  2 X R.P.M. 
(c)  Duplex  double-acting,  by  4  X R.P.M. 
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Horse-power  Transmitted  by  Steel  Shafting 
As  prime  mover  or  head  shaft  well  supported  by  bearings 

H.P.- — 

100 
where  D  »  diameter  in  inches, 

/2-R.P.M. 


Formula: 


R.P.M. 

D 

100 

125 

150 

175 

200 

250 

300 

350 

400 

450 

500 

550 

1 

1 

1.2 

1.5 

1.7 

2 

2.5 

3 

3.5 

4 

4.5 

5 

5.5 

U 

3.4 

4.2 

5 

5.9 

6.7 

8.4 

10.1 

11.8 

13.5 

16.2 

16.9 

18.5 

IH 

4.8 

6 

7.2 

8.4 

9.6 

12 

14.4 

16.8 

19.2 

22 

24 

26 

IH 

7.3 

9 

10.9 

12.7 

14.5 

18.2 

22 

25 

29 

33 

36 

40 

2 

8 

10 

12 

14 

16 

20 

24 

28 

32 

36 

40 

44 

2A 

10.5 

13 

15.7 

18.4 

21 

26 

31 

37 

42 

47 

52 

58 

2A 

14.6 

18 

22 

25 

29 

36 

43 

61 

58 

65 

72 

79 

2H 

19.4 

24 

29 

34 

39 

48 

58 

68 

77 

87 

97 

107 

2H 

25 

32 

38 

44 

61 

63 

76 

89 

101 

114 

127 

139 

3 

27 

34 

40 

47 

54 

67 

81 

94 

108 

122 

135 

148 

3A 

32 

40 

48 

56 

65 

81 

97 

113 

129 

145 

162 

178 

3A 

41 

50 

61 

71 

81 

101 

122 

142 

162 

183 

203 

223 

3H 

50 

63 

75 

88 

100 

125 

150 

176 

200 

226 

251 

276 

3H 

61 

76 

91 

107 

122 

152 

183 

213 

244 

275 

305 

335 

4A 

74 

92 

110 

128 

147 

184 

221 

251 

294 

331 

367 

404 

4A 

88 

109 

132 

153 

175 

219 

263 

307 

350 

395 

438 

482 

4H 

120 

151 

182 

212 

241 

302 

364 

424 

485 

545 

604 

667 

6 

216 

270 

323 

378 

431 

540 

648 

756 

863 

971 

1080 

1190 

7 

343 

428 

515 

600 

859 

1030 

1200 

' 

As  second  movers  or  line  shafts,  bearings  8  feet  apart 

70 
where  D  »  diameter  in  inches, 

/2-R.P.M. 


Formula: 


R.P.M. 

D 

100 

125 

150 

175 

200 

260 

300 

350 

400 

460 

600 

560 

1 

1.4 

1.8 

2.1 

2.5 

2.8 

3.6 

4.3 

5 

5.7 

6.4 

7.1 

7  H 

u 

4.8 

6 

7.2 

8.4 

9.6 

12 

14.4 

16.9 

19.2 

22 

24 

26 

m 

6.9 

8.6 

10.3 

12 

13.7 

17.1 

21 

24 

27 

31 

34 

38 

IH 

10.4 

13 

15.6 

18.2 

21 

26 

31 

36 

42 

47 

62 

57 

2 

11.4 

14.3 

17.2 

20 

23 

29 

34 

40 

46 

51 

57 

63 

2A 

15 

18.7 

22 

26 

30 

37 

45 

52 

60 

67 

76 

82 

2A 

20 

26 

30 

33 

41 

61 

61 

72 

81 

91 

102 

112 

2H 

28 

35 

42 

48 

55 

69 

83 

97 

111 

124 

133 

162 

2H 

36 

45 

54 

63 

72 

90 

108 

127 

144 

162 

181 

199 

3 

39 

48 

58 

67 

77 

96 

116 

136 

164 

173 

192 

212 

3A 

46 

68 

69 

81 

92 

115 

139 

162 

185 

208 

231 

263 

3A 

58 

73 

87 

101 

116 

145 

174 

203 

232 

261 

290 

319 

3H 

72 

89 

107 

125 

143 

179 

215 

251 

286 

322 

358 

393 

3H 

87 

109 

131 

152 

174 

218 

251 

305 

349 

392 

436 

480 
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Tile  following  rules  are  given  for  determining  puUey  diameters: 

diameter  of  driven  X  number  of  revolutions 


Diameter  of  driver     = 


Diameter  of  driven     « 


number  of  revolutions  of  driver 
diameter  of  driver  X  number  of  revolutions 


Revolutions  of  driven  » 


Revolutions  of  driver  = 


number  of  revolutions  of  driven 
diameter  of  driver  Xnumber  of  revolutions 


diameter  of  driven 

diameter  of  driven  Xnumber  of  revolutions 
diameter  of  driver 


Belting  Practice 

Let         d = diameter  of  pulley  in  inches;  xd  -  circumference ; 

7= velocity  of  belt  in  feet  per  second;  t;= velocity  in  feet  per  minute; 
a  wangle  of  the  arc  of  contact; 
L  » length  of  arc  of  contact  in  feet  =wda  -^  (12  X360) ; 
F= tractive  force  per  square  inch  of  sectional  area  of  belt; 
w = width  in  inches ;  t — thickness ; 
5  =  tractive  force  per  inch  of  width  =  fX<; 
R.P.M.  =revs.  per  minute;  R.P.S.  =revs.  per  second  =  R. P.M.  -5-60; 

,r    ^^    T.^«     »<*    R.P.M.    ^^,„_,    ^^.,     dXR.P.M. 

F  =  — XR.P.S.  =  — X— — —  =0.004363dXR.P.M.  =  — -— ; 

12  12        60  229.2 

Td 
t;=  — XR.P.M.   «0.2618dX R.P.M. 
12 

«  ««       Svw     SVw    SwdXR.VM. 

Horse-power,  H.P.  =rrT —  = = . 

^      '  33000      550  126050 

Many  writers  give  as  safe  practice  for  single  belts  in  good  condition  a  working 
tension  of  45  pounds  per  inch  of  width.    This  gives 

wu  todXR.P.M. 

H.P.  =  zrr=0.0818F«;=0.000357uxiXR.P.M.= —  .   .    .     .     (1) 

733  2800 

For  double  belts  of  average  thickness,  some  writers  say  that  the  transmitting 
efficiency  is  to  that  of  single  belts  as  10  to  7,  which  would  give 

toe  1/Mf  XR  P  M 

H.P.«— -«0.1169Ftg=0.00051uxiXR.P.M.«         ^     '.    ...     (2) 
olo  1960 

Other  authorities,  however,  make  the  transmitting  power  of  double  belts  twice  that 
of  single  belts,  on  the  assumption  that  the  thickness  of  a  double  belt  is  twice  that  of 
a  single  belt. 

Rules  for  horse-power  of  belts  are  sometimes  based  on  the  number  of  square  feet 
of  surface  of  the  belt  which  pass  over  the  pulley  in  a  minute.  Square  feet  per  minute  = 
1IV-S-12.    The  above  formulae  translated  into  this  form  give: 

(1)  For  jS=45  poun^ls  per  inch  wide;     H.P.  =  61  sq.  ft.  per  minute. 

(2)  For  <5=«64.3  pounds  per  inch  wide;  H.P,  =43  sq.  ft.  per  minute  (double  belt). 
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The  above  formulae  are  all  based  on  the  supposition  that  the  arc  of  contact  is 
180°.  For  other  arcs,  the  transmitting  power  is  approximately  proportional  to  the 
ratio  of  the  degrees  of  arc  to  180**. 

Some  rules  base  the  horse-power  on  the  length  of  the  arc  of  contact  in  feet. 


Since 


L- 


rda 


12X360 


and    H.P. « 


Svw 


33000"33000^12^^*^-^-^180 


Sw 


we  obtain  by  substitution  H.P.=- — — -XLXR.P.M.,  and  the  five  formulas  then  take 

16500 

the  following  form  for  the  several  values  of  S: 


H-P-^'^^S^-  (^>  = 


„^  ^,     ,,    ,   ,  V     wLxR.P.M. 
H.P.  (double  belt)  = (2). 


Horae-power  of  a  Belt  1  Inch  Wide,  Arc  of  Contact  180' 
Comparison  of  different  formulae 


Velocity  in 
feet  per 

Velocity  in  feet 
per  minute 

Square  feet  of 
belt  per  minute 

Form  4, 

TI  T»         

Form  5,  double 

second 

733 

10 

600 

50 

0.82 

1.17 

20 

1200 

100 

1.64 

2.34 

30 

1800 

150 

2.46 

3.51 

40 

2400 

200 

3.27 

4.68 

50 

3000 

250 

4.09 

5.85 

60 

3600 

300 

4.91 

7.02 

70 

4200 

350 

5.73 

8.19 

80 

4800 

400 

6.55 

9.36 

00 

5400 

450 

7.37 

10.53 

100 

6000 

500 

8.18 

11.70 

In  the  above  table  the  angle  of  subtension,  a,  is  taken  at  180' 


Should  it  be 

Multiply    above 
values  by 


90' 


0.65 


100' 


0.70 


110' 


0.75 


r«r\o 


120 


0.79 


130' 


0.83 


140' 


0.87 


150' 


0.91 


160' 


170' 


0.94    0.97 


180' 


1 


200' 


1.05 


Width  of  belt  for  a  given  horse-power. — The  width  of  belt  required  for  any  given 
horse-power  may  be  obtained  by  transposing  the  formulae  for  horse-power  so  as  to  give 
the  vaJue  of  w.    Thus: 


From  formula  (1),      mj  = 


733  H.P.     12.22  H.P.     2800  H.P.        360  H.P. 


V 


dXR.P.M.     LXR.P.M." 


From  formula  (2),      w^ 


513  H.P.     8.56  H.P.      1960  H.P.       257  H.P. 


V 


dXR.P.M.     LXR.P.M.* 
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Good  oak-tanned  leather  from  the  back  of  the  hide  weighs  ahnost  exactly  one 
avoirdupois  ounce  for  each  one-hundredth  of  an  inch  in  thickness,  in  a  piece  of  leather 
one  foot  square,  so  that 


Single  belt.. 
Light  double 
Medium — 
Standard. . . 

My 


Weight 

per 

square  foot, 

ounces 


16 
24 
28 
33 
45 


Approxi- 
mate 
inches 


i 
i 

i 
A 


Actual 

thickness, 

inches 


0.16 
0.24 
0.28 
0.33 
0.45 


Velocity 

per  inch 

for  1  H.P., 


625 
417 
357 
303 
222 


Safe  strain 

per  inch, 

width, 

pounds 


52.8 
78.1 
92.5 

109 

148 


The  rule  for  velocity  per  inch  width  for  1  H.P.  is: 

Multiply  the  denominator  of  the  fraction  expressing  the  thickness  of  the  belt  in 
inches  by  100,  and  divide  it  by  the  numerator; 

Good,  well-calendered  rubber  belting  made  with  30-ounce  duck  and  new  (i.e.| 
not  reclaimed  vulcanized)  rubber  will  be  as  follows: 


Nomenclature 

Approximate 
thickness,  inch 

Safe  working  strain 

for  1  inch  width, 

pounds 

Velocity  per  inch  for 
1  horse-power, 
feet  per  minute 

3-ply 

0.18 
0.24 
0.30 
0.35 
0.40 
0.45 

45 

65 

85 

105 

125 

145 

735 

^^  f^j 

4-ply 

508 

f  J 

5-d1v 

388 

"  f^j 

6-plv 

314 

f'j 

7-ply 

264 

•    r^J 

8-plv 

218 

'-' I'^j 

The  thickness  of  the  rubber  belt  does  not  necessarily  govern  the  strength,  but  the 
weight  of  duck  does,  and  with  30-ounce  duck,  the  safe  working  strains  are  as  above. 

Horse«power  required  by  belt  conveyors. — ^The  following  formula  will  give  approxi- 
mately the  horse-power  required  to  drive  belt  conveyors 

„„     CXTXL     TXH 
H.P.  =  — ~Tzz r 


1000 


1000' 


where    C= power  constant  from  table  below; 
T=load  in  tons  per  hour; 
L= length  of  conveyor  between  centers,  in  feet: 
£f=»  vertical  height  in  feet  that  material  is  to  be  lifted. 

Add  for  each  movable  or  fixed  tripper  the  horse-power  in  column  4. 
Add  50  per  cent  to  horse-power  for  each  conveyor  under  60  feet  in  length. 
Add  25  per  cent  to  horse-power  for  each  conveyor  between  50  feet  and  100  feet 
in  length. 


306 


REFINING 


Width 

of 

belt, 

inches 

for 

material 

weighing 

25  pounds 

to 
75  pounds 

per 
cubic  foot 

for 

material 

weighing 

75  pounds 

to 
125  pounds 

per 
cubic  foot 

H.P. 

for 

each 

movable 

or  fixed 

tripper 

Width 
of 

belt, 
inches 

for 

material 

weighing 

25  pounds 

to 
75  pounds 

per 
cubic  foot 

for 

material 

weighing 

75  pounds 

to 
125  pounds 

per 
cubic  foot 

H.P. 

for 

each 

movable 

or  fixed 

tripper 

12 
14 
16 
18 
20 
22 
24 

0.235 

0.230 

0.220 

0.21 

0.21 

0.2 

0.2 

0.16 
0.15 
0.14 
0.14 
0.14 
0.13 
0.13 

i 
i 

i 

1 

li 
IJ 
li 

26 
28 
30 
32 
34 
36 

0.19 
0.18 
0.17 
0.17 
0.16 
0.16 

0.13 
0.12 
0.12 
0.12 
0.12 
0.12 

2 

21 

2i 

2i 

3 

3i 

In  figuring  the  horse-power  of  belt  conveyors  always  figure  the  maximum  capacity 
of  conveyor  at  the  speed  selected. 

Thickness  of  belt. — The  stress  in  the  belt  may  be  determined,  after  the  horse-power 
has  been  figured,  by  the  following  formula: 


X  = 


H.P.X33,000 

SXB       ' 


where  X» stress  in  belt,  in  pounds  per  inch  of  width; 
/5— belt  speed  in  feet  per  minute; 
.& -width  of  belt  in  inches. 

The  stress  per  inch  of  width  for  one  ply  should  never  exceed  20  pounds.  Dividing 
the  value  X  obtained  above  by  20  will  give  the  number  of  plies  necessary  for  strength. 

Link  belting. — For  chains  used  as  drive  chains,  it  is  recommended  that  the  working 
load  shall  not  exceed  the  following: 


Speed  of  chain, 
feet  per  minute 

Divide  average  ultimate 

strength  by  the  following 

factor 

200  feet  and  under 

200  to  300 

6 
8 
10 
12 
16 
20 

300  to  400 

400  to  500 

500  to  600 

600  to  700 

METERS 
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CapadHes  cf  Hdicoid  Conveyors 


Size  of  helicoid  conveyor, 
inches 

3 

125 
20 

4 

125 
43 

5 

120 
95 

6 

115 
126 

7 

110 

178 

8 

105 
359 

9 

100 
421 

10 

95 
540 

12 

90 
933 

14 

16 

Speed  R.P.M 

Cubic  feet  per  hour 

85 
1200 

80 
2000 

Coal  Screeningsy  or  SmaUrgized  Coaly  with,  No  Lumps  Larger  than  1  Inch 


*Size  of  helicoid  conveyor,  inches 

Speed,  R.P.M 

Cubic  feet  per  hour 

Tons  (2000  pounds)  per  hour .... 


7 

8 

9 

10 

12 

14 

110 

105 

100 

95 

90 

85 

269 

544 

650 

83d 

1460 

1905 

6.7 

13.6 

16.3 

20.9 

36.5 

47.5 

16 


80 
3260 
79.0 


*  Small  sizes  of  helicoid  conveyor  arc  not  recommended  for  handling  coal. 


Horse-power  required  by  helicoid  conveyors. — H.P.  = , 

i2,UUU,UUU 

where    X  =  2 . 5  for  fine  coal,  etc. ; 

-4.0  for  sand,  ashes,  fuller's  earth,  etc.; 
C  =  capacity  in  cubic  feet  per  hour; 
Tr= weight  of  material  per  cubic  foot; 
L= length  of  conveyor  in  feet. 

It  is  to  be  understood  that  with  screw  conveyors  a  great  deal  depends  upon  the 
specific  nature  and  condition  of  the  material  to  be  handled,  and  for  this  reason  no  formula 
is  entirely  satisfactory  in  all  cases. 

Metering,  measuring,  and  control  devices. — Oil,  gas,  water,  and  steam  meters 
are  ext^isively  used  in  refinery  operations,  as  checks  on  deliveries,  process  movements, 
and  fuel  economies.  Piston-type,  rotating-disk,  V-notch  orifice,  and  jet-meters  are 
all  employed.  Temperature  measurements  up  to  800*^  F.  are  effected  preferably 
by  a  mercurial  or  ether-filled  indicating  or  recording  thermometer,  and  higher  furnace 
temperatures  by  a  thermoelectrical  instrument.  Various  automatic  controls,  such  as 
the  Foster,  for  feed-water  supply,  the  Fulton,  for  regulating  gas  pressure,  and  the 
Tagiiabue,  for  temperature  control  all  fill  an  important  place,  but  lack  of  space  makes 
it  necessary  to  omit  the  description  of  these  and  other  apparatus  of  similar  purpose. 
The  reader  is  referred  to  the  various  trade  catalogues  and  ciurent  technical  magazines 
for  details  of  construction  and  manner  of  operation. 

Chinmeys. — ^While  many  refineries  are  built  with  separate  steel  stacks  for  each 
boiler,  still,  etc.,  chimneys  of  brick  or  cement  should  be  installed  for  permanent  con- 
struction. Reinforced  cement  stacks  with  a  liner  for  one-half  of  the  height  have 
been  quite  generally  adopted,  especially  for  boilers  in  batteries.  The  strength  of 
materials  employed  allows  a  lighter  weight  and  permits  much  cheaper  construction 
than  the  corresponding  brick  stack.  The  height  for  such  a  stack  for  standard  boiler 
practice  is  shown  in  the  appended  table.  Heights  of  more  than  150  feet  are,  however, 
not  justified  by  the  increased  efficiency  obtained,  and  are  rarely  constructed  at  present. 
Two  or  more  chinmeys  are  built  if  one  of  150  feet  is  not  sufficient. 


308 


REFINING 


I 


•s 


03 

S 

•s 

•9 


Pa 


II 


^  .9 

.6  i 


? 


CQ 


CO 

d 
I 

CO 

II 

Ph' 


o 
En 


i2 


§ 
o 

o 


CO 


8 


s 


?} 


o 


3 


!S 


a 

e 

o 

.£3 


a 
a 

o 


fHfhSS    ScOCOCO    to3'*S    »oSb*l^    ooSoflb    00»-<^ 

rH  1-H  »H  ^ 


THlN.»r3U3  OO^CICO  l^CO'^W 

8Tt<»HQ  ^H»Ai-iO*  OdC4'<4<Ud 

'^l>.p  C0«5OC0  t^CQf-«»H 

^^,-He5  C^C^COW  C0Tf<iO<O 


^   i>p»50   ;ocoQ« 
00   oeoMsoo   1^ "^ ^•  o 


X    CO  lO  CO  oo 

~    CO i^ ^«T* 


Oeoiftoo   i-i-^t-o   '^oococo 
^^,Hi-i   c^c^wco   TOco-^v: 


lOOO    o 


i^.'t!   ^»cooec 
CO  ob   o  w  -^  t- 


ss 


CO 


O»C0Q     XQOQCO    OdOiOb« 


8XQCO 
COCO'^iO 


^  cO  05  ^     ^H  O  '^  CO 
COTf<»Ol>.     Oa^C0»O    l>QC0»O 
,H  1-H  rH      f-H  ^  C^  C4 


CO  CO  ^ 


SCOCOtHC)    0)COC<1QO    o>coo$    ^ 
^csi«coa   ^^i-H»H   cot«»coo5   ce , 

w   co-^tcco   oboc^rt*   cooo^co   SoscOco 


S: 


cO  O  Cb    Oi  r^ 


-^    OQOpQCO    t>*C0Od)    ^^-^9 
N    C^COiccO    b-0»TH^    ■^l^diO 


S»HO>     i-i»CC<lCO    OOCOXrf 
05W     b-COl>»OJ     C>^t^COi-l 


•     •     THTfOOi-H     JO-otTi^CO     diCO 

.    .   ^^,-HC^   c^co'^io   coco 


•COOQ     COi-HCOOO     lOOb-CO 
•«00     t-iTff-Q     TtJCOC<ICO 

fH  1-H  1-H  ^      C^C0"^»O 


gjTfWCO    l>COCO^    fH^ 

W'^COOO     OC0C005     COtH 

vH  *H  *H  tH      W  CO 


tH  1-H  tH  tH      C^ 


s^^^s  s 


f-l^OOOO     OOOOb-b*     COt^i-HQO  CO  QO  CO  CO  05  ^  CO  CO  CO  C^  00  w 

OJT^oi^   u5'^'^»o   i>-^u3  0>  o6ot^i>  »Hoc5c»  ooc^»-Hi^ 

c>l-HC^^05i   corj^»ocd  h^dcocd  c?»og>'^  dcdc^oo  ujcocio 

fhthth  c5csoiw  T^'^»OlS  cob-coo 


<*1 " 


r^TH-ii^QO     i-^^l^O     Nl^'O'^  C0t«»0000  OOl^iOC'l  OO-^COO 

t^-^^Oi    OOiOCO    CC»005CD  I>-C^»Ht1<  *hcsi>.c&  00»00^ 

1-HC^coco   TfJ»ot^o6   oic^iooi  cooocooo  ROCOCO  dob»cco 

»Hi-Hi-H  C^C>ICO«  "^uSlScO  l^l>-OifH 


s?;^s^  SISSgg  ^$:SS  S^^S  SSSS  SR^$ 


N 


c 

•I 

I 

u 

o 
.a 

I 

o 

-s 
a 

I 


CHIMNEYS 


309 


Where  oil  is  used  for  fuel,  the  sizes  of  chimneys  may  be  considerably  reduced,  as 
determined  by  We3rmouth,^  and  given  below. 

Chimney  table  for  oil  fueL — Conditions:  Sea  level;  atmospheric  temperature, 
80**  F.;  draught  at  chimney  side  of  damper,  0.30  inch;  excess  air,  less  than  50  per 
cent,  assumed  50  per  cent  for  calculations  of  efficiency  and  chimney  dimensions;  temper- 
ature of  gases  leaving  chimney,  500°  F.;  boiler  efficiency,  73  per  cent;  actual  boiler 
horse-power,  150  per  cent  of  rated;  poimds  of  gas  per  actual  boiler  H.P.,  54.6;  height 
of  chimney  above  point  of  draught  measurement,  12  feet  less  than  tabulated  height. 
When  building  conditions  permit  select  chimneys  of  least  height  in  table  for  lyiiniTnuTn 
cost  of  chimney.  Chimney  capacities  stated  are  maximum  for  continuous  load  equally 
divided  on  all  boilers.  For  large  plants  or  swinging  load,  reduce  capacity  10  to  20  pei 
cent.  Breeching  20  per  cent  in  excess  of  stack  area;  length  not  exceeding  10  chimney 
diameters. 

Size  of  Chimneys  for  Oil  Fuel 


Area, 

USIOHT  ] 

[N  Feet  above 

BoiIiBR-J 

EiooM  Floor 

Diam- 

eter, 

square 

80 

90 

100 

110 

120 

130 

140 

150 

160 

inches 

feet 

Actual  ] 

tiorse-pi 

Dwer  =  It 

K)  per  cent  of  rated 

18 

1.77 

63 

75 

84 

91 

96 

101 

104 

108 

110 

24 

3.14 

123 

148 

166 

180 

191 

201 

208 

215 

221 

30 

4.91 

206 

249 

280 

304 

324 

340 

354 

366 

377 

36 

7.07 

312 

379 

427 

466 

497 

523 

545 

564 

581 

42 

9.62 

443 

539 

609 

665 

711 

749 

782 

810 

830 

48 

12.57 

599 

729 

827 

904 

967 

1,020 

1,070 

1,110 

1,145 

54 

15.90 

779 

951 

1,080 

1,180 

1,270 

1,340 

1,400 

1,460 

1,500 

60 

19.64 

985 

1,200 

1,370 

1,500 

1,610 

1,710 

1,790 

1,860 

1,920 

66 

23.76 

1,220 

1,490 

1,700 

1,860 

2,000 

2,120 

2,220 

2,310 

2,390 

72 

28.27 

1,470 

1,810 

2,060 

2,260 

2,430 

2,580 

2,710 

2,820 

2,910 

78 

33.18 

1,750 

2,150 

2,460 

2,710 

2,910 

3,000 

3,250 

3,380 

3,510 

84 

38.49 

2,060 

2,530 

2,900 

3,190 

3,440 

3,650 

3,840 

4,000 

4,150 

96 

50.27 

2,750 

3,390 

3,880 

4,290 

4,630 

4,920 

5,180 

5,400 

5,610 

108 

63.62 

3,550 

4,380 

5,020 

5,550 

6,000 

6,390 

6,730 

7,030 

7,300 

120 

78.54 

4,440 

5,490 

6,310 

6,990 

7,560 

8,060 

8,490 

8,890 

9,240 

132 

95.03 

5,450 

6,740 

7,760 

8,600 

9,310 

9,930 

10,500 

11,000 

11,400 

144 

113.1 

6,550 

8,120 

9,350 

10,400 

11,200 

12,000 

12,700 

13,300 

13,800 

156 

132.7  1 

7,760 

9,630 

11,100 

12,300 

13,400 

14,300 

15,100 

15,800 

16,500 

168 

153.9 

9,060 

11,300 

13,000 

14,400 

15,700 

16,800 

17,700 

18,600 

19,400 

180 

176.7 

10,500 

13,000 

15,100 

16,700 

18,200 

19,500 

20,600 

21,600 

22,600 

In  using  the  above  table  it  must  be  noted  that  the  conditions  upon  which  it  is  based 
are  all  fairly  good.  With  unskillful  handling  of  oil  fuel  the  excess  air  is  apt  to  be  much 
more  than  50  i)er  cent  and  the  efficiency  much  less  than  73  per  cent.    In  that  case 


1 C.  R.  Wejrmouth,  Journal  A.  S.  M.  E.,  October,  1912. 
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the  actual  horse-power  developed  by  a  given  size  of  chimney  may  be  much  less  than 
the  figure  given  in  the  table. 


Draught  of  Chimneys  100  Feel  High — Oil  Fuel 


Temperature  of  gases  entering  chimney, 
degrees  F. 

300 

400 

500 

600 

700 

Net  Chimney  Draught,  Inches  of  Water 

Temperature  of  outside  air    : 

60**  F. 

80*»F. 

100°  F. 

0.367 
0.325 
0.284 

0.460 
0.417 
0.377 

0.534 
0.490 
0.451 

0.593 
0.550 
0.510 

0.642 
0.599 
0.559 

The  net  draught  is  the  theoretical  draught  due  to  the  difference  in  weight  of  atmos- 
pheric air  and  chimney  gases  at  the  stated  temperatures,  multiplied  by  a  coefficient, 
0.95,  for  temperature  drop  in  stack,  and  by  |^  as  a  correction  for  friction.  For  high 
altitudes  the  draught  varies  directly  as  the  normal  barometer.  For  other  heights  than 
100  feet  (measured  above  the  level  of  entrance  of  the  gases)  the  draught  varies  as 
the  square  root  of  the  height. 

While  concrete  stacks  are  employed  for  stills  in  batteries,  their  use  is  not  especially 
recommended  on  account  of  the  ever-prevalent  danger  of  leaking  still  bottoms  with 
the  possibility  of  a  severe  fire,  resulting  in  permanent  damage  to  the  stack.  Separate 
chimneys  for  each  battery  of  10  to  12  stills,  constructed  of  radial  brick  (fire-brick  lined 
for  half  their  height)  are  advocated  for  general  refinery  practice.  The  height  of  chimneys 
is  reduced  in  accordance  with  the  immediately  preceding  table  if  oil  or  gas  is  used  for 
fuel,  or  if  forced  draught  is  utilized  in  burning  coal.  In  the  latter  case  a  chimney  ceajses 
to  function  in  its  original  sense,  and  serves  more  or  less  as  a  means  for  the  conveyance 
of  products  of  combustion  to  a  point  where  they  will  cause  no  inconvenience.  On 
account  of  a  possible  change  of  fuel  base  at  a  later  period,  it  is  always  a  wise  plan  to 
provide  dampers  in  initial  construction  for  draft  control. 

In  general,  chimneys  should  be  designed  to  resist  the  maximum  force  of  the  wind  in 
the  locality  in  which  they  are  built.  According  to  Kent,^  a  general  rule  for  the  diameter 
of  thn  base  of  brick  chimneys,  approved  by  many  years  of  practice  in  England  and  the 
United  States,  is  to  make  the  diameter  of  the  base  one>tenth  of  the  height.  If  the 
chimney  is  square  or  rectangular,  make  the  diameter  of  the  inscribed  circle  of  the 
base  one-tenth  of  the  height.  The  "  batter  "  or  taper  of  a  chimney  should  be  from 
t'^  to  i  inch  to  the  foot  on  each  side.  The  brickwork  should  be  one  brick  (8  or  9 
inches)  thick  for  the  first  25  feet  from  the  top,  increasing  }  brick  (4  or  4 J  inches)  for 
each  25  feet  from  the  top  downwards.  If  the  inside  diameter  exceeds  5  feet,  the  top 
length  should  be  IJ  bricks;  and  if  under  3  feet,  it  may  be  \  brick  for  10  feet. 

The  stability  of  the  chimney  to  resist  the  force  of  the  wind  depends  mainly  on  the 
weight  of  its  outer  shell,  and  the  width  of  its  base.  The  cohesion  of  the  mortar  may 
add  considerably  to  its  strength;  but  it  is  too  uncertain  to  be  relied  upon.  The  inner 
shell  will  add  a  little  to  the  stability,  but  it  may  be  cracked  by  the  heat,  and  its  bene- 
ficial effect,  if  any,  is  too  uncertain  to  be  taken  into  account. 


I  Kent's  Mechanical  Engineers'  Pocketbook,  p.  954. 
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The  ejBTect  of  the  joint  action  of  the  vertical  pressure  due  to  the  weight  of  the  chimney 
and  the  horizontal  pressure  due  to  the  force  of  the  wind  is  to  shift  the  center  of  pressure 
at  the  base  of  the  chimney,  from  the  axis  toward  one  side,  the  extent  of  the  shifting 
depending  on  the  relative  magnitude  of  the  two  forces.  If  the  center  of  pressure  is 
brought  too  near  the  side  of  the  chimney,  it  will  crush  the  brickwork  on  that  side,  and 
the  chimney  will  fall.  A  line  drawn  through  the  center  of  pressure,  perpendicular 
to  the  direction  of  the  wind,  must  leave  an  area  of  brickwork  between  it  and  the  side 
of  the  chimney,  sufficient  to  support  half  the  weight  of  the  chimney;  the  other  hall 
of  the  weight  being  supported  by  the  brickwork  on  the  windward  side  of  the  line. 

For  chimneys  4  feet  in  diameter  and  100  feet  high,  and  upwards,  the  best  form  is 
circular  with  a  straight  batter  on  the  outside. 

Chimne3rs  of  any  considerable  height  are  not  built  up  of  imiform  thickness  from 
top  to  bottom,  nor  with  a  uniformly  varying  thickness  of  wall,  but  the  wall,  heaviest, 
of  course,  at  the  base,  is  reduced  by  a  series  of  steps. 

Where  practicable  the  load  on  a  chimney  foundation  should  not  exceed  2  tons  per 
square  foot  in  compact  sand,  gravel,  or  loam.  Where  a  solid  rock-bottom  is  available 
for  foundation,  the  load  may  be  greatly  increased.  If  the  rock  is  sloping,  all  unsound 
portions  should  be  removed,  and  the  face  dressed  to  a  series  of  horizontal  steps,  so  that 
there  shall  be  no  tendency  to  sUde  after  the  structure  is  finished. 

All  boiler-chimneys  of  any  considerable  size  should  consist  of  an  outer  stack  of 
sufficient  strength  to  give  stability  to  the  structure,  and  an  inner  stack  or  core  inde- 
pendent of  the  outer  one.  This  core  is,  by  many  engineers,  extended  up  to  a  height 
of  but  50  or  60  feet  from  the  base  of  the  chimney,  but  the  better  practice  is  to  run  it 
up  the  whole  height  of  the  chinmey;  it  may  be  stopped  off,  say,  a  couple  of  feet  below 
the  top,  and  the  outer  shell  contracted  to  the  area  of  the  core,  but  the  better  way  is  to 
run  it  up  to  about  8  or  12  inches  of  the  top  and  not  contract  the  outer  shell.  But  under 
no  circumstances  should  the  core  at  its  upper  end  be  built  into  or  connected  with  the 
outer  stack.  This  has  been  done  in  several  instances  by  bricklayers,  and  the  result 
has  been  the  expansion  of  the  inner  core  which  lifted  the  top  of  the  outer  stack  squarely 
up  and  cracked  the  brickwork. 

For  a  height  of  100  feet  the  outer  shell  should  be  made  in  three  steps,  the  first  20 
feet  high,  16  inches  thick,  the  second  30  feet  high,  12  inches  thick,  the  third  50  feet 
high  and  8  inches  thick.  These  are  the  minimum  thicknesses  admissible  for  chimneys 
of  this  height,  and  the  batter  should  be  not  less  than  1  in  36  to  give  stability.  The  core 
should  also  be  built  in  three  steps,  each  of  which  may  be  about  one-third  the  height 
of  the  chimney,  the  lowest  12  inches,  the  middle  8  inches,  and  the  upper  step  4  inches 
thick.  This  will  insure  a  good  sound  core.  The  top  of  a  chimney  may  be  protected 
by  a  cast-iron  cap;  or  perhaps  a  cheaper  and  equally  good  plan  is  to  lay  the  ornamental 
part  in  some  good  cement,  and  plaster  the  top  with  the  same  material. 

Cooling  towers  and  spray  ponds. — In  many  localities,  on  account  of  water  shortage, 
it  is  necessary  to  recover  and  cool  condensing  water,  using  the  same  repeatedly.  The 
equipment  for  attaining  this  end  may  be  either  a  cooling  tower  or  a  spray  pond,  the 
former  consisting  of  an  elevated  wooden  structure  of  V-troughs  or  wood  baffles  so 
arranged  that  water  fed  to  top  will  descend  by  gravity  over  a  widespread  surface,  drip- 
ping from  trough  to  trough,  or  baffle  to  baffle;  the  object  being  to  afford  a  large  area  for 
exchange  of  heat  from  water  to  air,  and  facilitate  evaporation.  The  cooling  of  water  in 
a  tower  or  spray  is  effected  in  three  ways:  first,  by  the  practically  negligible  effect  of 
radiation;  second,  by  the  absorption  or  conduction  of  heat  by  the  surrounding  air,  pro- 
ducing from  one-fifth  to  one-third  of  the  cooling  effect;  and  lastly  by  evaporation.  When 
evaporation  is  rapid,  water  can  actually  be  cooled  below  the  prevailing  atmospheric 
temperature,  but  any  excessive  evaporation  of  course  reduces  the  percentage  of  recovery 
and  increases  the  mineral  content,  an  undesirable  but  often  unavoidable  feature. 
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It  hafi  already  been  stated  that  the  evaporation  of  water  requires  approximately 
1000  heat  units,  the  rapidity  of  evaporation  being  determined  by  the  temperature  of 
the  water  and  the  vapor  tension  of  the  air  in  immediate  contact.  Ordinary  air  is  not 
saturated,  and  even  when  saturated  air  is  used,  its  contact  with  the  warm  water  of  the 
tower  or  spray  will  increase  its  temperature,  at  the  same  time  allowing  it  to  absorb 
additional  vapor  and  thus  rendering  the  cooling  cycle  more  or  less  independent  of  climatic 
conditions.  From  these  facts  it  is  evident  that  there  are  two  essentials  in  cooling  tower 
design;  first,  to  present  a  large  surface  of  water  to  air;  and  second,  to  provide  for  bring- 
ing constantly  into  contact  with  this  surface  the  largest  possible  volume  of  new  air 
with  a  minimum  expenditure  of  energy. 

The  exact  quantity  of  air  necessary  to  effect  maximum  cooling  may  be  computed 
from  theoretical  considerations,^  and  is  so  computed  in  scientific  cooling-tower  design. 
In  spray-pond  system,  provided  sprays  are  not  too  closely  spaced,  the  presence  of  a 
maximum  quantity  of  air  may  be  considered  at  all  times,  giving  a  pond  layout  an  advan- 
tage equal  to  that  of  the  draught  obtained  in  a  tower,  especially  if  the  pond  site  is  in  a 
comparatively  open  location.  Another  obvioiis  advantage  of  the  spray  pond,  where 
spray  nozzles  are  properly  designed  for  service  head,  is  the  production  of  a  finer  mist 
than  is  possible  with  a  gravity-drop  tower,  affording  greater  surface  contact  (heat 
absorption)  and  a  greater  percentage  of  evaporation  (cooling  effect). 

The  accompanying  tables  ^  show  the  theoretical  volumes  of  air  required  for  cooling 
under  different  temperature  conditions  based  on  the  formula  below  and  also  the 
amount  of  water  evaporated.  The  final  table  (page  315)  shows  the  actual  results 
obtained  in  practice  by  the  Spraoo  cooling  system,  much  employed  in  refinery  practice. 

Kent  gives  the  following  method  of  calculation  of  the  air  supply  for  cooling  tower: 

Let  Ti  and  Tt  be  the  temperatures  of  the  water  entering  and  leaving;  ti  temper- 
ature of  the  air  supply;  z  its  relative  humidity;  U,  temperature  of  the  air  leaving; 
fiiimt,  pounds  of  moisture  in  one  pound  of  saturated  air  at  temperatiu^  ^i,  it]  ei,  et, 
total  heat,  B.t.u.,  above  32^  F.  per  pound  of  water  vapor  at  temperatures  ti,^«;  A  — 
pounds  of  air  supplied  per  pound  of  entering  water.    All  temperatures  are  in  degrees  F. 

Then,  for  each  1  pound  of  water  entering  the  tower  the  heat  (B.t.u.)  carried  in  is: 
by  the  water,  Ti— 32;  by  the  air,  0.2375  ii(<i— 32)+iimi6i2.  The  heat  carried  out  is: 
by  the  water,  [l-(m,-m,2)lX  (7,-32);  by  the  air,  0.2376  A ((,-32)+ A  (m,c,). 
Neglectin  loss  by  radiation,  the  heat  carried  into  the  tower  equals  the  heat  leaving 
it.    Equating  these  quantities  and  solving  for  A  we  have: 

^^Ti-Tt+imt-rmzX  Tt  -32)' 
0.2S75(tt-ti)-\-mtet-mi€iZ  ' 

Values  of  €i  or  et 

Temperature,  degrees  F 50  70  80  84  88  92 

B.t.u 1081.4     1090.3     1094.8    1096.6     1098.3     1100.1 

Temperature,  degrees  F 94  98  102  104  108  112 

B.t.u 1101.0    1102.7    1104.5     1106.4     1107.1     1108.9 

Water  evaporated  in  a  cooling  tower. — ^The  following  tables  give  the  values  of 
(m, -.111,2)  per  pound  of  air  in  the  cooling-tower  formula.  Multipljring  these  values 
by  the  number  of  pounds  of  air  per  pound  of  water  for  the  given  conditions,  will  give 
the  amoimt  of  water  evaporated,  or  make-up  water  required  with  surface  condensers, 
per  pound  of  the  inflowing  water. 

t  Kent.  MechAnieia  Engiiieera'  Pockctbook  (p.  1080). 
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Pounds  of  Air  per  Pound  of  Circulating  Water 
Outflowing  air  saturated 


Ti  =  100° 

^=50° 

70° 

80° 

< 

Tt    /, 

z  =  0.5 

0.7 

0.9 

0.5 

0.7 

0.9 

0.5 

0.7 

0.9 

92 

0.739 

0.767 

0.798 

0.962 

1.044 

1.175 

1.144 

1.382 

1.755 

70       88 

0.846 

0.884 

0.926 

1.124 

1.278 

1.482 

1.428 

1.831 

2.562 

84 

0.975 

1.026 

1.083 

1.366 

1.604 

1.944 

1.850 

2.598 

4.394 

92 

0.508 

0.527 

0.547 

0.644 

0.713 

0.800 

0.783 

0.939 

1.187 

80 

88 

0.580 

0.605 

0.632 

0.767 

0.869 

1.004 

0.971 

1.239 

1 .  725 

84 

> 

0.665 

0.699 

0.737 

0.927 

1.086 

1.312 

1.253 

1.751 

2.947 

92 

0.280 

0.287 

0.297 

0.348 

0.382 

0.424 

0.422 

0.496 

0.6K« 

90 

88 

0.313 

0.326 

0.338 

0.409 

0.460 

0.527 

0.514 

0.647 

0.88£ 

84 

0.356 

0.372 

0.390 

0.491 

0.569 

0.680 

0.655 

0.904 

1.500 

Ti « 110° 

/,  =  50° 

70° 

90° 

102 

0.710 

0.729 

0.750 

0.838 

0.898 

0.966 

1.135 

1.388 

1.790 

70 

98 

0.804 

0.829 

0.856 

0.975 

1.056 

1.155 

1.406 

1.821 

2.596 

94 

0.915 

0.948 

0.983 

1.144 

1.260 

1.403 

1.796 

2.543 

4.395 

102 

0.546 

0.561 

0.576 

0.644 

0.688 

0.739 

0.868 

1.055 

1.358 

80 

98 

0.617 

0.636 

0.655 

0.746 

0.807 

0.880 

1.071 

1.382 

1.962 

94 

0.700 

0.724 

0.751 

0.873 

0.960 

1.067 

1.364 

1.898 

3.312 

102 

0.383 

0.392 

0.402 

0.449 

0.478 

0.512 

0.600 

0.726 

0.926 

90       98 

0.430 

0.442 

0.455 

0.517 

0.558 

0.606 

0.736 

0.942 

1.328 

94 

0.484 

0.501 

0.518 

0.602 

0.659 

0.730 

0.931 

1.311 

2.229 

Tx  =  120° 

^  =  50° 

70° 

90° 

112 

0.651 

0.663 

0.677 

0.732 

0.767 

0.806 

0.894 

0.007 

1.155 

70      108 

0.733 

0.749 

0.766 

0.839 

0.886 

0.939 

1.061 

1.227 

1.458 

104 

0.828 

0.849 

0.871 

0.967 

0.031 

1.104 

1.278 

1.530 

1.918 

112 

0.533 

0.544 

0.554 

0.599 

0.627 

0.656 

0.729 

0.820 

0.938 

80^ 

108 

0.599 

0.612 

0.625 

0.687 

0.722 

0.764 

0.863 

0.996 

1.180 

104 

0.675 

0.692 

0.710 

0.787 

0.838 

0.896 

1.037 

1.246 

1.548 

112 

0.416 

0.423 

0.432 

0.468 

0.487 

0.510 

0.565 

0.633 

0.721 

90 

108 

0.465 

0.475 

0.485 

0.531 

0.558 

0.590 

0.666 

0.765 

0.902 

104 

0.522 

0.535 

0.548 

0.607 

0.645 

0.688 

0.796 

0.947 

1.178 
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Weighl  of  Water  Vapor  Mixed  with  1  Pound  of  Air  at  Atmospheric  Presntre 

Full  saturation 


De- 

Mois- 

De- 

Mois- 

De- 

Mois- 

De- 

Mois- 

De- 

Mois- 

grees 

ture, 

grees 

ture, 

grees 

ture, 

grees, 

ture, 

grees 

ture, 

F. 

pound 

F. 

pound 

F. 

poimd 

F. 

pound 

F. 

pound 

32 

0.00374 

54 

0.00874 

76 

0.01917 

98 

0.04002 

120 

0.08099 

34 

.00406 

56 

.00940 

78 

.02064 

100 

.04270 

122 

.08629 

36 

.00439 

58 

.01012 

80 

.02200 

102 

.04555 

124 

.09193 

38 

.00475 

60 

.01089 

82 

.02353 

104 

.04858 

126 

.09794 

40 

.00514 

62 

.01171 

84 

.02517 

106 

.05182 

128 

.10437 

42 

.00565 

64 

.01269 

86 

.02692 

108 

.05527 

130 

.11123 

44 

.00600 

66 

.01353 

88 

.02879 

110 

.05893 

132 

.11855 

46 

.00648 

68 

.01463 

90 

.03077 

112 

.06281 

134 

.12637 

48 

.00699 

70 

.01557 

92 

.03288 

114 

.06695 

136 

. 13473 

50 

.00753 

72 

.01669 

94 

.03511 

116 

.07134 

138 

. 14367 

52 

.00812 

74 

.01789 

96 

.03750 

118 

.07601 

140 

.15324 

Pounds  Water  Evaporated  per  Pound  of  Air 


^=50° 

70° 

80° 

Tx  =  100° 

2=0.5 

0.7 

0.9 

0.6 

0.7 

0.9 

0.5 

0.7 

0.9 

<i« 

92 

88 
84 

0.02912 
.02503 
.02141 

0.02761 
.02352 
.01990 

0.02610 
.02201 
.01839 

0.02610 
.02101 
.01739 

0.02198 
.01789 
.01427 

0.01887 
.01478 
.01116 

0.02188 
.01779 
.01417 

0.01748 
.01339 
.00977 

0.01308 
.00899 
.00537 

Ti-llO*' 

/i=50*' 

70° 

90° 

t«  = 

102 
98 
94 

0.01479 
.03626 
.01336 

0.04028 
.03476 
.02984 

0.03887 
.03324 
.02833 

0.03777 
.03224 
.02733 

0.03465 
.02912 
.02421 

0.03154 
.02601 
.02110 

0.03017 
.02464 
.01972 

0.02402 
.01848 
.01357 

0.01785 
.01232 
.00741 

Ti  =  120** 

/i=50'* 

70° 

90° 

t>- 

112 
108 
104 

0.05905 
.05161 
.04482 

0.05754 
.05000 
.04331 

0.05603 
.04845 
.04180 

0.05503 
.04749 
.04080 

0.05191 
.04437 
.03768 

0.04880 
.04126 
.03457 

0.04743 
.03989 
.03320 

0.04127 
.03373 
.02704 

0.03511 
.02757 
.02088 
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DmMeSpruy  System  at  Middle  West  OU  Refinery 
A  typical  September  day 


Temperature  op 

Water 

Temperar 

ture  air, 

degrees  F. 

Relative 

himniditv, 

percent 

Total 

cooling, 

degrees  F. 

Wet  bulb 

Hour 

Before 
spraying, 
degrees  F. 

After 

second 

spraying, 

degrees  F. 

tempera- 
ture, 
degrees  F. 

7  a.m. 

61 

68 

102 

68 

34 

55 

8  a.m. 

65 

56 

102 

68 

34 

56 

9  a.m. 

74 

43 

105 

68 

37 

60 

10  a.m. 

78 

39 

107 

68 

39 

62 

11  a.m. 

82 

39 

110 

69 

41 

65 

12  noon 

86 

42 

113 

69 

44 

69 

1  p.m. 

87 

45 

115 

70 

45 

71 

2  p.m. 

86 

50 

116 

70 

46 

72 

3  p.m. 

87 

48 

112 

71 

41 

72 

4  p.m. 

88 

43 

123 

72 

51 

71 

5  p.m. 

80 

41 

121 

73 

48 

71 

6  p.m. 

87 

46 

120 

74 

46 

71 

7  p.m. 

85 

50 

120 

74 

46 

71 

8  p.m. 

83 

56 

119 

75 

44 

71 

9pjn. 

82 

58 

120 

75 

45 

71 

10  p.m. 

80 

64 

122 

75 

47 

71 

11  p.m. 

79 

68 

122 

76 

46 

71 

12  mid. 

77 

71 

119 

75 

43 

70 

1  a.m. 

76 

74 

117 

76 

41 

70 

2  a.m. 

74 

82 

115 

75 

40 

70 

3  a.m. 

72 

86 

114 

75 

39 

69 

4  a.m. 

71 

86 

111 

75 

36 

68 

5  a.m. 

71 

86 

110 

74 

36 

68 

6  a.m. 

70 

86 

111 

73 

38 

67 

VI.  FIRE-FIGHTING  EQUIPMENT 

This  subject  may  be  treated  under  two  general  headings,  subdivided  as  follows: 

1.  Preventive  or  fixed  equipment. 

(a)  Structural  or  mechanical  devices. 
(6)  Electrical  discharge  dissipators. 
(c)  Water,  steam,  and  solution  lines. 

2.  Fire-fighting  or  movable  equipment. 

(a)  Mechanical  accessories. 
(6)  Chemical  engines, 
(c)  Solutions. 

Under  the  first  division  (a)  may  be  included  as  permanent  structural  items:  dikes, 
fire  walls,  traps,  and  all  fireproof  construction  already  discussed  in  preceding  chapters. 
Fixed  mechanical  devices  include  special  tank  gas-relief  valves,  packed  sleeves  for  swing 
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lines,  ga»-tight  windlass  boxes,  etc.;  automatic  self -closing  gage  nipples,  manplates, 
lantern  roofs,  doors,  shutters,  etc.;  and  for  hot-oil  lines,  expansion  joints,  pipe  bends 
and  swings.  Of  the  many  forms  of  tank  protective  sjrstems,  particulariy  applicable 
to  storage  tanks  with  wooden  roofs,  the  Cunningham  is  perhaps  the  best  known.  The 
principle  employed  is  first  to  make  the  tank  roof  effectually  gas-tight  by  the  use  of 
adhesive  plastic  cement  in  the  sheet  seams  (employing  a  special  joint  between  roof 
and  shell) ;  second,  to  conduct  gases  arising  from  the  surface  of  the  oil  by  means  of  a 
4-inch  pipe  in  the  roof  of  the  tank  to  a  point  outside  of  the  tank  dike;  and  finally  to 
bond  the  roof  electrically  to  the  shell  and  thoroughly  groimd  the  tank  itself.  Special 
gas-tight|  self-closing,  roof  hatches  are  included  as  a  part  of  the  system,  which,  it  will 
be  noted,  is  a  ^combination  of  mechanical  preventives  and  an  electrical  discharge  dis- 
sipator,  the  idea  being  to  prevent  ignition  by  allowing  the  escape  of  gases  and  vapors 
only  through  the  line  mentioned,  and  then  at  a  sufficiently  safe  distance  from  the  tank, 
with  the  outlet  further  safeguarded  with  back-flash  screens.  The  electrical  bonding 
of  the  roof  and  shell  of  the  tank  and  the  grounding  of  the  latter  are  intended  to  prevent 
the  accumulation  of  a  static  charge  which  might  cause  a  spark  and  ignite  the  contents. 
A  gate  valve  or  stop  cock  is  placed  in  the  vent  pipe  on  the  inside  of  the  dike  wall,  so  that 
gas  may  be  shut  off  in  case  it  becomes  fired  at  the  end  of  the  vent.  The  tank  roof  is 
electrically  bonded  to  the  side  sheets  by  heavy  galvanized  iron  wires  running  from  the 
apex  of  the  roof  over  the  galvanized  sheeting  to  side  sheets.  The  tank  is  itself  electric- 
ally grounded  by  inch  pipes,  placed  180**  apail,  attached  to  the  sheQ  and  driven 
to  a  suitable  depth  and  imbedded  in  moist  charcoal. 

The  grounding  of  an  all-steel  tank  is  not  as  simple  as  it  may  appear,  it  being  particu- 
larly difficult  to  effect  complete  electrical  dissipation  through  sandy  soil.  This  may 
easily  be  proved  by  testing  with  an  electroscope  the  end  of  an  active  pumping  line 
which  has  been  buried  in  such  soil  even  to  considerable  depth.  It  will  often  be  found 
that  the  leaves  of  the  instrument  diverge.  Plates  of  steel  6  inches  in  width,  riveted 
to  the  tank  shell  and  driven  10  feet  into  the  ground  have  offered  thousands  of  ohms 
resistance  to  an  electrical  discharge,  so  that  where  possible,  grounding  pipes  should  be 
driven  to  a  moist  stratum.  Other  electrical  dissipation  schemes  include  a  network  of 
wires  with  drawing  points  strung  inunediately  above  the  tank;  but  it  is  believed  that  a 
thoroughly  tight  roof  and  a  well-groimded  shell  are  equal  to  all  other  schemes  for  tank 
fire  prevention. 

Other  mechanical  devices,  such  as  the  lantern  type  of  agitator  roof  previously 
illustrated,  and  metal  clad  self-closing  fire  doors  (particularly  serviceable  for  receiving 
and  pump  houses)  all  find  needed  application  in  refinery  construction;  while  the  proper 
provision  for  expansion  in  pumping-out,  flow,  and  vapor  lines  constitutes  a  high  type 
of  preventive  fire-fitting  equipment. 

For  extinguishing  an  incipient  blaze  or  flash,  or  fighting  a  fire  that  has  ^read,  a 
series  of  water,  steam,  and  chemical  solution  lines  should  be  laid  out  in  a  systematic 
manner  over  the  entire  plant.  The  first-named  are  to  be  tapped  to  h^'drants  at  stra- 
tegic points,  the  second  connected  to  all  tanks,  buildings,  etc.,  and  the  third  at  least 
to  all  light-oil  tanks  (preferably  all  tanks\  and  further  provided  with  attachment  plugs 
at  important  centers.  With  respect  to  water  fire  lines,  the  same  should  be  fitted  up 
with  extra  heavy  connections  throughout,  and  should  be  continuous  in  circuit  without 
a  dead  end.  The  line  should  be  connected  to  separate  high-pressure  steam  fire  pumps, 
the  latter  preferably  located  in  the  boiler  house  for  a  small  plant,  or  in  a  separate  build- 
ing at  some  central  locat  ion  for  one  of  larger  size.  The  pumps  are  to  be  used  exclusively 
for  fire  fighting.  All  tanks,  stills,  agitators,  etc.,  as  well  as  the  refinery  buildings  them- 
sdves.  should  be  equipped  with  steam  fire  lines  of  adequate  size.  The  latter  are  to  be 
controlled  by  individual  valves  in  prominently  located  groups,  with  the  number  of 
the  tank,  agitator,  or  building  stenciled  alongside  in  bri^t  red  characters.* 
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In  regard  to  lines  and  equipment  for  handling  chemical  fire-extinguishing  solutions, 
the  foamite  system,  as  it  is  now  installed  in  refineries,  may  be  considered  typical,  and 
will  therefore  be  described  in  some  detail.    It  includes  as  principal  features:  two  tanks 
for  holding  the  reacting  solutions,  10,000  to  50,000  gallons  in  capacity  (the  size  depends 
on  number,  dimensions  and  type  of  the  tanks  to  be  served) ;  a  high-pressure  twin  duplex 
pump  for  handling  the  solutions;  and  a  double  systclbi  of  distributing  lines  to  the  various 
tanks,  agitators,  etc.,  supplied.    The  solution  tanks,  preferably  of  white  cedar)  steel  can- 
not be  used  for  the  "  A  "  or  aluminum  sulphate  solution),  are  erected  at  a  central  point, 
close  to  the  fire  pump  house,  where  the  foamite' pump  may  be  conveniently  located; 
or  when  the  latter  is  placed  in  the  boiler  house  then  the  tanks  should  be  adjacent 
thereto.    The  twin  duplex  pump  is  fitted  with  liquid  ends  of  equal  size,  so  that  both  fluids 
wiU  be  discharged  in  the  same  quantity,  and  is  preferably  of  steam  type,  although  a 
variable-speed  motor-driven  unit  is  permissible.     The  pump  in  each  instance  is  mani- 
folded to  the  solution  tanks,  mixing  dump  tank  (employed  to  first  dissolve  chemicals), 
water  supply  and  discharge  mains,  with  provision  for  air  agitation  throughout  the 
system.    The  distributing  lines  diverge  from  the  mains  at  convenient  points  to  supply 
the  various  tanks,  individual  twin  lines  for  the  larger  tanks,  and  a  manifold  rack  for 
the  smaller  sizes.   The  lines  unite  in  mixing  chambers  which  are  hung  on  the  sides  of 
the  sheUs  and  discharge  into  tanks  at  the  roof  edge.    (Ik)ntrol  valves  are  located  at 
the  origin  of  branch  lines,  while  hose  attachment  plugs  are  stationed  at  convenient 
points,  the  latter  discharging  separate  fluids  through  parallel  hose  up  to  the  distribu- 
ting nozzle.    The  illustration,  Fig.  12,  page  21,  gives  a  clear  idea  of  a  typical  layout. 
Other  forms  of  installation  include  mixing  columns  for  large  tanks  or  reservoirs,  auto- 
matic release  devices  for  small  tanks,  sprinkler  systems,  etc.,  but  space  does  not  permit 
their  discussion.    Somewhat  similar  distributing  systems  for  solutions  other  than 
foamite  have  been  employed  in  this  country  with  varying  success,  but  as  they  differ 
little  in  principle,  further  comment  is  unnecessary.     Before  the  advent  of  chemical 
solutions  for  fire-fighting,  fire-suction  lines  were  employed  in  many  of  the  larger  plants; 
these  comprised  large-sized  lines  hooked  up  to  special  pumps  for  quickly  empt3ring  the 
tanks  in  case  of  fire.     Such  lines  were  often  connected  at  the  top  of  agitators,  etc.,  so 
that  when  water  was  pumped  in  at  the  bottom  the  fire  could  be  confined  to  the  upper 
portion,  and  the  damage  sustained  by  the  top  rings  only,  as  much  oil  being  pumped 
out  through  the  fire  suction  in  the  meantime  as  possible. 

In  movable  equipment  for  fighting  refinery  fires  many  mechanical  accessories  are 
used,  such  items  as  hose,  hose-carts,  nozzles,  shovels,  picks,  etc.,  being  sufficiently 
familiar  to  require  little  mention.  Other  items  not  as  widely  recognized  include  valve 
forks,  consisting  of  a  long  T-handled  extra  heavy  pipe  section  terminating  in  a  two- 
pronged  fork  by  which  a  valve  wheel  can  be  turned  at  a  distance  of  20  feet  or  more; 
bevel-geared  forks  for  turning  valves  inaccessible  to  straight  forks,  hooks,  long-socket 
wrenches,  cannon  for  firing  solid  shot,  barrier  shields  for  allowing  near  approach,  pro- 
tecting helmets,  etc.,  etc.  All  of  these  are  desirable  and  useful  equipment  for  fire  fighting. 

Refineries  also  employ  chemical  engines  in  the  form  of  small  hand  piunps  for  ejecting 
pyrene  (carbon  tetrachloride),  carbonic-acid  hand  extinguishers  of  soda-acid  type, 
acting  automatically  upon  inversion,  foamite  pails,  consisting  of  an  outer  cylinder 
for  the  bicarbonate  foamite  solution  and  an  inner  for  the  aluminum  sulphate  (fluids 
uniting  as  thrown)  and  the  large  soda-acid  or  foamite  units  mounted  on  wheels.  The 
particular  t3rpe  of  apparatus  and  number  of  units  depend  on  the  size  of  the  plant,  allow- 
able investment  and  individual  preference.  In  general,  pyrene  guns  are  suggested  for 
office,  chemical  laboratory,  and  aroimd  electrical  machines;  while  hand  extinguishers  of 
the  soda-acid  type  located  at  easily  accessible  points  in  the  various  buildings  are  very 
desirable  as  emergency  units.  For  service  about  stills,  foamite  extinguishers  of  hand 
or  pail  type,  the  latter  especially  for  incipient  flashes  of  broad  area,  will  be  found  of 
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great  value  in  obtaming  an  eaiiy  control  over  fixe.  Hie  larger  chemical  mgineB  are 
desirable  for  plants  not  fully  protected  by  standard  foamite  instaUationSy  for  detached 
structures  in  general,  or  for  obtaining  a  quick  control  over  open  fires  instead  of 
starting  a  large  service  pump  and  filling  the  main  lines  with  solutions. 

Of  the  various  substances  proposed  from  time  to  time  for  extinguishing  oil  fires, 
sand,  carbon  tetrachloride  and  aqueous  solutions  generating  a  heavy  blanket  of  foam 
saturated  with  carbonic-add  gas  have  proved  the  most  efficacious  in  refinery  practice. 
Sand  is  exceeding^  useful  for  extinguishing  small  incipient  flashes  around  still  heads, 
mannecks^  safety  valves,  etc.,  and  drums  of  sand  should  be  kept  in  the  rear  of  stills 
and  on  the  bridge  above,  at  convenient  points  for  such  purpose.  Carbon  tetrachloride 
as  used  in  pyrene  guns  is  a  desirable  solution  for  extinguishing  small  biases  in  laboratory 
and  office,  since  it  leaves  neither  residue  nor  stain.  For  flaming  arcs,  caused  by  cross 
circuits,  or  other  electrical  fires  where  water  or  any  aqueous  solution  would  be  likely 
to  cause  addititnial  trouble,  it  is  also  hi^y  efficient. 

Tank  fires^  particularly  where  the  roof  has  been  Mown  off  in  the  fint  explosion  and  the 
fire  is  unoonfined,  and  in  general,  large  oQ  fires,  of  an  open  nature,  yield  only  to  a  blanket 
of  carbonic-acid  foam.  Steam  can  be  used  with  assured  success  under  an  absolutely  tight 
roof  and  generally  with  little  chance  of  failure  under  a  moderately  ti^t  roof;  but  it  is  of 
Uttie  value  when  the  latter  is  destroyed,  for,  as  in  the  case  of  sulphur  dioxide,  sulphur 
diehloride,  and  other  non-combustible  productB,  volatilisation  is  effected  by  the  intense 
heat  before  smothering  can  take  place.  Carbonic-add  foam,  on  the  other  hand,  resists 
the  action  of  heat  to  such  a  degree  that  when  properly  distributed  in  proportion  to  the 
exposed  area,  the  flame  is  completely  vanquished  in  a  few  moments'  time.  Any  soluble 
acid  salt  will  liberate  carbonic  acid  from  bicarbonate  of  soda,  but  to  build  up  a  strong 
lasting  foam  is  another  matter.  Solutions  of  i^ue  or  other  viscous  products  have  been 
used  with  success,  but  such  solutions  are  very  prone  to  bacterial  decomposition  and 
therefore  the  strength  of  foam  produced  is  an  uncertainty  after  the  solutions  are  a  few 
wedcs  old,  particularly  in  summer  weather.  Various  preservatives,  such  as  boric 
add,  naphthol,  arsenious  oxide,  etc.,  have  been  added  to  such  solutions  to  prevent 
decomposition,  while  g^cerine,  quillaia  bark,  and  saponin  have  been  employed  for 
refdacing  ^ue  stock.  None  of  these  mixtures,  however,  has  appeared  to  give  such 
general  satisfaction  as  foamite,  a  proprietary  concentrated  waste4icorice  extract, 
which  is  unaffected  by  temperature  changes  and  does  not  suffer  bacterial  decompo- 
sition. Typical  formulae  employed  in  the  foamite  system  are  as  follows: 

Sobaian  A  Solution  B 

Aluminum  sulphate,  13  p«r  cent  Sodium  bicarbonate,  8  per  cent 

Water 87  per  cent  Foamite 3  per  cent 

Water 89  per  cent 

Equal  volumes  of  the  above  solutions,  when  mixed,  will  produce  ei^t  times  the 
combined  volumes  of  the  liquids  in  foam,  which  expands  and  spreads  rapidly  over  the 
surface  of  a  burning  liquid,  and  yet  does  not  break  down,  each  bubble  being  a  hig^ 
n<m-conductor  of  heat.  On  account  of  its  relatively  small  water-content,  foam  pro- 
duced as  described  above  is  probably  the  least  injurious  of  all  fire-fitting  agendes, 
especially  considering  the  quantities  in  which  it  is  sometimes  used.  Upon  drying, 
nothing  is  left  but  a  white  dust,  which  may  be  easily  brushed  off;  and  in  the  case 
of  oil,  the  foam  finally  sinks  through  the  oil  like  so  much  water,  and  may  be  drained 
off  from  the  bottom. 

With  respect  to  defidencies  affecting  the  insurance  rate,  mention  has  already  been 
made  of  minimum  tank  and  building  spacing  distances,  undesirability  of  wooden  roofs, 
wooden  stairs,  exposed  hatches,  etc.,  and  insufficient  dike  capadty.    These  are  struo- 
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tural  faults  that  should  obviously  have  been  avoided  during  plant  erection.  After 
the  proper  deficiency  charges  have  been  computed,  and  deductions  allowed  according 
to  the  daas  of  oil  carried,  credits  are  figured  on  following  basis.  ^ 

CredUs  {Preventive) 

Per  cent 

a.  If  entire  premises  are  enclosed  by  tight  fence  at  least  6  feet  high 2 

6.  Double  hydrants  within  300  feet  of  all  parts  of  tanks  (or  group)  on  not  lees  than 
6-inch  circulating  main,  or  on  branch  main  not  less  than  4  inches  and  not  longer 
than  300  feet,  laid  below  frost  level  where  necessary,  with  water  supply  (imless 
with  steamer  service)  sufficient  to  maintain  a  pressure  of  not  less  than  30 
pounds,  allowing  a  full  flow  through  a  2}-inch  outlet;  with  not  less  than  300 
feet  of  standard  2}-inch  hose  and  1-inch  nossle,  wrenches,  etc.,  located  on 
premises  or  in  public  fire  department  house  within  \  mile 5 

c.  Watchman  registering  hourly  rounds  on  approved  watch  clock,  nights,  Sundays 

and  holidays,  and  at  all  other  times  when  plant  is  not  in  operation  or  open  for 

business '. deduct      5 

(Not  cumulative  with  d.) 

d.  Watchman  registering  hourly  rounds  nights,  Sundays  and  holidays,  and  at  all 

other  times  when  plant  is  not  in  operation  or  open  for  business,  with  an 
approved  combination  watch  and  fire-alarm  system  reporting  to  central  station 
maintaining  runners'  service  for  ascertaining  causes  of  delinquencies. . . .  deduct    10 

(If  without  approved  fire-alarm  system  with  fire  alarm  at  each  watch  box,  reduce 
credit  d  2  points.) 

CredUs  (Extinguishers) 

To  be  deducted  from  estimate  after  other  credits  have  been  allowed. 
a.  Steam  jet  in  top  of  tank,  fed  by  pipe  of  adequate  size,  but  not  less  than  2  inches, 

with  steam  available  at  all  times,  approved  arrangement 10 

Note. — Steam  should  be  run  into  tanks  if  lightning  storm  is  impending. 

5.  Approved  foam  chemical  extinguisher  system  with  solutions  in  storage  tanks  of 

adequate  capacity  and  with  approved  pumping  facilities 20 

Increase  credit  b,  5  points  if  there  is  no  wood  in  tank  roof  or  supports. 

Note. — When  all  tanks  of  a  group  are  not  protected  as  above,  prorate  credits 
a  and  (or)  h  according  to  number  of  tanks  so  protected. 


REFINERY  OPERATION 

I.    GENERAL  MANAGEMENT 

In  the  operation  of  refineries  there  is  considerable  variation  as  to  the  methods  em- 
ployed, these  obviously  depending  on  the  size  of  the  plant  and  on  the  general  business 
policy.  Almost  invariably  a  corporation  form  of  control  is  chosen,  although  small 
skimming  plants  are  often  practically  owned  by  one  man  who  exercises  the  functions  of 
president,  sales  manager,  and  superintendent.  In  plants  of  slightly  larger  size,  or  where 
a  president  has  been  elected  as  an  expression  of  stock  control,  active  management  often 
devolves  on  a  vice-president.    The  latter  frequently  serves  as  sales  manager  and  secre- 

1  Selected  from  Rules  for  Ettimating  the  Fire  Haiard  of  Qil-tanlu  and  Stille,  Kansas  Rating 
Bureau,  1019. 
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tary,  being  aided  by  one  or  two  office  assistants  and  a  superintendent  in  charge  of  the 
plant  proper.  In  small  plants,  where  there  are  many  diversified  sales  and  considerable 
office  correspondence,  the  president  (or  vice-president  where  the  former  is  inactive) 
usually  functions  as  general  manager,  handling  the  sales  direct,  and  overseeing  the 
refining  policy  in  a  general  way.  The  details  of  the  refining  are  entrusted  to  a  superin- 
tendent. Correspondence  of  a  general  nature,  purchasing  of  supplies,  credits  and 
collections  are  handled  by  an  elected  secretary,  who  also  serves  as  treasurer,  in  plants  of 
this  class.  Such  a  form  of  organization  also  includes  an  appointed  sales  manager  and 
an  elected  treasurer  where  development  of  business  warrants  such  a  course,  this  arrange- 
ment being  typical  for  the  average  moderate-sized  plant.  In  the  noajority  of  refineries  of 
this  nature  which  are  essentially  one-  or  two-man  institutions,  the  directors  are  mostly 
officers  of  the  company.  The  board,  as  such,  generally  exercises  little  action  other 
than  to  conform  with  the  legal  requirements  of  the  corporation's  franchise.  The  real 
authority  lies  with  the  president  (or  vice-president)  and  general  manager.  Organiza- 
tion on  this  order  is  illustrated  in  tabular  form  as  follows: 


Oisanlatkm  Autbocitj 
Stockholders 


dminiitrative  Aatboritj 
Directoia 


Bat.  Cats 


Fia.  148. — Small  Refinery  Management 


In  the  next  higiher  stage  of  development,  the  directors  usually  exert  a  considerable 
voice  in  the  affairs  of  the  company,  although  the  president,  vice-president,  secretary 
and  treasurer  may  be  sufficiently  heavy  stockholders,  as  is  frequently  the  case,  to  con- 
trol their  election  and  direct  the  general  policy.  Matters  of  moment,  however,  aie 
decided  by  board  action,  and  authority  in  general  is  more  delegated  as  the  size  of  the 
plant  increases  on  the  sales  policy  expands.  When  the  general  or  sales  officers  are  located 
at  a  distance  from  the  refinerj',  or  where  the  company  operates  more  than  one  plant, 
a  general  superintendent  is  usually  appointed  who  exercises  control  over  the  local 
plant  superintendents  in  all  matters  pertaining  to  process  and  construction,  he  being 
himself  responsible  to  the  general  manager  of  the  organization.  In  a  still  larger  scale 
of  operations  authority  in  all  matters  pertaining  to  plant  control  is  often  vested  in  a 
refinery  numager,  especially  when  the  plant  is  remote  from  the  genend  offices.    TTiia 
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official  is  often  responsible  for  the  crude  supply,  as  well  as  for  the  quality  of  the  finished 
products,  refining  costs  and  general  plant  upkeep.  He  is  usually  aided  by  a  super- 
intendent in  direct  charge  of  process  and  plant  labor.  The  chief  clerk  is  in  charge  of 
costs,  statistics  and  local  office  force.  The  purchasing  of  supplies  is  often  a  function 
of  the  refinery  manager  and  a  certain  responsibility  for  car  records  is  demanded  from 
his*  office;  but  the  traffic  manager  himself  is  always  located  in  the  general,  or  sales 
offices,  and  is  responsible  only  to  the  sales  manager.  As  the  extent  of  operations 
increases,  or  where  the  president  has  many  executive  duties,  the  refinery  manager  is 
usually  responsible  to  an  officer  of  the  corporation  with  the  title  of  "  vice-president  in 
diarge  of  refining."  A  vice-president  in  charge  of  sales  exercises  equal  authority  in 
matters  pertaining  to  his  department.  In  the  very  large  corporations  there  is  often 
a  manufacturing  board,  formed  of  the  various  managers  and  technical  heads  with  a 
vice-president  of  the  company  as  chairman.  Such  a  group  passes  on  refining  costs, 
new  processes  and  products,  and  matters  of  like  nature. 


OOrsanlzatSon  Aatbotity 
.Stockholders 


AdminiBtntive  Authority 
Dixecton 


Vice-President 
in  charareof 
production 
(Vice-President 
(  in  charge  of 
sales 


Pipe  line  Maaagvr 


Aasistant  Superintendent 
Process  Operation 
gtHiiiisn  foremsn 
Wax  plant  foreman 
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Fig.  149. — Large  Refinery  Management 
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Authority  within  a  plant  itself,  of  the  type  now  under  discussion,  is  usually  delegated, 
as  recently  stated,  to  a  superintendent  and  chief  clerk.  The  former  is  aided  by  an 
assistant  superintendent  in  charge  of  process  and  labor,  a  chemist  responsible  for  prooess 
pontrol  only,  and  a  master  mechanic  or  mechanical  superintendent  in  charge  of  repairs 
and  construction.  The  several  foremen  or  department  heads,  such  as  still  foreman, 
wax-plant  foreman,  head  treater,  etc.,  report  to  the  assistant  superintendent;  while 
the  engineers  and  shop  foremen,  head  boiler  maker,  head  machinist,  boss  pipe-fitter, 
etc.,  report  to  the  mechanical  superintendent.  The  accompanying  chart  gives  a 
comprehensive  idea  of  the  management  of  a  large  refinery,  delegated  through  the 
various  ofiicers  of  the  corporation  and  their  appointive  heads,  the  scope  of  authority 
within  the  plant  itself  being  shown  in  some  detail. 

In  a  plant  organised  as  above,  the  refinery  manager  generally  establishes  the  wage 
schedules  for  the  works,  labor  and  clerical  force,  while  the  superintendent  and  chief  clerk 
determine  the  actual  number  of  men  required  to  operate  their  departments.  Tike 
number  of  employees  in  different  plants  of  the  same  crude  capacity  will  vary  widely, 
according  to  the  nature  of  the  crude,  the  process  employed,  the  layout  and  physical 
condition  of  the  plant,  the  amount  of  o[>erating  and  construction  cost  data  required  by 
the  general  office,  to  say  nothing  of  the  personal  efficiency  equation  of  the  men  in  charge. 
While  it  is  obvious  that  no  fixed  rule  can  be  given  in  such  matters,  recent  developments 
in  the  petroleum  industry  have  demonstrated  that  considerably  reduced  forces  both 
in  plant  and  office  have  increased  rather  than  decreased  the  general  plant  efficiency. 

Because  a  large  plant  needs  an  assistant  superintendent  to  look  after  the  process 
and  a  mechanical  superintendent  for  construction  and  repairs,  it  does  not  follow  that 
such  organization  is  necessary  for  a  plant  of  moderate  size  where  the  department  for&- 
men  may  profitably  report  directly  to  the  superintendent.  Without  in  any  way  reflect- 
ing on  the  high-class  research  carried  out  in  many  of  the  larger  plants,  it  may  be  stated 
that  a  painstaking  accurate  tester  will  frequently  serve  a  plant  of  moderate  size  with 
more  efficiency  than  the  so-called  research  often  practiced,  which  in  reality  is  very 
frequently  the  rediscovery  by  a  technically  trained  man  of  facts  well-known  to  the  experi- 
enced refiner.  Again,  a  large  clerical  force  employed  in  collecting  and  compiling  data 
of  refining  costs  and  other  statistical  information,  more  or  less  ignored  in  the  sales 
campaigns,  adds  little  real  efficiency  to  plant  operation;  and  while  no  one  will  gainsay 
the  importance  of  accurate  cost  and  yield  data,  there  is  such  a  thing  as  over  systemati- 
zation.  In  times  of  profit  these  featiires  are  apt  to  pass  unnoticed,  but  they  are  the 
first  points  of  attack  in  periods  of  depression.  The  ideally  operated  plant  is  that  which 
runs  with  a  minimum  number  of  employees,  where  costs  can  be  determined  beforehand 
with  sufficient  accuracy  and  the  process  possesses  such  a  degree  of  flexibility  that  no 
large  quantities  of  unsalable  or  profitless  products  will  accmnulate.  Such  a  condition 
obviously  requires  a  well  laid-out  and  well  kept-up  plant,  as  well  as  an  exceedingly 
close  relation  between  operating  and  sales  departments. 

II.    GENERAL  REFINING  PROCESSES 

The  processes  employed  in  the  separation  of  the  various  constituents  of  crude 
petroleum  or  ''  crude,''  into  marketable  products  ^  are  many  and  varied,  and  while 
often  apparently  complex  in  nature,  can  be  ultimately  resolved  into  one  or  more  of 
the  basic  refining  methods  listed  below,  or  else  fall  under  the  head  of  allied  operations, 
such  as  blending,  compounding,  grease-making,  distiUing,  etc.  These  latter  are  not 
strictly  refining  processes  in  a  purely  technical  sense,  but  are  all  incidental  to  the 
general  operation  of  a  refinery. 

1  Gaaolinest  naphthas,  distillates,  kerosenes,  gas  oils,  neutrals,  paraffins,  wax,  cylinder  stock, 
coke,  etc. 
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Bcisic  OU-Refining  Methods 

(a)  Fractional  distillation.  (e)   Cold  settling. 

(5)  Chemical  treatment.  (/)    Decoloriiation. 

(c)  Cold  pressing.  {g)  Cracking. 

(d)  Fractional  fusion. 

Fractional  distillation,  distilling  or  "  stilling/'  as  it  is  often  termed,  maybe  defined 
as  the  separation  by  volatilization  of  one  group  of  petroleum  constituents  from 
another,  in  some  form  of  closed  apparatus,  by  the  aid  of  directly  or  indirectly  applied 
heat.  Except  in  the  case  of  a  few  unimportant  crudes,^  it  is  universally  practiced,  and 
is  the  most  important  art  in  the  whole  scope  of  refining.  Distilling  methods  may 
be  classified  according  to  the  following  tabulation: 

Fractional  Distiu^ation  Methods 

I.    Distillation  by  Dry  Heat 

(a)  Topping,  skimming  or  stripping: 

(1)  Crude  (overhead;  benzine,  distillate,  gas-oil),  to  reduced  crude,  fuel  oil,  tar. 

(6)  Coking: 

(1)  Crude  (overhead;  benzine,  distillate,  gas-oil,  paraffin  distillate)  to  coke. 

(2)  Reduced  crude  tar  (overhead;  distillate,  gas-oil,  paraffin  distillate)  to  coke. 

(3)  Paraffin  slop  (overhead;  gas-oil,  paraffin  distillate)  to  coke. 

(c)  Rerunning: 

(1)  Light  ends  (overhead;   turpentine  substitute,  naphtha)  to  distillate. 

(2)  Heavy  ends  (overhead;  burning  oil  distillate)  to  gas-oil. 

(d)  Sweetening: 

(1)  Sour  distillate  (overhead;  sweet  naphtha,  distillate)  to  gas  oil. 

(e)  Cracking: 

(1)  Gas-oil  (overhead;  converted  distillate,  benzine)  to  gas  or  fuel  oil. 

II.    Distillation  by  Steam 

(a)  Steam  stilling: 

(1)  Crude  benzine  (overhead;  gasoline,  naphtha)  to  distillate. 

(2)  Untest  distillate  (overhead;  benzine,  naphtha)  to  test  distillate. 

(&)  Reducing: 

(1)  Crude  (overhead;  benzine,  distillate,  gas-oil,  wax  distillate)  to  flux  steam- 

refined  stock. 

(2)  Reduced  crude  (overhead;   distillate,  gas-oil,  wax  distillate)  to  flux  steam- 

refined  stock. 

(3)  Pressed  distillate  (overhead;  gas-oil,  lubricating  cuts)  to  heavy  lubricating 

stocks. 

(4)  Overhead  lubricating  cuts  (overhead;  gas-oil,  lubricating  cuts)  to  light 

lubricating  stocks. 

(5)  Wax  distillate  (overhead;  gas-oil,  wax-oil)  to  fuel  oil. 

(6)  Wax  distillate  (overhead;  gas-oil)  to  reduced  wax  distillate. 

^Ccrtftin  "natural'*  lubrieating  cnideB  after  filtration  serve  as  light  engine  oils  or  general  lubri- 
eants.     They  are  few  in  number.  Smith's  Ferry  crude  being  a  typical  example. 
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(7)  Wax  distillate  and  rod  wax  (overhead;  distillate,  gas-oil)  to  petrolatum 
stock. 

(c)  Cracking: 

(1)  Gas-oil,  fuel,  flux  (overhead;  converted  distillate)  to  fuel  oil,  flux. 


Distillation  by  Dry  Heat 

While  the  terms  ''  topping,"  "  skimming ''  and  "  stripping  "  are  used  somewhat 
interchangeably  among  the  oil  fraternity,  the  first-named  may  be  applied  more  cor- 
rectly to  the  process  of  removal  by  distillation  of  the  comparatively  small  percentage 
of  benzine  or  light  engine  distillate  from  the  heavier  crudes,  i.e.,  the  removal  of  the 
"  tops.''  Skimming,  in  its  narrower  limitation,  implies  the  removal  of  somewhat 
greater  percentages  of  overhead  distillates,  i.e.,  in  addition  to  the  benzine  content, 
all  of  the  kerosene  fraction  and  often  part  of  the  gas-oil.  The  term  "  skimming  " 
is  particularly  appUcable  to  the  operation  of  scores  of  plants  throughout  Oklahoma 
and  Texas.  Stripping  may  be  held  to  mean  a  complete  removal  of  all  light  fractions 
down  to  those  of  lubricating  value,  and  represents  the  initial  refining  process,  generally 
employed  to-day  by  those  plants  which  later  further  reduce  the  residuum  first  obtained 
to  lubricants,  flux,  or  coke.  Topping,  skimming,  and  stripping  are  now  generally 
accomplished  by  some  form  of  tower  still,  or  continuous^listillation  process,  but  prior 
to  1906  stripping  was,  with  certain  important  exceptions,  essentially  a  discontinuous 
batch  still  operation;  and  although  a  history  of  the  development  of  the  refining 
industry  is  outside  the  scope  of  this  article,  it  may  be  well  to  discuss  the  conditions 
at  that  period,  as  throwing  Ught  on  the  subsequent  marked  changes  in  process  occurring 
shortly  afterwards. 

Livingston  ^  had  already  perfected  a  continuous  scheme  of  distillation  as  early  as 
1899,  and  Frasch  *  had  developed  his  "  compound  "  sweetening  process  to  a  high  degree 
of  efficiency.  Both  of  these  processes  were  in  somewhat  general  use  at  the  refineries 
of  the  Standard  Oil  Company,  but  obviously  not  in  the  industry  at  large.  Even  in 
the  refineries  mentioned,  continuous  distillation  had  not  supplanted  batch  stills  to 
any  decided  extent.'  A  considerable  portion  of  high-grade  Pennsylvania  crude  was, 
even  at  this  late  date,  run  dry  in  batch  stills  to  10^  per  cent  tar,  while  practically  the 
entire  production  of  the  Lima  field  was  also  so  handled  (25  per  cent  tar).  In  each 
instance  fires  were  slackened  when  '^  off-natural "  water-white  was  used  to  effect  an 
increased  [>ercentage  in  biuning-oil  distillate,  in  accordance  with  the  early  discovery 
of  Silliman.^  The  following  tabulation  gives  an  idea  of  the  yields  and  cuts  employed 
at  the  period  mentioned: 

1  See  U.  S.  Patent  728«257,  May  19.  1903. 

s  Address  by  Herman  Frasch,  published  Jour.  Ind.  Eng.  Chem.,  4  (1912).  134;  U.  S.  Patents 
378.246,  Feb.  21,  1888;   448.480.  March  17.  1891:   487.119.  Nov.  29.  1892. 

*  Steam-stilling,  heavy-end  rerunning,  and  reduction  of  Texas  crude  was  effected  in  batteries  of 
continuous  stills,  but  the  great  bulk  of  crude  handled  was  still  stripped  in  batch  stills  at  the  period 
mentioned. 

«See  Silliman,  Am.  Chemist,  2  (1871).  18  and  20;  Peckham.  Am.  Jour.  Sci.  (2).  47  (1860).  9; 
and  Leet*s  "  Petroleum  Distillation,"  New  York.  1884.  Leet  is  authority  for  the  story  of  the  aeddental 
discovery  of  "cracking,"  see  page  427.  This  discovery  led  to  further  experiments,  resulting  in  the 
knowledge  that  a  portion  of  the  distillate  had  become  condensed  through  contact  with  the  relatively 
cool  upper  shell  of  the  still,  and,  dropping  back  into  the  hot  residuum,  had  become  dissociated 
into  distillates  of  lower  molecular  weight  and  boiling  point.  From  this  period  practically  up  to 
the  advent  of  tower  stills,  the  upper  shell  surface  in  still  settings  was  left  uncovered,  so  that  the 
partial  eondensation  previously  described  would  occur  and  increase  the  yield  of  the  more 
kerosene  fractions. 
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Average  Yidd  of  Pennsylvania  Crude  DiatiUed  to  Tar 
(As  refined  in  batch  stills,  1906) 


Cut 

Grade 

Yield, 
per  cent 

Over  69 

"P.C."  naphtha         

6.0 

69-54 

Light  standard  white  distillate 

Water-white  distillate 

20  0 

54-^3  (hold  7  hours)* 

28.0 

44  (bold  7  hours),  10.6  per  cent  tar . . 
Bottom  10.5  per  cent  tar 

Heavy  standard  white  distillate  — 

33.0 
10.5 

Stilling  lo«B 

2.5 

Total 

100.0 

*  In  the  typical  yields  above,  the  better  quality  of  burnina-oil  diatillate  was  off  at  43**  B^.  Fires 
were  then  banked  and  draft  reduced  by  choking  the  dampers  of  the  side  flues  with  which  many  of  the 
stills  were  equipped  at  that  period,  thus  causing  the  stream  from  the  worm  to  decrease  from  30-40 
barrds  per  hour  to  7-10.  The  distillate  now  began  "cracking**  and  often  rose  as  high  as  46-47°  B6., 
aooompanied  by  the  production  of  a  considerable  quantity  of  gas,  which  was  burned  under  stills. 
This,  it  win  be  recollected,  was  before  the  days  of  compression  ssrstems  or  of  acute  demand  for 
gasoline.  The  cracked  distillate  produced  was  of  inferior  quality  and  it  was  always  cut  to  "standard 
white,"  a  second-grade  oil,  thus  bearing  out  the  statement  of  Veith's  "Das  Erdol,*'  1892,  that  dis- 
tillate produced  in  uncovered  stills  varied  in  composition  from  the  natural  oils  originally  present  in 
the  crude,  and  that  it  was  also  of  inferior  quality. 

Average  Yield  of  Lima  Crude  Dietilled  to  Tar 
(As  refined  in  batch  stills,  1906) 


Cut 


Over  54 

54-43  (hold  7  hours) 

43  (hold  7  hours),  25  per  cent  tar 
Bottom  25.5  per  cent  tar 


Sour  standard  white  distillate 
Sour  water-white  distillate . . . 
Sour  standard  white  distillate 

Stilling  loss 

Total 


Yield, 
per  cent 


10.0 

30.0 

33.0 

24.5 

2.5 

100.0 


Subsequent  distillation  of  the  residuum  or  tar  was  carried  out  in  stills  provided 
with  many  feet  of  aerial  condensing  worm,  leading  from  various  expansion  drums 
which  were  piped  to  separate  condensing  coils,  thus  obtaining  a  very  fair  separation 
of  the  overhead  distillates,  with  the  saving  of  much  needless  rerunning.  It  might  be 
further  stated  that  at  this  period  refining  engineering  had  already  begun  to  assume 
considerable  importance.  The  standard  40  foot  by  40  foot  horizontal,  cylindrical 
still  of  to-day  had  already  been  perfected,  the  column  form  of  setting  had  become  fairly 
general  and  the  old-style  wooden  condensers  had  disappeared.  Several  circumstances 
had  a  far-reaching  e£Fect  on  the  industry  at  this  time;  they  were:  (a)  the  invention 
of  the  Van  Dyke  and  Irish  ^  tower  still,  (b)  the  gradually  increasing  demand  for  gasoline, 

iSee  United  States  Patents,  1,005.438,  May  5,  1914;  1,143,466.  June  15,  1015;  and  pp.  214  and 
216  this  volume. 
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due  to  the  beginning  of  intensive  development  of  the  automobile  industry,  and  (c) 
the  discovery  of  eictensive  pools  of  new  crudes,  containing  large  quantities  of  gasoline 
and  kerosene.  With  the  advent  of  the  tower  still  which  completes  the  distillation 
of  crude  from  benzine  to  coke  in  one  operation,  the  old  stripping  process  to  dry-run  tar 
was  gradually  supplanted,  and  is  now  practiced  only  in  a  few  sections  of  the  country. 
The  increasing  demand  for  gasoline  began  to  stimulate  research,  which  led  to 
the  invention  of  the  Burton  still,  while  the  discovery  of  new  fields  of  production, 
particularly  that  of  the  Illinois  pool,  did  much  to  systematize  refining  and  to  develop 
modem  plant  capacity.  The  discovery  of  this  crude,  with  its  high  gasoline  and 
kerosene  content,  put  an  end  to  the  necessity  of  running  Pennsylvania  crude  to  tar, 
and  this  process  became  obsolete.  Additional  impetus  was  given  to  the  development 
of  tower  stills  to  take  care  of  the  increasing  crude  production.  The  clean  quality 
of  the  Illinois  crude  and  its  freedom  from  deposit  favored  continuous  stripping,  a  method 
which  was  more  and  more  generally  adopted  with  the  discovery  of  the  large  Mid- 
Continent  pools.  It  is  almost  universally  employed  to-day  either  in  its  entirety,  or  in  a 
skimming  modification. 

Stripping,  skimming,  or  topping,  as  practiced  to-day,  >  is  generally  conducted  either 
in  standard,  horizontal,  cylindrical  stills,  connected  for  continuous  running,  or  in  some 
form  of  tube  stills.  The  lighter  crudes  are  usually  skimmed  or  stripped  in  standard 
stills,  occasionally  dry-run,  but  generally  with  a  small  amount  of  bottom  steam,  so 
as  to  agitate  the  still  contents  gently  and  prevent  the  deposition  of  coke,  as  well  as  to 
enable  the  distillation  to  proceed  more  smoothly  and  with  less  expenditure  of  directly 
applied  fuel.  The  stills  used  for  this  purpose  vary  from  36  inches  in  diameter  by  15  feet 
to  units  14  feet  in  diameter  by  40  feet  long.  They  are  usually  connected  in  battery 
by  flow  lines  in  some  modification  of  the  original  Livingston  process.  It  is  common 
practice  in  this  country  to  connect  six  or  seven  stills  in  a  circuit;  foreign  usage  favors 
a  greater  number.*  Certain  recent  installations  have  comprised  continuous  equip- 
ment erected  in  receding  elevation;'  but  in  general  a  continuous  battery  of  stills  is 
built  at  grade,  and  flow  is  secured  by  connecting  lines  which  leave  successive  stills  at 
regularly  decreasing  levels.  A  charging  and  a  pumping-out  pump  control  the  first 
and  last  stills  respectively.  Each  still  of  the  series  is  provided  with  by-pass  valves, 
so  that  it  may  be  cut  out  of  continuous  service  and  run  down  to  fuel,  or  pumped  out 
and  cleaned,  as  occasion  requires.  When  the  still  is  running,  the  bottom  should  be 
inspected  frequently;  dark  spots  appearing  on  an  otherwise  uniformly  colored  bottom 
indicate  that  cleaning  is  necessary. 

Some  form  of  heat-exchanging  or  settling  still,  previously  described,^  is  invariably 
employed  with  a  battery  of  continuous  stills.  Water,  mud,  etc.,  are  removed  in  this  still 
and  damage  to  the  bottoms  of  the  succeeding  units  is  thus  prevented.  This  still  also 
effects  a  decided  saving  in  fuel.  A  properly  designed  exchanging  still  frequently  runs  a 
considerable  stream  of  high-gravity  benzine  or  gasoline.    Where  dephlegmation  towers 

1  For  a  further  discussion  of  the  subject  of  continuous  distillation,  the  reader  is  referred  to  Jacobi: 
Dingler's  polyt.  Jour..  159  (1861).  150;  Fuhst:  Idem.  207  (1873).  293;  Caster:  Pet.  Review,  1  (1890), 
465;  von  GroUing:  Idem,  2  (1900),  130.  U.  S.  Patents  have  also  been  gianted  to  Stomba  and  Brace, 
Tait  and  Avis,  Hill  and  Thum,  Van  Syckel  and  others,  involving  various  claims  now  of  mainly  his- 
torical interest;  a  somewhat  detailed  description  of  them  occurs  in  Bacon  and  Hamor's  American 
Petroleum  Industry,  Vol.  II,  543.  For  continuous  types  of  tube  stills,  see  p.  328  in  this 
volume. 

'  Russian  practice  (Nobel  Brothers)  includes  fourteen  to  sixteen  stills  in  circuit;  Austrian  and 
Rumanian  somewhat  less.  For  additional  information,  sec  Gadaslun  and  Popich:  Jour.  Rusa. 
Phys.-Chem.  Soc,  44,  1715;  Veith'8'*Das  Erdol."  1892;  Pet.  Ind.  Tech.  Rev.,  2,  130;  Bacon  and 
Ilamor's  American  Petroleum  Industry,  Vol.  II,  550.     For  a  description  of  the  process  of  EUleleanu, 

p.  391  of  this  volume. 

'  Note  the  setting  of  stills  in  battery  (Reducing  Stills  for  Rcfrning  Mexican  Petroleum),  p.  80. 

*  Sec  pp.  148  and  184. 
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are  used  in  connection  with  contmuons  Btills  it  is  frequently  possible  to  produce  prac- 
tically water-white  overhead  products.  This  is  especially  the  case  with  light-gravity 
crudes  of  low  sulphur  content.  Often  these  products  are  within  market  specifications, 
or  require  a  dight  "doctor"  treatment, with  only  an  occasional  use  of  acid.  The  gravities 
of  the  streams  from  the  several  stills  or  towers  in  circuit  are  dependent  on  (a)  the 
gravity  and  composition  of  the  crude  oil,  (&)  the  speed  of  flow  of  the  latter  through 
the  aeries,  and  (c)  the  extent  of  firing  of  the  individual  stills.  It  is  the  objective  of 
the  efficient  refiner  to  process  the  maximum  amount  of  crude  oil  in  a  given  period, 
and  at  the  same  time  to  obtain  overhead  distillates  of  close  distillation  range,  requiring 
a  Tnitiimnin  of  re-numing.  As  typical  values,  the  working  gravities  of  the  streams 
from  one  600-barrel  exchanging  and  six  1000-barrel  stills,  connected  in  a  battery,  and 
running  9000  barrels  of  37"^  Be.  gravity  Oklahoma  crude  daily,  are  tabulated  below. 
It  is  to  be  understood  that  such  gravities  will  vary  considerably  according  to  the  nature 
of  the  product  desired  by  the  refiner  at  the  particular  time  of  operation. 

Typical  Gramties  from  Continuous  Stills  when  Stripping  Oklahoma  Crude 


Stills 

Gravity, 
Baum6 
degrees 

Products 

Kxchanging 

62-64 
56^58 
50-52 
46-48 
42-44 
38-40 
34-36 

Light  benzine  or  gasoline 
Light  benzine  or  gasoline 
Heavy  benzine  or  naphtha 
Heavy  benzine  or  naphtha 
Water-white  distillate  or  buminir  oil 

No.  1 

No.  2 

No.  3 

No.  4 

No.  5 

Renin  distillate  or  prime-white  distillate 
Gas  oil 

No.  6 

In  general  the  still  which  is  nmning  water-white  distillate  or  kerosene,  i.e.,  No.  4, 
is  used  as  the  balance  of  the  series.  The  gravity  is  not  only  held  to  close  limits,  but 
the  fire  test  is  maintained  at  150 *"  F.  as  well;  while  the  lighter  benzines  or  gasolines 
are  distilled  at  a  speed  that  will  maintain  a  minimum  of  heavy  ends.  Stills  2  and  3 
therefore  require  the  hardest  firing;  the  quantity  of  distillate  at  this  point  together 
with  the  maintenance  of  proper  test  distillates  usually  determines  the  amount  of  crude 
of  any  given  grade  that  it  is  possible  to  process  during  a  unit  period  of  time. 

When  a  small  quantity  of  overhead  products  is  to  be  distilled  off,  four  stills  in  the 
battery  suffice.  The  following  gives  an  idea  of  the  running  gravities  for  Texas  crude 
of  22.0^  B6.  An  interesting  feature  of  this  process  is  the  fact  that  in  addition  to  the 
production  of  distillate,  the  second  and  third  stills  of  the  series  continuously  give  off 
a  practically  pure  hydrogen  sulphide  gas,  which  appears  to  be  not  the  result  of  cracking, 
but  rather  due  to  formation  from  the  excess  sulphur  ^  carried  by  the  crude  in  physical 
solution. 


1  The  Bulphur  oonient  of  22.0^  B4.  crude  variee  from  0.80-2.50  per  cent.  Often  "B.S."  from 
this  erude  will  contain  a  high  percentage  of  elementary  stilphur,  apparently  precipitated  from  solution. 
Notwithstanding  its  high  sulphur  content,  from  li  to  4  times  aa  great  as  that  of  Lima  (i.e.,  0.65  per 
eent),  Texaa  crude  is  much  less  resistant  to  sweetening  methods  than  the  latter,  much  of  its  sulphur 
passing  off  as  hydrogen  sulphide  gas  during  simple  reduction.  Lima  crude  only  gives  up  its  sulphur 
in  such  form  at  cracking  temperatures  and  then  in  limited  quantity. 


REFINING 
T)fpiail  QraeitUt  of  DiStOlaie  from  ConUnnoug  Stilis,  Shimmino  Texat  Crude 


Stills 

degrees 

Producta 

FTrh»n.nn.F 

54-56 
52-54 
42-13 
36-37 
31-32 

Naphtha 
N^htha 

No    1                                                                                

Gas  oil 

The  amount  of  fuel  consumed  in  skimming  or  Btripping  is  dependent  on  (a)  gravity 
of  crade,  (6)  percentage  of  distillation,  (c)  quantity  of  st«ani  used,  (rf)  extent  of 
dephlepnation  practiced,  (e)  furnace  design,  and  (/)  efficiency  of  ehell  insulation- 
It  varies  from  2  to  8  per  cent  by  volume  of  crude  refined,  4.5  per  cent  constituting  an 
ftverage  value.    A  battery  of  continuous  bUUb  is  iUustiatcd  below. 


Jso  accomplished  by  continuous  tube  stilia,  where  the  proceaa,  as  before 
remarked  is  usually  termed  topping.  Such  stills  are  described  at  length  in  the  section 
on  refinery  construction.  While  theoretically  any  grade  of  crude  may  be  run  in  a  tube 
still,  it  is  general  practice  to  limit  the  appUcation  of  such  stills  to  the  heavier  grades  of 
crude  which  contain  bo  much  water  that  distillation  in  the  ordinary  standard  form  of 
stills  would  be  an  impossibility  on  account  of  foaming  and  boiling  over  of  contents. 
Tubular  stills,  being  highly  efficient  in  fuel  economy,  are  particularly  adaptable  to 
heavy  crudes  which  require  the  heating  of  a  comparatively  large  volume  to  obtain  a 
relatively  small  quantity  of  diwtillate.  For  the  reasons  just  cited  this  type  of  still  is 
practically  universally  used  in  the  refining  of  Califomian  and  Mexican  crudes,  where 
various  kinds  of  tube  stills  are  employed. 

In  the  simpler  forms  of  tube  stills,'  the  entering  crude,  preheated  by  travel  tlirough 
a  healxxchanging  unit,  is  raised  to  distillation  temperature  by  passing  tbrouf^  a  oon- 

1  For  ■  deacriplion  of  the  oooatruction  of  the  [HVKnt  leienil  typea  of  tubuUr  itllb,  ne  p.  US, 
tbla  volume.  A  detwlcd  dHcription  of  the  imperUnt  tapiuog  planti  in  CalifornlB  ia  (ivbd  by  A.  F.  L. 
Bell,  in  the  Bullelin  of  the  Amerinn  Inatitule  of  Minina  Endneen.  1915.  No.  lOS,  1789-90;  J.  M. 
Wideworth.  U.  3.  Buruu  Min<«.  192,  191S.  Proeeoee*  bikI  plant*  daviMd  bj  Bell,  Bunoochi. 
Drer,  Brown.  Pickering.  Fuqua  sod  Trumble  an  dencribed  at  lensth. 
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tinuous  coil,  and  discharges  into  a  vertical  dephlegmating  tower  or  evaporator,  or  in 
some  instances  into  a  horizontal  drum  provided  with  film  plates.  Here  the  naphtha 
and  distillate  vapors  separate  themselves  from  the  heavy  residuum,  proceed  upward 
to  the  top  of  the  tower,  and  are  condensed  in  the  usual  manner.  The  residuum  drops 
to  the  bottom  of  the  evaporator,  and  is  pumped  away  in  a  continuous  discharge.  In 
the  more  intricate  types  of  tubular  stills,  the  overhead  distillates  pass  through  a  series 
of  dephlegmating  and  condensing  units,  and  are  finally  resolved  into  streams  of  various 
gravities,  as  in  the  separation  obtained  in  standard  practice,  although  generally  with 
a  much  closer  range  of  boiling  points.  The  details  of  such  a  distillation  process,  widely 
operated  on  the  Pacific  coast,  i.e.,  the  Trumble  Process,  are  described  at  length  in  the 
section  on  special  refining  processes.^ 

Skimming  is  practiced  to  a  very  considerable  extent  in  the  Southwest.  The  residuum 
is  either  marketed  directly  as  fuel  oil,  or  is  further  steam-reduced  to  flux  or  lubricating 
stock.  Topping  is  in  general  vogue  on  the  Pacific  coast,  but  coking  is  more  generally 
applied  to  crudes  of  intermediate  gravities  that  will  produce  good  yields  of  paraffin 
distillate,  and  in  localities  where  coke  <  will  bring  a  high  market  price.  Coking  plants 
to  run  at  a  profit,  must  also  have  a  low  freight  rate  on  steel  plate,  and  be  equipped  with 
heavy  bending  rolls,  or  be  in  proximity  to  mills  or  shops  which  possess  them.  In  short, 
refineries  in  which  coking  is  part  of  the  regular  routine  generally  operate  on  Kentucky, 
Lima,  Illinois,  Kansas  or  Mexican  crude,  and  are  located  close  to  great  industrial  centers 
or  export  points.  They  carry  a  heavy  investment,  not  only  in  distilling  equipment,  but  in 
boiler  and  repair  shops.  While  soft  fuel  coke  may  be  produced  from  steam-run  crude,  dry 
coke  is  only  obtainable  from  crude  reduced  with  a  minimum  of  steam,  or  from  dry-run 
tar.  As  previously  stated,  this  latter  source  of  coke  was  in  almost  imiversal  use  some  ten 
or  fifteen  years  ago.  Now  tar  stills  have  in  the  main  been  superseded  by  tower  stills, 
in  which  crude  is  either  coked  direct  without  steam  or  reduced  (with  a  minimimi  of 
steam).  This  produces  the  usual  line  of  light  overhead  distillates,  as  well  as  the  heavy 
lubricating  fractions,  without  the  loss  of  heat  in  the  transfer  of  the  residuum  that  took 
place  in  the  older  method.  However,  as  tar  stills  continue  to  be  used  in  a  few  plants, 
a  short  description  of  the  present-day  process  may  not  be  out  of  place.  Where  tar  stills 
are  employed,  crude  is  distilled  without  steam  in  a  standard  horizontal  cylindrical 
crude  still,  and  is  stripped  through  kerosene  and  a  part  of  its  gas-oil.  The  residuum, 
usually  amounting  to  20  to  30  per  cent  with  a  gravity  of  20  to  24''  B<^.,  is  settled  '  for 
several  days,  or  in  some  instances  acid-treated,^  and  then  transferred  to  tar  stills, 
usually  of  comparatively  small  capacity,  i.e.,  250  to  500  barrels.  Here  the  tar  is  rapidly 
distilled  so  that  there  is  a  constant  drop  in  the  gravity  of  the  stream,  the  overhead 
distillates  oftoi  being  condensed  in  separate  worms,  but  without  the  degree  of  dephleg- 
mation  formerly  practiced.  This  is  perhaps  not  so  necessary  with  the  modem  method 
of  running  to  tar.  The  stiUman  watches  the  color  of  the  stream,  and  is  largely  governed 
by  it  in  making  cuts  from  paraffin  distillate  to  slop  which  must  be  rerun  a  second  time 
to  be  suitable  for  pressing.  Very  soon  the  gravity  of  the  stream  begins  to  drop  rapidly, 
the  still  bottom  shows  red,  the  stream  is  cut  to  "  gum  "^  or ''  wax  tailings  **  and  the  firing 
is  continued  for  some  twenty  or  thirty  minutes  longer,  or  imtil  the  still  is  coked. 

1  See  p.  146  for  conatruction  details,  p.  385  for  method  of  operation,  thia  chapter. 

*  See  p.  330. 

*  While  the  entire  sensible  heat  of  the  tar  is  frequently  lost  in  the  settling  process,  the  operation 
taking  from  one  to  seven  days  to  completely  free  from  suspended  carbon,  coke,  etc.,  the  prolonged 
life  of  atill  bottoms,  due  to  settling,  more  than  compensates  for  the  loss  sustained. 

«  See  p.  371. 

*  The  substance  designated  as  "gum,**  "still  wax."  and  "wax  tailings"  is  one  of  the  few  petroleum 
products  heavier  than  water.  Its  appearance  in  the  distillate,  together  with  a  dense  yellow  fume 
escaping  at  the  safety  valve,  is  a  sure  warning  to  the  stillman  that  the  still  is  about  to  coke.  The  com- 
position of  wax  tailings  is  complex,  eontaining  hydrocarbons  of  high  molecular  weight  and  deoom- 
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In  the  operation  of  tower  stills,^  the  procedure  at  first  reeemblefi  the  operation  of 
the  simple  horizontal  cylindrical  crude  still,  except  that  the  vapors  pass  through  a  heavy 
and  intermediate  tower,*  where  the  heavy-boiling-point  fractions  are  dropped  out  and 
returned  to  the  still  through  a  valve-controUed  run-back  line.  The  lighter  naphtha 
fractions  pass  on  and  out  of  the  second  or  intermediate  tower,  and  thence  are  condensed 
by  the  light  worm.' 

With  towers  varying  in  design  from  tubed  vertical  drums  to  exposed  and  air- 
jacketed  tubes  expanded  into  headers,  cross  drums,  etc.,  control  methods  for  tower 
stills  differ  considerably.  A  somewhat  general  practice,  however,  is  to  close  the  run- 
back  from  the  second  or  intermediate  tower  to  the  still,  and  open  to  the  intermediate 
worm,  when  the  stream  of  the  Ught  worm  is  off  heavy  naphtha,  or  about  50°  B6.  gravity. 
The  intermediate  worm  now  begins  to  run  burning-oil  distillate,  the  light  worm  con- 
tinuing to  flow  a  small  stream  of  naphtha,  which  has  now  increased  in  gravity.  Sim- 
ilarly, when  about  off  water-white  distillate,  the  heavy  tower  run-back  is  closed,  and 
the  tower  is  opened  to  the  heavy  worm,^  which  now  begins  to  run  gas-oil,  whOe  the 
second  or  intermediate  worm  runs  heavy  burning-oil  distillate,  and  the  light  worm 
naphtha  as  before,  but  in  an  intermittent  stream.  Shortly  after  this  point  the  fires 
are  increased,  and  paraffin  distillate  shortly  makes  its  appearance.  It  flows  from  the 
heavy  worm,  while  gas-oil  flows  from  the  intermediate  worm,  asid  cracked  naphtha 
accompanied  by  a  considerable  quantity  of  gas,  from  the  light  worm.  This  condition 
prevails  throughout  the  balance  of  the  run,  or  until  the  parafiin  distillate  becomes  too 
poor  in  quality  (color)  to  warrant  sending  it  to  the  distillate  tank.  It  is  then  cut  into 
slop  for  further  rerunning.  The  stillman  now  watches  the  gravity  of  the  heavy  worm 
very  carefully,  also  the  condition  of  the  still  bottom.  As  soon  as  signs  of  tailings  appear, 
the  "  gum  line ''  is  opened.  This  usually  leaves  the  vapor  line  prior  to  its  entrance 
into  the  heavy  tower. 

Coking,*  as  in  the  case  of  tar  stills,  takes  place  some  twenty  to  thirty  minutes  after 
''  tailings  "  appear.  The  whole  operation  consimies  about  forty  odd  hours,  this  interval 
varying  with  the  nature  of  the  crude,  the  design  of  the  stills,  the  method  of  firing,  and 
the  cuts  employed.  The  first  tower  stills  were  end-fired,  coking  being  aided  by  burning 
the  gas  evolved,  directly  xmder  the  still.  On  account  of  the  difficulty  of  seeming  uniform 
heat,  end-fired  stills  have  largely  given  place  to  the  side-fired  variety,  two  in  battery. • 
Where  coal  is  used  for  fuel  there  has  been  in  more  recent  installations,  a  return  to  end- 
fired  stills,  with  built-in  mechanical  stokers,^  is  practiced  with  great  apparent  success. 

position  products  of  the  latter  (anthracene  and  chrysene)  coke,  etc.  It  is  usually  semi-asphaltic  in 
nature  and  rapidly  darkens  on  exposure  to  air  from  yellow  to  dark  brown.  It  finds  application  in 
impregnating  and  insulating  compounds.     A  typical  inspection  follows: 

Source  8p.  gr. 

Tar  still 1.140 

Tower  stiU 1 .  106 

1  See  p.  216. 

s  See  p.  221. 

s  See  pp.  163  and  180. 

«  Same  as  (3). 

*  Still  coke  varies  in  thickness  from  about  10  to  18  inches  when  running  Lima,  Kansas,  or  Illinois 
crudes  in  the  type  of  still  just  described.  While  several  mechanical  devices  have  been  suggested 
to  aid  in  its  quick  removal,  the  process  is  still  largely  one  of  hand  labor,  using  spud  bar  and  shovel. 
On  account  of  its  low  compression  strength  (i.e.,  60  pounds),  its  use  for  metallurgical  work  is  limited. 
It  finds  its  chief  application  in  the  manufacture  of  battery  carbons.  A  typical  analsrsis  follows: 
StiU  coked  at  890^  F.;  volatile  carbon,  3.15;  per  cent  fixed  carbon,  05.73  per  cent;  sulphur,  0.97 
per  cent;  and  ash,  0.15  per  cent. 

«  See  Fig.  128,  p.  232. 

7  See  Fig.  130,  p.  234;   Fig.  131,  p.  235. 


Lbs.  per  gal.     Fl. 

B. 

Visc./212 

S0I.CS1 

9.4062       365 

465 

302 

.096 

9.2130       385 

485 

210 

.055 
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The  following  process  tabulations  give  results  obtained  under  actual  working  conditions 
on  Lima  and  Indiana  crudes,  and  may  be  considered  as  typical  for  discontinuous  crude 
tar,  and  tower  stills: 

Typical  Yield  of  Lima  Crude  (HI  DistiUed  to  Tar 

(Charge  1260  barreLs,  34.6^  B6.,  crude,  run  dry  in  horizontal  cylindrical  crude  still 

to  tar,  37  hours,  20  minutes,  running  time) 


Cuts 


Over-clear  worm. . . 
Clear  worm,  52  — 

52-40 

40-tar 

Bottoms 


Gravity, 
Baum£ 
degrees 


57.5 
42.3 
36.8 
22.3 


Grade 


Slop 

Sour  naphtha 

Sour  water-white  distillate 
Sour  prime-white  distillate 

Tar 

Stilling  loss 

Total 


Yield, 
per  cent 


0.89 
15.50 
22.21 
37.15 
21.14 

2.92 


100.00 


Typkal  Yield  of  Indiana  Tar  Distilled  to  Coke 

(Charge  298  barrels,  22.6°  B4.  tar,  run  dry  in  cylindrical  horisontal  tar  still,  14  hours 

30  minutes  running  time) 


Cuts 


Over  29.5 

29.5-20.0  (color) 
Color  20-20.0  gum. 
Gum  coke 


Gravity, 
Baum^, 
degrees 


32.5 

27.6 

19.1 

9.3 


Gas  oil 

Parafiin  distillate 

Slop 

Gum 

Coke 

Stilling  loss 

Total  loss. 


Yield, 
per  cent 


11.42 

62.71 

7.72 

1.39 

10.45 

6.31 


100.00 


In  the  operation  of  tower  stills  great  care  must  be  exercised  in  coking,  on  account  of 
the  large  area  exposed;  the  frequent  replacement  of  still  bottoms  of  this  size  is  a  heavy 
expense,  not  only  from  the  standpoint  of  repairs,  but  from  that  of  idle  equipment.  It 
is  possible  to  charge  a  tar  still  and  make  a  safe  run  when  the  still  is  in  a  condition  that 
would  be  dangerous  for  charging  crude.  Moreover,  the  cost  of  construction  of  a  tower- 
still  battery  is  heavy,  and  the  operating  labor  cost  is  also  higher  than  for  batch  stills. 
However,  under  proper  supervision,  many  runs  may  be  coked  without  serious  detri- 
ment to  the  bottoms,  and  the  increased  labor  and  investment  cost  may  be  more  than 
offset  by  the  complete  abolition  of  the  tar  stills,  so  that  a  comparison  of  the  tables  of 
3rield8,  together  with  the  fuel  economies  listed  on  page  333,  shows  conclusively  the  advan- 
tage of  the  tower  stills  over  the  old  system  of  running  to  tar  and  redistilling  the  latter. 
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Typical  Running  Card  and  Yield  of  Lima  Crude  Distilled  lo  Coke 

(Charge  1260  barrels,  34.6°  B^.  crude,  run  dry  to  coke  in  a  horizontal  cylindrical  tower 
still,  equipped  with  heavy  and  intermediate  towers.  Firing  time  51  hours  40 
minutes,  running  time  43  hours  30  minutes.) 

Started  charging,  10:25  a.m.  Fired,  10:55  a.m. 

Charged,  10:50  a.m.  Over,     8:00  p. m. 


Hour 

Light  Worm 

Intermediate  Worm 

Heavy  Worm 

Cut 

Or 
68.5 

.   Grade 

Cut 

Gr. 

Grade 

Cut 

Gr. 

Grade 

9  p.m. 

Over-oflf . . . 

S.  naph. 

Over  40,  s. 

Over  31, 

12  a.m. 

S.  naphtha. 

60.0 

S.naph. 

w.w.  dist.; 

gas-oil; 

3  a.m. 

55.0 

S.  naph. 

40-37,  s.p. 

31-18, 

6  a.m. 

52.5 

S.  naph. 

w.  dist.; 

paraffin 

9  a.m. 

Note.— At 

51.9 

8.  naph. 

37-30,gas- 

dist;.    18- 

12  m. 

50°     light 

48.1 

S.  naph. 

oil;  30-oflF 

46.1 

S.w.w.d. 

gum,  slop; 

3  p.m. 

worm,  cut 

paraffin 

44.2 

S.w.w.d 

gum-off, 

6  p.m. 

int.*  worm 

dist. 

43.0 

S.w.w.d. 

gum 

9  p.m. 

to   r  e  c . 

Note. —  At 

41.2 

12  m. 

house 

40°  int.* 

40.1 

3  a.m. 

worm,  cut 

39.4 

S.p.w.d. 

35.0 

Gas  oil 

6  a.m. 

h.  worm  to 
rec.  house 

41.4 

S.p.w.d. 

34.5 

Gas  oil 

9  a.m. 

62.6 

S.naph. 

38.4 

S.p.w.d. 

32.9 

Gas  oil 

9.30  a  jn. 

53.2 

S.  naph. 

33.7 

Gas  oil 

30.8 

Paraf. 
dist. 

llajn. 

43.7 

S.  naph. 

32.0 

Gas  oil 

28.0 

do. 

12  m. 

43.7 

S.  naph. 

32.0 

Gas  oil 

26.0 

do. 

1  p.m. 

43.7 

S.  naph. 

31.0 

Gas  oil 

24.0 

do. 

1.30  p.m. 

30.0 

Paraf.dist. 

22.5 

do. 

2  p.m. 

29.0 

Paraf.dist. 

20.0 

do. 

3  p.m. 

28.0 

Paraf.dist. 

16.0 

Slop 

3.30  p.m. 

1 

27.0 

Paraf.dist. 

9.0 

Gum 

*  Intermediate. 


Yield 


Grade 


Sour  naphtha 

Sour  water-white  distillate 
Sour  prime-white  distillate 

Gas  oil 

Paraffin  distillate 

Heavy  slop 

Gum  or  tailings 

Coke ;... 

Stilling  loss 

Total 


Per  cent 

19.22 

25.10 

21.55 

10.56 

12.95 

2.34 

0.31 

4.71 

3.25 

100.00 
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Cofmjpariion  of  Fud  Economy  with  Batch  and  Tower  StiUs  Running  on  Kansas  Crude 

of  57^*  BS,y  Coal  as  Fud 


Batch  stills  (side  flues) 


1,260  barrels 
38,050       pounds 
12,830       pounds 

33 . 7  per  cent 
22 .  76  per  cent 
30.2    pounds 

Tar  stills 
7.6    pounds 

37.8  pounds 


Quantities 


Crude  charged 

Coal  burned  f 

Ash  produced 

Ashy  per  cent  as  fired 

Ash,  per  cent,  laboratory  test 

Coal  burned  per  barrel  of  crude  run 


Proportional  equivalent  coal  per  bar- 
rel run  (35.0  lbs.X23%X95%)t. . . 

Total  coal  equivalent  per  barrel  crude 
run  to  coke 


Tower  stills 


1,280       barrels 

42,880       pounds 

12,600       pounds 

29.3    percent 

22.76  per  cent 

83.5   pounds 


0.0   pounds 
33 . 5    pounds 


*  Additional  fuel  testa  not  included  in  thia  volume  have  demonstrated  the  saving  of  12  to  16  per 
cent  by  side-flue  equipped  stills  over  the  standaiti  setting;  hence  the  Bui>eriority  of  the  tower  still 
is  the  more  apparent  in  the  succeeding  figures.  The  furnace  gases  in  the  side-flue  still  passed  under 
the  shell,  upward  through  vertical  flues,  built  in  side  walls  close  to  the  rear  end  of  the  still,  and  back 
to  the  front  end  through  a  covered  passage  about  3  feet  6  inches  high,  built  over  the  lugs.  At  the 
terminus  of  this  passage  a  steel  stack  was  erected.  It  was  subdivided  into  two  flues  for  stills  in 
battery,  and  was  provided  with  double  dampers  for  final  exit  of  spent  furnace  gases.  With  the  intro- 
duction of  the  tower  still,  the  side-flue  still  gradually  sank  into  disuse. 

t  In  the  coal  burned,  there  is  also  included  a  certain  amount  of  gas  produced  during  the  cracking 
period  of  the  run.  This  gas,  however,  is  not  generally  turned  under  the  still  until  the  heavy  worm 
is  about  out  of  paraflin  distillate,  and  rarely  represents  in  coal  equivalent  more  than  1000  i>ounds 
for  a  1000-barrel  still. 

X  The  proportional  equivalent  of  coal  per  barrel  of  tar  distilled  is  computed  on  the  basis  of  23 
per  cent  srield  of  tar  from  baUh  stills,  5  per  cent  loss  for  settling,  and  the  equivalent  of  35  pounds  of 
coal  per  barrel  allowed  for  stilling.  Since  refuse  slop,  acid  oil,  agitator  coke,  etc.,  are  usually  burned 
under  tar  stills  together  with  coal;  exact  fuel  values  are  obtainable  only  with  difficulty,  but  the 
above  may  be  considered  a  fair  average. 


Running  Time   and  Fuel  Conaumplionf  hy  Periods  on  Oklahoma  Crude^  38.3'^  Bi.j  to 

Coke  J  on  a  Charge  of  1268  Barrels 


Period 


Fire-over 

Over-paraffin  distillate . 
Paraffin  distillate  to  gas 

Ga»-ofiF 

Gafroff  • 

Total  quantities . 


Running  time, 
Hours   Minutes 


Fuel  consumption, 
poimds  coal 


5,700 

28,270 

3,410 

3,920 

750 


42,050 


*  See  note  (f),  this  page;    in  this  instance  the  gas  equivalent  computed  at  only  760  pounda  of 
ooaL 


334  REFINING 

Where  overhead  distillates  are  improperly  separated,  as  evinced  by  distillation  tests, 
or  are  of  poor  color,  or  of  heavy  sulphur  content,  they  must  be  rerun.  This  is  usually 
accomplished  in  an  ordinary  standard  horizontal  cylindrical  crude  still. 

If  gasolines  of  special  fractionation  range,  solvent  naphthas  of  definite  flash  test, 
or  tiu*pentine  substitutes  are  required,  the  stills  are  usually  equipped  with  dephleg- 
mating  towers  similar  to  the  types  previously  described.  In  many  cases  where  such 
distillation  is  carried  out  in  a  continuous  battery  only  certain  stills  of  the  series  are 
so  equipped.  Where  the  purpose  of  stilling  is  merely  to  obtain  color  and  gravity, 
a  slow  careful  rerunning,  with  or  without  a  small  amount  of  top  or  bottom  steam, 
according  to  conditions,  often  accomplishes  the  desired  object  without  the  aid  of 
towers.  In  general,  however,  rerunning  involving  passage  through  a  properly  designed 
tower  cannot  fail  to  be  of  benefit,  unless  there  are  several  stills  in  the  battery  distilling 
a  previously  close-run  product.  The  common  practice  of  using  uniform  towers  for 
a  variety  of  work  naturally  secures  anything  but  efi&cient  results.  The  turning  over  of 
large  quantities  of  ends,  resulting  in  the  increase  of  fractional  percentages  of  more 
valuable  products,  is  a  feature  of  refining  that  should  be  watched  from  a  cost  standpoint^ 
apparent  profits  often  being  eaten  up  in  fuel  and  depreciation  costs. 

If  second-run  distillates,  after  treatment  with  sulphuric  acid  and  subsequent 
neutralisation,  dissolve  litharge  without  precipitation,  when  agitated  with  sodium 
plumbate  (doctor  ^  solution),  they  must  be  specially  handled,  either  prior  to  or  during 
distillation,  so  that  the  rerun  distillate  will  be  "  sweet,"  *  or  at  least  yield  to  standard 
methods  of  treatment. 

Of  the  few  successful  methods  for  handling  "  sour  "  *  distillates,  that  of  Frasch, 
in  which  the  distillate  to  be  sweetened  is  distilled  in  a  special  type  of  still  over  finely 
ground  black  copper  (cupric)  oxide,  is  perhaps  the  best  known.  In  the  actual  working 
of  the  process  a  so-called  sweetening  still '  is  employed,  consisting  of  a  closed  upright, 
flat-bottomed,  cylinder  (cheesebox  t3rpe)  of  about  1200-1500  barrels  capacity,  fabri- 
cated with  a  perfectly  smooth  bottom  sheet,  all  seams  being  butted  and  reinforced 
through  butt  straps  with  rivets  countersunk  on  the  inside,  it  being  absolutely  essential 
that  no  rough  surfaces  be  presented  where  the  copper  might  stick  and  bum  on.  The 
copper  is  kept  in  suspension  during  all  stages  of  the  process  by  chain  drag^  attached 
to  a  hexagonal  pyramid  spider  frame  attached  to  and  driven  by  a  vertical  central  shaft, 

1  See  "Chemical  TreAtment,"  p.  368. 

'The  term  "sweet**  diatillate  is  applied  usually  to  overhead  kerosene  fractions,  which  upon 
treatment  with  sulphuric  acid  and  subsequent  neutralisation,  can  be  finished  with  "doctor"  solution, 
the  latter  removing  all  traces  of  odorous  sulphur  compounds  and  leaving  the  finished  oil  unreactive 
to  a  second  application,  i.e.,  sweet.  Even  if  steaming  or  free  sulphur  is  required  to  throw  out  the 
lead  sulphide  that  is  formed  when  the  doctor  solution  separates  or  "breaks**  from  the  (ul,  the  original 
distillate  is  still  called  "sweet"  as  long  as  the  finished  oil  therefrom  stands  the  "doctor"  test  ultimately 
without  reaction.  Before  the  addition  of  the  acid  it  may  be  strongly  reactive  to  lead  plumbate 
solution,  and  show  a  percentage  of  0.120  sulphur.  "Sour**  distillate,  on  the  other  hand,  is  a  dis- 
tillate that  after  treatment  with  sulphuric  acid,  neutralisation,  etc.,  still  dissolves  lead,  and  cannot 
be  induced  to  "break**  by  the  usual  means  of  addition  of  free  sulphur,  steaming,  etc.  In  this  con- 
nection the  reader  should  not  be  confused  between  "sweetness,**  i.e.,  reaction  to  "doctor,"  and 
actual  sulphur  content.  An  oU  may  be  low  in  sulphur  percentage  and  stron^y  reactive  to  the 
"doctor**  solution,  the  converse  being  equaUy  possible.     See  also  "  Chemical  Treatmttit,"  p.  309. 

*  The  setting  for  the  above  type  of  still  is  shown  in  Fig.  129,  p.  234.  Another  form  of  sweetening 
still  invented  by  Frasch  allows  vapors  from  crude  to  pass  through  two  brushes  of  10-gage  steel  wire, 
the  brushes  themselves  being  5i  feet  in  diameto-  by  16  feet  long,  revolving  in  dose-fitting  shells, 
into  which  the  needed  amounts  of  copper  oxide  and  heavy  oil  carrier  are  fed.  To  prevent  condensa- 
tion, the  vapor  is  first  caused  to  pass  around  the  shells,  then  through  the  brushes  to  the  condenser,  the 
heated  shells  insuring  a  gaseous  phase  contact  of  the  distillate  with  the  slowly-revolving  brushes 
(6  R.P.M.),  which  are  continually  immersed  in  the  heavy  oil  mixture  of  copper  oxide.  The  desul- 
phurising action  of  the  latto-  on  the  vapor  thus  evolved  does  not  appear  to  be  as  effective  as  when  the 
distillate  is  in  liquid  phase  and  distilled  from  a  medium  in  which  the  oxide  is  suspended,  so  that  the 
cheesebox  t>pe  of  sweetening  still  is  preferred  for  severe  duty. 
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which  paases  out  through  a  standard  stuffing  box,  at  the  center  of  the  top  of  the  still. 
This  shaft  is  rotated  by  means  of  a  bevel  gear  and  pinion  drive,  through  the  agency 
of  a  clutch  sprocket  and  link  belt,  from  a  long  horizontal  shaft  extending  the  entire 
length  of  the  battery  of  stills.  The  primary  source  of  power  for  driving  the  main 
shaft  is  usually  installed  in  duplicate  to  guard  against  shutdowns. 

The  distillate  to  be  sweetened  is  pumped  to  the  still  together  with  its  quota  of 
copper  oxide,  the  latter  being  incorporated  in  a  small  quantity  of  heavy  oil,  rendering 
possible  its  transfer  by  a  pump.  After  80-85  per  cent  has  been  distilled  off,  a  second 
charge  of  distillate  together  with  additional  copper  oxide  is  pumped  in  on  top  of  the 
hot  residuum,  care  being  taken  to  keep  the  latter  in  constant  agitation.  A  small 
amoimt  of  distillate  given  off  during  the  charging  of  the  hot  still  ''  runs  sour  "  and  is 
returned  to  the  process.  Distillation  and  recharging  are  alternated  until  some  six 
or  seven  charges  of  copper  oxide  have  accumulated,  when  the  bottoms  are  withdrawn 
still-stripped  and  cleaned,  and  made  ready  for  a  fresh  cycle  of  operations. 

The  quantities  of  copper  oxide  used  for  successive  charges,  of  approximately  1200 
barrels  each,  of  a  typical  sour  Lima  distillate  are  given  below  in  the  customary  order 
of  charging,  the  cuts  employed  on  the  water-white  distillate  following  immediately 
afterward.  It  will  be  noted  that  the  water-white  distillate  is  run  when  the  copper 
oxide  is  freest  from  sulphide,  and  the  bottoms  least  likely  to  hurt  the  color  of  the 
distillate. 


Typical  WeighU  of  Copper  Oxide  for  Sweetening  Sour  Lima  DistiUate 
(Charge;  approximately  1200  barrels  of  sour  distillate  per  run) 


No. 
run 

Amount  of 

copper  oxide, 

pounds 

Grade  charged 

Sulphur 

1 

7500 
6500 
6500 
6500 
5000 
4500 

Sour  water-white  distillate 

0.32 

2 

Sour  water-white  distillate 

0.32 

3 

Sour  white  distillate 

0  32 

4 

Sour  water  distillate 

0.36 

5 

Sour  water  distillate 

0.36 

6 

Sour  water  distillate 

0  36 

Tupical  Yield  in  Sweetening  Lima  Sour  Water-wkite  DiMlattj  OM  S. 

(Charge  1200  barrels,  42.4.^  B^.,  sour  water-white  distUlate,  run  dry  m  vertical  cylin- 
drical sweetenirg  still  to  gas-oil.    24  hours  running  time) 


Cut 


Over  48. . . 
48-40 

40-off 

Bottom.  .  . 


Yield  per  cent 


Naphtha 

Sweet  water-white  distillate 

Heavy  end 

Gas  oil 

Stilling  loss 

Total 


16.5 
54.7 
10.9 
15.4 
2  6 


100.0 
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The  sweet  water-white  distillate  produced  in  the  above  manner,  running  about 
0.10-0.12  per  cent  sulphur,  now  readily  yields  to  standard  treating  methods;  but  it 
should  be  noted  that  copper  oxide  employed  as  above  has  little  action  on  the  heavy 
ends  of  37°  to  39°  B^.  Lima  origin,  which  consequently  must  be  sweetened  by  other 
means.  In  fact,  the  entire  action  of  copper  oxide  seems  to  be  governed  by  mass  law, 
since  it  must  be  used  in  considerable  excess  to  produce  the  desired  effect.  The  copper 
press  cake,  as  filter-pressed  from  the  still  residuum,  contains  only  15  to  17  per  cent, 
sulphur,  when  reduced  to  an  oil-free  basis.  To  recover  the  copper  oxide,  the  sweeten- 
ing-still bottoms  are  cooled  to  a  safe  temperature  and  filter-pressed.  The  resultant 
press  cake,  containing  about  14  per  cent  of  oil  is  burned  on  a  continuous  traveling 
straightaway  furnace,  from  which  it  emerges  in  a  coarse  lump  form,  free  from  oil, 
and  partially  reduced  in  sulphur  content.  It  is  next  passed  through  crushing-roUs 
and  delivered  in  a  coarse  powder  to  standard  types  of  ore-roasting  furnaces,  in  which 
practically  all  of  the  sulphur  is  removed,  and  cupric  oxide  is  regenerated.  The  finifthing 
step  consists  in  grinding  the  oxide  in  impact  mills  to  a  200-mesh  product.  Loss  of 
copper  during  the  grinding  operation  is  prevented  by  a  series  of  dust-catching  devices. 
The  fiue  dust  volatilized  during  roasting  settles  in  special  chambers  through  which 
the  furnace  gases  pass,  and  is  later  used  in  process.  With  the  passing  of  the  great 
bulk  of  the  Lima  and  Indiana  production  the  Frasch  process  has  been  supplanted 
to  a  great  extent  by  simpler  treating  methods. 

Other  sweetening  methods  involve  a  series  of  treatments  with  sulphuric  acid, 
followed  by  sodium  plumbate  (doctor  solution).  Finishing  by  rerunning  is  employed 
to  a  considerable  extent,  but  as  the  final  distillations  are  conducted  in  standard  stills 
along  well-known  lines  a  discussion  of  them  falls  more  naturally  under  the  head  of 
treating.^  Lack  of  space  also  prevents  the  discussion  of  processes  like  the  Pitt,* 
which  while  employed  by  one  of  the  larger  independent  companies  for  a  considerable 
period  is  now  no  longer  utilized. 

Ck>nsiderable  ^'cracking"  took  place  in  the  older  method  of  dry  distillation,  espe- 
cially when  the  still  was  held  for  seven  hours  after  "  off  natural  water-white  "  distillate. 
Even  now  cracking  occurs  in  tower-still  practice  when  paraffin  distillate  is  run  off,  and 
also  when  wax  distillate  is  rerun.  The  term  is  generally  held,  however,  in  modem  refin- 
ing phraseology  to  mean  the  art  of  producing  low-boiling-point  hydrocarbons  suitable  for 
motor  fuel,  in  commercial  quantities,  from  distillates  or  residua  of  high  molecular 
weight.  Generally,  though  not  necessarily,  this  is  done  under  pressure,  and  as  such 
will  be  found  discussed  at  length  in  another  chapter  of  this  volume.' 

However,  the  recovery  of  liquid  condensates  from  gases  produced  during  the 
incidental  "  cracking ''  that  occurs  in  ordinary  refining,  as  well  as  from  incomplete 
condensation  of  natural  light  hydrocarbons  originally  present,  has  come  to  be  of 
decided  importance  in  many  of  the  larger  plants.  The  writer  therefore  includes  a 
tabulation  giving  a  rough  idea  of  the  composition  and  amount  of  such  gases  produced . 
Unless  a  skimming  plant  is  operating  on  crude  oil  of  extremely  high  gravity,  either 
natural  or  charged  with  casing-head  condensate,  the  amount  of  permanent  recover- 
able liquid  product  from  still  gases  should  be  negligible  if  the  condensing  equipment 
is  efficiently  designed  and  operated.  On  the  other  hand,  where  lubricants  are  manu- 
factured, or  where  general  refining  is  practiced,  there  is  always  a  certain  amoimt  of 
incidental  "  cracking  "  with  corresponding  gas  formation.  This,  together  with  the 
usual  inadequacy  of  the  water  supply  for  effecting  the  recovery  of  natural  light  gaso- 
lines, will  often  justify  a  compression  unit,  or  in  certain  cases  an  absorption  system 

1  See  p.  367. 

s  For  further  details  of  this  process,  which  wsa  employed  at  one  time  by  the  Paragon  Refining  Co., 
Toledo,  Ohio,  see  U.  S.  Patento  379,492,  March  13,  1888,  and  411,394,  September  17,  1889. 
•  See  p.  427. 
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for  recovered  gas.  This  is  best  determined  by  an  actual  test  of  the  still  gases  evolved 
by  methods  described  in  the  chapter  of  this  volume  devoted  to  the  extraction  of  gasoline 
from  natural  gas.  The  following  data  are  taken  from  a  series  of  actual  plant  tests 
conducted  by  the  writer.  Considering  the  recent  achievements  of  Ellis,  ^  they  suggest 
a  somewhat  neglected  field  for  chemical  research,  especially  when  the  high  percentage 
of  unsaturated  hydrocarbons  existing  in  certain  still  gases  is  noted. 


Production  of  SUU  Gas  from  Indiana  Crude  Oil  Distilled  to  Coke 

(Charge  1260  barrels  36.1°  B6.,  57  hours  running  time) 

Per  cent  by  volume,  quantities  in  cubic  feet 


Total 

Time 

Air 

H,S 

CxHy 

Meter- 
age 

Total  gas 
(Air  free) 

CxHygas 

(Air  free) 

Periods 

7.00  p.m. 

100.0 

Trace 

0.0 

940 

0 

0 

Fired 

9.00  p.m. 

100.0 

Trace 

0.0 

960 

0 

0 

11.00  p.m. 

100.0 

Trace 

0.0 

880 

0 

0 

1.00  ajn. 

97.3 

0.1 

2.6 

900 

24 

23 

Over 

3.00  a  m. 

91.1 

0.2 

8.7 

1,600 

143 

139 

5.00  a.m. 

97.0 

0.1 

2.9 

1,380 

41 

40 

Settled  to  boil 

7.00  a.m. 

98.0 

Trace 

2.0 

1,220 

24 

24 

9.00  a.m. 

98.0 

Trace 

2.0 

1,200 

24 

24 

11.00  am. 

97.1 

Trace 

2.9 

1,300 

38 

38 

Light  worm  43  "* 

1.00  p.m. 

92.1 

2.0 

6.9 

1.940 

163 

114 

3.00  pm. 

96.2 

1.6 

3.3 

2,200 

106 

73 

5.00  p.m. 

87.4' 

6.2 

6.4 

2,600 

328 

166 

Light  worm  41** 

7.00  p.m. 

80.3 

9.5 

10.2 

3,440 

676 

350 

9.00  p.m. 

87.2 

4.3 

8.6 

3,340 

428 

284 

11.00  p.m. 

87,7 

4.8 

7.5 

3,380 

416 

264 

1.00  a.m. 

86.4 

7.2 

7.4 

3,400 

496 

254 

Heavy  worm  paraffin 
distillate 

3.00  a.m. 

66.7 

14.0 

20.3 

4,260 

1,460 

866 

Light  worm  45"' 

5.00  a.m. 

60.2 

18.0 

31.8 

4,680 

2,280 

1,460 

7.00  a  jn. 

37.1 

26.4 

36.5 

4,940 

3,140 

1,800 

9.00  ajn. 

20.1 

29.4 

50.6 

6,080 

4,070 

2,683 

11.00  ft.m. 

13.2 

24.2 

62.6 

5,440 

4,720 

3,410 

1.00  pjn. 

8.8 

17.4 

73.8 

4,600 

4,180 

3,400 

Light  worm  48° 

3.00  p  jn. 

8.6 

6.6 

76.8 

3,800 

3,100 

2,880 

5.00  p.m. 

7.2 

3.8 

89.0 

4,800 

4,450 

4,270 

7.00  p.m. 

3.2 

3.0 

93.8 

5,000 

4,840 

4,700 

9.00  p.m. 

2.0 

2.0 

96.0 

5,200 

5,100 

6,000 

11.00  p.m. 

2.0 

1.8 

96.2 

4,800 

4,710 

4,620 

1.00  a.m. 

2.5 

1.0 

96.6 

4,200 

4,090 

4,055 

3.00  a.m. 

0.5 

7.0 

92.6 

4,780 

4,760 

4,430 

5.00  ajn. 

1.5 

6.0 

92.5 

3,640 

3,580 

3,576 

Total  quan- 

• 

tities 

■   •  •  • 

•  ■  •  • 

■   •   «   ■ 

95,800 

57,376 

48,832 

^  See  Petrol-Alcohol,  p.  399,  this  volume. 
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Approximate  Analyses  of  Waste  Still  Gases 
(Samples  taken  from  mains,  air  content  due  to  open  vents,  stills  not  running,  etc.) 


Composition  of  gas 

Tower  stills 

(Indiana  crude) 

per  cent 

Steam  stills 

(Illinois  crude) 

per  cent 

Tar  stills 

(Kansas  crude) 

per  cent 

Hydroffen  sulphide 

8.0 

5.0 

19.0 

10.8 

57.2 

4.1 
3.1 

11.8 
0.0 

81.0 

2.2 

OxvKen 

1.2 

^^'^j  ©*'*■ 

Nitrogen 

4.6 

Unsaturated  hydrocarbons 

Saturated  hydrocarbons 

18.4 
.73.6 

Totals 

100.0 

100.0 

100.0 

In  the  above  tests  no  attempt  was  made  to  determine  the  amount  of  unsaturated 
hydrocarbons  present,  but  if  the  percentage  previously  given  for  average  tower-still 
gas  (15.9  per  cent)  is  applied,  the  unsaturated  hydrocarbon  content  would  be  7764 
cubic  feet.  In  certain  plants,  after  condensable  light  naphthas  have  been  removed 
the  still  gas  is  further  purified  and  used  as  a  source  of  power  for  gas  engines  or  as 
fuel  for  soldering  in  can  plants,  or  sold  for  domestic  purposes;  in  other  plants  it  is 
burned  directly  under  stills  or  boilers. 

While  the  products  of  dry-heat  distillation  are  in  the  main  intermediates,  requiring 
subsequent  refining  before  marketing,  a  brief  description  of  their  characteristics  may 
not  be  out  of  place  at  this  point. 

Products  Obtained  from  Crude  Stills 

Gasoline. — ^This  product  when  it  is  possible  to  obtain  it  by  direct  distillation  from 
crude,  generally  runs  about  21  to  25  in  color,  95^  to  120°  F.,  initial  boiling  point, 
350**  to  400**  F.,  end-ix)int,  and  64  to  66**  B6.  gravity.  A  lower  gravity  than  64*  is 
rarely  obtained  because  the  stream,  even  from  a  low-sulphur  crude,  fails  to  stand 
"  doctor  '*  test  in  the  portion  from  66**  to  60°  B^.  gravity  down,  depending  on  the 
nature  of  the  crude,  the  rapidity  of  distillation,  etc.  It  is  obvious  that  this  grade  of 
gasoline  can  be  made  only  from  comparatively  few  crudes;  it  is  used  principally  for 
blending,  with  treated  or  steam-run  gasolines  of  higher  end-point  and  lower  gravity. 

Bendne-naphtfaa  tops.' — ^These  intermediates,  usually  the  first  products  obtained 
in  dry  distillation,*  range  from  water-white  to  standard  white  in  color,  400°  to  500°  F. 

1  The  trade  usually  understands  bensine  to  be  an  unrefined  gasoline  and  naphtha,  and  the  latter 
products  to  be  steam-distilled,  deodorised,  or  otherwise  highly  refined.  But  no  such  line  of  demarca- 
tion exists  in  refining  parlance.  Here  the  term  naphtha  is  applied  to  the  light,  sweet,  high-gravity 
product  of  67°-60**  B6.  gravity  obtained  from  Pennsylvania  crude,  known  as  "P.  C."  naphtha.  It 
is  also  applied  to  the  grade  first  over  from  Ohio  crude  known  as  "sour"  naphtha;  to  the  light  gaseoua 
product  steam-stilled  from  "cracked"  distillate,  termed  "gas"  naphtha;  and  lastly  to  the  sweet 
steam-refined,  deodorised,  colorless  product,  somewhat  heavier  than  gasoline,  obtained  at  the  cut 
of  67^-53**  B6.  following  P.  C.  naphtha  on  Pennsylvania  crude.  With  the  migration  of  many  Penn- 
sylvania refiners  to  the  West,  the  term  "bensine"  became  somewhat  generally  applied  to  all  first- 
over  products  from  crude  not  suitable  for  direct  sale  as  gasoline,  so  that  the  names  bensine  and 
naphtha  are  without  significance  among  refiners  unless  detailed  specifications  are  given.  The  term 
"tope"  is  distinctly  limited  to  Californian  and  Mexican  crude  refining  practice.  It  includes  all 
gasoline  stock  discharged  from  the  evaporator  column  where  subsequent  dephlegmation  is  not  imme- 
diately practiced. 

*  Under  dry  distillation  are  considered  such  stilling  methods  as  involve  only  a  minimum  quantity 
of  steam  directly  introduced  for  agitation  purposes  or  formed  from  water  originally  present  in  the  crude. 
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aid-point,  and  anywhere  from  66*^  to  48°  B^.  gravity,  depending  on  the  nature  of  the 
crude  cuts  employed,  etc.  These  products  are  generally  reactive  to  "  doctor ''  and 
require  additionid  refining  before  marketing. 

Light  end,  engine  distillate. — Following  the  naphtha  or  tops  cut,  a  light-gravity 
distillate  of  the  same  general  characteristics  as  the  naphtha  itself,  but  usually  of  50** 
to  46°  B^.  gravity,  is  sometimes  set  aside  for  subsequent  rerunning  into  special  solvents 
having  a  specified  flash.  In  California  practice  this  is  marketed  directly  as  engine 
distillate;  number  1  is  50°  B^.  gravity;  number  2  is  45°  B6.  gravity. 

Kerosene  distillate,  kerosene  stock. — This  product  follows  the  hght  end  or  engine 
distillate,  and  varies  in  color,  reaction  to  "  doctor,"  burning  quality,  flash,  etc., 
according  to  the  nature  of  the  crude.  For  direct  sale,  or  finishing  by  simple  treatment, 
it  usually  nms  from  41°  to  46°  B6  gravity,  150°  to  175°  F.  burning-point  *  but  where  cut 
for  sweetening,  rerunning,  fmning  acid  treatment,  etc.,  it  stands  40°  to  44^  B^.  gravity, 
and  varies  widely  in  flash  and  biuming  test. 

Inspection  of  Burning  OU  DiaiiUates 


Date 

Souroe 

Grade, 

water- 
white 

Gravity, 
degrees 

Flash, 

degrees 

F. 

Initial 

boiling 

point 

Over 
At  300 

300 
350 

350 
400 

400 
450 

450 
500 

500 
550 

Above 
550 

1907 

Penn. . . 

120* 

47.2 

10&-120 

220 

12.6 

21.6 

13.3 

6.5 

5.0 

10.9 

30.1 

1907 

Penn.. . 

150* 

48.2 

122-150 

305 

0.0 

10.0 

23.0 

21.0 

17.6 

12.5 

16.0 

1912 

Ohio . .  . 

160* 

46.2 

124-160 

310 

0.0 

7.0 

28.0 

27.5 

22.0 

10.0 

5.5 

1915 

Okla... 

42*-44* 

42.2 

124-160 

320 

0.0 

7.0 

20.1 

22.8 

23.6 

14.6 

12.0 

1921 

Kane. . . 

41*-43* 

41.6 

150-175 

345 

0.0 

0.0 

20.0 

39.0 

29.0 

9.7 

2.3 

Heavy  end,  power  distillate,  petroleum  distillate. — This  grade  is  cut  from  Eastern 
and  Mid-Continent  crudes  between  the  kerosene  distillate  and  gas-oil.  It  is  usually  set 
aside  for  rerunning  for  prime-white  or  standard-white  distillate,  although  it  is  often 
sold  directly  under  a  variety  of  names  for  light-horse-power  engine  fuel.  Like  the, 
cut  immediately  preceding,  **  heavy  end ''  varies  in  color,  flash,  sulphur  content 
etc.,  with  the  nature  of  the  crude  employed.  It  is  usually  of  a  light  straw-color,  150° 
to  200°  F.  flash  and  of  37°  to  40°  B6.  gravity. 

Gas-oiL — Intermediate  between  "  heavy  end ''  and  parafl^  distillate,  light  gas-oil 
is  produced.  This  is  distinguished  from  heavy  gas-oil,  obtained  in  the  subsequent 
reduction  of  paraffin  distillate.  As  cut  from  crude,  gas-oil  usually  nms  33°  to  37° 
B6.  gravity,  175°  F.  flash  or  better,  is  of  a  straw-color,  and  varies  in  cold  test  from  30° 
to  10°  F.,  depending  on  the  nature  of  the  crude,  and  the  cuts  employed.  It  finds 
direct  sale  as  an  absorbent  or  scrubbing  oil,  and  when  mixed  with  heavier  gas-oils, 
forms  the  32°  to  36°  B^.  gas-oil  of  the  trade.  It  is  also  sold  for  special  fuel,  and  may 
be  further  refined  into  grease  stock  or  light,  non-viscous  lubricants. 

1  With  the  exception  of  sour  distillates  cut  for  rerunning,  and  aromatic  (California)  water-white 
stock,  requiring  fuming  acid  treatment,  it  has  been  the  practice  for  many  years  to  cut  natural  water- 
white  distillate  at  test,  i.e.,  within  the  legal  requirements  for  intended  point  of  shipment.  Prime- 
white  and  standard-white  oils  were  formerly  made  by  steaming  a  mixture  of  light  and  heavy  ends 
to  the  required  flash  and  in  this  way  retaining  a  considerable  portion  of  what  would  now  form  gasoline 
batching  stock.  The  small  demand  for  gasoline  in  the  early  dajrs  of  the  industry,  the  necessity  of 
light  ends  for  balancing  heavy  fractions,  reducing  viscosity  within  wick-climbing  limits,  and  supplying 
the  foreign  and  domestic  demand  for  burning  oil,  had  much  to  do  with  the  low  flash  and  fire  test  of 
early  burning  oils,  as  well  as  resulting  in  the  then  needed,  though  at  present,  archaic,  inspection  laws. 
Under  present  refining  methods,  Hght  ends  are  retained  in  bensine  stock,  heavy  ends  are  either 
dephlegmated  into  low  viscosity  wick-climbing  products,  or  retained  in  the  gas  oil.  In  general,  a 
better,  more  uniform,  free-burning  kerosene  is  produced  to-day  at  41**-43^  B^.  gravity,  than  the 
early  oils  of  higher  figure,  even  though  the  present  grades  will  frequently  test  175^  burning  point  or 
higher. 
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Stove  distillate. — This  product  is  not  to  be  confounded  with  naphtha  stove  dis- 
tillate. It  is  of  30°  to  34°  B4.  g;ravity,  and  is  obtained  from  California  crude.  It 
corresponds  in  point  of  cut  to  the  gas-oil  of  the  Eastern  or  Mid-Continent  crudes, 
but  on  account  of  the  asphaltic  nature  of  the  base  it  is  much  darker  in  color. 

Fuel  oil. — This  grade  is  produced  in  enormous  quantities  by  continuous  skimming 
plants  in  the  Southwest,  and  by  topping  plants  on  the  Pacific  Coast.  It  varies  from 
26°  to  14°  B4.  gravity,  with  corresponding  fluctuations  in  its  other  physical  constants. 
These  depend  on  the  nature  of  the  crude,  the  extent  of  gas-oil,  or  stove  distillate 
stripped,  the  amount  of  bottom  steam  used,  etc.  Its  color  ranges  from  dark  green 
to  black,  and  its  cold  test  from  80°  to  10°  F.  It  is  conmionly  marketed  in  the  Mid- 
Continent  field  on  guaranteed  gravity  alone,  such  as  26°  to  28°,  24°  to  26°,  and  22° 
to  24°  B6.  fuel  oil.  Compliance  with  the  United  States  fuel  oil  specifications  and  with 
the  British  Admiralty  requirements,  are  also  guaranteed  by  many  refiners.  The  speci- 
fications for  California  and  Mexican  fuel  are  somewhat  broader,  this  heavy  fuel  being 
used  in  enormous  quantities  by  the  western  railroads,  Pacific  Coast  steamship  lines, 
and  artificial  gas  plants.^ 

Fuel  oil  (Navy  Standard),  is  specified  in  the  report  of  the  Committee  on  Standardi- 
sation of  Petroleum  Specifications,  Bulletin  No.  5,  efifective  December  29,  1920,  as 
follows: 

General  statement — ^This  specification  covers  the  grade  of  oil  used  by  the  United 
States  Government  and  its  agencies  where  a  high-grade  fuel  oil  is  required. 

Fuel  oil  shall  be  a  hydrocarbon  oil,  free  from  grit,  acid,  and  fibrous  or  other  foreign 
matters  likely  to  clog  or  injure  the  burners  or  valves.  If  required,  it  shall  be  strained 
by  being  drawn  through  filters  of  wire  gauze  of  16  meshes  to  the  inch.  The  clearance 
through  the  strainer  shall  be  at  least  twice  the  area  of  the  suction  pipe,  and  the  strainers 
shall  be  in  duplicate. 

Properties  and  tests.  Flash  point. — ^The  flash  point  shall  not  be  lower  than  150°  F. 
(Pensky-Martens  closed  tester).  In  case  of  oils  having  viscosity  greater  than  30 
seconds  at  150°  F.  (Saybolt  Furol  viscosimeter)  (8°  Engler)  the  flash  point  shall  not 
be  below  the  temperature  at  which  the  oil  has  a  viscosity  of  30  seconds. 

Viscosity. — ^The  viscosity  shall  not  be  greater  than  140  seconds  at  70°  F.  (Saybolt 
Furol  viscosimeter)  (40°  Engler). 

Sulphur. — Sulphur  shall  not  be  over  1.5  per  cent. 

Water  and  sediment. — Water  and  sediment  combined  shall  not  amount  to  over 
1.0  per  cent. 

All  tests  shall  be  made  according  to  the  methods  of  testing  fuel  oils  adopted  by  the 
Committee  on  Standardization  of  Petroleum  Specifications. 

Old  British  Admiralty  specifications.  Quality. — The  oil  fuel  supplied  under  this 
contract  shall  consist  of  liquid  hydrocarbons  and  may  be  either: 

(a)  Shale  oil;  or 

(6)  Petroleum  as  may  be  required;  or 

(c)  A  distillate  or  a  residual  product  of  petroleum; 

and  shall  comply  with  the  Admiralty  requirements  as  regards  flash  point,  fluidity  at 
low  temperatures,  percentage  of  sulphur,  presence  of  water,  acidity,  and  freedom 
from  impurities. 

The  flash  point  shall  not  be  lower  than  200°  F.  closed  test  (Abel  or  Pensky-Martens). 

The  proportion  of  sulphur  contained  in  the  oil  shall  not  exceed  0.75  per  cent. 

1  For  detailed  information  regarding  the  commercial  conaumption  of  fuel  oil,  its  economics,  etc., 
see  Bull.  69,  Cal.  Stote  Min.  Bur.,  1914,  83;  Report  291  (1,  285  et  seq.)  of  the  Mines  Branch,  Canadian 
Dcpt.  of  Mines;  Jones,  J.,  Electricity,  Power  and  Gas,  24,  492;  Wadsworth,  Efficiency  in  the  Use 
of  Oil  Fuel,  Bureau  of  Mines,  1919;  Stillman,  Trans.  Am.  Soc.  Mech.  Eng.,  33  (1911),  887. 
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The  oil  fuel  supplied  shall  be  as  free  as  possible  from  acid,  and  in  any  case  the 
quantity  of  acid  must  not  exceed  0.05  per  cent,  calculated  as  oleic  acid,  when  tested, 
by  shaking  up  the  oil  with  distilled  water,  and  determining  by  titration  with  deci- 
normal  alkali  the  amount  of  acid  extracted  by  the  water,  methyl  orange  being  used 
as  indicator. 

The  quantity  of  water  delivered  with  the  oil  shall  not  exceed  0.05  per  cent. 

The  viscosity  of  the  oil  supplied  shall  not  exceed  1000  seconds  for  an  overflow  of 
50  cubic  centimeters  at  a  temperature  of  32®  F.  as  determined  by  Sir  Boverton  Red- 
wood's standard  viscosimeter  (Admiralty  type  for  testing  oil  fuel). 

The  oil  suppUed  shall  be  free  from  earthy,  carbonaceous  or  fibrous  matter,  or  other 
impurities  which  are  likely  to  choke  the  burners. 

The  oil  shall,  if  required  by  the  inspecting  officer,  be  strained  by  being  pumped 
on  discharge  from  the  tanks,  or  tank  steamer,  through  filters  of  wire  gauze  having  16 
meahes  to  the  inch. 

The  quality  and  kind  of  oil  supplied  shall  be  fully  described.  The  original  source 
from  which  the  oil  has  been  obtained  shall  be  stated  in  detail,  as  well  as  the  treatment 
to  which  it  has  been  subjected,  and  the  place  at  which  it  has  been  treated. 

The  ratio  which  the  oil  supplied  bears  to  the  original  crude  oil  should  also  be  stated 
as  a  percentage. 

Common  specifications  for  California  fuel  oil:  (1)  Viscosity  must  be  such  that  oil 
will  flow  freely  through  a  4-inch  pipe  at  TO*'  F.,  (2)  Water  content  must  be  less  than 
2  per  cent,  using  gasoline  in  the  testing  centrifuge;  (3)  Flash  shall  not  be  less  than 
110**  F.  open  cup;  (4)  Fuel  shall  be  sold  on  a  63°  F.  basis  with  1  per  cent  correction 
for  every  25**  F.;  (5)  Gravity  shall  be  between  14°  and  29°  B4.  See  also  Bunker  fuel 
Oa  "A,"  "B,"  "C,"  Report  of  the  Committee  on  Standardization  of  Petroleum 
Specifications,  Bulletin  No.  5,  effective  December  29,  1920.  Also  British  Mission 
Requirements. 

Fuel  oil  varies  from  17,500  as  a  minimmn  to  20,000  B.t.u.  as  a  maximum,  the  average 
values  ranging  from  18,500  to  19,500  B.t.u.  per  pound.  The  calorific  value  of  the  fuel 
oil  may  be  determined  with  accuracy  only  in  some  form  of  bomb  calorimeter,  and, 
where  absolute  precision  is  not  required,  by  the  formula  of  Dulong.  This  is  given 
for  coal  on  page  810.  Formula  for  calculating  fuel  values  may  also  be  consulted  in 
Thorpe's  Dictionary  of  Applied  Chemistry,  1912,  2,  605,  and  Gebhardt's  "  Steam 
Pdfwer  Plant  Engineering,"  4th  edition,  page  34,  also  Carpenter  and  Diederichs' 
"Experimental  Engineering,''  7th  edition,  page  510.  The  variations  in  the  fuel 
values  of  different  fuel  oils  is  by  no  means  so  great  as  for  coals  because  of  the  varia- 
tion in  coals. 

The  figures  on  the  following  page  taken  from  the  Babcock  and  Wilcox  Co.'s 
handbook  on  steam,  and  from  other  authorities,  give  an  idea  of  the  variation  existing 
in  the  calorific  value  of  various  petroleum  products. 

Tar. — Closely  allied  to  fuel  oil  is  the  substance  tar.  It  represents  a  strictly  dry- 
run  productr— the  intermediate  from  which  paraffin  distillate  was  distilled  before  the 
general  adoption  of  tower  stills.  As  no  steam  was  used,  the  tar  varied  considerably  in 
composition,  according  to  the  extent  of  cracking  practiced.  When  first  taken  from  the 
stills  it  contained  a  considerable  quantity  of  suspended  carbon  and  fine  coke.  It 
usually  showed  on  test  22°  to  24°  Bd.  gravity,  340°  to  350°  F.  flash,  and  400°  to  410°  F. 
burning  test;  it  found  a  limited  sale  for  fuel. 

Paraffin  distillate. — This  intermediate,  the  base  for  paraffin  wax  and  paraffin  oils, 
should  be  distinguished  from  wax  distillate  produced  by  steam  reduction  of  fuel  oil, 
the  former  being  a  crystalline  product  ready  for  pressing,  the  latter  a  semi-amorphous 
substance  requiring  additional  rerunning.    As  produced  at  tower  or  tar  stills,  paraffin 
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distUlate  is  of  27''  to  90''  B^.  gravity,  140''  to  200"  F.  flafih,  200"*  to  260"  F.  burning 
test,  60  to  80  visoodty  at  lOO**  F.,  65"  to  75"  F.  cold  test,  and  of  a  deep  yellow  oolor. 
Inspection  of  this  product  varies  considerably  according  to  the  type  of  tower  stills, 
the  cuts  employed  and  the  amount  of  cracking  practiced.  The  objective  in  distilla- 
tion is  to  secure  a  product  of  high  viscosity  and  flash,  that  at  the  same  time  will  press 
readily  without  gumming,  in  other  words  to  maintain  yield  and  quality  in  both  slack 
wax  and  pressed  distillate. 

Smudge  oil. — Ck)rreiqx>nd]ng  to  the  paraffin  distillate  cut  on  Eastern  crudes,  a  dark 
distillate  of  26"  to  28"  B4.  gravity  is  cut  from  California  crude.  It  is  sold  as  a  smudge 
oil  for  use  in  the  citrus  belt  to  prevent  damage  to  trees  from  frost. 

Wax  tailings. — See  note  5,  page  329. 

Coke.— See  note  6,  page  330. 


Composition  and  Calorific  Value  of  Various  Petroleum  Products 


Grade 


dis- 


Galicium  crude 

Borneo  crude 

Calif,  kern  crude 

Java  crude 

Kamiaa  crude 

Indiana   lubricating 

tillate 

Ohio  crude 

Ohio  fuel  oU 

Pennsylvania  crude 
Penn.,   150"  water-white 

oQ 

Mexican  crude 

Russian  Baku  crude. 

Texas  crude 

Texas  reduced  crude 
Texas  sas  oil 


Carbon, 
Per  cent 


82.2 
95.7 
85.6 
87.1 


83.7 
85.0 


86.7 
84.6 


Hydro- 
gen, 
Per  cent 


12.1 
11.0 
11.89 
12.0 


14.4 
13.6 


12.9 
10.0 


Sul- 
phur, 
Percent 


5.7 

1.09 

0.32 


0.60 
0.07 


1.63 


Oxy- 

Cen, 

Percent 


3.31 
1.42 
0.9 


1.3 
1.33 


2.87 


Gravity, 
B«. 


31.1 


16.0 
21.8 
33.1 

27.3 
36.0 
24.5 
44.7 

46.3 
22.1 
28.6 
21.6 
20.4 
27.5 


B.t.u. 


18.416 
19.240 
18,840 
21.163 
18,735 

19.382 
18,815 
19,759 
18.900 

20.000 
18,840 
20,691 
19.060 
19,351 
19,612 


Authority 


Babcock  and  Wilcox 

Orde 

Babeock  and  Wiloox 

Baboock  and  Wiloox 

Smith 

Robinson 

Smith 

Robinson 

Smith 

Robinson 

Babcock  and  Wiloox 

Booth 

U.  S.  Naval  Board 

Robinson 

Robinson 


The  results  of  inspection  of  various  yields  of  fuel  oil  from  a  typical  Oklahoma  skim- 
ming plant  are  tabulated  below: 

Inspection  of  Fuel  Oil  from  an  Oklahoma  Skimming  Plant ^  Distilling  38.1**  Bi.  Cushing 

Crude 


Yield, 
per  cent 

Degrees 
B6. 

Flash 
test 

Fire 

test 

Viscosity/ 130 

Cold  test, 
DegefflF. 

52 

29.6 

200 

245 

55 

30 

48 

27.6 

255 

300 

95 

33 

44 

26.1 

290 

355 

124 

36 

40 

24.9 

320 

385 

163 

38 

35 

22  3 

350 

410 

210 

40 
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II.    Distillation  bt  Steam 

The  use  of  steam  as  an  aid  in  the  distillation  of  petroleum  products  was  early 
practiced,^  it  having  been  discovered  that  where  steam  was  used,  the  overheating 
of  the  contents  of  the  still  was  prevented,  sweeter  products  were  obtained,  and  distilla- 
tion in  general  proceeded  more  smoothly.  Moreover,  the  partial  pressure  of  the 
hydrocarbon  content  of  a  mixture  of  oil  and  steam  vapor  is  less  than  the  atmospheric 
pressure,  and  according  to  the  well-known  law  of  partial  pressures,  allows  the  hydro- 
carbons to  distill  at  temperatures  considerably  below  their  boiling  points,*  thus  aiding 
in  separation  and  preventing  decomposition.  Thus  steam  was  found  particularly 
advantageous  in  separating  the  more  volatile  naphthas  from  burning-oil  distillates, 
its  use  being  largely  responsible  for  the  progress  made  in  the  development  of  maximum 
burning-oil  yield  from  crude,  which  reached  its  height  in  about  1912. 

While  as  early  as  I860,*  a  crude  form  of  dephlegmating  device  had  been  suggested, 
it  was  not  until  a  simplified  form  of  the  Ck>ffey  alcohol  still  tower  was  adapted  to  the 
industry,  that  really  efficient  separation  took  place.  Such  towers  acted  as  combined 
dephlegmators  and  heat  exchangers.  As  recently  as  1907  there  was  little  demand 
for  gasoline  under  70^  B^.  gravity;  therefore  the  function  of  the  steam  still  at  that 
period  was  largely  confined  to  bringing  a  mixture  of  light  and  heavy  ends  to  test, 
although  a  70''  B^.  gravity  gasoline  with  3  per  cent  of  residue  at  300^  F.  was  beginning 
to  be  made  in  quantity.  Continuous  distillation  was  practiced  then  in  much  the  same 
way  as  it  is  to-day.  Two  stills  in  a  battery  usually  sufficed,  however,  to  secure  the 
requisite  test  on  the  distillate.  The  bulk  of  the  naphtha  was  removed  in  the  first 
stfll,  and  the  operation  was  completed  in  the  second  unit,  to  which  the  contents  of  the 
first  still  flowed  by  gravity  upon  rising  above  a  certain  level.  The  heavy  test  naphtha, 
or  light  end  dropped  out  from  the  bottom  of  the  one  tower  which  commonly  supplied 
the  two  stills.  It  also  flowed  to  the  second  or  test  still,  and  helped  to  maintain  the 
desired  gravity  and  quality  of  the  finished  distillate.  "  Untest "  stock  was  continu- 
ously charged  to  the  top  of  the  tower,  and  test  distillate  was  pumped  away  from  the 
second  still  in  like  manner.  The  process  required  only  occasional  adjustment  of  pimips 
and  checking  of  the  fire  test,  8000  to  9000  barrels  of  distillate  usually  being  handled 
in  twenty-four  hours  by  two  1800-barrel  stills.  The  stripping  yielded  3  to  4  per  cent 
of  naphtha.  Heat  exchanging  was  also  practiced,  and  both  high-pressure  (60  pounds), 
and  low-pressure  (8  to  12  pounds)  exhaust  steam  were  used,  so  that  the  art  of  steam- 
stilling  at  the  period  mentioned  could  be  said  to  have  been  efficiently  conducted.  In 
short,  with  the  exception  of  recent  installations  including  the  regulation  furnace  set- 
ting, and  the  adoption  of  special  tower  packing,^  in  place  of  the  stone  or  brick  of  earlier 
days,  there  has  been  little  change  in  general  steam-stilling  equipment  and  process  for 
the  past  fifteen  or  twenty  years.  Not  a  few  plants,  in  other  respects  modem,  continue 
to  employ  the  even  older  cheeeebox  type  of  steam  still,  generally  imperfectly  insulated, 
unprovided  with  dry  coil  or  furnace  setting,  and  necessarily  requiring  excessive  steam 
consumption  for  the  volatilization  of  the  heavy  naphthas  which  now  form  an  important 
constituent  ofordlnary  gasoline. 

A  battery  of  modem  steam  stills  is  illustrated  in  Fig  151,  page  344.  Fig.  152,  page 
344,  shows  a  different  design.  In  some  refineries  it  is  the  practice  to  use  a  separate 
steam  still  for  each  cut  of  benzine  at  crude  stills,  pumping  in  continuously  at  the 
top  of  the  tower.    The  speed  of  the  pump  is  regulated  by  a  constant  gravity  stream, 

1  JoshuA  Merrill,  of  the  Downer  Kerosene  Company,  Boeton,  Maas.,  'a  credited  with  being  the 
first  to  sugseet  the  introduction  of  steam  into  petroleum  during  its  distillation. 

*  For  scientific  discussion  on  the  physical  lath's  involved  in  steam  distillation  of  hydrocarbon 
products,  see  Ourwitsch,  Wissenschaftliche  Grundlagen  der  Erdolbearbeitung,  117  (1913). 

I  See  U.  S.  Patent  28.246,  May  15,  1860. 
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until  60  per  cent  of  bottoms  has  accumuUted,  or  until  the  end-point  of  the  gasoline 
becomea  affected,  when  the  charge  ia  withdrawn,  and  the  still  is  filled  anew  with 
freeh  beniine  or  naphtha.  Thie  semi-continuous  method  of  operation  usually  allows  a 
Bteam  still  to  be  run  for  from  seven  to  ten  days  before  pumping  out.  It  pennits  the 
different  beniine  cuts  to  be  separately  treated  by  methods  best  suited  to  their  individual 


Fia.  151.— A  battery  of  atcam  atilh. 

characteristics,  but  involves  the  turning  over  of  an  unneeessarily  large  bulk  of  charge 
prior  to  pumping  out  the  bottoms.  A  modification  in  method  is  to  pump  out  a  portion 
of  the  charge  intermittently  while  the  entering  stream  is  cither  reduced  in  volume 
or  stopped  for  the  time  being.  In  compartment  steam  stills  continuous  charging 
and  simultaneous  pumping  out  of  the  bottoms  is  practiced  with  more  or  leas  success. 


Fio.  ISS. — DoublF  Btcam^tiU  unit 

Other  plants  batch  their  benzine  at  crude  stillB,  and  fractionate  into  constant  gravity 
streams  at  steam  stills.  The  degree  of  separation  depends  upon  the  numlMr  of  stills 
connected  in  a  battery,  four  being  the  commonly  accepted  number.  Hiis  method, 
under  careful  watching  of  steam  pressure  and  fire,  insures  uniform  gravities  and  con- 
stant operationi  but  with  many  crudes  it  is  more  difiicult  to  maintain  streams  which 
are  sweet  to  the  "  doctor  "  test  from  the  third  and  fourth  stills  of  the  battery  than 
by  the  semi-continuous  method  of  operation.    Eachsystem,  therefore,  has  ita  advocates. 
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Eastern  and  Mid-Continent  practice  generally  favors  the  externally  fired  steam  still 
for  refining  the  heavier  naphtha  fractions,  while  Pacific  Coast  usage  gives  preference 
to  the  dry-coil  still,  in  which  the  temperature  of  the  still  contents  is  maintained  at  the 
desired  point,  by  a  series  of  tight  steam  coils,  rather  than  by  a  free  fire  beneath  the 
stiU.  This  method  certainly  recommends  itself  by  its  ease  of  control  and  safety  of 
operation.  Considering  the  higher  efficiency  of  the  steam  boiler  over  the  usual  still 
setting,  it  is  probably,  in  many  instances,  actually  more  economical  in  ultimate  fuel 
consumption  than  the  apparently  more  direct  means  of  heat  transfer.  Where  a 
counter-current  continuous  system  is  employed  the  advantage  is  more  pronounced. 

SteamHstiUing  of  crude  is  also  practiced  in  several  refineries  and  at  certain 
centers  where  crude  is  gathered  before  its  receipt  by  the  pipe-line.  In  the  first  instance, 
the  process  is  sometimes  used  to  prevent  contamination  of  the  water-white  color  of 
the  first-over  product  by  gas-oil  or  wax  distillate  left  in  the  worm  from  the  run  inune- 
diately  preceding.  This  system  is  carried  out  in  several  Pennsylvania  refineries  where 
the  remainder  of  the  stilling  is  a  batch  process.  About  60  per  cent  of  the  gasoline- 
benzine  content  is  removed  in  a  continuously  operated  tower  or  "  hog  "  still.  The 
overhead  product  is  condensed  according  to  the  usual  standard  methods.  The  reduced 
crude  flows  into  a  separating  still  maintained  at  a  temperature  sufficient  to  allow 
complete  separation  of  the  water  entrained  during  reduction.  Aside  from  the  fact 
that  it  obviates  the  necessity  of  rerunning  the  valuable,  highly  volatile,  contaminated 
gasoline,  this  process  produces  a  cleaner  steam-refined  stock  for  subsequent  filtration, 
or  direct  sale.  In  other  cases  steam-stilling  of  crude  is  conducted  principally  to  wash 
out  accompanying  salt  water,  and  to  prevent  the  deposit  of  salt  in  subsequent  coking. 
The  life  of  the  still  bottoms  is  thereby  lengthened  considerably,  and  an  electrolyte- 
free  coke  is  produced.  Steam-stilling  at  gathering  points  is  practiced  to  supply  local 
markets  with  gasoline,  to  relieve  congestion  of  pipe-lines,  and  occasionally  to  render 
certain  tariffs  inoperative.  A  combination  of  steam  and  vacuum  process,  i.e.,  the 
Ernest  Scott  System,  is  employed  in  the  stripping  of  crude  in  the  Lobitos  district  of 
Peru. 

In  view  of  the  widely  varying  range  of  gasolines  offered  for  sale  as  motor  fuel,  the 
special-test  solvent  naphthas,^  turpentine  substitutes,'  aromatics  from  the  Pacific  coast 
crude  and  the  blended  products  of  casing-head  and  absorption  gasolines,'  benzol  and 
other  by-product  mixtiu'es,  it  would  be  a  hopeless  task  to  include  the  specifications 
of  even  a  small  fraction  of  these  products,  or  to  specify  the  cuts  employed  in  their  prep- 
aration. Inasmuch  as  the  majority  of  the  above-enumerated  hydrocarbon  mixtures 
are  sold  on  end-point  or  distillation  range,  it  suffices  to  state  that  products  of  similar 
boiling-point  range  obtained  from  different  crudes  are  cut  at  widely  different  gravities, 
and  conversely,  distillates  or  blends  of  similar  gravity  produced  from  different  locaUties 
vary  correspondingly  widely  in  general  distillation  range.  In  short,  the  preparation 
of  naphtha  derivatives  is  an  individual  problem  of  each  refiner,  and  is  influenced  by 
the  crude  employed,  the  object  desired,  and  the  legal  restrictions  attending  the  sale 
of  the  final  product  as  prepared  for  the  market. 

1  The  eoQBtants  of  solvent  naphtha,  or  varniah  maker's  and  painter's  naphtha,  usually  range  from 
85o>105*'  Abel  test.  275°-300*'  initial  boiling  point,  and  from  400<>-440''  F.  end-point.  The  graHty 
varies  widely  with  the  nature  of  the  crude  employed. 

s  Turpentine  substitutes  are  of  the  same  general  nature  as  the  above,  but  are  frequently  mixed 
with  small  percentages  of  pure  spirits  of  turpentine,  or  a  proprietary  product  to  simulate  the  odor 
of  turpentine. 

*  See  pa^e  729  this  volume,  also  Technical  Paper  10,  Bureau  of  Mines  (1912);  Bull.  120,  Petroleum 
Technology  23,  Bur.  Mines;  Bull.  151,  Petroleum  Technology  40,  Bur.  Mines  (1918);  Bull.  176, 
Petroleum  Technology  50,  Bur.  Mines  (1919),  for  information  regarding  the  manufacture  of  casing- 
head  and  absorption  gasoline.  For  inspection  of  blends  marketed  in  the  United  States  in  1919,  con- 
sult Bull.  191,  Petroleum  Technology  59,  Bureau  of  Mines  (1920). 
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For  a  systematic  survey  of  the  quality  of  gasoline  marketed  in  the  United  States 
for  the  past  five  years,  consult  Technical  Paper  163,  Petroleum  Technology  38,  Bureau 
of  Mines  (1916);  Bull.  191,  Petroleum  Technology  59,  Bureau  of  Mines  (1920).  The 
tables  immediately  following  are  selected  from  the  last-named  reference. 

Data  on  the  Refinery  Production  of  Gasoline  in  the  United  States  for  a  Period  of  Fifteen 

YearSf  1904  to  1918,  inclusive 

(The  unit  barrel  is  42  U.  S.  gallons) 


Crude  run  to 

refineries, 

barrels 

Production  of 

gasoline, 

barrels 

Yield  of  Gasoline 

Year 

Per  cent 

Gallons  of  gasoline 
per  barrel  of 
crude  run 

1904 
1909 
1914 
1916 
1917 
1918 

66,982,862 
120,775,439 
191,262,724 
246,992,015 
315,131,681 
326,024,630 

6,920,000 
12,900,000 
34,915,000 
49,020,967 
67,870,153 
85,007,451 

10.3 
10.7 
18.3 
19.8 
21.6 
26.1 

4.3 
4.5 
7.7 
8.3 
9.1 
11.0 

Gravities  of  Average  Motor  Gasoline  Produced  from  Typical  Crudes 


Type  of  crude 


Pennsylvania.  . 
Mid-Continent 
California 


Gbavity  op  Gasounz: 


Degrees  Baum^ 


60.5to64.4 
56.9to61.3 
56.4  to  59.4 


Specific  gravity 


0.735  to  0.720 
0.749  to  0.732 
0.751  to  0.739 


The  gravities  of  the  samples  included  in  the  series  range  from  48.3°  B^.  (specific 
gravity,  0.785),  for  an  engine  distillate  from  California,  to  74.7**  B6.  (specific  gravity, 
0.684),  for  a  blend  of  casing-head  gasoline  with  refinery  gasoline  from  Pennsylvania. 
Gravities  of  the  average  grades  of  motor  gasoline  produced  from  different  typical  crudes 
were  approximately  as  given  above. 

Changes  in  *  olatility  in  different  sections  of  the  country. — The  table  following  shows 
the  average  distillation  figures  for  all  the  samples  collected  in  each  of  the  twenty  states 
covered  by  both  the  1917  and  1919  surveys.  •  In  one  state,  Ohio,  practically  no  change 
is  noted.  This  does  not  prove  that  the  general  grade  of  gasoline  sold  in  that  state  has 
remained  unchanged,  because  the  proportion  of  high-test  products  sampled  in  1919  was 
greater  than  in  1917.  However,  the  general  change  in  volatility  was  perhaps  relatively 
less  in  Ohio  than  in  many  of  the  other  states.  Also,  relatively  small  changes  were 
shown  for  Louisiana,  Illinois,  Texas  and  Kentucky. 
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Comparison  of  VoUsttUties  of  Gasolines  Marketed  in  1917  and  1919 


State 


Akbama 


Alabama 


Arkansas 


Arkansas. 


California 


California 


Colorado 


Colorado 


Illinois. 


Illinois. 


Kentucky 
Kentucky 


Louisiana. 


Louisiana. 


Maine 


Maine. 


Maryland 
Maryland 


Massachusetts 


Massachusetts 


Michigan. 


Michigan, 


Year 


1917 


1919 


1917 


1919 


1917 


1919 


1917 


1919 


1917 


1919 


1917 


1919 


1917 


1919 


1917 


1919 


1917 


1919 


1917 


1919 


1917 


1919 


AvERAQE  Distillation  * 


Initial 
boiling- 
point 


117 

47 
129 

54 
104 

40 
127 

53 
108 

42 
133 

56 
122 

50 
126 

52 
113 

45 
120 

49 
108 

42 
120 

49 
120 

49 
126 

52 
124 

51 
126 

52 
140 

60 
142 

61 
124 

51 
127 

53 
129 

54 
117 

47 


20 

per  cent 

mark 


205 

96 
212 
100 
203 

95 
207 

97 
187 

86 
205 

96 
199 

93 
207 

97 
201 

94 
199 

93 
212 
100 
203 

95 
212 
100 
216 
102 
201 

94 
207 

97 
217 
103 
210 

99 
205 

96 
205 

96 
214 
101 
201 

94 


50 

per  cent 

mark 


252 
122 
266 
130 
257 
125 
271 
133 
225 
107 
244 
118 
253 
123 
271 
133 
262 
128 
264 
129 
271 
133 
271 
133 
264 
129 
270 
132 
250 
121 
262 
128 
264 
129 
259 
126 
252 
122 
257 
125 
255 
124 
268 
131 


90 

per  cent 

mark 


336 
169 
365 
185 
347 
175 
372 
189 
298 
148 
329 
165 
360 
182 
381 
194 
356 
180 
374 
190 
369 
187 
388 
198 
352 
178 
369 
187 
324 
162 
360 
182 
338 
170 
370 
188 
331 
166 
368 
181 
347 
175 
378 
192 


Dry 
point 


399 
204 
424 
218 
428 
220 
428 
220 
352 
178 
392 
200 
417 
214 
435 
224 
414 
212 
433 
222 
432 
222 
444 
229 
412 
211 
426 
219 
372 
189 
410 
210 
381 
194 
433 
223 
381 
194 
412 
211 
415 
213 
435 
224 


*  For  each  distillation  the  upper  line  ehowB  temperatures  in  Fahrenheit  degrees,  and  the  lower  Una 
temperatures  in  degrees  Centigrade. 
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Comparison  of  VolaitliHes  of  Gasoline  Marketed  in  1917  and  1919 — Ck)ntmued 


'•^ 


State 


Miasouri 


Missouri 


Montana 


Montana 


New  York 


New  York. 


Ohio 


Ohio 


Oklahoma 


Oklahoma 


Pennsylvania 
Pennsylvania 


Tennessee 


Tennessee 


Texas. 


Texas. 


Utah. 


Utah. 


Twenty  states. 
Twenty  states. 


AvBRAQE  Distillation 

Year 

Initial 

20 

50 

90 

boiling- 

per  cent 

per  cent 

per  cent 

point 

mark 

mark 

mark 

1917 

126 

203 

250 

345 

52 

95 

121 

174 

1919 

131 

207 

266 

376 

55 

97 

130 

191 

1917 

124 

198 

246 

342 

51 

92 

119 

172 

1919 

133 

212 

273 

396 

56 

100 

134 

202 

1917 

126 

201 

243 

325 

52 

94 

117 

163 

1919 

131 

205 

255 

358 

55 

96 

124 

181 

1917 

126 

203 

253 

345 

52 

95 

123 

174 

1919 

120 

196 

250 

351 

49 

91 

121 

177 

1917 

124 

196 

234 

311 

51 

91 

112 

155 

1919 

131 

210 

266 

370 

55 

99 

130 

188 

1917 

109 

178 

230 

327 

43 

81 

110 

164 

1919 

113 

190 

252 

358 

45 

88 

122 

181 

1917 

120 

205 

250 

347 

49 

96 

121 

175 

1919 

126 

208 

270 

378 

52 

98 

132 

192 

1917 

126 

207 

252 

338 

52 

97 

122 

170 

1919 

127 

203 

253 

358 

53 

95 

123 

181 

1917 

127 

199 

239 

315 

53 

93 

115 

157 

1919 

113 

207 

279 

406 

45 

97 

137 

208 

Average  of  All  Samples 


122 
50 

126 
52 


201 

248 

334 

94 

1!>0 

168 

203 

261 

361 

95 

127 

183 

Do- 
point 


408 
209 
432 
222 
401 
205 
453 
234 
385 
196 
415 
213 
405 
207 
414 
212 
369 
187 
424 
218 
385 
196 
408 
209 
412 
211 
433 
223 
399 
204 
417 
214 
367 
186 
442 
228 


394 
201 
423 
217 
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Chaiiges  in  Toktilitir  of  products  marketed  by  different  companies.— The  table  on 
page  350  shows  the  average  distillation  ranges  of  the  two  series  of  samples  collected 
from  fourteen  of  the  large  marketing  companies  in  1917  and  1919.  Evidently  the 
refining  practice  of  some  of  the  companies,  as  regards  volatility,  had  changed  decidedly 
during  the  two-year  period,  whereas  that  of  other  companies  had  not  changed  much.  The 
greatest  difference  is  observed  in  the  products  of  company  17,  where  the  average  90  per 
cent  point  was  34^  C.  (61''  F.)  higher  in  1919  than  in  1917,  and  the  average  boiling 
point  (defined  in  a  previous  connection)  was  16°  C.  (29°  F.)  higher.  Other  companies 
whose  products  show  an  appreciable  lowering  in  volatility  (elevation  of  the  boiling- 
range)  during  the  two-year  period  are  companies  6,  10,  and  15. 

Changes  in  gravity. — ^There  was  a  notable  tendency  toward  the  lowering  of  the 
Baum6  gravity  of  products  during  the  two-year  period.  This  was  due  partly  to  the 
increased  use  of  benzol  and  other  coal-tar  distillates,  but  more  to  the  decrease  in  volatility 
(increase  in  boiling  range).  The  following  table  shows  general  changes  in  gravity  for 
gasolines  produced  from  typical  crudes  during  the  two-year  period. 


Changes  in  Gravity  of  Gasolines  Produced  from  Three  Typical  Crudes 


Gravity  in  1917 

Gravity  in  1919 

Type  of  crude 

Degrees 
Baum6 

Specific 
gravity 

Degrees 
Baiuu^ 

Specific 
gravity 

California 

56.4to59.4 
57     to  61 
61     to  64 

0.751  to  0.739 
0.749  to  0.733 
0.733  to  0.722 

53  to  55 
55  to  58 
59  to  63 

0.765  to  0.757 

Mid-Continent 

0.757  to  0.745 

Pennsvlvania 

0.741  to  0  725 

The  Baum^  gravity  was,  therefore,  lowered  by  an  average  of  2  to  3**  between  1917 
and  1919. 

The  table  on  page  352^  substantiates  the  statement  made  above,  in  regard  to 
varying  gravity  for  the  same  boiling  range,  etc. 

The  various  state  restrictions  and  requirements  for  qusJity  of  gasoline  vaiy  widely 
from  the  absurd  to  the  unnecessarily  severe,  and  cause  great  annoyance  to  the  refiner, 
who  if  he  wishes  to  do  business  in  certain  localities,  must  upset  his  routine  to  meet 
certain  specifications.  In  the  majority  of  cases  these  specifications  do  not  necessarily 
mean  a  better  gasoline.  For  further  details  the  reader  is  referred  to  the  chapter  on 
testing  methods,  and  to  Dr.  G.  W.  Gray's  report;  Nat.  Pet.  News,  Vol.  21,  Feb.  26, 
1919  pp.  11-13. 

Steam  is  not  only  employed  in  the  rectification  of  naphthfl  and  benzine,  but  is  also 
largely  used  in  the  manufacture  of  neutral  oils,  asphalt  fluxes,  and  steam-refined  stocks, 
such  refining  processes  being  variously  designated  as  steam-refining,  steam-reducing, 
or,  quite  frequently,  simply  reducing.  Steam  reduction  is  practiced  by  practically  all 
Eastern  refiners,  and  by  many  of  the  plants  in  the  Middle  West,  Southwest,  Gulf  and 
Pacific  Coast  districts.  While  even  in  the  so-called  dry-heat  distillation  process,  a 
small  quantity  ^  of  steam  is  quite  commonly  used,  as  before  intimated,  no  actual  steam- 
reducing  can  be  properly  said  to  take  place  until  all  of  the  kerosene  distillate  and  at  least 

1  Bull.  191,  Bureau  of  Mines. 

2  In  this  treatise  a  small  quantity  of  steam  means  5  pounds  or  less  per  gallon  of  distillate  produced, 
such  runs  being  classed  as  dry-heat  distillations. 
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a  part  of  the  light  gas-oil  has  been  distilled  off,  and  the  ratio  of  steam  to  oil  has  been 
greatly  increased. 

In  the  Eastern  districts,  when  straight  or  reduced  crude  is  being  distilled,  a  small 
quantity  of  steam  is  introduced  when  the  gravity  of  the  stream  is  about  60''  B^.  The 
amount  is  just  sufficient  to  agitate  the  contents  of  the  still,  prevent  cracking,  and  preserve 
the  color  of  the  stock.  Care  is  taken  to  avoid  an  excess  of  steam  during  this  portion  of 
run,  for  even  a  very  slight  increase,  over  the  amount  actually  required  to  attain  the 
desired  object,imparts  to  the  kerosene  distillate  a  slight  color  which  is  difficult  to  remove. 
Moreover,  this  increase  is  without  apparent  influence  on  yield  or  quality  of  final  stock. 
As  soon,  however,  as  the  stream  is  ''off  burning-oil  distillate,'*  the  quantity  of  steam 
employed  must  be  increased  as  rapidly  as  possible.^  Otherwise  cracking  will  occur, 
which  will  result  in  a  low  yield  of  stock,  dark  in  color,  and  generally  of  inferior  quality. 
By  the  time  the  stream  is  in  wax  distillate,  the  maximum  quantity  of  steam  should 
be  entermg  the  still.  This  condition  continues  until  the  run  is  completed.  Some 
refiners  advocate  high-pressure  '  steam,  others  superheat;  a  few  operate  under  vacuum,' 
while  several  concerns  which  manufacture  excellent  stocks  employ  only  low-pressure 
exhaust.  In  the  writer's  opinion,  deduced  from  observations  extending  through  many 
years,  the  exact  pressure  or  temperature  of  the  steam  employed  is  immaterial  within 
wide  limits,  as  far  as  quality  and  yield  of  products  is  concerned.  If  distillation  is  other- 
wise properly  conducted,  imiformity  in  steam  pressure,  a  thorough  distribution  over 
the  still  bottom,  rapid  condensation  of  vapors  evolved,^  and  maintenance  of  proper 
still  temperature,  as  shown  by  the  ratio  of  condensed  steam  to  distillate,  will  insure 
high-quality  products.  The  method  of  steam  application  is  purely  an  economic  featiue, 
dependent  on  local  plant  conditions.  Ck>ntrol  in  still  operation  is  further  aided  by 
thermometers,  preferably  of  the  recording  type;  but  it  should  be  noted  that  dependence 
on  tonperature  ^  alone  is  not  a  safeguard  of  yield  or  quality, 

1  In  reducing  PennBylvania  crude,  the  stillman  begins  to  increase  the  steam  supply  at  about  38* 
at  the  worm,  gradually  opening  the  valve  until  at  about  35**  the  quantity  of  steam  entering  is  still 
equivalent  to  30  to  40  pounds  per  gallon  of  wax  distillate  produced;  the  ratio  varies  according  to 
pressure,  temperature,  and  rapidity  of  distillation. 

>8illiman  (Am.  Chem.  2,  18)  suggested  in  1855  the  use  of  "High  Steam"  in  the  distillation  of 
Xietroleum.  Steam  at  65  to  100  pounds  pressure  is  most  commonly  employed  in  the  steam  reduc- 
tion of  crude,  in  present  practice. 

*  A  few  American  refineries  operate  reducing  stiUs  under  a  partial  vacuum  obtained  by  the  aid 
of  a  vacuum  pump.  The  stills  for  this  purpose  are  generally  heavier,  smaller,  and  more  strongly 
braced  than  the  ordinary  horizontal  crude  stills,  -which  they  resemble.  Considering  the  cost  of  their 
installation,  the  advantages  obtained  over  properly  applied  steam  are  doubtful.  Not  a  few  refiners 
use  a  steam  jet,  producing  only  a  very  slight  vacuum  in  connection  with  ordinary  stills,  and  claim 
that  they  obtain  a  better  quality  of  product  thereby.  Two  somewhat  recent  designs  in  vacuum 
stills  are  those  of  Steinschneider,  United  States  Patent  No.  981,953,  1911;  and  Schliemann,  German 
Patent  No.  227,179,  1909.  For  a  theoretical  discussion  of  the  principles  involved  in  vacuum  dis- 
tillation see  Grfifc,  "Petroleum,"  311,  28;  Gurwitsch,  idem,  4,  265  and  618;  also  the  same  author 
"Wlasenschaftliche  Grundlagen  der  Erdolbearbeitung,"  124  and  127,  1913. 

4  It  is  essential  for  a  high  yield  of  quality,  steam-refined  stock  that  the  wax  distillate  vapor  be 
condensed  and  removed  as  rapidly  as  it  is  formed.  Any  development  of  pressure  tends  to  liquefy  a 
portion  of  the  vapor.  This  causes  it  to  drop  back  into  the  hot  still,  "crack,"  and  destroy  the  test  of 
stock.  This  is  particularly  liable  to  happen  during  the  final  portion  of  the  run,  when  the  oil  in  the  still  is 
at  its  most  elevated  temperature.  For  this  reason,  manifold  coils  are  visually  employed  for  con- 
densation of  vapors  evolved  in  reduction.  Still  more  rapid  action  is  sometimes  obtained  by  with- 
drawing the  uncondensed  steam  from  intermediate  sections  of  the  worm,  just  beyond  the  point 
where  the  oil  vapor  itself  has  become  liquefied.  The  latter  then  cools  much  more  rapidly,  as  the 
condenser  is  not  required  to  absorb  the  latent  heat  of  the  steam,  in  addition  to  that  of  the  liquefied 
oil  vapor. 

•  Where  steam  is  properly  applied,  a  temperature  of  680°  F.  and  even  700°  F.  is  often  attained 
in  the  manufacture  of  630°  F,  flash  Pennsylvania  steam-refined  stock,  without  injury  to  yield  or 
color.  On  the  other  hand,  a  temperature  of  600°  F.  will  ruin  the  color  of  a  stock  when  steam  is 
improperly  distributed,  or  distillation  otherwise  wrongly  conducted. 
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The  following  tabulation  is  typical  of  the  cuts  employed  and  yields  obtained  in 
reducing  Pennsylvania  crude  to  650^  F.  fire-test  steam-refined  stock  according  to  pres- 
ent (1921)  practice. 


Typical  Yield  of  Pennsylvania  Crude  when  reduced  to  Steam-Defined  Stock 

(Charge  610  barrels  42.4®  B6.  crude,  run  with  60  pounds  of  steam  in  horizontal 
cylindrical  crude  still;  running  time  twentynsix  hours.) 


Cut 

Grade 

1 

Gravity 
Deg.  B^. 

Per  cent 

Start-54 

Gasoline,  benzine  * 

58.7 
52.5 
46.2 
38.2 
34.5 
26.7 

•   ■   •   • 

26  1 

64r-51 

Naphtha .    

5  3 

61-41 

46/47  distillate 

29  8 

41-38 
38-off 

300  mineral  seal  stock 

Wax  distillate 

6.2 
18.5 

Residue 

650-eteam-refined  stock 

Refinine  loss 

11.9 
2  2 

100.0 

*  Many  Pennsylvauia  refine:  s  distill  off  a  considerable  percentage  of  gaaoline,  sufficiently  sweet 
to  stand  the  "doctor"  test  by  continuous  steam  distillation  prior  to  reduction  in  crude  stills.  £>ce 
also  p.  346. 

Variations  of  the  above  method  are  practiced  in  several  western  refineries,  operating 
on  semi-paraffin-base  crudes.  In  some  cases  the  crude  itself  is  initially  treated  and  then 
reduced  to  steam-refined  stock.  More  frequently  the  gasoline  and  light  ends  are  first 
removed  continuously;  the  residuum  obtained,  i.e.,  the  fuel  oil  of  the  "  skimming  plant," 
is  then  treated  and  finally  the  treated  fuel  is  reduced  as  in  Pennsylvania  practice.  Stocks 
thus  obtained  vary  in  color,  physical  tests,  and  lubricating  power  from  grades  equal  to 
Pennsylvania  products  to  those  of  decidedly  inferior  quality.  Their  quality  depends 
on  the  nature  of  the  crude,  the  extent  of  treating,  and  the  refining  skill  employed. 
Western  stocks  are  usually  lower  in  Baum6  gravity,  for  a  given  flash  and  viscosity, 
than  those  of  eastern  origin. 

Steam  reduction  is  also  generally  applied  to  crudes,  more  commonly  to  reduced 
crudes  of  decidedly  asphaltic  base,  from  which  steam-refined  stock  cannot  be  econom- 
ically manufactured.  The  residumn  left  in  the  still  from  such  crudes  is  generally  known 
as  road  oil,  asphalt  flux,  or  maltha,  and  natiu^y  varies  in  asphalt  content,  and  in 
physical  and  chemical  constants  according  to  the  nature  of  the  crude,  the  extent  of 
reduction,  and  the  quantity  of  steam  employed.  In  general,  it  is  the  object  of  the  refiner 
to  remove  as  much  as  possible  of  the  overhead  lubricating  distillate,  and  still  produce 
a  salable  residuum.  To  this  end  the  temperature  and  the  ratio  of  steam  to  distillate 
must  be  carefully  watched;  otherwise  the  overhead  lubricating  distillate  will  be  dark- 
colored  and  coke-formed,  and  the  asphalt  content  of  the  residuum  will  be  so  altered 
in  chemical  composition  as  to  be  no  longer  suitable  for  further  reduction  to  solid  asphalt, 
or  to  serve  as  a  base  for  the  oxidized  variety.^  The  overhead  lubricating  distillates 
from  semi-asphaltic-base  crudes  generally  contain  considerable  wax,  requiring  cold 
pressing  for  its  removal.    Those  obtained  from  the  purer  asphaltic-base  crudes  of  the 

>  For  further  information  on  asphalt,  see  page  787. 
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Gulf  Coast  and  California  diistricto  are  for  the  moet  part  free  from  wax,  and  when  sub- 
sequently refined  form  the  natural  low-cold-test  oils  of  the  trade. 

The  refining  of  semi-^asphaltic  or  asphaltio-base  crudes  is  a  somewhat  individual 
problem,  depending  on  the  wax  content,  the  extent  of  reduction  desired,  etc.  The 
following  schedules  will  give  a  fair  idea  of  Mid-Contment  and  Gulf  Coast  practice. 
The  first  represents  a  semi-asphaltic,  and  the  second  a  pure  a^halt-base  crude. 

Typical  Yield  of  Oklahoma  Crude  when  Reduced  to  Asphalt  Flux 

(Charge  960  barrels,  24.4*^  B^.,  run  with  40  pounds  of  steam  in  horizontal  cylindrical 
crude  still;  running  time  twenty-eight  hours.) 


Cut 

Grade 

Gravity,  Deg.  B6. 

Per  cent 

8tArt-37 
37-32 

Prime-white  distillate  stock . . . 
34/36  gas-oil 

38.3 
33.7 
31.5 
28.8 
14.2 

3.5 
9.8 

32-31 

Wax  oil* 

20.3 

31-20 

Wax  distillate 

44.7 

Bottom  20 

Asphalt  flux 

19.3 

Refinins  loss 

2.4 

100.0 

*  Wax  oil  ia  distinguiahed  from  wax  distillate  as  being  of  a  crystalUne  nature  and  ready  for  oold 
preasing,  and  differs  from  paraffin  distillate  in  that  its  pressed  portion  forms  the  stock  base  for  neutral 
oils,  and  steam-run  products,  while  paraffin  distillate,  after  pressing,  forms  the  base  for  paraffin  oils 
and  dry-run  products. 

Typical  Yield  of  Texas  Crude  when  Reduced  to  Flux 

(Charge  561  barrels,  19.3°  B^.,  run  with  60  pounds  of  steam  in  horizontal  cylindrical 
crude  still;  running  time  forty-five  hours  twenty  minutes.) 


Cut 

Grade 

Gravity,  Deg.  B^. 

Per  cent 

Staxtr-33 
33-24 

Sour  kerosene  distillate  stock . 
Ga&oil 

37.5 
26.5 
22  5 
15.4 

•   •  ■   • 

3.7 

28.4 

24-^fif 
Residuum 

Cold-test  lubricating  distillate . 
Maltha  or  flux 

35.1 
30.2 

• 

Refining  loss 

2.6 

100.0 

The  lighter  wax  distillate  from  a  paraffin-asphaltic-base  crude  is  often  sufficiently 
crystalline  to  be  pressed  directly;  and  all  of  the  lubricating  distillate  from  the  purer 
asphaltic  base  crudes  may  often  be  so  handled,  or  may  not  require  pressing  at  all.  In 
general,  the  overhead  lubricating  distillates,  from  steam-reduced  crudes,  require  to 
be  rerun,  or  "  cracked,"  before  their  paraffin-wax  content  can  be  successfully  separated. 
"  Cracking,"  m  this  sense,  means  simply  a  rapid  rerunning  of  the  distillates  in  question 
with  a  small  amount  of  bottom  steam.  Its  object  is  to  produce  the  greatest  possible 
quantity  of  an  overhead  distillate  of  good  color  that  will  press  readily  (i.e.,  contain 
crystalline  wax)  but  still  retain  its  maximum  viscosity.    The  residuum  from  a  wax 
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**  cracking  "  still  is  sold  as  black  *  oil  when  obtained  from  an  asphalt-free  wax  distillate; 
it  is  often  mixed  with  fuel  oil,  road-oil  stock,  or  asphalt  flux,  as  economic  conditions  and 
sales  may  demand.  In  many  refineries  the  residuum  from  wax  distillate  or  wax  crack- 
ing stills  is  used  for  fuel  at  the  plant  itself.  Such  material  is  high  in  B.t.u.  value,  and 
when  kept  hot  and  in  constant  circulation  may  be  handled  with  little  trouble  even  in 
gravities  as  low  as  11°  to  12°  B6. 

After  the  paraffin-wax  content  has  been  removed  by  cold  pressing  from  the  parafi&n 
distillate  or  wax  oil,  the  pressed  distillate  is  further  steam-reduced.  It  yields,  as  over- 
head products,  gas-oil  and  light  lubricating  distillates,  and  as  a  residumn  in  the  still, 
heavy  viscous  paraffin  or  neutral  oil  stocks,  according  to  the  product  originally  chained. 
The  process  of  reduction,  in  its  simplest  form,  consists  of  distilling  off  the  lighter  frac- 
tions until  the  residumn  in  the  still  has  reached  the  desired  flash  and  viscosity.  The 
op>eration  is  coiomonly  conducted  in  discontinuous  horizontal  cylindrical  stills,  generally 
termed  reducing  stills.  Reduction  is  also  accomplished  continuously,  the  stills  in  the 
battery  in  such  an  installation  being  usually  provided  with  towers,  which  dephlegmate 
the  overhead  light  lubricating  distillates  to  products  of  desired  flash  and  viscosity,  and 
avoid  any  subsequent  reduction,  which  would  be  necessary  in  the  simpler  batch  stills. 

In  Pennsylvania  practice  the  reduced  neutral  stock  is  ready  for  filtering  when  pumped 
from  the  still,  but  in  Mid-Continent  and  Coastal  crudes  it  is  often  necessary  to  treat 
it  before  or  after  reduction,  and  in  some  instances  at  both  points,  before  filtration. 

This  course  naturally  requires  a  reduction  to  considerably  higher  viscosities  than 
those  of  the  finished  oils,  to  allow  for  treating  losses. 

The  cuts  employed  in  the  reduction  of  lubricating  distillates  vary  widely,  depending 
naturally  on  the  composition  of  the  distillates  themselves,  the  market  conditions,  and 
the  nature  of  the  inspection  which  the  finished  oils  must  ultimately  pass.  Thus,  where 
the  base  requires  only  a  slight  filtration  to  produce  the  finished  oil,  it  is  only  necessary 
to  reduce  it  in  the  still  to  the  desired  flash,  and  to  a  viscosity  5  to  15  points*  higher  than 
that  of  the  filtered  oil.  On  the  other  hand,  if  heavy  treatment  is  necessary  before 
filtration,  and  a  light-colored'  neutral  is  the  final  objective,  as  much  as  60  points  in  vis- 
cosity must  be  allowed  at  the  still  for  loss  in  subsequent  handling.  This  obviously 
requires  heavy  initial  reduction.  As  such  treatment  means  a  decided  increase  in 
refining  cost,  and  a  decrease  in  the  yield  of  a  desirable  product,  it  is  the  constant  aim 
of  the  refiner  to  maintain  color  and  viscosity,  as  far  as  possible,  during  reduction.  To 
this  end  even  greater  care  is  necessary  in  maintaining  the  proper  still  temperature  and 
ratio  of  the  steam  to  the  overhead  distillate,  than  in  the  reduction  to  steam-refined  stock. 
The  latter  is  not  usually  refined  to  the  same  extent  as  neutral  or  paraffin  oils. 

Where  the  batch  system  of  reduction  is  practiced,  the  light  overhead  lubricating 
distillates  are  separated  into  first,  second,  and  third  cuts,  and  these  are  subsequently 
reduced  separately.  From  the  light  lubricating  stocks  thus  obtained  the  light,  non- 
viscous  and  medium-viscous  paraffin  and  neutral  oils  of  the  trade  are  manufactured, 
after  acid  treatment  or  filtration,  or  in  some  instances  after  a  combination  of  the 
two  methods.  Such  stocks  are  produced  directly  from  the  tower  distillates  of  several 
continuous  processes. 

^  The  term  "black  oil"  ia  rather  generally  applied  to  any  dark-colored  lubricating  oil  of  mod- 
erate flash  and  viscosity,  suitable  for  heavy  lubrication,  such  as  that  of  railroad  car  journals,  gears, 
cables,  etc. 

*  Unless  otherwise  specified,  references  to  viscosity  refer  to  values  obtained  on  the  Saybolt  Universal 
Viscosimeter,  in  this  case  operating  at  100°  F. 

'  The  color  standards  of  the  National  Petroleum  Association,  now  adopted  as  official  by  the 
Committee  on  Standardisation  of  Petroleum  Specifications,  Bulletin  5,  effective  December  29,  1020, 
are  in  general  use  by  practically  all  American  refiners.  Shades  of  one,  one  and  one-half,  two,  and 
three  colors  are  classed  as  light-colored  oils,  two  and  three  color  grades  being  the  usu&l  trade  colors 
for  the  better  class  of  pale  neutrals  and  paraffins. 
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Aflsuming  a  profitable  demand  for  non-viscous  and  viscous  lubricants,  the  following 
cuts  will  give  a  fair  idea  of  the  Mid-Continent  practice  in  the  reduction  of  lubricating 
oils. 

Redtuiion  of  Pressed  Neutral  DisHUate  to  Viscous  Red  Oil 


Over-37 
37-32 
32-30i 
30i-27i 

27J-off 
Residuiun 


Prime-white  distillate  stock 

32/36  gas-oil 

60/70  non-viscous  base  (1st  lubricating  cut)  . . 
90/100  non-viscous  base  (2nd  lubricating  cut) 
180/200  viscous  base  (3rd  lubricating  cut) . . . . 

280  viscous  red  stock 

Refining  loss 


5.3 
10.3 
12.8 
22.1 
19.9 
27.2 

2.4 

100.0 


Reduction  of  90/100  NonHfiscous  Base  to  90/100  Non-^viscous  Neutral  Stock 


Over-37 
37-32 
32-off 

Residuum 


Prime-white  distillate  stock 

32/36  gas-oil 

60/70  non-viscous  base  (1st  lubricating  cut) 

90/100  non-viscous  neutral  stock 

Refining  loss 


10.3 
26.4 
25.1 
35.5 
2.7 


100.0 


The  following  is  a  comparison  of  the  costs  of  manufacturing  non-viscous  paraffins 
produced  from  a  second  reduction  of  overhead  bases,  with  the  cost  of  manufacturing 
those  obtained  as  test  distillates  directly  from  one  reduction  of  pressed  distillate,  through 
the  agency  of  the  Gray  tower. 

A  further  description  of  the  Gray  tower  is  given  on  page  221,  also  an  illustration 
on  page  219.  The  following  figures  were  furnished  by  the  Bethlehem  Ship  Building 
Corporation,  manufacturers  of  the  Gray  tower,  and  are  based  on  market  prices 
effective  in  the  early  part  of  1921. 

Bstimated  cost  of  manufacture:  Gray  towers. — Colimm  A  gives  a  statement  of  cost 
and  yields  in  aU  ordinary  distQlation  of  "  28  Oil  "»  and  "  30  Ofl  "«  from  distillation  of 
1000  barrels  (42  gallons)  of  pressed  distillates  per  day  of  twenty-four  hours;  column  B, 
statement  of  cost  and  yield  where  Gray  towers  are  used  in  connection  with  the  ordinary 
method  of  distillation.  One  thousand  barrels  of  pressed  distillate  per  day  is  the 
product  of  4000  to  5000  barrels  of  crude  oil. 

1  "  28  oil,"  commonly  called  28  pale  paraffin  oil,  or  28  pale,  when  it  is  a  strictly  paraffin  oil,  is 
usually  of  the  following  inspection:  27.5"*  to  28.5^  B6.  gravity,  350*"  to  360<'  F.  flash,  405°  to  415*" 
F.  fire  test,  90  to  100  viscosity.  Frequently  a  non-viscous  neutral  oil  of  90-100  viscosity  is  sub- 
stituted for  the  true  paraffin  oil,  with  generally  satisfactory  results  in  most  instances. 

s**30  oil*'  or  30  pale  paraffin  oU  resembles  28  pale  paraffin  oil  in  general  characteristics,  but  is 
usually  slightly  lower  in  flash  and  of  60  to  70  viscosity.  It  is  used  interchangeably  with  60  to  70 
noD-viseous  neutral  oil. 
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Yield  of  30  stock  from  distillate,  20  per  cent 

Yield  of  28  stock  from  distillate,  12  per  cent 

Yield  of  30  oil  from  distillate,  12  per  cent 

Yield  of  28  oil  from  distillate,  7  per  cent 

Yield  of  untreated  30  oil  from  redistillation  of  200  barrels 

of  30  stock,  40  per  cent 

Yield  of  untreated  28  oil  from  redistillation  of  120  barrels 

of  28  stock,  60  per  cent 


Barrels 


120 
70 


Cost  and  Yidd  of  "  30  "  and  "  28  OU  "  in  Ordinary  DistiUaHon  Practice 


Redistillation  of  stocks  at  cost  of  25  cents  per  100  gallons, 
including  interest  on  investment  and  depreciation 

Yields  of  untreated  oils,  40  per  cent  and  50  per  cent 

Cost  of  treating  at  80  cents  and  90  cents  per  100  gallons  . . 

Yields  of  finished  oil  90  per  cent  and  85  p>er  cent 

Value  of  oil  lost  in  treating,  based  on  gas-oil  value  at  4  cents 
per  gallon,  336  gallons  and  378  gallons 

Total  operating  cost 

Operating  cost  per  gallon  of  finished  oil 

Assuming  raw  material  to  be  worth  4  cents  per  gallon  as 

gas-oil,  total  operating  cost  will  be 

Possible  profit  per  gallon,  based  on  selling  price  of  8  and  9 

cents  per  gallon  respectively 

Possible  profit  per  day 

Possible  profit  per  year 


"  28  OU  " 


$12.60 
60  barrels 

$22.68 
2142  gallons 

$15.12 

$50.40 
.0235 

.0635 

.0265 
65.76 
20,717.00 


« 


30  Oil" 


$21.00 
80  barrels 
$26.88 
3024  gallons 

$13.44 

$61.32 
.0203 

.0603 

.0197 
59.67 
21,733.00 


Cost  and  Yield  where  Gray  Towers  are  Used  in  Connection  with  the  Ordinary  Method  of 

Distillation 


Yield  of  untreated  "  30  "  and  "  28  "  oils 

Cost  of  treating  at  70  and  80  cents  per  100  gallons 

Yields  of  finished  oil  92  per  cent  and  88  per  cent 

Value  of  oil  lost  in  treating  based  on  gas-oil  at  4  cents  per 
gallon  403  and  353  gallons 

Total  operating  cost 

Operating  cost  per  gallon 

Total  cost  per  gallon,  assuming  raw  material  to  be  worth 
gas-oil  at  4  cents  per  gallon 


"  30  Ofl  " 


120  barrels 
5040  gaUons 

$35.28 
4637  gallons 

$16.12 

$51.40 
.0124 

.0524 


"  28  Oil " 


70  barrels 
2940  gallons 

$23.52 
2587  gaUoDS 

$14.12 

$37.64 
.0145 

.0545 
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Somewhat  compftrable  to  the  reduction  of  pTcsaed  distillate  is  the  manufacture  of 
omorphouB  wax  and  petrolatum  stocks.  The  rormer  is  obtained  Trom  a  atrai^t  redue* 
tion  of  heavy  wax  distillate,  its  usual  melting  point  being  90°  F.,  the  latter  ie  the  result 
of  a  mixture  of  heavy  wax  distillate  and  rod  wax,'  cold-settled  wax  or  centrifuge  stock,* 
or  B.  8.'  from  a  paraffin-base  crude,  and  its  melting  point  is  usually  11^°  F.  In  each 
iosUnce  a  large  quantity  of  steam  is  used  in  the  distillation,  and  the  temperature  of 
the  still  is  maintained  at  such  a  point  that  only  the  lighter  fractions  will  be  progressively 
diatilled.  The  objective  is  a  mayn't""  yield  of  residuum  product.  Considerable 
refining  skill  is  required  in  ^e  production  of  these  stocks,  in  order  to  produce  a  high 
yield  of  base,  sweet  to  the  taste,  of  required  melting  point,  non-ciystalliDe  in  texture, 
uid  yet  not  too  "  salvy  "  to  show  a  certain  firmness  and  slightly  fibrous  quality.  Such 
reductions  may  requite  forty  hours  or  more,  and  even  in  small  stills  this  interval  may 
be  exceeded  before  the  bottoms  are  judged  sufficiently  sweet  to  be  pumped  out  and 


Fio.  153— A  battery  of  18  redurlna  bHII*. 

ready  for  filtration.    Thesweetamorphousbaseisfiltered  to  a  light  color  for  soap  stock,* 
or  neutral  paper  stock.    From  the  petrolatum  stock  is  made  the  official  petrolatum 

iTbis  nibstuiM,  *fa«i  Mttled  and  freed  from  impuritua.  ii  a  dark  brown,  amorphona  OH  ol 
170°  F.  Baah.  340*  F.  burnlDs  taat,  and  124°  F.  mettln*  point.  Aa  obtained  in  iU  crude  ■!■««,  It  b 
a  li(ht  jeDov.  paatr  mua,  miiad  witb  water.  It  wllsctt  on  the  roda  and  CMlng  of  inBiijr  Penn- 
iylralua  wdle,  anaoyins  the  pumper  and  interferins  with  pcoduetkm.  [t  is  ufliutty  brought  to  the 
nfiaery  miied  witb  dirt,  leaTta,  etc.,  indlcatlna  the  aliaht  care  beatowed  on  ita  ooUection, 

■  Thaae  producta  are  obtained  in  the  nuiDufacture  of  cold'^ettled  or  "bright"  stock*.  The 
fint  named  ia  obtained  from  the  older  lettlinK  praeras,  and  the  second  from  the  more  raind  centrilugal 
method  of  BaptirKtian.  The  wai  obtained  from  the  latter  proeeaa  ii  of  aomewhat  higher  melting 
ptnnt  than  that  obtained  nmply  by  oold-eettling. 

■The  term  "B.  B."  (bottom  aettlin^)  ia  quite  generally  applied  to  the  emulaions  of  oil,  water,  and 
mud  that  aettle  out  of  etude  in  atorage,  and  whieb  would  have  no  value  as  a  petrolatum  baae.  The 
"B.  S."  from  PeniaylTania  crude  ia,  on  the  other  hand,  largely  an  emulaion  of  water  and  amorphona 
wai,  and  when  properly  freed  from  Coreign  matter  forma  an  eioellent  base  ior  the  light  yellow  aod 
darker  srades  ol  petrolatum. 

*  Mineral  aoap  or  paper  stoeks  are  usually  sweet,  light-colored  amorphous  waxes,  and  »re  uaed 
an  ol  wsied  papers.  While  mineral  soap  stock  ia 
t  in  the  manufacture  of  aoap  cannot  be  oonaidered 


360  REFINING 

of  the  United  States  Pharmacopoeia,  otherwise  known  bb  petroleum  jelly,  or  "  Vaseline."' 
The  cutfi  employed  in  the  reduction  of  amorphous  Btocks  are  generally  the  same  as  for 
crude,  provided  the  color  of  the  distillates  permits.  The  steam  is  introduced  as  sood 
as  the  contents  of  the  still  "  settles  to  boil."'  Great  care  is  taken  tA  rrmintMn  the 
proper  ratio  of  steam  to  the  overhead  distillate  throughout  the  entire  run,  and  thus 
prevent  the  raising  of  the  higher  melting-point  waxes. 

Besides  being  employed  in  the  standard  methods  of  distillation,  steam  is  also  used 
in  certain  cracking  and  reducing  processes  having  as  their  objective  an  increased  gsBoline 
production.    This  use  of  steam  is  described  in  the  chapter  devoted  to  this  subject.' 


Fia.  1S4.— ArawofcDDdeDKrg. 

The  products  of  steam  distillation  comprise  both  intermediates  and  finished  grades, 
the  latter  predominating.     A  brief  description  of  the  more  important  ones  follows. 

Products  of  Steam  and  Reducing  SlUU 

Gasoline. — This  product  as  derived  from  sweet  crude,  has  already  been  mentioned 
in  the  list  of  grades  obtained  from  dry-run  crude  stiUa,  and  while  it  is  obtained  in 
increased  quantity  where  steam  is  used  in  crude-reduction,  by  far  the  greater  amount 
of  gasoline  ia  still  finished  in  the  so-called  steam  stills.  The  fancy  and  more  volatile 
grades  are  entirely  so  obtained,  while  the  standard  automobile  grades  also  have  steam- 
still  stock  as  their  principal  component. 

Exclusive  of  unimportant  quantities  of  special  solvents  and  illuminating  standards, 

>  The  term  "Vueline"  u  alrictly  ftppliublE  only  to  the  prepBntioi 
(•ctiiring  Company:  but  with  trocjuent  uae  it  hu  •cquired  ■  goncrie  hdk  apu-t  from  it 
■igniHnnce. 

'"Settlga  to  boil"  ia  b  comiDonly  used  irfinery  eiprmion  aigoiFvinE  that  the  origi 
water  in  the  rharsc  hM  beeo  nearly  disIiLled  all,  uid  the  temperature  ia  probably  pw 
When  thia  occun  the  contenta  of  the  atill  beciiia  to  mount  rapidly  in  temperature  withi 

■  Bm  p.  31fi.     A  battery  of  redaoiuE  atiUa,  togetber  witb  their  ooirMpondiDc  condenx 
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such  as  cymofsene,^  rhieolene,^  pentane,*  etc.,  about  the  highest  gravity  of  straight- 
run  gasoline  sold  is  the  86°  to  88°  gasoline  produced  by  a  few  Pennsylvania  refiners 
and  used  principally  for  gas  lighting  systems.  Naturally  it  is  sold  in  relatively  small 
quantities.  The  next  grade  offered  to  the  trade,  also  a  Pennsylvania  product,  is  the 
so-called  74°  to  76°  gasoline,  which  finds  use  as  a  gas-engine  fuel,  in  light-producing 
83rBtems,  and  as  a  special  solvent  for  gums,  rubber,  etc.  A  Mid-Ck)ntinent  grade  of 
somewhat  lower  gravity,  but  superior  in  volatility  *  to  much  of  the  74°  to  76°  gasoline 
offered  on  the  market,  finds  limited  use  as  a  rubber  solvent.  The  66°  to  68°  gasoline 
formerly  widely  sold  as  a  standard  automobile  gasoline,  will  now  generally  pass  the 
United  States  Government  aviation  specifications.  It  also  finds  considerable  use  for 
street  and  plumbers'  torches,  mantle  lights,  safety  lamps,  cleaners'  naphtha,  etc.  The 
equivalent  of  this  grade  is  produced  from  the  Mid-Continent  field  in  somewhat  lower 
gravities. 

The  next  grade  commonly  offered  to  the  trade  is  the  so-called  navy,  or  motor,  gaso- 
line, produced  from  all  fields,  and  varying  in  gravity  from  62°  to  56°  B^.,  according  to 
the  source  of  the  crude  and  the  refining  methods  employed.  While  this  product  is  sold 
in  enormous  quantities,  it  is  far  eclipsed  in  use  by  the  ordinary  automobile  grade  rang- 
ing from  5S^  to  54°  B^.  and  from  437  to  450  F.  end-point.  It  is  sold  under  various 
trade  names,  its  inspection  varying  in  different  localities.*  This  product  is  for  the  most 
part  a  mixture  of  casing-head  or  absorption  condensate  or  refined  ''cracked"  gasoline, 
with  straight-run  refinery  grade;  when  it  is  properly  blended  no  fault  can  be  found 
with  its  quality.  Below  the  grade  of  standard  gasoline  there  are  various  batching 
gasolines  ^intended  for  blends.  Solvent  naphthas  and  turpentine  substitutes  with 
closer  distillation  range,  have  already  been  discussed. 

The  United  States  Government  specifications  for  aviation  gasoline,  domestic  grade, 
as  adopted  in  the  report  of  the  Committee  on  Standardization  of  Petroleum  specifica- 
tions, Bulletin  5,  effective  December  29,  1920,  are  as  follows: 

Specifications  for  Aviation  Gaaolinef  Domestic  Grade 

1.  This  specification  covers  the  grade  of  gasoline  used  by  the  United  States  Govern- 
ment and  its  agencies  for  aviation  fuel,  where  the  fighting  grade  is  not  required. 

2.  The  gasoline  shall  be  free  from  undissolved  water  and  suspended  matter. 

3.  Color:  The  color  shall  be  water-white. 

4.  Doctor  test:  The  doctor  test  shall  be  negative. 

5.  Corrosion  test:   One  hundred  cubic  centimeters  of  the  gasoline  shall  cause  no 

^  Cymogene,  the  lighteet  commercial  product  obtained  from  petroleum,  usually  ranges  from 
110'  to  100^  B6.,  boiling  point  32*^  F.,  and  conaista  largely  of  butane.  It  finds  use  as  a  local  an«»thetie, 
and  is  also  employed  in  certain  types  of  refrigerating  machines. 

'  Rhigolene,  also  applied  as  the  equivalent  of  cymogene,  is  an  exceedingly  volatile  fraction,  ranging 
between  100^  and  00^  B6.,  boiling  point  65°  F.,  and  consists  largely  of  pentane.  It  is  also  employed 
to  produce  local  anesthesia.  It  was  introduced  by  Bigelow  (Chem.  News,  13  (1866),  244).  Penn- 
sylvania petroleum  is  said  to  yield  0.1  per  cent  of  this  substance. 

s  Pentane  in  its  pure  state  is  of  94"  B4.,  100.4*^  F.  boiling  point,  and  is  prepared  for  the  trade  in 
a  high  degree  of  purity.  It  finds  use  as  a  special  solvent,  and  as  an  illuminating  standard  for  candle- 
power. 

*  The  distillation  range  of  a  69"  to  70"  B4.  Mid-Continent  gasoline  sold  as  a  rubber  solvent  is  as 
followB: 

Diataiation  Ranoe  of  68°  to  70'*  Mid-ConlinerU  Oaaoline,  Degrees  F. 

Initial  boiling  point 110  40  per  cent 174  80  per  cent 220 

10  per  cent 143  50  per  cent 185  90  per  cent 224 

20  per  oent 158  GO  per  cent 195  End-point 286 

aoperoent 162  70  per  oent 208 

•Seep.  362. 
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gray  or  black  corrosion  and  no  weighable  amount  of  deposit  when  evaporated  in  a 
polished  copper  dish. 

6.  Unsaturated  hydrocarbons:  Not  more  than  2.0  per  cent  of  the  gasoline  shall  be 
soluble  in  concentrated  sulphuric  acid. 

7.  Acid  heat  test:  The  gasoline  shall  not  increase  in  temperature  more  than  10**  F. 

8.  Distillation  range :  When  5  per  cent  of  the  sample  has  been  recovered  in  the  gradu- 
ated receiver,  the  thermometer  shall  not  read  more  than  75**  C.  (167''  F.)  or  less  than 
60^  C.  (122*^  F.) 

When  50  per  cent  has  been  recovered  in  the  receiver  the  thermometer  shall  not  read 
mor«  than  105**  C.  (221°  F.) 

When  00  per  cent  has  been  recovered  in  the  receiver  the  thermometer  shall  not  read 
more  than  155°  C.  (311°  F.) 

When  96  per  cent  has  been  recovered  in  the  receiver  the  thermometer  shall  not  read 
more  than  176°  C.  (347°  F.) 

The  end-point  shall  not  be  higher  than  190°  C.  (347°  F.) 

At  least  96  per  cent  shall  be  recovered  as  distillate  in  the  receiver  from  the  distil- 
lation. 

The  distillation  loss  shall  not  exceed  2  per  cent  when  the  residue  in  the  flask  is  cooled 
and  added  to  the  distillate  in  the  receiver. 

9.  Acidity:  The  residue  remaining  in  the  flask,  after  distillation  is  completed,  shall 
not  show  an  acid  reaction. 

All  tests  shall  be  made  according  to  the  methods  for  testing  gasoline  adopted  by  the 
Committee  on  Standardization  of  Petroleum  Specifications. 

The  distillation  range  of  a  63°  to  64°  B^.  Mid-Continent  gasoline,  sold  as  a  domestic 
aviation  grade,  is  as  follows: 

DistiUaiion  Ranges  Degrees  F. 

Initial  boiling pt.  .  110  40  per  cent 197  80  per  cent 245 

10  per  cent 155  50  per  cent. .....  207                90  per  cent 272 

20  per  cent 172  60  per  cent 218  End-point.  . , 330 

30  per  cent 185  70  per  cent 230 

Motor  Gasoline 

The  United  States  Government  specifications  for  navy  gasoline,  or  motor  gasoline, 
as  it  is  now  called,  as  adopted  in  the  report  of  Conmiittee  on  Standardization  of  Petro- 
leum Specifications,  Bulletin  5,  effective  December  29,  1920,  are  as  follows: 

1.  This  specification  covers  the  grade  of  gasoline  used  by  the  United  States  Govern- 
ment and  its  agencies  as  a  fuel  for  automobiles,  motor  boats,  and  similar  engines. 

2.  The  gasohne  shall  be  white  in  color  and  free  from  undissolved  water  and  suspended 
matter. 

3.  DisliUation  range:  When  the  first  drop  has  been  recovered  in  the  graduated 
receiver,  the  thermometer  shall  not  read  more  than  60°  C.  (140°  F.) 

When  20  per  cent  has  been  recovered  in  the  receiver  the  thermometer  shall  not  read 
more  than  105°  C.  (221°  F.) 

When  50  per  cent  has  been  recovered  in  the  receiver  the  thermometer  shall  not  read 
more  than  140°  C.  (284°  F.) 

When  90  per  cent  has  been  recovered  in  the  receiver  the  thermometer  shall  not  read 
more  than  190°  C.  (374°  F.) 

The  end-point  shall  not  be  higher  than  225°  C.  (437°  F.) 

At  least  95  per  cent  shall  be  recovered  as  distillate  in  the  receiver  from  the  distilla- 
tion. 
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All  tests  shall  be  made  according  to  the  methods  for  testing  gasoline  adopted  by  the 
Conmiittee  on  Standardization  of  Petroleum  Specifications. 

Benzine. — The  benzine  obtained  by  steam  distillation  differs  from  that  obtained 
by  dry-heat  running  only  in  being  usually  of  a  better  color.  It  is  invariably  refined 
into  the  gasolines  and  naphthas  mentioned  above. 

Kerosene  distillate. — This  product,  like  the  foregoing,  differs  but  little  from  the 
natural  burning-oil  distillate  obtained  by  dry-heat  stilling^  It  is  usually  of  slightly 
better  color,  but  the  color  is  more  fixed  and  more  difficult  to  treat  to  water-white  grade 
than  in  the  dry-run  product.  For  this  reason  the  minimimi  of  steam  ^  is  commonly 
employed  during  distillation,  even  in  so-called  reducing  runs. 

Mineral  seal  distillate. — ^This  grade,  cut  between  kerosene  distillate  and  gas-oil, 
is  widely  used  as  a  solvent  oil  in  gasoline  absorption  processes.  From  a  few  crudes, 
notably  Pennsylvania,  this  class  of  distillate  is  of  excellent  burning  quality  even  at 
300**  F.  fire  test,  and,  when  treated,  forms  the  300  Mineral  Seal  or  Mineral  Colza  oil 
of  the  trade.    This  is  used  largely  in  signal  lamps  and  for  lighthouse  illumination. 

Gaa-oil. — The  greater  portion  of  the  gas-oil  supplied  to  the  trade  is  a  by-product 
of  the  manufacture  of  paraffin  and  neutral  oil  stocks.  It  consists  partly  of  a  distillate 
intermediate  between  heavy  burning-oil  and  lubricating  distillate,  but  mostly  of  the 
light  fractions  distilled  from  the  lubricating  distillates  themselves  during  reduction  to 
test  stocks.  It  is  offered  to  the  trade  in  gravities  of  34**  to  36**,  32**  to  34**,  30** 
to  32*",  and  28**  to  30**  B^.,  also  very  commonly  as  32**  to  36**  gas-oil,  which  usually 
meets  the  U.  G.  I.  specifications.'  A  typical  distillation  of  such  gas-oils  is  given 
below: 

In  the  tabulation  following  it  will  be  noted  that  all  of  the  gas-oils  produced  from 
Mid-Continent  crude  although  varying  in  gravity,  meet  the  TJ.  G.  I.  specifications, 
in  regard  to  distillation  range,  except  Sample  No.  4. 


DittiUation  Range  of  Typical  Midr-ContinerU  Gas-oils 


No.  of  sample: 

B^  gravity 

Initial  boiling  point 

10  per  cent 

20  per  cent 

30  per  cent 

40  per  cent 

50  per  cent 

60  per  cent 

70  per  cent 

80  per  cent 

90  per  cent 

Final  boiling  point. 


32.7** 


Degrees  F. 
510 
541 
673 
601 
615 
630 
642 
661 
678 
698 
726 


2 
33.1° 


Degrees  F. 
492 
625 
558 
591 
607 
626 
641 
664 
690 
716 
705 


3 
34.4** 


Degrees 
458 
497 
524 
676 
586 
597 
614 
633 
664 
674 
694 


4 
35.1** 


Degrees 
318 
382 
443 
539 
661 
686 
606 
637 
677 
698 
721 


1  See  description  of  refining  Pennsylvania  crude,  p.  353. 

s  The  United  Gas  Improvement  Co.  specifications,  covering  gas-oil  suitable  for  enrichment  purposes 
are  as  follows:  Not  over  0.5  per  cent  coke,  not  over  0.5  per  cent  sulphur;  and  85  per  cent  to  distill 
between  400*  and  700*  F. 
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DistilUUion  Range  of  Miscellaneous  Gas-oils 


Source  of  crude 


Kentucky.  .  . . 
Pennsylvania . 

Ohio 

Texas 

California.  .  . . 

Russia 

Rumania 


B6. 
gravity 


36.9° 

33.9 

35.2 

29.3 

32.3 

30.4 

29.6 


Start 

300*^ 

350° 

400° 

450° 

500° 

550° 

600° 

to 

to 

to 

to 

to 

to 

to 

to 

300" 

350° 

400° 

450° 

500° 

650° 

600° 

650° 

F. 

F. 

F. 

F. 

F. 

F. 

F. 

F. 

0.0 

0.0 

0.0 

0.0 

6.0 

34.8 

31.3 

18.6 

0.0 

0.0 

0.0 

1.0 

1.6 

9.7 

7.8 

25.2 

0.0 

2.6 

7.0 

13.0 

16.4 

16.6 

13.7 

21.3 

0.0 

3.1 

4.5 

9.9 

20.1 

24.5 

17.7 

12.1 

4.0 

6.0 

6.2 

9.2 

12.8 

28.8 

26.4 

7.6 

0.0 

0.0 

0.4 

0.8 

7.4 

18.8 

25.8 

21.4 

2.2 

6.5 

7.9 

10.3 

12.4 

21.0 

11.3 

9.2 

Above 

650° 

F. 


9.3 
64.7 
10.5 
8.1 
0.0 
25.4 
19.2 


Wax  distillate. — ^This  intermediate,  the  primary  base  for  paraffin  wax  and  neutral 
oils,  is  an  amorphous  product,  and  for  the  most  part  requires  rerunning  before  pressing. 
As  obtained  from  reducing  stills,  wax  distillate  is  commonly  of  27°  to  35°  B^.  gravity^ 
175°  to  250°  flash,  235°  to  310°  fire  test,  60  to  80  viscosity  at  100°,  60°  to  70°  cold  test 
and  varies  in  color  from  pale  yellow  to  dark  brown.  The  distillates  obtained  from 
semi-asphaltic  crudes  darken  rapidly  on  exposure  to  air. 

Wax-oil. — ^This  product  is  a  second  intermediate  obtained  from  the  distillation  of 
wax  distillate.  It  is  crystalline  in  natiure,  and  comparable  with  paraffin  distillate 
produced  by  the  dry-heat  process.  It  is  the  inmiediate  base  from  which  paraffin  wax 
and  neutral  oils  are  manufact\u*ed.  As  obtained  from  wax-^!racking  stills,  it  is  usually 
of  27°  to  33°  B^.  gravity,  200°  to  275°  flash,  260°  to  335°  fire  test,  70  to  90  viscosity 
at  100°,  60°  to  70°  cold  test,  and  is  of  a  pale  yellow  color. 

Reduced  wax  distillate. — ^This  is  also  an  intermediate,  and  is  amorphous  in  nature. 
It  is  the  filtration  base  for  soap  stocks  and  petrolatum  admixtures.  Reduced  to  90°  F. 
melthig  point,  as  produced  from  Pennsylvania  wax  distillate,  it  is  of  33.3°  B^.  gravity, 
386°  flash,  450°  fire  test,  40  viscosity  at  212°  F.,  and  of  a  dark  yellow  color. 

Petrolatum  stock. — ^This  material,  the  base  for  all  petrolatum,  varies  from  light 
yellow  to  dark  green  in  color,  according  to  the  nature  of  the  materials  used  in  its  manu* 
facture.  Its  usual  properties  are  approximately  as  follows:  32°  to  33°  B^.  gravity, 
400°  to  410°  flash,  40  to  50  viscosity  at  212°  F.  It  should  possess  only  a  faint  odor, 
be  sweet  to  the  taste,  and  show  freedom  from  suspended  impurities. 

Steam-refined  stock. — This  product,  when  not  above  600°  fire  test  or  160  viscosity 
at  212°,  serves  as  an  intermediate  from  which  filtered  and  bright  stocks  are  manufac- 
tured. Stocks  of  higher  flash  and  viscosity  are  usually  sold  directly  as  finished  steam- 
cylinder  lubricants.*  According  to  the  source  of  manufacture,  the  various  stocks  on  the 
market  differ  somewhat  in  gravity,  color,  and  viscosity  for  a  given  flash  and  fire  test. 
Where  they  are  sold  on  viscosity  they  show  a  slight  variation  in  other  constants.  I<lash 
and  viscosity  being  equal,  color,  cold  test,  and  freedom  from  tar  determine  the  quality 

1  The  average  gravity  of  Mid-Continent  wax  distillate  is  28"  to  20°  B^.,  that  from  Pennsylvania 
crude  running  33**  to  34<*  B6. 

'  For  distinctly  mechanical  lubrication,  such  as  transmission  and  differential  lubricant,  and  also 
for  certain  classes  of  steam  and  heavy  internal-combustion  engine  lubrication,  steam-refined  stocks 
are  used  as  produced  at  the  still.  Most  of  the  product  of  the  various  grades  is  sold  blended  with 
paraffin  or  neutral  oils  as  engine,  harvester,  and  gas-engine  lubricants,  or  is  compounded  with  animal 
fats  for  steam-cylinder  lubrication.  Stocks  of  600**  and  630°  flash  are  used  in  superheated  steam 
lubrication. 


FLUXES 


365 


and  priee.    The  appended  tabulation  gives  an  idea  of  the  characteristics  of  stocks 
r^ned  from  several  sources. 

In  the  following  list,  only  typical  superior  stocks  are  included,  although  it  is  recog- 
niied  that  the  cheaper  grades  of  200  or  higher  viscosity  at  212**  F.,  heavy  in  asphaltic 
and  tarry  content,  fill  an  important  place  in  the  industry, 

CharacteritHcs  of  Typical  Sieam^efined  Stocks 


Source 


Mid-Continent 

lima 

Pennsylvania. 
Pennsylvania. 
Pennsylvania. 
Pennsylvania. 


B6. 

gravity 

Flash, 

Fire, 

degrees 
F, 

degrees 
F. 

22.2** 

535*' 

600^ 

21.0 

535 

600 

29.5 

540 

600 

26.7 

580 

650 

25.5 

600 

680 

25.0 

630 

700 

Viscosity, 
212**  F. 


160 
170 
160 
180 
230 
245 


Bright  green 
Green 

Bright  green 
Green 
Dark  green 
Dark  green 


Cold 
test 


55 
40 
35 
35 
30 
30 


iLsphalt  flux. — ^As  steam-refined  stock  is  produced  from  a  paraffin-base  crude,  asphalt 
flux  is  obtained  from  an  asphalt-base  crude.  There  is  naturally  no  fixed  line  of  demar- 
cation; fluxes  low  in  asphalt  are  marketed  as  steam-refined  stocks,  in  periods  of  acute 
demand,  and  conversely,  cheap  stocks  become  flux  products  and  road  oil  bases,  in  a 
slack  lubricating-oil  market.  Asphalt  flux  is  often  sold  directly  as  road  oil,  and  it 
forms  the  base  for  further  reduced  malthas,  pitches,  and  oxidized  asphalts,  the  manu- 
facture of  which  is  discussed  in  another  chapter  of  this  volume.^  The  characteristics 
of  several  typical  Mid-Continent  fluxes  are  given  below.  In  the  Ughter  gravities  such 
fluxes  are  sold  as  road  oils  without  further  admixture. 

The  average  asphaltic  content  of  the  fluxes  listed  below  is  about  76  per  cent  and 
their  paraffin  wax  content  2.5  per  cent.  All  three  yield  fair  grades  of  oxidized  asphalt 
or  pitch  when  reduced  with  steam  and  air. 

Chanuiensiics  of  Typical  Mid-Continent  Asphalt  Fluxes 


B6. 

gravity 

Flash, 
degrees  F. 

Fire, 
degrees  F. 

Viscosity, 
212°  F. 

Sol 

CS, 

per  cent 

Sol. 

76°  naphtha, 

per  cent 

Vol. 

seven  hours 

per  cent 

16.0 
14.0 
12.0 

350° 

430 

450 

480° 

520 

550 

270 

478 

99.6 
99.5 
99.4 

95.42 
95.31 
94.72 

5.62 
3.33 
1.56 

Road  oil. — ^Although  a  considerable  amount  of  asphalt  flux  of  high  gravity,  i.e., 
18°  to  20°  B^.,  containing  a  rather  high  percentage  of  paraffin  wax,  is  marketed  as 
road  oil  by  such  plants  as  are  without  lubricating  departments  and  facilities  for  further 
reduction;  yet  the  greater  part  of  the  road  oil  sold  is  either  produced  from  essentially 
wax-free  crudes  such  as  those  of  the  Gulf  Coast  districts,  or  is  compounded  from  heavy 
fluxes  (from  which  the  greater  part  of  the  wax  has  been  removed)  and  the  gas-oil  by- 


1  See  page  787. 
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products  from  the  reducing  stills.  A  table  showing  characteristics  of  several  typical 
road  oils  is  appended.  The  reader  is  referred  to  the  chapter  on  Testing  Methods  for 
information  as  to  solubility  tests.  ^  While  road  oil  specifications  vary  considerably, 
and  embrace  a  wide  range  of  chemical  and  physical  tests,  the  following  data  may  be 
accepted  as  typical  for  oils  of  this  class,  which  are  produced  in  enormous  quantities 
from  the  Mid-Continent  and  Gulf  Coast  districts. 

The  resemblance  between  road  oil  and  flux  will  be  noted  by  comparing  the  follow- 
ing table  with  that  immediately  preceding: 

Typical  Road  OH  Characteristics 


Physical  properties: 

Grade 

Gravity,  specific 

Gravity,  B6 

Flash,  Cleveland  cup 

Fire,  Cleveland  cup 

Viscosity,  Saybolt  at  130**  F 

Viscosity,  Engler  at  50**  C 

Chemical  properties: 

Asphalt  content  (per  cent) 

Solubility  in  CSi  (carbon  disulphide)vapor 

Solubility  in  CHCU  (ch  oroform)  vapor . . . 

Solubility  in  CCU  (carbon  tetrachloride) 
vapor 

SolubiUty  in  (C2H*)iO  (ethyl  ether)  vapor. 

Solubility  in  76**  naphtha 

Fixed  carbon  (per  cent) 

Ash 


20°-21* 
0.9290 
20.8** 
200**  F. 
235**  F. 
100 
4.52 

50 

99.60 

99.66 

99.50 
99.32 
97.80 

0.02 

5 


In  general,  the  art  of  stilling,  whether  operating  dry  or  with  steam,  caUs  for  close 
attention  to  numberless  details.  It  is  necessary  to  watch  the  condition  of  the  still 
bottoms,  and  to  make  sure  that  manneck  and  top  plates  are  bolted  down  tight,  that 
stills  are  charged  to  the  proper  level,  that  condensing  water  is  properly  distributed, 
that  pumping-out  lines  are  clear  at  all  times,  etc.  If  steam  is  used,  close  observation 
of  the  sise  of  the  streams,  the  temperature  of  the  still  contents,  and  the  pressure  of 
the  steam  itself  (partictilarly  if  irregular)  must  be  maintained  at  aU  times.  The 
safety-valve  must  be  watched  for  escaping  gas;  personal  exposiure  to  sulphide  gases 
evolved  from  certain  crudes  and  distillates  must  be  avoided;  finally,  the  stillman 
must  be  ever  on  the  watch  for  improperly  opened  or  closed  cocks  or  valves. 

As  to  operation  labor,  one  stillman  per  shift  of  eight  hours  can  attend  from  ten  to 
twelve  discontinuous,  ordinary,  horizontal  crude  stills  running  dry  heat,  and  can  more 
easily  look  after  an  equal  number  of  continuous  stills.  The  handling  of  the  same  number 
of  tower  or  lubricating  oil  stills  requires  the  service  of  a  helper,  particularly  in  the  first 
instance  when  stills  are  about  to  coke,  and  in  the  second  when  making  the  final  flash  or 
viscosity  test  desired.  Where  gas  or  oil  is  used  for  fuel  the  stillman  looks  after  his 
own  fires,  but  where  coal  is  the  source  of  heat,  one  fireman  is  commonly  employed 
for  three  1000-barrel  stills,  or  for  four  600-barrel  stills  per  shift  of  eight  hours.  The 
number  of  ash  wheelers  depends  on  local  conditions,  such  as  installation  or  absence  of 
conveying  S3rstems,  etc.    Still  cleaning  is  usually  piece-work  labor;    a  certain  price 

^  See  page  715. 
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previouoly  detemiioed  to  be  a  fair  average  is  set  for  crude  stills,  coke  stiUa,  etc.  One 
or  two  pumpers  per  battery  of  run-down  tanks  tu«  usually  employed  on  each  shift.  The 
frequency  of  pumping  required,  the  distoDce  between  tanks,  etc.,  govern  the  number 
of  pumpers  employed.  In  the  larger  plants  there  b  usually  a  head  stillmas,  or  stillman 
foreman  on  each  shift,  in  charge  of  several  batteries.  He  is  directly  responsible  to  the 
superintokdent,  has  full  authority  over  the  operatives  in  his  dqtartment,  and  is  held 
generally  accountable  for  the  labor  and  process.  All  repairs  arc  handled  by  the  mechan- 
ical department  on  the  order  of  the  stillman  foreman. 

Chehicai,  Tbgatuent 
Chemical  treatment,  in  its  application  to  refining,  is  usually  termed  "  treating  " 
and  may  be  defined  as  the  art  of  purifying  petroleum  intermediates  by  agitation  witli 
chemicals,  or  by  physical  absorbents,  in  a  specially  oonstructed  type  of  ^parstus, 


Fio,  IK- — A  croup  of  lix  t^t^tott. 

known  as  an  "  agitator,"  or  "  washer."'  A  group  of  agitators  is  illustrated  in  Fig.  165. 
In  the  case  of  light  oils  and  gasolines,  treating  is  usually  practiced  to  remove 
objectionable  sulphur  and  nitrogen  compounds,*  and  incidentally  to  improve  the 
burning  quality,  odor,  and  color.  With  lubricants  and  paraffin  wax,  the  objects 
of  treating  are  the  lowering  of  the  sulphur  content,  the  removal  of  the  carbon,  and  a 
general  improvement  in  the  appearance,  resulting  in  a  finished  oil  of  better  color  and 
odor,  with  superior  lubricating  qualities. 

■  The  tcnn  "agitBtor"  ig  pnMtiekUy  univenall]'  &ppU«d  in  thb  country  to  the  upricbt,  1e*d-lined, 
eonicBl-bott'im  eyllndrial  lank  in  which  treatiaf  t&k«  place,  the  name  "waeher"  beini  in  i;*^*!^] 
use  abroad  for  the  same  type  ot  apparatua.  Both  namea  are  auueetive  of  ita  uae.  For  oonatruDtion 
detaila  of  varioua  typ<a  ot  Baltaton,  see  IIbs.  T*  atul  ?£.  PP.  lS7-tSe. 

>  Theae  vary  from  eaaily  reniavable.  diaaolved,  hydrOBcn  suJphide  gu  ta  compLei  alkyL  mercaptana 
and  thio  ethera.  eliminated  only  with  the  greatest  difficulty.  For  a  deaeription  at  the  aulphur  eonlent 
olpetrDleuntt.eeeEngler.Chem.  Zeitung.20pt.  2<18ge;,p.  1B7^  Tor  a  cuniidrration  of  the  >ulphurooiD- 
pounda  in  American  petroleunu.  oowult  Mabery  and  Quayle,  Jour.  Soe.  Chcm.  Ind..  16  (1900),  p.  305: 
andProe.  Am.  Acad.,  41  (IMM),  p.  97;  Mabery  and  Smith.  Am.  Chem,  Jour,,  13(1861),  p.  233,  and  IS 
(1S04).  p.  S3.  Conccrnini  the  nidoicn  CDrapnunda,  lee  Mabery  and  Hudson,  Am.  Jour.  Sd,,  ISM, 
p.  250:  Cklopln,  Bgrichte,  33.  pt.  3.  IWO,  p,  2S37. 
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The  chemicals  used  in  treating  are  sulphuric  acid  (oil  of  vitriol)  ^  sulphurous  acid,* 
Rodium  hydrate  (caustic  soda)  solution,  sodium  plumbate  ^*  doctor  **  solution,  sodium 
carbonate  (soda-ash)  solution,*  ammonium  hydrate  (anmionia  water),  and  calcium 
hypochlorite  (chloride  of  lime)  solution.  Sidphur,  litharge,^  and  various  unimportant 
substances  too  infrequently  used  to  warrant  mention,  are  also  employed.  The  principal 
physical  absorbents  are  fuller's  earth,  bauxite,  bone  and  blood  chars  and  silica  gds. 

AppLiCATion  OF  "  Tbeatinq  "  TO  Vabigus  Kinds  of  Distillate 

For  convenience  in  discussion,  treating  may  be  classified  under  three  headings, 
as  it  is  applied  to:  (a)  benzine,  gasoline,  and  naphtha;  (6)  kerosene  distillate  and 
like  products;  (c)  lubricatmg  oils  and  parafi&n  wax.  In  the  treatment  of  bensine, 
1)  to  3  pounds  of  66*"  sulphuric  acid  is  conmionly  employed  to  the  42-gallon  barrel. 
**  Sludge "  acid  which  has  been  previously  used  in  burning-oil  treatments  is  often 
substituted.  With  benzines  of  low  sulphur  content,  a  simple  neutralization  after  a 
short  wash  renders  the  benzine  ready  for  steam  stilling.  Sulphur-bearing  products, 
on  the  other  hand,  require  a  sodium  plumbate  ''  doctor  **  treatment  after  washing, 
varying  in  strength  according  to  the  percentage  of  sulphur  present.*  Water-white 
gasolines  and  naphthas  of  marketable  end-point,  but  reactive  to  the  "  doctor  "  solu- 
tion, usually  require  no  acid  and  only  a  light  sodium  plumbate  treatment.  If  the  sulphur 
does  not  readily  precipitate  as  lead  sulphide  after  blowing  for  some  fifteen  to  twenty 
minutes  with  the  sodium  plumbate  solution,  the  addition  of  a  small  quantity  of  free 
sulphur  *  will  usually  cause  the  desired  precipitation.  While  lightly  compressed  air, 
obtained  through  the  agency  of  a  low-pressm^  blower,  is  used  for  agitation  purposes 
for  aU  treatments  in  many  refineries,  the  more  efficient  adopt  some  mechanical  form 
of  mixing  for  handling  their  lighter  products,  thus  avoiding  loss  by  volatilization. 
Mechanical  stirrers  are  used  in  some  refineries,  in  others  the  acid  is  circulated  by  means 
of  a  centrifugal  pump,  while  in  still  others  a  continuous  counter-current  system  of 
treatment  is  employed. 

In  the  treatment  of  sour  kerosene  distillates,  an  excess  quantity  of  sodium  plumbate 
solution  following  a  heavy  acid  treatment  ^  is  employed.    The  object  is  to  saturate  the 

1  The  concentrated  commercial  grade  of  66^  B^.,  92.5  to  93.0  acidity  is  most  commonly  employed, 
although  restored  acid  of  the  same  strength  is  used  by  many  plants  possessing  acid-reoovery  systems. 
Weaker  acidities  are  used  in  special  instances  and  fuming  acid  and  even  sulphuric  anhydride  are 
employed  in  the  treatment  of  certain  aromatic  distillates. 

<  Sulphurous  acid  is  used  in  the  liquid  state  at  low  temperatures  in  the  Ekleleanu  process.  It  acta 
rather  as  a  physical  solvent  than  in  a  chemical  capacity.  A  detailed  description  of  this  prooeaa 
occurs  on  page  392  of  this  section. 

*  Sodium  carbonate  and  sodium  hydrate  solutions  may  be  used  interchangeably  where  neutralisa- 
tion of  acid  is  the  only  objective.  For  some  unexplained  reason,  due  doubtless  to  impurities  in  com- 
mercial caustic,  better  colors  can  sometimes  be  obtained  where  soda-ash  solution  of  equal  ^iif^iTn^ 
equivalent  is  employed. 

4  While  litharge  (plumbous  oxide)  is  chemically  identical  in  its  several  physical  forma,  only  those 
grades  should  be  employed  for  refining  purposes,  that  prove  their  sui)eriority  by  actual  trial.  While 
apparently  all  sodium  plumbate  solutions  of  equal  strength  exert  the  same  desulphurising  action, 
the  excess  of  suspended  litharge  commonly  employed  varies  considerably  in  its  action  according  to  its 
physical  state,  and  for  this  reason  a  preliminary  trial  is  suggested. 

*  Sodium  hydrate  solutions  of  8*^-16^  B6.  saturated  with  litharge  are  commonly  employed  aa 
sweetening  agents.  An  excess  of  litharge  is  also  frequently  used,  the  alkaline  solution  apparently 
acting  as  a  carrier,  although  there  appears  to  be  a  certain  amount  of  direct  action  as  well. 

*  The  action  of  free  sulphur  in  causing  precipitation  or  "breaking"  of  the  lead  sulphide  is  obscure. 
It  apparently  acts  as  a  catalyst  in  some  instances,  and  in  others  combines  with  the  oil,  replacing  the 
sulphur  thrown  out  with  the  lead.  An  actual  sulphur  determination  shows  no  change  in  sulphur 
content  before  and  after  precipitation,  although  the  final  oil  is  now  sweet  in  reaction. 

'  By  operating  at  low  temperatures,  i.e.,  between  38**  F.  and  50°  F.,  Robinson  discovered  that  by 
using  an  acid  stronger  than  66°,  not  more  than  60  pounds  and  not  less  than  20  pounds  to  the  barrel 
being  used,  the  objectionable  sulphur  compounds  can  be  completely  removed  from  difficultly  sweetened 
Lima  and  Texas  distillates.    See  C.  I.  Robinson,  U.  S.  Patent  No.  910,584,  January  26,  1909. 
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distOlate  with  as  much  lead  oxide  as  it  ifi  able  to  absorb.  A  subsequent  redistillation 
rendere  the  oQ  sufficiently  sweet  to  finish  with  66^  acid  and  sodium  plumbate  solution 
U)  a  water-white  kerosene  of  .060  per  cent  sulphur,  sweet  to  the  ''  doctor  "  solution.' 
**  Sweet "  distillate,  or  the  ordinary  kerosene  distillate  obtained  from  a  lowHSulphur 
crude,  is  treated  with  from  2  to  8  poimds  of  acid  to  the  barrel,  the  latter  being  appUed 
in  one  or  more  portions  according  to  the  nature  of  the  distillate,  the  sulphur  content, 
and  the  finished  color  desired.  Assuming  the  distillate  to  be  once  run,  of  0.120  per  cent 
sulphur,  and  21  color  '  to  be  desired  on  the  finished  kerosene,  the  acid  woidd  be  oonunonly 
applied  in  two  portions  or  "  dumps.''  The  ''  water  acid,''  half  a  pound  to  the  barrel, 
is  applied  merely  to  dry  the  distillate.  After  blowing  for  fifteen  minutes  it  is  allowed 
to  settle  for  a  short  period,  withdrawn,  and  followed  by  the  first  portion  or  **  dump," 
usually  of  from  2  to  4  poimds  to  the  barrel.  After  forty-five  minutes  of  agitation, 
the  agitator  is  allowed  to  stand  from  an  hour  and  a  half  to  two  hours,  the  sludge  is  with- 
drawn, and  the  second  acid,  generally  equal  in  quantity  to  the  first,  is  applied.  The 
last  acid  is  blown  from  forty-five  to  sixty  minutes,  settled  for  two  hours  and  withdrawn; 
and  the  washing  is  begim  with  cold  water,  followed  by  hot  as  soon  as  the  greater  portion 
of  the  entrained  sludge  is  washed  away.  Washing  is  continued  for  two  hours  or  more 
Gess  in  smaller  agitators)  and  is  followed  by  the  neutralizing  alkaline  solution.  If 
sodium  plumbate  solution  is  employed,  as  would  naturally  be  expected  with  an  oil 
requiring  the  acid  treatment  described,  agitation  is  maintained  for  from  thirty  to  forty 
minutes,  or  until  the  absorbed  lead  separates  or  **  breaks  "  as  lead  sulphide.  The 
action  is  aided  by  free  sulphur,  steam,  or  in  some  instances  chloride  of  lime. 

The  schedule  on  the  next  page  gives  a  fair  idea  of  the  time  required  in  treating  a  batch 
of  distillate  of  the  nature  described.  Less  resistant  distillate  often  requires  only  2 
pounds  of  acid  to  the  barrel  and  finishes  in  less  than  half  the  time  stated: 

In  recent  years  the  batch  process  for  treating  oils  has  been  largely  replaced  by  a 
continuous  process,  especially  in  the  case  of  light  distillates.  As  used  by  the  refineries 
of  the  Standard  Oil  Company  (N.  J.),  this  continuous  process  is  operated  as  follows: 

Oil  is  pumped  through  a  Venturi  meter  which  continuously  records  the  amount 
introduced  into  the  system.  The  oil  is  then  thoroughly  mixed  with  sulphuric  acid 
which  is  also  pumped  continuously  through  another  Venturi.  The  mixture  of  acid  and 
oil  flows  through  a  series  of  tanks  of  approximately  200  barrels  capacity  each,  designed 
to  faciUtate  the  settling  of  the  sludge  to  the  bottom  of  the  tanks.  The  sludge  from 
these  tanks  is  drawn  off  continuously  and  the  oil  overflows  from  the  top  of  each  to  the 
next  tank. 

Usually  about  four  of  these  tanks  are  required  for  settling  out  all  of  the  acid  sludge. 
The  oil  from  which  the  sludge  has  been  completely  settled  now  flows  into  a  series  of 
wash  tanks  in  which  it  is  spray-washed  by  water  introduced  at  the  top  of  the  tanks. 
In  these  tanks  the  sour  water  is  drawn  off  from  the  bottom  and  the  oil  overflows  from 
the  top.  The  oil  then  passes  into  a  series  of  sweetening  tanks  where  it  is  thoroughly 
agitated  with  sodium  plumbate  solution.  It  then  passes  to  other  settling  tanks  and 
finally  leaves  the  system  as  a  treated  and  sweet  product. 

As  the  entire  series  of  tanks  used  in  the  continuous  process  is  air-tight,  evaporation 
is  prevented  from  the  time  the  oil  enters  the  system  until  it  leaves.  As  contrasted 
with  that  of  the  batch-treating  process,  this  smaller  evaporation  loss  constitutes  one 
of  the  greatest  advantages.    Increased  capacity  is  also  an  important  advantage. 

Aromatic  distillate  stock  is  conunonly  treated  at  about  200**  F.,  starting  with  66** 

1  This  method  was  emidoyed  by  H.  W.  Kittredge,  operating  on  Canadian  diatillates  prior  to  the 
general  introduction  of  the  Fraech  method,  and  produces  a  water- white  kerosene  of  0.040  per  cent 
sutphar*  from  a  crude  containing  0.45  per  cent  of  this  objectionable  product. 

'  Reference  is  here  mode  to  the  colors  as  determined  by  the  Saybolt  Universal  Chromometer  for 
color  shades  of  refined  oils,  as  adopted  by  the  Committee  on  Standardisation  of  Petroleum  Specifica- 
tions, Bulletin  5,  effective  December  29,  1920. 
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Typical  Treating  Schedule 

(Charge  2500  barrels,  44.3""  B6.,  150  water-white  distillate) 

Hours    Minutes 
Charging  agitator 


45 

Coohng  distillate  * 2  15 

0 

Water-acid  blow 0  15 

First-acid  blow 

Settling  acid 

Second-acid  blow 

Settling  acid 


0 
15 

0 
45 

Washing 2  45 

15 

0 

0 
30 
30 
20 
30 


Settling 

Neutralizing  and  sweetening 

Settling 

Claying  t 

Settling 

Washing  out  clay 

Dropping  to  bleachers 

Total  time  consumed 24  5 

*  Distillate  treated  above  70"  F.  is  apt  to  lose  two  or  three  points  in  color,  and  where  possible  is 
cooled  to  62**  F.  to  obtain  best  results. 

t  The  claying  of  oil,  accomplished  by  filtration,  or  more  commonly  by  agitation  with  from  1)  to 
2  pounds  fine  fuUer's  earth  flour  to  the  barrel,  removes  ^'floc,"  and  generally  improves  iho  burning 
quality.     A  clayed  oil  invariably  shows  lower  in  combined  acid  than  one  not  so  treated. 

acid,  continuing  with  this  until  no  further  action  is  apparent,  and  finishing  with  15 
per  cent  fuming  acid,  in  quantity  approximately  equal  to  40  pounds  of  acid  per  barrel. 
This  results  in  a  treating  loss  of  from  10  to  12  per  cent.  A  variation  in  method  is  to 
replace  the  fuming  acid  with  sulphuric  anhydride  direct.  The  treated  distillate  stock 
obtained  by  either  method  is  neutralized  in  the  ordinary  way,  rerun,  and  finished  with 
2.3  pounds  of  ordinary  66**  acid.  The  aromatic  compounds  dissolved  as  sulphonates 
in  the  sludge  are  ultimately  recovered. 

Reduced  crude,  fuel  oil,  or  other  steam-refined  stock  base  is  conmionly  treated 
in  an  unlined  agitator,  constructed  with  a  sharp  cone,  so  that  the  large  quantity  of 
sludge  produced  will  settle  readily  and  be  easily  withdrawn.  Treatment  is  effected 
at  temperatures  ranging  from  75  to  150*^  F.,  66*^  acid  being  conmionly  employed,  in 
quantity  varying  from  10  to  30  pounds  per  barrel,  to  secure  the  desired  asphalt  removal. 
Treating  losses  range  from  6  to  20  per  cent.  Neutralization  takes  place  in  a  second 
or  transfer  agitator,  which  is  commonly  lead-lined.  In  the  treatment  of  residual 
products  the  objective  of  the  refiner  is  to  obtain  a  green-colored  base  that  will  not  darken 
in  the  subsequent  steam  reduction,  and  at  the  same  time  to  avoid  an  excessive  treating 
loss.  Low  temperature  treatments  favor  color,  but  retard  add  separation,  while  high 
temperatures  cause  sulphonation  and  subsequent  difiBculty  in  settling  the  emulsions 
in  the  transfer  agitator. 

Parafi^  and  neutral  stocks,  like  reduced  crudes,  are  treated  in  unlined  lubricating 
agitators.  While  98  per  cent  and  fuming  sulphuric  acids  are  used  on  certain  Gulf 
Coast  distillates,  66 **  acid  is  most  commonly  employed.  As  in  the  application  to 
kerosene  distillate,  the  acid  is  generally  applied  first  as  water  acid,  then  in  one  or  two 
portions,  in  quantity  depending  on  the  nature  of  the  distillate  and  the  ultimate  color 
desired.  Non-viscous  lubricants  require  from  5  to  8  pounds  and  viscous  stocks  from 
15  to  20  pounds  of  66°  acid  to  the  barrel.  In  general,  a  much  longer  interval  between 
acid  **  dumps  "  is  necessary  for  settling  in  the  treatment  of  lubricating  oils  than  in  bum- 
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ing-oil  distillates.  Intervals  of  6  or  7  hours  are  not  infrequent  in  practice.  Another 
essential  difference  consists  in  the  addition  of  a  small  amount  of  water,  usually  in  the 
form  of  a  spray,  toward  the  end  of  the  second  acid.  Blowing  is  then  continued  for 
an  additional  hour,  or  until  the  acid  **  gathers ''  and  tends  to  settle  freely.  The  amount 
of  water  necessary  to  produce  this  effect  varies  from  a  negligible  quantity  to  1  per  cent 
or  slightly  more,  by  volume,  of  the  charge.  An  excess  causes  sludge  to  solidify  from 
the  more  viscous  stocks,  rendering  the  removal  from  the  agitator  exceedingly  difficult. 
The  treatment  of  lubricating  oil  requires  skill  and  experience  of  the  highest  order.  The 
slightest  excess  of  acid  at  this  point,  over  and  above  that  required  to  produce  the  desired 
color,  is  further  apt  to  sulphonate  the  heavier  stocks,  resulting  in  an  emulsion  in  the 
transfer  agitator  that  is  exceedingly  difficidt  to  separate,  although  the  introduction 
of  the  centrifuge  has  helped  in  a  measure  to  solve  such  problems.  The  treated  lubri- 
cating stocks  are  carefully  transferred  to  lead-lined  '*  wash  "  agitators,  care  being  taken 
to  avoid  transfer  of  any  sludge  particles,  which  might  cause  emulsification.  Some 
refiners  neutralize  during  transfer,  others  dilute  with  hot  water  immediately,  and  still 
others  only  after  neutralization  is  effected.  Absence  of  acid  is  determined  by  the 
reaction  to  phenolphthalein  solution,  which  turns  a  deep  carmine  in  -the  presence  of 
free  alkali.  Neutralization  usually  requires  from  twenty  to  forty-five  minutes;  as  it 
progresses,  the  temperature  of  the  batch  is  increased,  commonly  to  about  160*'  F. 
Then  it  is  allowed  to  settle  over  night;  diuring  this  time,  if  treating  has  been  properly 
conducted,  the  alkaline  wash  water  will  have  settled  as  an  opalescent  milk,  leaving 
the  oil  hazy  bright.  The  last  operation  consists  in  blowing  air  through  the  heated 
oil  until  all  moisting  is  removed.  This  operation  is  conducted  either  in  the  wash  agi- 
tator or  in  special  open-top  bleachers,  designed  for  this  purpose.  The  older,  slower 
method  of  brightening  under  glass-covered  bleachers  has  become  practically  superseded 
by  the  quicker  air-blowing  process.  Instead  of  caustic  alkali  or  soda  ash  as  a  neutral- 
izing agent,  anmioniimi  hydrate  (ammonia  water)  has  been  used  with  more  or  less 
success,  but  apparently  without  advantages  proportional  to  the  increased  cost  of  its 
application.  As  a  general  rule,  the  treatment  of  paraffin  oils  to  marketable  colors  is 
easier  than  the  securing  of  similar  results  with  neutral  stocks,  time  and  treating  losses 
considered,  so  that  many  pale  neutrals  and  viscous  red  oils  are  treated  with  a  minimum 
quantity  of  acid  and  finished  by  filtering.  In  short  they  are  to  all  intents  and  purposes 
the  equivalent  of  strictly  filtered  oils. 

Tar  treating,  while  formerly  practiced  to  a  considerable  extent  before  the  general 
advent  of  tower  stills,  is  now  practically  obsolete.  When  employed,  treating  was 
customarfly  effected  at  270**  F.,  one-third  of  a  pound  of  partially  restored,  50°  to  62® 
sulphuric  acid  per  barrel  being  used.  This  resulted  in  a  loss  of  from  4  to  5  per  cent, 
and  carried  down  sediment  and  impurities  likely  to  precipitate  in  the  tar  stills  to  the 
great  detriment  of  their  bottoms.  The  sludge  produced  was  allowed  to  settle  in  the 
treating  agitator,  forming  a  dense  mass  known  as  acid  coke,'  which  was  removed,  after 

1  Notwithstanding  the  rather  high  percentage  of  sulphuric  acid  remaining  in  this  substance,  acid 
ooke  possesses  a  high  heating  value,  containing,  besidra  free  carbon  and  heavy  unsaturated  bodies 
of  high  molecular  weight,  14  per  cent  of  liquid  tar.     A  typical  analysis  follows: 

Per  cent 

Oil  (tar) 13.67 

Volatile  carbonaceous  material 10 .  18 

Fixed  carbon 37. 75 

Sulphur  (free) 0. 80 

Sulphuric  acid  (48.6*'  B^.) 28. 25 

Ash 0.35 

100.00  per  cent 
Fuel  value 10,004  B.t.u.  per  pound 
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twenty-four  hours'  settling,  by  steel  spuds.  The  coke  was  dropped  through  a  trap 
door,  at  the  apex  of  the  agitator  cone,  into  carts  which  carried  this  product  to  stills 
where  it  was  commonly  mixed  with  coal  and  burned  as  fuel.  Neutralization  of  the 
treated  tar  was  unnecessary,  as  the  weak  acid  settled  clear  without  entrainment.  Tar 
and  residuimi  from  Gulf  Coast  crudes,  intended  for  further  refining  into  heavy  lubricants 
and  black  oils,  are  treated  at  as  high  a  temperature  as  290^  F.,  with  from  10  to  15 
pounds  of  Ge**  acid  to  the  barrel.  Such  treatments  require  neutralization  before  addi- 
tional refining  can  take  place. 

Paraffin  "  slack  "^  wax  is  also  occasionally  acid-treated.  Formerly  '  all  raw  lubri- 
cating distillates  were  similarly  treated.  From  3  to  4  poimds  of  66*^  sulphuric  acid 
to  the  barrel  were  employed  at  a  temperature  of  from  120  to  130^  F.  according  to  the 
melting  point  of  the  wax.  **  Sweated  scale  "*  wax  is  also  sometimes  treated  in  small 
batches  with  finely  divided  bone  or  blood  char,  in  lieu  of  filtration. 

Lime,  potassium  permanganate,  chromic  acid,  silicate  of  soda,  etc.,  have  been  advo- 
cated and  used  at  various  times  for  special  purposes,  as  have  also  certain  proprietary 
compoimds  for  breaking  emulsions;  but  after  many  years  of  development,  sulphuric 
acid,  Utharge,  and  caustic  soda  still  form  the  bulk  of  treating  chemicals  used  by  the 
refiner. 

As  to  operating  labor,  one  treater  with  one  or  more  helpers  can  usuaUy  look  after 
all  of  the  treating,  although  in  the  larger  plants  light  oil  and  lubricating  treating  are 
commonly  handled  independently.  With  the  laboratory  control  exercised  by  most 
refineries  the  mystery  of  treating  is  largely  a  thing  of  the  past,  although  in  handling 
lubricants,  especially  heavy  viscous  reds  and  neutral  stocks,  the  personal  equation 
of  the  treater  has  much  to  do  with  the  success  of  chemical  control,  for  exact  duplication 
of  laboratory  conditions  are  frequently  impossible  to  attain,  and  personal  judgment 
must  be  exercised. 

Cold-pressing 

Cold-pressing,  or  simply  "  pressing,"  as  it  is  often  termed,  may  be  defined  in  connec- 
tion with  refinery  operations,  as  the  separation  by  filtration  of  a  solid  petroleum  product 
from  a  liquid  petroleum  medium  in  a  standard  type  of  filter  press.  The  term  pressing 
in  its  usual  application  refers  to  the  separation  of  paraffin  wax  from  some  form  of  lubri- 
cating distillate,  and  will  be  used  thus  in  this  chapter  unless  the  contrary  is  stated.  • 

Ordinarily,  the  distillate  to  be  cold-pressed  is  chilled  to  5**  to  10°  F.  in  some  form 
of  standard  chilling  machine.^  Brine  is  commonly  employed  as  the  refrigerating  carrier, 
although  direct  expansion  of  ammonia  is  practiced  in  many  plants.  Chilling  is  fre- 
quently conducted  in  two  stages  of  which  the  first  is  cooling  from  about  120°,  at 
which  temperature  the  wax-oil  tank  is  usually  kept  to  secure  complete  separation  of 
moisture,  to  about  00°,  by  the  aid  of  the  cold-pressed  oil  in  a  counter-current  apparatus. 
This  may  consist  simply  of  a  long  tank,  containing  coils  through  which  the  cold-pressed 
oil  is  continuously  pumped  in  an  opposite  direction  to  the  surroimding  wax  oil,  or  more 

>  The  term  "slack"  wax  ia  applied  to  the  soft  wax  obtained  from  the  hot  or  cold  preving  of  paraffin 
distillate  or  wax  oil.  There  is  no  differentiation  on  account  of  the  base,  although  the  pressed  dis- 
tillates themselves  are  generally  separately  refined. 

<  The  treating  of  paraffin  distillate  with  a  small  quantity  of  66^  acid  is  still  practiced  in  many 
refineries,  it  is  held  that  a  better  paraffin  wax  is  produced  thereby,  and  less  acid  is  required  to  finish 
the  reduced  lubricating  oils:  consequently  there  is  not  so  much  danger  of  over-treating  and  its  attend- 
ant evil  of  emulsification.  Other  refiners  maintain  that  the  treating  of  paraffin  distillate  is  a  waste 
of  acid,  considering  that  from  30  to  50  per  cent  of  its  composition  is  gaa-oil.  They  claim  to  produce 
wax  and  finished  oils  of  superior  quality  by  close  attention  to  sweating  and  final  treatments. 

*The  name  "scale"  wax  is  applied  to  the  crude  gray  or  nearly  white  oil-  and  moisture-free  wax 
coming  from  the  sweaters  before  final  filtiation  or  resweating,  for  semi-refined  or  refined  grades. 

*  For  a  description  of  the  mechanism  and  appearance  of  various  types  of  chilling  ma<^hines,  see 
p.  104  and  Figs.  80.  81  and  82. 
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preferably  of  a  few  cbilling  machine  sections,  the  cold  oil  taking  the  place  of  brine 
or  ammonia.  With  very  rich  wax  distillates,  pressing  may  take  place  after  such  pre- 
liminary cooling,  the  operation  being  known  as  hot  pressing;  but  in  ordinary  practice 
the  distillate  is  fiirther  cooled  to  the  temperature  previously  mentioned  ^  before  being 
pumped  to  the  presses,*  which  in  the  meantime  have  been  set  up  at  700  pounds  pressure. 
Tlie  whole  operation  is  rendered  continuous,  as  far  as  possible,  by  the  employment 
of  several  presses,  so  that  one  or  more  may  be  charging  while  others  are  being  taken 
down  or  set  up  for  a  new  cycle.  Some  plants  employ  a  large-volume,  low-pressure 
pump  to  fill  the  press  up  to  the  point  where  pressure  develops,  after  which  charging 
is  usually  effected  by  triplex  or  three-throw  pumps,  while  in  others  the  triplex  pumps 
are  used  from  the  start.  Pressure  usually  begins  to  build  up  after  ten  to  fourteen  hours 
of  pressing.  With  a  properly  "  cracked  ''  crystalline  distillate,  a  maximum  of  350  to 
450  pounds  is  developed  in  twenty-four  to  thirty-six  hours;  the  press  is  then  full  and 
ready  to  take  down,  after  pressure  has  been  maintained  for  several  additional  hours 
so  that  the  wax  cake  will  be  as  dry  as  possible.  In  the  meantime,  the  flow  of  chilled 
paraffin  distillate  or  wax  oil  has  been  diverted  to  an  empty  press  so  that  the  continuity 
of  operation  will  not  be  interrupted. 

In  taking  down  a  press,  a  reversal  of  the  procedure  of  setting  up  is  employed:  suf- 
ficient pressure  is  put  on  the  ram  to  force  the  platen  head  up  on  the  supporting  rods, 
so  that  the  nuts  on  the  tension  rods  may  be  loosened  and  removed;  the  flow  in  the  ram 
is  then  reversed  and  the  platen  head  is  drawn  away  from  the  press  plates  to  the  extent 
of  the  ram  travel.  The  trough,  which  has  been  in  position  imder  the  apron  at  the  press 
to  receive  the  pressed  oil,  is  now  made  to  recede  under  the  platform,  exposing  the  screw 
or  endless  carrier  which  is  set  in  motion  in  readiness  to  handle  the  solid  slack  wax.  The 
latter  is  removed  from  the  rings  and  plates  by  the  aid  of  spud  bars,  two  operatives, 
one  working  on  each  side  of  the  press,  effecting  such  removal.  As  fast  as  the  plates  and 
rings  are  cleaned,  they  are  moved  up  toward  the  ram  end  of  the  press,  each  plate  being 
taken  in  rotation  until  the  entire  press  is  clean.  The  entire  operation  of  stripping  a 
400  by  48-inch  plate  press  of  half-inch  rings  does  not  usually  require  over  three  hours, 
provided  the  wax  is  of  a  good  crystalline  quality.  While  claims  are  made  that  viscous 
distillates,  containing  more  or  less  amorphous  wax,  can  be  successfully  pressed  through 
wool  blankets  of  special  design,  the  majority  of  refiners  find  it  more  advantageous  to 
use  the  standard  12-ounce  duck-covered  plates  and  to  operate  on  crystalline  wax  oil 
or  parafi&n  distillate.  The  course  of  the  pressed  distillate  has  already  been  discussed 
in  the  section  on  fractionation  methods.*  The  slack  wax  is  now  washed  or  treated, 
according  to  preference;  in  many  plants  it  is  charged  directly  to  the  sweaters.^ 

Fractional  Fusion 

Fractional  fusion,  or  "sweating,''  as  it  is  termed  in  refinery  parlance,  may  be 
defined  as  the  separation  of  liquid  and  amorphous  wax  from  solid  crystalline 
paraffin  by  the  gradual  application  of  heat.  In  the  practical  operation  of  the  process, 
the  melted  slack  wax  is  commonly  floated  on  water,  level  with  the  sweating 
screens,  and  is  next  chilled  to  solidification  by  cold  water  which  is  pumped  through 
the  coils  with  which  each  pan  is  equipped.    The  water  below  the  wax  is  then  with- 

1  Wax-oil  or  paraffin  distillate  ia  commonly  pressed  at  a  temperature  that  will  insure  the  finished 
reduced  neutral  or  iwraffin  stocks  standing  25°  to  30°  cold  test.  A  pressing  temperature  of  5°  to  10° 
usually  secures  this  result.  Where  sero  cold-test  oils  are  demanded,  a  second  pressing  at  minus 
10°  F.,  or  lower,  is  commonly  practiced. 

*  Various  types  of  filter  presses  are  illustrated  in  Figs.  SO  and  87. 

s  Bee  p.  356. 

<  For  a  description  of  various  tsrpes  of  sweaters  see  p.  100;  Fig.  88,  p.  200,  gives  an  excellent  idea 
of  a  tjrpe  of  pan  in  wide  use. 
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drawn,  leaving  a  cake  of  solid  wax,  4  to  6  inches  in  thickness,  resting  on  the  screen. 
The  apparatus  is  now  in  readiness  for  sweating.  Two  methods  are  in  common  use, 
one  in  which  the  temperature  of  the  sweating  ovens  is  gradually  raised  at  the  rate  of 
1  to  2°  per  hour;  and  one  in  which  water  is  circulated  through  the  above-men- 
tioned coils  in  gradually  increasing  temperatiure.  Quite  frequently  both  methods 
are  used  in  conjunction,  this  course  securing  a  very  even  sweating,  when  temperatures 
are  properly  controlled.  Various  regulating  devices  to  seciure  a  uniform  rise  in  temper- 
ature are  offered  on  the  market,  that  of  C.  J.  Tagliabue  ^  being  quite  conmionly 
employed.  The  cuts  employed  in  sweating  slack  wax  are  dependent  on  the  nature 
of  the  product,  the  percentage  of  oil  and  the  desired  objective  in  melting  point.  The 
following  schedule  gives  an  idea  of  the  cuts  used  in  a  large  Mid-Continent  refinery  manu- 
facturing 124^  to  126^  F.  semi-refined  paraffin  wax  as  its  principal  wax  product,  and 
IDS'"  to  110''  and  120''  to  122*^  semi-refined  waxes  as  by-products. 

Typical  CvU  in  Sweating  Slack  Wax 

Cut  Name  of  product 

Start«80° Wax  oil 

80-90 LighUoots  oQ* 

90-115 Heavy-foots  oil 

115-off Intermediate  scalef 

On  screen 124^-126®  crude  scale  waxt 

*  "Foots"  oil  contains  only  low  melting  point  wax  of  little  market  value,  and  yet  is  of  too  high 
a  cold  test,  and  of  too  low  a  viscosity  for  a  lubricating  product.  It  is  a  source  of  constant  trouble  to 
the  refiner.  It  cracks  to  higher  melting  point  waxes  with  difficulty,  the  cracked  distillate  retaining 
much  of  its  amorphous  quality,  so  that  it  can  only  be  returned  to  the  process  in  small  admixtures, 
or  chilling  machines  and  presses  will  become  clogged.  The  heavier  "foots"  can  be  successfully 
sweated,  but  as   previously  mentioned  the  operation  is  rarely  a  profitable  one  for  the  refiner. 

t  Intermediate  "scale"  wax,  running  from  115°  to  117*^  F.  in  melting  point,  is  usually  resweated, 
using  same  cuts  employed  for  slack  wax.  This  produces  a  superior  grade  of  124^  to  126"  F.  scale 
wax,  containing  less  than  1  per  cent  of  oil  and  moisture. 

X  Crude  scale  wax  of  124°  to  126°  melting  point  is  usually  sold  with  a  guarantee  of  less  than  2 
per  cent  oil  and  moisture,  much  of  the  filtered  scale  of  semi>refined  wax  running,  however,  leas  than 
1  per  cent  of  these  impurities.  Large  quantities  of  120°  to  122°,  124°  to  126°  and  126°  to  128°  semi- 
refined  paraffin  wax  are  used  in  candle  manufacture,  water-proofing,  electrical  insulating  oom- 
pounds,  miners'  lights,  and  in  scores  of  proprietary  floor  dressings,  furniture  polishes,  etc. 

Typical  Cuts  in  Sweating  Heavy  Foots  OU 

Cut  Name  of  product 

Start  =  80° Wax  oil 

80-90   Light-foots  oil 

90-106  Heavy-foots  oil 

106-off 108°-110**  crude  scale  wax 

On  screen 120^-122**  crude  scale  ^ax 

In  general,  second  and  third  sweatings  require  a  much  longer  time  to  effect  separa- 
tion because  the  intermediates  arc  more  uniform  in  composition.  The  manufacture 
of  the  lower  melting  points  is  a  particularly  tedious  operation,  and  is  not  often  justified 
by  the  price  obtained.  Therefore  many  plants  offer  only  the  higher  melting  point 
grades,  recracking  and  processing  waxes  of  low  melting  point. 

While  waxes  of  higher  melting  points  than  126**  to  128**  can  be  obtained  by  primary 
sweating  of  hard-pressed  wax,'  or  by  resweating  methods,  as  a  rule  they  cannot  be 

1  In  the  latest  form  of  Tagliabue  temperature-control  apjwratus,  a  progressive  rise  in  temperatnra 
of  2°  F.  per  hour  may  be  obtained,  or  the  apparatus  may  be  set  to  maintain  a  constant  temperatura 
as  may  be  desh-ed. 

*  Before  the  general  advent  of  the  modern  sweater,  it  was  customary  to  subject  the  alack  wax 
enfolded  in  canvas  cloths  with  wooden  separating  frames  between,  to  a  pressure  of  200  pounds  par 
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eoonomically  produced  from  wax  oil  or  other  steam-run  products  of  second  distillation. 
Onoe-nm  paraffin  tower  distillate  usually  furnishes  the  waxes  of  higher  melting  point. 
Refined  paraffin  wax  is  obtained  by  resweating  scale  wax  to  nearly  complete  absence 
of  oil  and  moisture,  followed  by  special  purification  methods;  whether  obtained  from 
paraffin  distillate  or  wax  oil  it  is  identical  in  composition  ^  when  of  the  same  melting 
point. 

In  transporting  paraffin  wax  between  refinery  points  and  export  centers,  tank  cars 
axe  frequently  used,  but  when  prepared  for  the  trade,  wax  is  invariably  packed  in  ''slack 
barreb  "'  or  burlap-protected  paper  sacks,  or  it  is  molded  into  cakes  of  various  sizes. 
When  packed  in  bulk  in  barrels  or  sacks,  a  chipping  machine,  illustrated  in  Fig.  Ill, 
page  220,  is  employed.  In  the  operation  of  this  apparatus,  a  slowly  revolving  hollow 
cylindrical  drum,  usually  about  36  inches  in  diameter  by  4  to  6  feet  long,  dips  into  a 
constant  level  bath  of  wax  maintained  at  about  140°  F.  A  contmuously  <circ\ilating 
stream  of  cold  water  or  brine  passing  through  the  drum  chills  the  film  of  wax  deposited 
during  immersion.  This  film,  in  three-quarters  of  a  rotation,  is  sufficiently  solid  to 
be  scraped  off  in  a  flexible  sheet  approximately  ^inch  in  thickness,  by  means  of  a  knife 
pressing  against  the  face  of  the  drum.  The  semi-solid  wax  thus  obtained  is  easily 
packed  in  barrels  or  sacks,  slowly  solidifying  to  a  dense  compact  mass. 

When  wax  is  prepared  in  cake  form,  the  Gray  wax-molding  press  *  is  commonly 
employed.  This  is  made  up  under  500  pounds  pressure  with  alternate  molds  and 
plates,  in  a  somewhat  similar  manner  to  the  standard  filter  press,  the  plates  being 
locked  in  position  by  means  of  a  split  collar  placed  over  a  supporting  rod  behind  the  head, 
and  secured  by  a  tapered  key.  The  hose  inlet  and  outlet  connections  having  been 
made,  the  press  is  ready  for  operation.  Cooling  water  is  now  turned  on,  the  wax  valve 
opened,  and  the  press  filled  as  rapidly  as  possible.  Care  must  be  taken  to  have  enough 
wax  in  the  reserved  space  to  allow  for  shrinkage,  experience  guiding  the  operator  in  this 
matter.  When  sufficient  molten  wax  is  in  the  press  to  insure  perfect  cakes,  the  hot 
plate  is  placed  in  position,  this  being  necessary  in  order  to  keep  the  wax  warm  as  it  sets 
in  the  molds,  and  also  to  prevent  the  surplus  from  clinging  to  the  top  of  the  press  when 
the  cakes  have  become  chilled.  The  operation  of  molding  is  usually  complete  in 
two  to  three  and  a  half  hours  after  the  press  is  filled,  and  the  cakes  are  then  ready  for 

square  inch  at  about  70^  F.  in  a  standard  type  of  hydraulic  press.  A  crude  form  of  sweating  then 
followed,  producing  a  high  melting  point  wax,  but  naturally  low  in  yield;  about  9  per  cent  on  a 
10}-per  cent  tar.  Hydraulic  pressing  in  conjunction  with  modern  sweating  is  still  used  in  certain 
refineries  where  special  objectives  are  desired. 

1  Refined  paraffin  wax  is  pure  white,  the  better  grades  being  of  25  color  in  melted  condition  and 
showing  in  solid  state  a  translucent  rather  than  an  opaque  whiteness.  It  is  also  practically  odorless 
and  tasteless,  containing  usually  less  than  0.5  per  cent  of  oil  and  moisture.  It  is  used  in  enormous 
quantities  for  impregnating  waxed  i>apers,  laundering,  protecting  cheeses  and  preserves  from  putre- 
faction and  fermentation,  and  also  for  general  domestic  purposes.  The  lower  108°  to  110*^  melting 
point  wax  is  exported  in  considerable  quantities  as  match  wax,  and  in  its  refined  state  forms  the  prin- 
eipsi  constituent  of  the  modern  protective  wax  dressing  for  burns.  The  U.  S.  Pharmacopoeia 
describes  it  (paraffinum)  as  a  colorless,  more  or  less  translucent  mass,  crystalline  when  separating 
from  solution,  without  odor  or  taste,  and  slightly  greasy  to  the  touch,  consisting  of  a  mixture  of 
solid  hydrocarbons  chiefly  of  the  methane  series;  usually  obtained  by  chilling  and  pressing  the  dis- 
tillates from  petroleum  having  high  boiling  points,  and  purifying  the  solid  press  cake  so  obtained. 
Its  characteristics  are  given  as  follows:  Specific  gravity,  0.890-0.905  at  25°  C.  (77°  F.) ;  melting  pojnt, 
51.6'*-57.2°  C.  (125^-135°  F.);  insoluble  in  water  or  alcohol;  slightly  soluble  in  absolute  alcohol; 
readily  soluble  in  ether,  petroleum  benzine,  benzol,  carbon  disulphide,  volatile  oils,  and  in  warm 
fixed  oils. 

*  While  a  considerable  amount  of  wax  is  shipped  in  new  flour  barrels  or  second-hand  sugar  barrels, 
the  greater  quantity  of  package  goods  is  handled  in  a  specially  made  slack  barrel  usually  containing 
235-245  pounds  net  of  wax,  19  to  20  pounds  tare.  Wax  below  115°  melting  point  must  be  shipped 
in  tight  cooperage. 

*  Bee  p.  222  for  a  description  of  the  mechanism  of  the  Gray  molding  press.  It  is  illuctrated  in 
Fig.  112,  p.  221. 
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removal.  The  actual  time  required  depends  upon  the  temperature  of  the  cooling 
liquid  and  the  melting  point  of  the  wax  employed.  As  soon  as  the  cakes  have  become 
thoroughly  chilled,  the  top  plate  is  removed  and  the  surplus  wax  detached.  Sufficient 
pressure  is  applied  to  the  ram  to  ease  out  the  key,  which  is  then  removed;  the  ram  is 
reversed  in  action,  and  the  movable  platen  head  drawn  back.  The  finished  wax  cakes 
are  then  made  accessible  by  pushing  back  the  cooling  plates.  The  wax  thus  molded 
has  perfectly  square  edges  and  is  of  imvarying  thickness,  allowing  260  pounds  of  fiTiMti*»H 
wax  to  be  packed  in  a  case  37  inches  long  by  19}  inches  wide  and  12  inches  deep,  com- 
pared with  216  pounds  of  pan-molded  wax.  The  cakes  produced  by  the  latter  method 
are  beveled  on  the  four  edges  and  hollow  at  the  top. 

In  the  larger  plants,  the  wax  plant  is  usually  operated  by  a  chief  engineer  aided  by 
three  shift  engineers  or  **  runners.'^  In  plants  of  moderate  or  smaller  size  the  chief 
engineer  or  wax  plant  foreman  serves  as  day  engineer,  only  the  night  runners  alternating. 
A  helper  is  usually  employed  on  each  shift,  and  frequently  looks  after  the  sweating 
as  well.  The  schedule  of  operation  is  usually  planned  so  that  presses  will  come  down 
in  the  day  shift.  The  stripping  and  setting  up  of  the  presses  is  conunonly  handled  by 
operatives  detailed  for  this  purpose.  Wax  filtration,  barreling,  or  cake  forming  is 
handled  in  some  refineries  in  connection  with  the  wax  plant,  and  in  others  falls  und^" 
the  jurisdiction  of  the  filtering  and  barreling  departments, 

COLD-BETTLINQ 

Cold-«ettling  may  be  defined  in  refinery  practice' as  the  separation,  by  virtue  of 
difference  in  specific  gravity,  of  a  petroleiun  product,  solid  at  the  temperature  employed, 
from  an  enveloping  Uquid  petroleiun  medium.  In  its  usual  application,  the  term 
refers  to  the  separation  of  amorphous  wax  at  low  temperatiures  from  a  naphtha  solu- 
tion of  filtered  steam-refined  stock. ^ 

In  the  actual  operation  of  the  process,  the  stock  to  be  cold-settled — either  a  stock 
which  has  been  previously  filtered  and  mixed  with  naphtha,  or  preferably  the  resultant 
filtration  product  of  a  naphtha  steam-refined  stock  ''mix" — ^is  slowly  cooled  until 
the  amorphous  wax  settles  to  the  bottom  of  the  precipitation  tanks.  The  latter  are 
heavily  insulated  and  usually  of  cylindrical  vertical  form,  provided  with  conical  bottoms 
and  suitable  cooling  coils.  The  percentage  and  gravity  of  the  naphtha  used  is  of  great 
importance,  as  is  also  its  volatility,  different  stocks  requiring  different  mixes  according 
to  their  individual  composition  and  wax  content,  this  in  turn  effects  the  settling  period 
and  the  precipitation  temperature  necessary  to  attain  the  desired  objective.  A  60 
per  cent  mix  of  52*^  gravity,400'*  F.  end-point  naphtha,  with  the  gradual  chilling  of 
the  mixture  to  10^  F.  in  four  days'  time,  is  used  by  a  large  Mid-Continent  refinery  with 
complete  success.  No  hard-and-fast  rule  is  applicable,  however;  the  operation 
of  cold-settling,  while  simplicity  itself  in  theory,  requires  much  attention  to  tech- 
nical detail  in  practice,  to  secure  bright  stocks  of  low  cold  test  and  freedom  from 
cloud. 

In  completing  the  cycle  of  operations  in  the  cold-settling  process,  the  wax-free 
naphtha  solution  of  stock  is  brought  to  test  in  a  standard  form  of  reducing  still,  the 
naphtha  being  retiuned  to  the  process,  and  the  stock  pumped  to  storage  or  furtho* 
filtered  as  desired.  The  amorphous  wax,  when  naphtha-free,  is  sold  as  petrolatima 
grease,  or  is  filtered  directly  or  in  conjunction  with  other  suitable  bases  for  finished 
petrolatum.  A  modification  of  the  cold-settling  method,  in  which  the  precipitated 
amorphous  wax  is  centrif uged  from  the  liquid  medium  without  requiring  settling,  is 

1  Cold-MttUng  18  also  practieed  with  some  degree  of  success  in  lowering  the  cold  test  of 
steam-refined  stocks,  particularly  of  Buch  grades  as  are  produced  from  the  Wyoming  crudes. 
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the  Sharpies  Process  ^  which  has  recently  been  installed  in  several  refineries  operating 
in  different  sections  of  the  country.'' 

Both  the  older  and  the  Sharpies  systems  commonly  employ  tanks  provided  with 
coils  to  obtain  the  desired  refrigeration,  using  brine  as  a  medium  of  heat  interchange; 
but  the  use  of  standard  chilling  machines  employing  direct  ammonia  expansion  is 
practiced  with  success  in  a  few  refineries.  In  general,  the  labor  requirements  of  a  cold- 
settling  plant  are  small,  apart  from  the  initial  filtration  of  the  stocks  and  the  subsequent 
reducing  of  naphtha  solutions;  nevertheless,  constant  attention  is  required  and  where 
a  plant  of  this  kind  is  installed  it  is  usually  under  a  separate  department,  although 
occasionally  under  the  jurisdiction  of  the  wax-plant  foreman. 

Decolorization 

Decolorization,  apart  from  chemical  treatment,  i.e.,  decolorization  by  adsorption, 
or  "  filtering,"  as  it  is  termed  in  refinery  parlance,  may  be  defined  as  the  art  of  sep- 
arating solid  suspended,  colloidal,  and  dissolved  impurities  *  from  liquid  petroleum 
products  by  passage  through  dense  layers  of  decolorizing  materials.*  While  burning- 
oil  and  even  crude  is  occasionally  thus  processed,  filtering  is  generally  restricted  to 
amorphous  and  paraffin  waxes,  neutral  and  steam-refined  stocks;  removal  of  suspended 
(»Tbon,  tarry  matters,  etc.,  with  incidental  improvement  in  color,  are  the  chief 
objectives. 

As  conmionly  practiced  in  modem  refineries,  filtering  is  effected  in  cylindrical  vertical 
tanks  of  small  diameter,  known  as  filters.  The  mechanism  of  these  has  already  been 
described  and  specifications  for  them  have  been  given. ^  The  product  to  be  filtered 
usually  passes  through  10  to  20  feet  of  filtering  material,  according  to  the  length  of 
filter  employed,  nature  of  oil  to  be  filtered,  and  degree  of  purity  or  color  desired.  In 
general,  the  greater  the  depth  of  filtering  material,  the  more  improvement  in  color. 
But  when  the  speed  of  flow  is  so  retarded  by  the  presence  of  larg^  amounts 
of  suspended  or  tarry  impurities,  or  by  reason  of  the  high  viscosity  of  the  oil  itself,  that 
the  issuing  stream  is  practically  negligible  in  quantity,  shorter  filters  must  be  employ(  d. 
Both  hot  and  cold  filtering  are  practiced,  the  former  with  paraffin  wax  and  highly 
viscous  steam-refined  stocks,  the  latter  with  neutrals,  red  oils,  and  naphtha  stock 
solutions;  cold  filtering  is  always  the  more  desirable  on  account  of  the  better  colors 
obtained,  and  the  saving  of  fuel 

1  For  A  eomplete  deecription  of  the  Sharpies  Proceas  see  chapter  on  Special  Refining  ProcesMB. 
p.  380. 

>  Refineries  that  have  lately  installed  the  Sharpies  Process  are  the  Kendall  Refining  Company, 
Bradford,  Pa.;  Marland  Refining  Company,  Ponca  City,  Oklahoma;  and  Mid- West  Refining  Com- 
pany, Casper,  Wyoming. 

*  Small  particles  of  coke,  finely  divided  and  ooUoidal  carbon,  tarry  complexes,  of  high  molecular 
weight,  floe,  certain  sulphonates,  dissolved  coloring  matter,  traces  of  suspended  alkali  and  moisture, 
are  all  removed  to  a  greater  or  less  extent  dtuing  the  process  of  filtration.  As  carried  out  in  petroleum 
refineries,  this  process  is  really  a  combination  of  simple  filtration,  decolorising  and  deodorising. 

*  Of  the  materials  employed  in  clarifying  petroleum  products  by  filtration,  only  two,  bone  char 
and  fuller's  earth,  have  stood  the  test  of  time.  The  latter  is  by  far  the  more  commonly  employed. 
The  product  first  named  is  obtained  by  destructive  distillation  of  the  bones  of  domestic  animals 
while  the  second  product  is  mined  in  vast  quantities  in  Florida,  Georgia,  Texas  and  California.  Both 
Bubstanoes  are  offered  to  the  trade  in  various  degrees  of  fineness,  from  a  coarse  1&-20  mesh  to  a  fine 
flour.  The  analysis  of  a  typical  fuller's  earth  was  fo\md  to  be  as  follows:  Hygroscopic  water,  42.00; 
water  of  combination,  7.62;  silica,  32.78;  aluminum  oxide,  9.58;  ferrio  oxide,  2.30;  calcium  oxide, 
1.15;  magnesium  oxide,  4.57;  sulphuric  anhydride,  0.10  per  cent.  When  fuller's  earth  is  prepared 
for  the  trade,  the  greater  part  of  the  hygroscopic  water  is  removed,  but  chemical  analyses  should 
not  be  depended  upon  to  establish  decolorising  power;  this  factor  being  readily  determined  by  com- 
parison with  an  earth  of  known  value  in  a  small  laboratory  filter. 

<  See  pp.  65  and  201;  also  Fig.  89. 
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Before  being  used  for  filtering,  new  earth  must  be  **  tempered/'  i.e.,  dried  at  a  temper- 
ature sufficient  to  remove  all  of  its  hygroscopic  moisture  and  most  of  its  water  of  crystal- 
lisation, although  it  is  undesirable  to  overheat  to  such  an  extent  as  to  oompletdy  vol- 
atilise the  last  traces  of  moisture.  Different  earths  require  different  temperaturesy 
ranging  from  500°  to  900°  F.,  for  removal  of  their  combined  water  of  hydration,  this 
process  being  effected  in  a  vertical  or  rotating  kiln,  described  and  illustrated  in  an 
earlier  section.^  However,  not  so  much  dependence  is  placed  on  temperature  by  most 
refiners,  as  on  the  color  of  the  earth,  which  gradually  changes  from  gray  or  red  '  to  a 
grayish-blue  shade  as  dehydration  progresses,  the  preferred  color  having  been  determined 
beforehand  by  comparative  filtrations  with  samples  ignited  to  var3ring  degrees  of 
grayness. 

Not  only  do  different  petroleum  products  require  earths  of  various  original  ignition 
temperatures  to  secure  the  best  results,  but  the  sise  of  the  grain  is  also  of  the  utmost 
importance.  In  general,  light  oils  require  a  less  ignited  and  finer  grain  for  filtration 
than  do  heavy  viscous  neutrals  and  steam-refined  stocks.  A  30  to  60-mesh  earth  is 
preferred  by  many  refiners  for  neutral  and  petrolatum  filtration,  while  a  16  to  30  grade 
gives  the  best  satisfaction  with  viscous  steam-refined  stocks,  of  100  to  160  at  212 
viscosity,  filtered  generally  at  130°  to  160°  F. 

With  a  view  to  the  more  intelligent  selection  and  treatment  of  fuller's  earth  in  its 
original  ignition  and  subsquent  revivification,  the  ^eories  regarding  its  action  in  filtra- 
tion become  of  interest.  The  statement  of  Parsons,*  that  the  water  of  composition  is 
not  an  essential  factor  in  the  bleaching  power  of  all  fuller's  earths,  and  that  some 
decolorise  equally  well  before  and  after  the  removal  of  the  water,  while  others  lose  a 
considerable  part  of  their  bleaching  effect  when  their  water  is  evaporated,  has  been  found 
by  the  writer  to  be  largely  correct  with  many,  though  not  with  all  oils.  Gilpin  and 
Schneeberger  *  regard  fuller's  earth  as  a  dialysing  septum  and  petroleum  as  an  emulsoid, 
dialysis  allowing  the  free  passage  of  paraffins,  and  causing  the  coagulation  and  absorp- 
tion of  the  bitiunens,  such  action  also  causing  entrainment  of  the  sulphur  and  nitrogen 
compounds,  as  well  as  the  olefines  present.  As  an  interesting  commentary  on  this 
supposition  it  should  be  noted  that  a  process  has  been  recently  proposed  to  remove 
asphalt  from  cylinder  stock  by  heating  the  same  with  finely  divided  fuller's  earth,  and 
then  regenerate  the  pure  bitumen  by  washing  the  absorbent  material  with  beniol. 
The  writer  has  also  secured  a  reduction  in  combined  sulphur  (sulphonic)  content  in 
burning-oil  distillate  from  .015  to  .004  per  cent  by  passage  throun^  fuller's  earth.  The 
opinion  of  Gurwitsch  *  that  polymerization  of  unsaturated  compounds  is  effected  by 
passage  through  Florida  fuller's  earth  seems  to  be  borne  out  by  his  experiments.  The 
formation  of  the  foul-smelling,  complex  nitrogenous  compounds  produced  during  the 
filtration  of  sweet  petrolatum  stock  through  fuller's  earth,  and  absent  in  bone-char 
filtration,  could  be  thus  explained.  Lob  *  considers  the  bleaching  action  of  filtration 
to  be  due  to  the  presence  of  some  substance  in  the  f uUer's  earth  that  enters  into  combi- 

1  See  FicB.  93,  04.  95  and  96. 

s  The  fuller's  earth  produced  in  Florida,  romprisiDg  by  far  the  greater  amount  oacd  in  the  petro- 
leum industry,  as  sold  by  one  of  the  largest  producing  companies,  is  of  a  grasrish-white  color;  another 
grade  produced  in  large  quantities  has  a  distinct  reddish-yellow  cast,  becoming  grayish-blue  in  burning. 
Both  grades  are  considered  efficient  decolorisers. 

>  Bureau  of  Mines,  Bull.  71,  p.  6. 

*  Am.  Chem.  Jour.,  50,  59. 

•In  " Wissenschaf tliche  Qrundlagen  der  Erddlbearbeitung,"  231,  1913.  Gurwitsch  states  that 
when  a  fuller's  earth  residue,  used  for  decolorising  petroleum,  is  extracted  with  ether  or  bensoU  and  the 
solvent  is  distilled  off  and  the  residue  mixed  with  the  original  oil,  the  combined  product  has  a  mueh 
darker  color  than  it  possessed  before  filtration;  this  phenomenon  is  ascribed  by  the  author  to  poly- 
merisation by  the  earth  of  the  unsaturated  compounds  of  the  oil. 

•  Chem.  RsT.,  15  (1908),  80. 
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nation  with  the  coloring  matter  of  the  oil,  forming  an  insoluble  compound;  while  Grafe  ^ 
regards  decolorixation  as  a  physical  and  not  a  chemical  process.  See  also  Adsorption, 
pages  534  and  745,  voltmie  I. 

After  filtering  has  proceeded  until  the  issuing  stream  is  no  longer  of  marketable  color, 
charging  of  the  filter  is  stopped  and  the  latter  is  allowed  to  drain,  unless  it  be  desired 
to  strain  an  additional  quantity  of  oil  for  subsequent  refiltration.  In  this  case  the 
operation  is  continued  until  the  desired  quantity  of  oil  has  acciunulated. 

After  draining  has  continued  from  six  to  twelve  hours,  according  to  the  viscosity 
of  the  charge  and  the  temperature  employed  during  filtration,  a  wash  of  hot  benzine 
or  naphtha  *  is  employed.  After  this  has  stood  long  enough  to  thoroughly  soak  up  the 
earth,  it  is  steamed  off,  and  followed  by  a  second  wash,  and  a  third  if  necessary.  A 
practically  colorless  effluent  signifies  that  the  washing  process  is  complete.  The  early 
system  of  filtration  through  a  series  of  small  filters  with  transfer  of  the  unwashed  earth 
or  bone  char  to  a  large  ''  wash  "  filter  is  practically  obsolete;  filtering  and  washing 
in  the  same  filter  without  transfer  has  been  found  to  be  more  economical.  A  variation 
in  filtration  method,  is  to  thoroughly  incorporate  the  distillate  or  stock  to  be  filtered 
with  varying  amounts  of  fuller's  earth  and  then  filter-press  the  mixture;  but  on  account 
of  the  large  amount  of  oil  remaining  in  the  press  there  seems  little  likelihood  of  such  a 
method  becoming  generally  adopted. 

After  being  properly  washed,  the  earth  or  bone  char  is  now  ready  for  revivification, 
this  being  accomplished  at  a  low  red  heat.  Sufficient  combustible  material,  insoluble 
in  the  naphtha  wash,  usually  remains  in  the  pores  of  the  earth  to  materially  cut  down 
the  amount  of  fuel  necessary  to  bum  to  the  proper  temperature,  which  for  the  first 
burning  should  be  about  1100^  F.  While  it  is  claimed  that  bone  char  is  successfully 
revivified,  without  undue  loss,  in  an  open  t3rpe  of  furnace  under  a  reducing  atmosphere, 
the  high  cost  of  this  material  favors  the  closed-retort  type  of  apparatus,  such  as  that 
of  Ebey  or  Kent,  from  which  air  is  completely  excluded,  preventing  the  formation  of 
bone  ash  of  low  filtering  power.  No  special  precautions  are  necessary,  however,  in  the 
burning  of  fuller's  earth,  other  than  avoiding  temperatures  that  will  cause  sintering 
and  closing  of  the  pores.  This  material,  with  its  high  filtering  power  and  comparative 
cheapness,  is  therefore  ideally  suited  for  refinery  use,  and  has  replaced  bone  char  to  a 
very  considerable  extent.' 

The  results  obtained  in  filtration,  and  the  time  consumed  in  the  operations  incident 
thereto,  vary  considerably  among  the  different  refineries,  for  reasons  previously  enumer- 
ated. The  following  schedules  will,  however,  give  a  fair  idea  of  the  results  obtained 
for  typical  oils  in  Pennsylvania  and  Mid-Continent  practice. 

1  Petroleum,  3  (1907),  292. 

*  Some  refiners  use  a  light  non-viscous  stock  for  the  first  and  second  washes,  following  with 
naphtha  as  a  final  solvent. 

*  While  fuller's  earth  has  practically  replaced  bone  char  as  a  decoloriser,  the  latter  must  be  used 
where  deodorising  action  is  required,  and  therefore  is  still  employed  in  the  manufacture  of  petrolatum. 
Bone  char  in  its  spent  condition  finds  a  sale  as  a  fertiliser  and  phosphate  base,  and  when  saturated 
with  heavy  oil  is  sold  for  case  hardening  purposes.  Blood  char,  occasionally  used  for  bleaching  paraffin 
wmz,  is  very  apt  to  impart  sulphur  compounds  to  the  latter  and  these  compounds,  though  colorless 
mnd  odorless,  exert  a  blackening  action  on  silver  and  copper,  causing  general  complaint  from  the 
trAde, 
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Typical  Yield,  FiUering  BW  F.,  Steamrrefined  Stock 

(Pennsylvania  practice) 

(Size  of  filter,  5  feet  diameter  by  10  feet  high;  filtering  material,  5200  pounds,  once 
burned,  16-30-me8h  fuller's  earth;  filtering  temperature  140**  F.) 

Charge:  5149  gallons 

(    973  gallons  D  600**  F.  filtered  stock 

Yield:  i  2730      ''  E  600**  F.  filtered  stock 

(    534      "  Drips* 

Filtering  time:  48  hours  30  minutes 

*  This  product,  too  dark  to  be  included  in  E  stock*  represents  the  drainings  of  the  filter,  and  is  set 
aside  for  charging  the  next  filter  in  succession.  It  will  be  noted  that  a  discrepancy  of  912  gallons  exiita 
between  total  yield  and  charge;  this  amount  is  retained  by  the  earth,  and  in  the  case  of  Pennsylvania 
stock  will  be  largely  recoverable  in  the  naphtha  wash. 

Typical  Yield,  FiUering  11S°  M.P.  Petrolaium  Stock 

(Pennsylvania  practice) 

(Size  of  filter,  5  feet  diameter  by  10  feet  high;    filtering  material,  7200  pounds  fresh, 

30-60-mesh  bone  char;  filtering  temperature  125**  F.) 

Charge 3300  gallons 

Yield: 

Snow-white  petrolatum  * 281  gallons 

Lily-white  petrolatum 259 

Cream-white  petrolatum 212 

Extra  light  amber  t  petrolatum 637 

Light  amber 1130      " 

Dripst 343       " 

Filtering  time 24  hours  15  minutes 

*  The  white  petrolatum,  or  petrolatum  album  of  the  U.  8.  Pharmacopceia,  defined  as  a  colorless 
mixture  of  hydrocarbons,  chiefly  of  the  methane  series,  obtained  by  distilling  off  the  lighter  and  more 
volatile  portions  from  petroleum  and  purifying  the  residue.  A  white  unctuous  mass,  of  about  the 
consistency  of  an  ointment,  transparent  in  thin  layers,  completely  amorphous,  without  odor  or  tsste. 
In  other  respects  white  petrolatum  has  the  characteristics  of  ordinary  petrolatum  and  should  respond 
to  the  tests  given  that  substance. 

t  This  and  the  grade  following  are  equivalent  to  a  greater  or  less  degree  to  the  miUtiplidty  of 
preparations  sold  as  Soft  Paraffin,  Petroleum  Jelly,  Paraffin  Jelly,  "Cosmoline,"  "Vaseline,"  Unguen- 
tum  Petrolei,  etc.  As  produced  from  Pennsylvania  products,  the  amber  grades  of  petrolatum  coD" 
tain  hydrocarbons  from  Ci«Hm  up  to  probably  CnKu*  and  also  contain  members  of  the  higher  define 
series,  such  as  CiftHn,  ChHm,  etc.;  they  conform  in  all  respects  to  the  tests  prescribed  for  petrolatum 
in  the  U.  S.  Pharmacopceia.  Petrolatum  is  insoluble  in  water,  scarcely  soluble  in  cold  or  hot  alcohol, 
or  in  cold  absolute  alcohol,  but  soluble  in  boiling  absolute  alcohol,  and  readily  soluble  in  ether,  chloro* 
form,  carbon  disulphide,  oil  of  turpentine,  petroleum  bensine,  benxene,  and  fixed  or  volatile  oils. 

t  Petrolatum  drips  and  other  dark  grades  find  a  limited  sale  as  veterinary  salves,  shoe  blacking 
pastes,  greases,  etc.,  but  these  articles  can  generally  be  made  more  profitably  from  the  darker  grades 
of  petrolatum  stock  than  from  a  stock  suitable  for  the  manufacture  of  pharmaceutical  goods.  The 
drips  from  the  typical  filtration  listed  above  would  commonly  be  set  aside  for  refiltration  into  whits 
goods. 
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Typical  Yidd,   FiUering  Neutral  Stock  of  2^0  ViscosUy  at  100;  410"*  Flash 

(Mid-Continent  practice) 

(Siie  of  filter,  8  feet  diameter  by  20  feet  high;  filtering  material  fresh  16-60  fuller's 

earth;  filtering  temperature  120°  F.) 

Charge:  345  barrels 

Yield: 

No.  2  color,  190/100  viscosity  pale  viscous  neutral. . .     15  barrels 
No.  3  color,  200/100  viscosity  pale  viscous  neutral. . .     40       '* 

No.  4  color,  220/100  viscosity  viscous  neutral 70       * ' 

No.  5  color,  240/100  viscosity  viscous  red  oil 140       ' ' 

Drips 35       '' 

Filtering  time:  96  hours 

The  drop  in  viscosity,  with  improvement  in  color,  is  particularly  noticeable  with 
oils  of  this  type,  the  difference  being  more  pronounced  with  certain  Gulf  Coast  lubri- 
cants; but  such  classes  of  oils,  when  finished  to  three  color  or  better,  are  exceptionally 
low  in  carbon,  as  the  following  schedule  will  indicate: 


Pale  Oils 


Source 
of  crude 


Pennsylvania 

Ohio 

Ohio 

Mid-Cont.  .  . 
Texas. ....... 

California.  .  . 
California.  .  . 
Ruasia , 


Type  of  oil 


Filtered  neutral 

Treated  paraffin 

Treated  and  filtered  paraffin 
Treated  and  filtered  neutral . 
Treated  and  filtered  neutral . 

Treated  neutral 

Treated  and  filtered  neufral . 
Filtered  neutral 


CBO 

Flash, 

Fire, 

Visoosity 

giavity 

degrees 

degrees 

per 

C.T. 

Color 

F. 

F. 

100 

30.5 

405 

465 

180 

32 

3 

24.5 

390 

450 

175 

30 

3 

24.7 

390 

450 

170 

30 

3 

26.5 

4a5 

465 

200 

32 

3 

20.0 

325 

370 

190 

5 

3 

21.5 

325 

385 

175 

0 

3 

21.7 

325 

365 

170 

0 

3 

27.0 

370 

435 

228 

-0 

1 

Carbon, 
per 
cent 


0. 
0. 
0. 
0. 
0. 
0. 
0. 
0. 


42 
76 
47 
40 
26 
48 
24 
10 


Red  Oils 


Pennsylvania 

Ohio 

Mid-Cont.  .  . 


Texas 

California. 


Filtered  neutral 

Treated  red  paraffin 

Treated  and  filtered  red  neu- 
tral  

Treated  neutral 

Treated  and  filtered 


29.1° 

445 

405 

260 

33 

5 

23.3 

415 

465 

240 

31 

5 

25.5 

390 

445 

250 

25 

5 

20.0 

345 

390 

330 

0 

5 

23.1 

355 

415 

300 

0 

6 

0.52 
0.98 

0.55 
0.35 
0.30 


The  time  consumed  in  washing  and  emptying  a  filter  will  depend  upon  the  nature 
of  the  oil  filtered,  the  extent  of  draining,  the  size  of  grain  of  filtering  material,  the  temper- 
ature of  the  washing  medium,  and  to  a  great  extent,  upon  the  type  of  mechanical  equip- 
ment installed  for  bft^Hling  the  washed  and  steamed  charge.  A  filter  of  the  largest 
size  mentioned  should  not  require  more  than  six  or  eight  hours  for  three  successive 
washings  and  steamings  of  naphtha,  and  with  modem  conve3ring  equipment  should 
be  emptied  and  ready  to  be  packed  again  five  or  six  hours  later.  Some  refiners  consider 
that  the  greatest  profit  is  found  in  refiltering  to  light  colors  only,  while  others  allow 
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Typical  Diagramatic  Refining  Scheme 

Pure  paraffln-base  crude  to  neutrals,  wax  and  steam  refined  stock 


Crude 


Steam 
Reduced 


Steam  Refined 
Cylinder  Stock 


Fi 


Wax 

Dtotillata 


aoo^oii 

Stock 


Filtered 


Steam 
Reduced 


Cracked 


Asphalt   Gas  Reduced 


Natuxml 
W.W.  Dist. 

Hedvy 
Benzine 


Fire 
Stilled 


tered 


CxU  Stock 


1 


Oil  Wax  Dist. 


Cold 
Settled 


Bififfht 
Stock 


Black    Wax 
Oil        Oil 


Gas  300^011 
Oil      Dist. 


I—  Filtered 


Amorphous 
Wax 


Soap 
Stock 


Cold 


Asphalt  Pressed 
Dist. 


Steam 
Reduced 


Petrolatum 


Wax 
Dist. 


Stock 


Slack 
Wax 


Steam 
Reduced 


Gas 
Oil 


Non  Vise. 
Neut.Stock 


Sweated 


Foota 
OU 


Filtered 


Asphalt 


Viscous 
Neut.  Stock 


Filtered 


Asphalt 


Non  Vise 
Neutral 
Petrolatum 


Wax 


Filtered 


Asphalt 


Acid 
Treated 


liffht 
Bensine 


I 


Steam 
Stilled 


Kerosene 
Dist. 


Turp. 
Substitute 


W.W. 
Dist. 


Acid 
Treated 


Shidga 


46"  W.W. 

Kerosena 

Oil 


300*P. 

Mineral 

Seal 


Steam 
Stilled 


Heavy 
Naphtha 


Acid 
Treated 


Slndoa 


Deodorised 
Naphtha 


DIAGRAM  KEY 


Filtered 


Distillate 


Charge 

t 


Process 


T 


-DIstiUats 


Asphalt 


Residual 
Product 


Paraffin 
Wax 
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Typical  Diagramatic  Refining  Scheme 

Paraffln-aaphalt  baae  crude  to  neutnls  and  asphalt  flux 


^'CrMked"GM     Wax 
Dist.       OU      Diat. 


'Gncked* 


'Cracked*' Gaa   Aapbalt 
Oil       Flm 


Piat. 


Gaa 
Oil 


Non 
Meal, 


Steam 
Beduced 


Viae. 
Stk. 
Viae. 
Neat.  Stk. 


FQtered 
Treated 


Slodffe 


Non 


Filtered 
Treated 


Croda 


Fin 
Stilled 


Natnral 
Ker.Diat* 


FoelOfl    GasOU    "Cracked' 

Diet. 


Reduced 


Aapaalt 
Flax 


Wax 
Qtt 


CoU 


Slack 
Wax 


Fixe 
Stilled 


GaaOU 


Ker. 
Diat. 
[Tazp.         GaaoHn^ 
So  Mtitute 


Grade  ueavy 
Naphtha 


Grade  Lic:bt 
Naphtha 


Stilled 


Prime  White    Water  White 
Diat.  Dut. 


Stilled 


Heavy 
Naphtha 


Sweated 


Ackl 
Treated 


Scale  Foota  Sludge 
Wax      Oil 


Slodge 


Filtered 


Aaphalt 


NeotralOU       NeotralOU 


Naphtha 
Stock 


Acid 
Treated 


Sludge 


Acid 
Treated 


Bluidge 


Paraflin        Prime  White   Water  White 
Wax  Keroeene  Keroeene 


Gasoline 


Deodorixed 

Naphtha 
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Typical  Diagramatic  Refining  Scheme 
Heavy  asphalt  base  crude  to  fuel  and  light  ends 


Fire 
Stilled 


Fue 


Oil 


or  Pitch 


Gaa 

on 


Heavy 
End 


Toip.Snb. 
Stoek 


Fire 
StiUed 


Gas  Oil  Rerun 
Stock 


Acid 
Treated 


Gas   Sludge 
Naphtha 


Steam 
Stilled 


Add 
Treated 


Steam  Ron  Gae  Sludge  Treated 
Stqck      Npp.  Naphtha 


Add 

Treated 


Steam 
Stilled 


Stodge  Treated 
Rerun 
Stock 


Naphtha 
Bottoms 


Fire 
Stilled 

Crude 

NaphthA 


Add 
Treated 


Shidge  Naphtha 


W.W.  Ker. 
Oil 


Gas       Heavy 
Oil      Naphtha 


TiAp. 
Subatitttts 
Gasoline 
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filters  to  make  all  poesible  marketable  grades.  Tlie  first  method  naturally  returns 
a  greater  apparent  profit,  but  it  calls  for  frequent  rechargmg  of  the  earth;  the  second 
procedure,  giving  less  profit  per  gallon,  allows  a  greater  quantity  of  raw  material  to 
be  handled  with  the  same  amount  of  filtering  material.  It  is  obvious  that  local  con- 
ditions, current  market  and  prior  contracts  wiU  govern  the  course  adopted,  this  being 
an  individual  problem  for  each  refinery.  As  to  operation  labor,  filter-house  and  revivify- 
ing equipment  is  generally  under  the  direction  of  the  filter-house  foreman.  Where 
modem  conveying  equipment  is  installed,  and  a  permanent  distributing  system  for  the 
filtered  oils  exists,  one  man  in  the  filter  house  and  one  looking  after  the  burning  of  the 
earth  can  usuajly  attend  from  twelve  to  twenty  filters,  the  number  of  operatives  being 
increased  in  proportion  to  handling  of  filtering  material  required,  shift  ng  of  flow, 
pumping-out  lines,  etc.  Where  filtering  is  effected  under  pressure,  additional  labor 
is  usually  required,  as  is  also  the  case  where  the  filter  house  is  required  to  pump  up  its 
raw  stocks  for  filtration. 

Crackinq 

While  ordinarily  included  under  the  head  of  general  or  special  refining  processes, 
cracking  has  become  so  important  that  it  is  discussed  in  this  volume  as  a  separate 
chapter.  1 

Flow  Chabts 

As  a  general  r^sum^,  process  or  flow  charts,  showing  products  obtained  and  general 
refining  steps  involved  for  the  more  important  crudes,  are  given  on  the  pages  immedi- 
ately preceding.  The  data  on  general  refining  processes  are  thus  condensed  in  tabular 
form  (Fig.  156,  157  and  158). 

III.    SPECIAL  REFINING  PROCESSES 

Any  attempt  to  describe  or  cover  even  a  small  fraction  of  the  many  special  refining 
methods  which  have  been  proposed,  which  are  either  in  process  of  development  or  in  act- 
ual use,  is  entirely  beyond  the  scope  of  this  volume.  Aside  from  the  fact  that  many  of 
such  processes  are  of  doubtful  ultimate  practicality,  others  are  carefully  guarded  secrets 
which  for  obvious  reasons  could  not  be  discussed.  Therefore  only  a  few  of  the  more 
important  successful  special  processes,  typical  of  some  particular  branch  of  the  industry 
are  included,  the  Simplex  Refining  Process '  being  selected,  not  only  as  representing 
primary  fractional  distillation,  but  as  giving  an  excellent  idea  of  the  refining  steps 
involved  in  handling  a  considerable  portion  of  the  California  product. 

The  Simplex  Refining  Process 

This  process,  which  was  originally  intended  merely  as  a  continuous  topping  system, 
has  been  so  improved  that  it  is  now  a  highly  efficient  method  for  the  fractionation  of 
almost  any  type  of  crude.*    The  salient  features  of  the  process  are: 

1.  Continuous  operation. 

2.  Large  capacity. 

3.  High  heat  efficiency. 

4.  Finished  nat\ire  of  products. 

By  a  system  of  fractional  condensation  of  the  mixed  vapors  produced  by  the  pipe- 
still  by  which  the  heavy  fractions  are  taken  off  at  the  beginning,  products  are  formed 

>  See  p*ge  427. 

*T1u0  process,  also  commonly  known  as  the  Trumble  Process,  has  been  developed  by  the  Shell 
Company  of  California  to  such  an  extent  that  forty  plants  designed  to  operate  under  this  system 
hare  been  erected  or  are  in  course  of  erection  for  the  Shell  Company  and  its  licensees. 

s  Ab  far  as  known,  this  process  has  not  been  adopted  in  connection  with  any  high-grade  crude 
|Rt>dttcing  direct-«team  refined  stock. 
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Trumble  Plant  No.  2  Flow  Chart 

Vapor  and  Distillate  System 
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which  do  not  require  rerunning,  nor,  in  some  instances,  even  ordinary  agitator  treat- 
ment. It  is  interesting  in  this  regard  to  note  the  statement  of  the  Shell  Company 
that  "  the  gasoline  produced  by  this  process  is  neither  separately  rerun  nor  agitated, 
coming  o£F  from  the  condensers  directly  as  a  marketable  product."  ^  This  system  has 
recently  been  applied  successfully  to  the  productioil  of  lubricants. 

The  operation  of  this  process  is  essentially  different  from  "  straight-run  "  refinery 
practice.  Crude  oil  is  pumped  through  three  heat  exchangers  '  to  two  oil-fired  pipe- 
stills  >  and  heated.  It  is  then  expanded  in  an  evaporator,  where  the  vapors  are  sepa- 
rated from  the  liquid  residue.  The  residue  (fuel  oil)  is  used  as  the  heat  medium  in  the 
distillate  separators,  then  it  preheats  the  incoming  crude  in  the  heat  exchangers,  and  goes 
to  the  run-down  tanks.  The  vapors  are  first  freed,  in  an  oil  catcher  from  suspended 
droplets  or  bubbles  of  residuimi  and  are  then  fractionally  condensed  in  a  series  of  eight 
dephlegmators.  The  vapor  leaving  the  last  dephlegmator  is  condensed  in  a  vertical 
condenser  and  forms  the  bulk  of  the  gasoline  produced.  The  condensates  from  the  dif- 
ferent dephlegmators  can  pass  either  through  horizontal  tubular  coolers  direct  to  the 
receiving  house,  or  if  necessary,  can  be  first  redistilled  in  the  distillate  separators,  of 
which  there  are  four.  A  system  of  manifolds  and  valves,  conveniently  arranged  on 
an  operating  platform,  makes  it  possible  to  interconnect  the  dephlegmators,  separators 
and  coolers  in  different  ways,  so  as  to  suit  conditions  and  obtain  the  best  possible  frac- 
tionation of  the.  products.  The  vapcjrs,  or  tops,  from  the  separators  are  condensed 
in  vertical  condensers.  The  final  distillates,  or  "  cuts,"  pass  to  the  receiving  house 
through  water  traps  to  the  look-box,  where  they  are  combined  so  as  to  form  the  required 
products  and  pass  to  the  run-down  tanks.  The  number  of  "  cuts  "  obtainable  at  a  plant 
equipped  as  described  is  seventeen.     Fig.  159  illustrates  the  "  cuts  "  in  graphic  form. 

Some  idea  of  the  efficiency  of  the  process  may  be  had  from  the  following  operating 
tables: 


Average  Quantity  of  Crude  Run 
PER  UNrr 

Percent 
topped 

Per  cent 
residue 

Fuel  Oil  Used 

Kind 

B^. 

Barrels  per 
day 

Gallons  per 
barrel 

Per  cent  by 
volume 

Healdton 

Healdton 

Healdton 

Yale 

31.0 
31.0 
31.0 
36.0 
39.0 

7000 
6000 
4200 
4000 
3300 

28 
35 
48 
53 
63 

72 
65 
52 

47 
37 

0.57 
0.70 
0.85 
0.93 
1.00 

1.36 
1.67 
2.03 
2.22 

Cushing 

2.36 

These  figures  include  only  fuel  used  for  heaters  and  for  superheating  the  steam  used 
for  the  distillation. 

The  fractionation  obtained  at  that  plant,  running  on  pure  Cushing  crude,  taking 
off  57  per  cent  of  total  distillates  from  4000  barrels  of  crude  per  day,  is  shown  in  the 
following  table: 


1  The  author  subetantuttes  this  assertion  where  the  process  is  used  with  high  sulphur-bearing  Mexican 
erudes,  but  is  inclined  to  believe  Lima  crude  woiUd  produce  a  gasoline  requiring  additional  refining. 

*  For  a  description  of  the  apparatus  used  in  the  Simplex  Refining  Process,  together  with  various 
iUastrations,  see  Figs.  17,  61,  63,  64  and  109. 

sibld. 
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Product 

Specific 
gravity 

Initial 
boiling 

point 

• 

100** 
percent 

125** 
percent 

150** 
percent 

175** 
percent 

Gasoline 

0.7416 
0.7857 
0.8416 
0.8378 
0.8453 

67**  C. 
138** 
180** 
214** 
220** 

18.1 

56.5 

80.1 
16.5 

Special  distillate . . . 
Domestic  kerosene. 
Export  kerosene. . . 
GasK)il 

65.3 

Product 

200** 
percent 

225** 
per  cent 

250** 
percent 

275** 
percent 

300** 
per  cent 

Final 
boiling- 
point 

Flash 

Gasoline 

55.4 

87.4 
23.5 
13.7 

52.3 
30.6 

79.9 
71.1 

211"  C. 

239** 

305** 

368** 

368** 

Special  distillate. . . 
Domestic  kerosene 
Kxport  keorsene . . . 

OfW-Oil  r  . . . , 

89.3 
24.5 

84*^. 

144**  F. 

80**  C. 

86**  C. 

The  main  products  are  gasoline,  domestic  kerosenes,  and  gas-oil,  while  the  special 
distillate  and  the  export  kerosene  are  to  be  considered  as  by-products. 

The  percentage  of  each  of  these  products  during  the  same  month  (from  Gushing 
and  Healdton  crude)  were: 

Per  cent 

Gasoline 16.82 

Special  distillate 1 .09 

Domestic  kerosene 11 .47 

Export  kerosene 0 .  32 

Gas-oil 5 .  85 

The  percentages,  combined  with  the  distillate  tests  of  the  products,  show  that  a 
very  satisfactory  fractionation  is  obtained  at  the  Trumble  plants. 

The  various  apparatus,  by  means  of  which  this  direct  fractionation  of  the  vai)OT8 
from  the  Trumble  plant  is  obtained,  are  patented  (or  patents  covering  them  have 
been  applied  for)  in  the  United  States  and  abroad. 


Heat  Exchanger  Data 

Healdton  crude,  6200  to  6500  barrels  per  day,  31.1**  B^. 

Residue,  63  to  67  per  cent,  24.0  to  24 .4  B6. 

Fuel  used  in  heaters,  .63  to  .69  gallon  per  barrel  crude. 

Temperature  averages  of  32  readings  each: 

Degrees  F. 

Crude  into  heat  exchangers,  No.  3 45 . 1 

Crude  into  heat  exchangers.  No.  2 86.5 

Crude  into  heat  exchangers,  No.  1 157.0 

Crude  into  retorts 246.7 

Crude  into  evaporator 516.2 
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Degrees  F. 

Residue  out  of  evaporator 508 .3 

Residue  into  heat  exchanger,  No.  1 153 .2 

Residue  into  heat  exchanger,  No.  2 345 .7 

Residue  into  heat  exchanger,  No.  3 -. . .  253.2 

Residue  into  cooler 190 .4 

Residue  out  of  cooler 179 .8 

Crude  temperature  rises No.  3,  25.8       No.  2,  36.4       No.  1,  49.8  All,  112.0 

Residue  temperature  drops No.  3,  34 . 9       No.  2,  51 . 4       No.  1,  59 . 7  All,  146 . 0 

Crude  average  per  hour 36,700  Kg. 

Residue  average  per  horn* 24,600  Kg. 

Assume  specific  heat  of  crude  at  0.45;  then  the  amount  of  heat  in  1000  cal.  per  hour 
absorbed  by  the  crude  is: 

No.  3,  426  No.  2,  602  No.  1,  824  AU,   1852 

For  the  three  heat  exchangers  together,  the  mean  temperature  difference  is  97®  C, 
the  mean  tube  surface  441  square  meters,  the  heat  transfer  coefficient  is  about: 

1,852,000  T- (441 X 97)  =43.4  Calories  per  square  M.  per  degree  C.  per  hour, 
or  8.9  B.t.u.  per  square  foot  per  degree  F.  per  hour. 

Linear  velocity  of  crude    about,  .233  M.  per  second. 

Linear  velocity  of  residue  about,  .019  M.  per  second. 

A  process  which  has  attracted  considerable  attention  in  the  last  year  exemplifies 
the  possibilities  of  mechanical  development  in  the  refining  industry.  This  is  the  Sharpies 
Process  ^  for  the  production  of  bright  stock  from  cylinder  stock,  and  is  described  as 
follows: 

The  Sharples  Process 

This  process  was  made  possible  by  two  mechanical  developments: 

1.  The  perfection  of  the  Sharpies  Super-centrifuge,  a  machine  which  operates  at  a 
speed  of  16,900  R.P.M.  and  develops  a  centrifugal  or  separating  force  16,000  times 
the  force  of  gravity. 

2.  The  development  of  a  rotor  for  the  super-centrifuge,  by  means  of  which  suspended 
solid  matter,  upon  being  separated  from  a  liquid,  can  be  continuously  discharged  from 
the  rotor. 

The  advantages  of  the  process  over  the  older  cold-settling  method  for  manufacturing 
bright  stock  are  claimed  to  be  as  follows: 

1.  The  process  is  continuous. 

2.  The  pour  test  of  the  finished  product  will  be  from  15°  to  20°  lower  than  that 
obtained  by  cold-settling. 

3.  The  yield  in  bright  stock  will  be  greater,  on  oils  of  similar  origin,  than  that  pro- 
duced by  cold-settling,  a  normal  70  per  cent  to  75  per  cent  yield  being  increased  to 
88  per  cent  to  93  per  cent. 

4.  The  wax  discharged  is  free  from  oil  and  has  a  higher  melting  point. 

This  process  is  for  the  treatment  of  steam-refined  cylinder  stock,  which  must  be 
previously  freed  from  asphalt  by  acid  treatment  or  filtration ;  it  is  unsuited  for  the  sepa- 
ration of  crystalline  wax  from  distillates.     In  the  actual  operation  of  the  process  the 

1  This  process,  developed  by  the  Sharpies  Specialty  Company  of  New  York,  N.  Y.,  operates  under 
several  patents,  with  others  pending,  and  has  been  installed  in  several  refineries.  The  appear- 
ance of  a  battery  of  Sharpies  machines  may  be  gathered  from  Fig.  160,  p.  300. 
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asphalt^rae  cylinder  etock,  filtered  to  color,  is  diluted  with  naphtha;  a  mixture  of  60 
per  cent  naphtha  and  40  per  cent  cylinder  stock  is  usually  satisfactory,  but  the  mixture 
should  have  a  gravity  of  approximately  42^  B^.  at  60*"  F.  The  gravity  of  the  naphtha 
should  be  approximately  57''  B4.^  at  60°  F.  or  lighter,  and  it  should  be  a  straight  cut 
with  a  dry  point  not  higher  than  430**  F. 

The  diluted  material  is  next  heated  to  a  temperature  of  100°  F.,  and  agitated  to 
insure  a  complete  solution.  The  solution  is  then  chilled  gradually  through  a  period 
of  forty-eight  hours  to  a  temperature  of  minus  10°  F.,  and  is  then  passed  with  the  carrier 
liquid,  which  is  a  calcium  chloride  brine,  continuously  through  a  battery  of  Sharpies 
Super-centrifuges  of  the  solid-discharge  type.  The  centrifij^^es  separate  the  wax  from 
the  oil,  the  wax-free  oil  being  discharged  from  one  point  and  the  carrier  hquid,  together 
with  the  wax,  from  another.  The  wax-free  oil  leaves  the  centrifuges  at  approximately 
minus  5°  F.,  and  may  then  be  passed  through  an  exchanger  to  recover  its  refrigeration. 
It  is  then  reduced  in  the  usual  manner  in  standard  stills,  the  naphtha  being  recovered 
and  used  again  in  the  process.  The  wax  is  heated,  centrifugaUy  dehydrated,  reduced 
and  freed  from  naphtha,  finding  a  ready  market  as  a  petrolatiun  base.  The  essential 
feature  of  the  centrifugal  separation  of  wax  from  cylinder  stock  is  the  continuous  dis- 
charge of  the  wax  from  the  machines.  For  this  purpose  a  special  rotor  has  been  con- 
structed. Chilled  brine,  termed  the  carrier  liquid,  is  passed  through  the  centrifuges 
with  the  oil.  As  the  carrier  liquid  is  heavier  than  either  the  oil  or  the  wax,  it  forms  a 
cylindrical  layer  outside  of  the  wax,  next  to  the  shell  of  the  rotor,  and  acts  as  a  carrier 
for  the  wax.  The  wax-free  oil  is  thus  discharged  from  one  outlet  of  the  centrifuges 
and  a  mixture  of  the  carrier  hquid  and  wax  is  discharged  from  the  other. 

The  daily  cost  of  operation  of  a  plant  capable  of  producing  200  barrels  of  bright 
stock  per  day,  on  the  basis  of  early  1021  costs,  is  given  by  the  Sharpies  Company  as 
follows: 

Operating  CosU 

40  tons  refrigeration  at  $1.00,  day  charge \ $40.00 

Power  for  centrifuges,  1§  K.  W.,  per  centrifuge,  11  centrifuges,  24  hour  oper- 
ations at  4  cents  per  K.  W.,  hour,  day  charge 15 .  84 

Power  for  pumps,  average  2  K.  W.  9  pumps,  24  hours,  day  charge 17.28 

Upkeep,  repairs  and  loss  of  solvent,  etc.,  estimated  day  charge 80 .  00 

Labor,  three  men,  three  shifts,  at  $5.00  per  man,  day  charge 45 .  00 

Interest  on  investment,  6  per  cent  per  annum,  day  charge 27 .  75 

Cost  of  steam  for  reducing  cylinder  stock,  1  cent  per  gallon  finished  stock, 

42  gallons  to  barrel,  200  barrels  per  day,  day  charge 84 .00 

Total  cost  of  converting  222  barrels,  amber  filtered  cylinder  stock  into 
200  barrels  bright  stock  and  22  barrels  of  wax $309.87 

Cost  per  gallon  bright  stock $  0. 037 

Edeleanu  Process 

The  possibilities  of  the  separation  of  petroleum  products  by  selective  solvent  action 
are  brought  out  in  the  Edeleanu '  process,  which  is  particularly  applicable  to  the  treat- 
ment of  aromatic  burning-oil  distillates,  and  is  described  as  follows: 

1  Naphtha  of  a  aomewhat  lower  gravity,  if  otherwise  of  proper  end-point,  is  permissible  with  western 
stocks,  since  these,  being  of  low  gravity  themselves,  do  not  destroy  the  42°  B^.  gravity  of  the  mix, 
specified  as  most  desirable  for  efficient  wax  precipitation. 

s  This  process,  the  discovery  of  Dr.  L.  Edeleanu,  the  eminent  Rumanian  chemist,  is  covered  by 
U.  8.  Patent  No.  911,553,  Feb.  2,  1009;  British  Patent  No.  11,140,  May  22,  1008;  and  by  German 
Patent  No.  216,459,  May  23,  1908,  of  the  Diseonto-Gesellschaft.  It  is  successfully  operated  on  a 
large  scale  at  Ploesti,  Rumania;  other  large  plants  designed  to  employ  it  have  been  installed  or  are 
in  proeess  of  construction  in  Galicia,  Rumaniai  Borneo,  Indiat  «to. 
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From  the  very  inception  of  the  petroleum  industry,  sulphuric  acid  has  been  employed 
in  the  treatment  of  burning-oil  distillates,  for  the  purpose  of  removing  resinous  matter 
and  certain  hydrocarbons,  such  as  olefines,  which  exert  a  prejudicial  influence  on  burn- 
ing quality.  These  constituents  are  separated  out  in  the  form  of  residual  sludge,  their 
further  recovery  being  of  doubtful  commercial  value.  For  removing  constituents  of 
a  more  pronounced  smoke-producing  character,  i.e.,  aromatic  hydrocarbons,  consider- 
able quantities  of  sulphuric  acid,  sometimes  in  the  state  of  **  fuming  acid,"  ^  are  required, 
the  amount  depending  upon  the  proportion  of  these  hydrocarbons  present  in  the  dis- 
tillate. This  often  renders  the  operation  decidedly  costly.  The  application  of  large 
quantities  of  sulphuric  acid,  especially  in  the  fuming  or  anhydride  state,  has  an  addi- 
tional drawback.  It  not  only  attacks  the  aromatic  and  unsaturated  hydrocarbons, 
but  also  destroys  a  certain  quantity  of  the  saturated  constituents.  The  process  thus 
has  the  disadvantage  of  still  further  reducing  the  proportion  of  useful  hydrocarbons 
finally  obtained. 

In  order  to  avoid  the  bad  features  of  the  treatment  hitherto  employed,  it  is  necessary 
to  substitute  for  the  purely  chemical  treatment,  a  physical  method  of  extraction.  The 
constituents  of  the  petroleum  must  be  treated  with  a  solvent  which  dissolves  the  hydro- 
carbons of  the  unsaturated  aromatic  group  but  leaves  the  saturated  hydrocarbons 
undissolved.  In  this  way  the  two  classes  of  hydrocarbons  can  be  separated  from  one 
another  and  each  can  be  employed  in  a  suitable  way. 

The  most  important  problem  in  this  connection  was  that  of  discovering  an  appropri- 
ate solvent;  finally,  liquefied  sulphur  dioxide  *  was  found  to  be  the  best  material.  This 
substance  readily  dissolves  the  unsaturated  hydrocarbons,  as  well  as  certain  aromatics 
which  are  responsible  for  the  unsatisfactory  burning  quality  and  odor  characteristic 
of  certain  burning-oils,  while  it  leaves  undissolved  a  non-smoke-producing  kerosene. 
Frasch  '  attempted  to  achieve  the  same  object  by  the  application  of  alcohol,  but  liquefied 
sulphur  dioxide  is  said  to  possess  certain  advantages  over  the  former  solvent.  The 
chief  superiority  of  liquefied  sulphur  dioxide  apart  from  cheapness,  consists,  according 
to  Edeleanu,  in  the  fact  that  it  can  be  readily  recovered  from  the  solution,  so  that  in 
practice  the  solvent  can  be  used  again  and  again  in  a  cycle  of  operations,  without  any 
appreciable  loss. 

The  Edeleanu  process  makes  use  of  the  peculiar  solvent  property  of  liquid  sulphur 
dioxide.  If  the  distillate  is  agitated  with  this  chemical  at  a  low  temperature  the  aro- 
matic compounds  are  dissolved,  but  the  paraffins  and  naphthalenes  are  unaffected. 
Moreover,  owing  to  the  difference  in  the  specific  gravities,  two  distinct  layers  are  formed, 
so  that  it  is  quite  easy  to  separate  them  from  one  another. 

The  process  itself  is  comparatively  simple.  A  certain  quantity  of  the  sulphur  dioxide 
is  added  to  the  petroleum  distillate  and  is  dissolved.  The  addition  is  continued  after 
the  distillate  is  saturated;  each  portion  of  sulphur  dioxide  added  after  the  saturation 

^  For  s  description  of  the  method  of  applying  fuming  aulphiirio  ftcid  and  sulphurio  anhydride  to 
California  distillatee,  see  p.  370. 

s  Edeleanu,  Bull.  Am.  Inst.  Min.  Eng.,  1914,  No.  93,  809.  This  contribution,  delivered  at  the 
Pittsburgh  meeting,  October,  1914,  is  freely  quoted  in  the  preceding  and  succeeding  descriptions  of 
the  Edeleanu  process. 

*  Frasch,  U.  8.  Patent  No.  951,272,  March  8,  1910,  describes  the  treatment  of  Beaumont  or  similar 
distillates,  of  at  least  a  portion  of  the  smoky  burning-oil  fractions,  with  a  solvent,  such  as  ethyl  or 
methyl  alcohol,  which  has  a  different  effect  on  the  smoke-producing  and  non-smoke-producing  com- 
ponents of  the  fraction.  Separation  of  a  kerosene  burning  without  smoke  is  thus  effected,  the  solrent 
being  recovered  and  used  repeatedly.  This  process,  after  experimentation  on  a  large  scale  at  the 
Bayonne  Refinery  of  the  Standard  Oil  Company,  was  abandoned  on  account  of  difficulty  in  recover- 
ing the  solvent.  For  purposes  of  comparison,  see  German  Patent  No.  202,776,  issued  to  Hermann 
Guttmann,  May  18,  1907;  and  Maaet,  Met.  grasses,  2,  1534. 
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point  is  reached  dissolves  the  aromatic  constituents  and  separates  out  with  them  as  a 
disUnet  layer.    Thus,  as  the  treatment  is  continued,  the  distillates  become  poorer  and 
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Fxo.  161. — Plan  of  the  Edeleanu  proccas. 

poorer  in  aromatic  hydrocarbons  until  ultimately  a  refined  distillate  is  obtained,  which 
contains  only  a  small  amount  of  sulphur  dioxide,  and  is  practically  free  from  the 
objectionable  aromatic  constituents,    The  solubility  of  the  latter,  however,  is  some- 
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what  dependent  on  the  temperature  employed.^  As  the  temperature  rises  the  solubility 
of  the  paraffin  hydrocarbons  and  the  naphthalenes — ^which  at  low  temperatures  are 
practically  insoluble — increases  rapidly;  whereas  the  aromatic  hydrocarbons  are  soluble 
in  sulphur  dioxide  at  all  temperatures.  It  is  therefore  important,  as  noted  by 
Edeleanu,  that  the  temperatures  should  be  maintained  at  a  suitably  low  level,  partic- 
ularly in  the  case  of  a  distillate  rich  in  aromatics. 

The  removal  of  the  aromatic  hydrocarbons  from  an  illuminating  oil  distillate  causes 
not  only  a  lowering  of  the  specific  gravity,  but  also  an  increase  in  burning  capacity 
and  illuminating  power.  The  richer  a  distillate  is  in  aromatic  and  heavy  hydrocarbons, 
the  more  marked  is  the  improvement  brought  about  by  treatment  with  sulphurous 
acid.  The  effect  of  the  Edeleanu  process  is  clearly  discerned  when  a  Bustenari  dis- 
tillate is  treated.  While  the  chemical  process  hitherto  employed  produces  a  very  inferior 
illuminating  oil  which  smokes  badly  and  develops  only  7  candle-power  when  burned 
in  a  14-unit  Cosmos  burner,  the  treatment  with  liquid  sulphur  dioxide  produces  an  oil 
equal  to  the  best  American  and  Russian  oils. 

Utilization  of  by-products. — ^The  extract  obtained  in  addition  to  illuminating  ofl 
contains,  as  mentioned,  aromatic  hydrocarbons  and  hydrocarbons  rich  in  carbon.  On 
account  of  their  inferior  burning  quality,  they  cannot  be  included  in  the  kerosene  frac- 
tions; nevertheless,  it  is  claimed  that  they  can  be  made  marketable  by  dividing  the 
extract  into  two  grades  by  redistillation,  the  lighter  fraction  as  a  turpentine  substitute, 
or,  mixed  with  light  gasoline  or  benzol,  as  a  motor  spirit  of  high  efficiency,  and  the 
heavier  as  motor  oil  for  Diesel  motors.  The  extract  is,  therefore,  as  regards  the  pos- 
sibility of  turning  it  to  account,  at  least  equally  as  valuable  as  the  distillate.' 
Edeleanu  also  states  that  additional  experiments  have  shown  that  the  extract  can  be 
resolved  by  special  means  into  the  lower  homologues  of  the  aromatic  hydrocarbons. 
By  pyrogenic  distillation  the  hydrocarbons  contained  in  the  extract  are  split  up,  and, 
besides  a  gaseous  part,  a  large  percentage  of  tar  is  produced.  The  latter  is  dis- 
tinguished from  tar  derived  from  coal,  by  its  higher  content  of  the  lower  members  of 
the  aromatic  series  of  hydrocarbons. 

Effect  of  the  Edeleanu  process  on  sulphur-bearing  distillates. — ^The  author  further 
notes  that  the  liquid  sulphur  dioxide  also  possesses  the  property  of  dissolving  out  from 
crude  distillates,  certain  sulphur-containing  constituents.  For  instance,  when  a  Mexican 
distillate  of  0.803  specific  gravity,  with  a  sulphur  content  of  0.6  per  cent,  is  treated, 
the  oil  obtained  shows  only  0.08  per  cent  of  sulphur;  another  oil  of  0.70  specific  gravity, 
with  a  sulphur  content  of  0.46,  could  be  reduced  to  a  percentage  of  sulphur  of  0.04. 

Edeleanu  '  gives  the  following  description  of  the  process  as  applied  to  the  Rumanian 
distillate  from  Bustenari: 

The  dried  distillate  to  be  treated  passes  through  filters  charged  with  salt,  is  collected 
in  a  receiver,  and  finally  reaches  the  distillation  cooler  after  going  through  a  cold- 
exchanging  apparatus.  The  temperature  of  the  distillate  is  first  lowered  in  the  cold- 
exchanging  apparatus,  and  it  is  then  further  cooled  in  the  distillation  cooler  itself  untfl 

1  The  degree  to  whieh  the  •process  is  Affected  by  the  temperftture  nattirftlly  depends  on  the  nAtore 
of  the  material  treated.  For  instance,  in  the  case  of  a  distillate  from  Borneo,  which  contained  as 
much  as  40  per  cent  of  aromatic  hydrocarbons,  treatment  with  66  per  cent  liquid  sulphur  dioxide 
at  —7°  C.  produced  no  separation;  but  a  considerable  proportion  of  the  aromatic  constituents  could 
be  separated  at  — 10^.  On  the  other  hand,  in  the  case  of  a  Mexican  distillate,  which  contained  only 
about  17  per  cent  of  aromatic  hydrocarbons,  treatment  with  an  equal  amount  of  liquid  sulphur 
dioxide  produced  separation  even  at  a  temperature  higher  than  10*^  C.  In  practice,  it  is  found 
that  each  distillate  requires  special  treatment,  according  to  its  composition,  in  order  to  obtain  the 
best  results. 

'  In  this  country,  under  present  (July,  1921)  market  conditions,  the  lighter  fmetlon  would  be 
decidedly  more  valuable  than  the  kerosene  distillate  portion. 

'  Loc.  cit. 
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it  Teaches  the  desired  low  temperature.  Similarly,  the  liquid  sulphur  dioxide  coming 
from  the  vessel  passes  through  a  second  cold-exchanging  apparatus,  where  its  temper- 
ature is  reduced  somewhat,  and  thence  to  the  sulphur  dioxide  cooler  itself,  where  it 
reo^ves  the  necessary  final  oooUng. 

The  distillate  at  about  — 10^  C.  is  now  let  into  the  lower  mixer,  a  cylindrical  vessel 
which  is  provided  with  level  gages,  and  in  its  lower  part  with  gage  glasses,  so  that  the 
reaction  in  the  liquid  may  be  accurately  observed. 

The  introduction  of  the  liquid  sulphur  dioxide  into  the  mixer  begins  immediately. 
The  sulphur  dioxide  is  at  first  entirely  absorbed  by  the  distillate,  without  any  appreci- 
able change  in  the  liquid.  As  soon  as  the  distillate  is  saturated  with  the  liquid  sulphur 
dioxide,  dark  cloud  masses  begin  to  rise,  and  the  color  changes  suddenly  to  a  deep  brown. 
This  change  of  color  is  brought  about  by  the  action  of  the  liquid  sulphur  dioxide  which 
has  become  loaded  with  the  aromatic  hydrocarbons  and  which  separates  out  and 
deposits  at  the  bottom  of  the  mixer.  There  are  now  two  sharply  divided  layers  which 
can  be  distinctly  observed  through  the  level  gages.  As  soon  as  a  certain  quantity  of 
extract  is  formed,  the  drawing-off  commences;  at  the  same  time  additional  quantities 
of  liquid  sulphur  dioxide  are  supplied  to  the  mixer. 

The  extract  is  drawn  by  the  extract  pump  through  the  cold-exchanging  apparatus 
into  the  extract  evaporator.  In  the  cold-exchanging  apparatus  it  meets  the  com- 
paratively warm  distillate  Rowing  to  the  distillation  cooler  (as  described  above),  by  which 
its  temperature  is  considerably  raised.  In  this  way  the  distillate  receives  a  preliminary 
cooling  and  the  extract  a  preliminary  warming.  The  latter  is  then  further  warmed 
in  the  extract  evaporator,  which  is  provided  with  heating  coils.  This  causes  the  rapid 
evaporation  of  the  dissolved  sulphur  dioxide  which  flows  directly  into  a  condenser, 
where  it  accumulates  in  the  form  of  a  liquid;  it  is  then  stored  in  the  reservoir,  whence 
it  commences  its  cycle  afresh. 

As  soon  as  the  greater  part  of  the  sulphur  dioxide  contained  in  the  extract  has  been 
driven  off,  the  evaporation  is  gradually  brought  to  a  stop.  The  final  remaining  portion 
of  the  sulphur  dioxide  is  held  very  tenaciously  by  the  extract,  and  cannot  be  driven 
off  merely  by  the  application  of  heat.  In  order  to  prepare  the  extract  evaporator  for 
a  fresh  charge,  the  extract  with  the  small  amount  of  sulphur  dioxide  which  it  still  con- 
tains, is  run  into  an  auxiliary  evaporator.  Here  the  remainder  of  the  sulphur  dioxide 
is  drawn  off  by  a  sulphur  dioxide  gas  pump  under  the  continuous  application  of  1  eat,  and 
is  sent  to  the  condenser.  This  is  continued  until  about  0.3  per  cent  still  remains  in  the 
extract,  when  the  latter  is  removed  from  the  auxiliary  evaporator. 

The  refined  product  is  pumped  through  the  second  cold-exchanging  apparatus  into 
the  second  evaporator.  In  the  cold-exchan<ong  apparatus  it  meets  the  liquid  sulphur 
dioxide  flowing  from  the  tank  to  the  cooler,  and  is  warmed  until  the  temperature  of  the 
two  liquids  is  practically  the  same.  In  this  way  the  liquid  sulphur  dioxide  receives 
a  preliminary  cooling  (Just  as  in  the  case  of  the  distillate).  The  refined  product  is  then 
collected  in  the  evaporator  and  undergoes  a  process  of  evaporation  similar  to  that  under- 
gone by  the  extract.  By  means  of  heat  and  continued  suction  the  sulphur  dioxide  is 
almost  completely  removed,  only  about  0.1  or  0.2  per  cent  remaining;  at  this  stage 
the  refined-product  evaporator  is  emptied. 

The  treated  distillate,  after  being  washed  and  neutralized  with  an  alkaline  solution, 
may  be  used  as  finished  illuminating  oil.  In  some  cases  subsequent  treatn^ent  with 
very  small  quantities  of  sulphur  dioxide  helps  to  produce  a  "  water-white  "  color. 

The  exhaust  steam  from  the  steam  engine  which  drives  the  plant  is  utilized  for  the 
heating  of  evaporators. 

While  the  evaporating  process  is  still  going  on  in  the  extract  evaporator  a  new  oper- 
ation takes  place,  a  freshly  cooled  distillate  being  admitted  to  the  mixer  and  saturated 
with  liquid  sulphur  dioxide,  until  fresh  quantities  of  extract  settle  out.     By  this  time 
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the  evaporation  m  the  extract  evaporator  is  also  finifihed  and  the  apparatus  emptied, 
00  that  the  new  operation  is  able  to  proceed  without  interruption. 

The  cooling  of  the  distillate  and  sulphur  dioxide  collected  in  the  two  cooling  vesBels 
IS  effected  in  the  usual  manner  with  the  help  of  cooling  coils,  which  form  a  part  of  a 
separately  working  cooling  machine.  The  cold-producing  medium  enters  the  cooling 
tubes  as  a  liquid,  evaporates  on  account  of  the  continuous  low  pressure  produced  by 
the  suction  of  the  compressor  of  the  cooling  machine,  and  abstracts  from  its  surround- 
ingB,  i.e.,  from  the  distillate  and  liquid  sulphur  dioxide,  the  heat  required  for  its  evapor- 
ation. The  vapor  of  this  cooling  medium  is  afterward  sucked  up  by  the  compressor 
and  led  to  the  condenser  of  the  cooling  machine,  where  it  is  again  collected  in  liquid 
form. 

The  method  of  working  is  shown  graphically  in  Fig.  161,  page  393.  This  diagram 
shows  how  fresh  distillate  is  continuously  entering  the  system,  how  it  finally  leaves  the 
system  split  up  into  refined  product  and  extract,  and  how  the  sulphur  dioxide,  which 
effects  the  splitting  up,  is  recovered  with  the  exception  of  a  very  small  quantity,  and 
18  then  used  again  for  the  process,  making  a  complete  cycle. 

Edeleanu  further  states: 

**  It  may  also  be  seen  that  of  the  distillate  put  into  the  system  nothing  is  lost;  the 
products  of  the  treatment,  viz.,  the  refined  product  and  the  extract,  are  equal  in  volume 
to  the  original  distillates. 

**  As  the  sulphur  dioxide  performs  a  complete  cycle,  it  cannot,  after  once  entering 
the  system  in  a  pure  anhydrous  condition,  give  rise  to  any  undesirable  complications. 
It  IS  well  known  that  liquid  sulphur  dioxide  is  quite  inactive  toward  metals,  so  that 
there  is  no  fear  of  the  apparatus  becoming  injured  or  destroyed  in  the  course  of  time. 

**  However,  great  care  must  be  taken  that  no  moisture  is  introduced  into  the  system 
with  the  distillate.  The  latter  should,  therefore,  as  mentioned  above,  pass  through 
several  drying  filters  before  it  enters  the  apparatus,  so  that  all  the  moisture  may  be 
removed.  Inasmuch  as  the  system  is  perfectly  air-tight  throughout,  there  is,  of  course, 
no  possibility  of  moisture  from  the  atmosphere  penetrating  into  it. 

**  The  fact  that  the  whole  of  the  apparatus,  pipes,  valves,  etc.,  is  completely  air- 
tight explains  the  fact  that  scarcely  any  smell  of  sulphur  dioxide  is  perceived  in  the  plant. 
This  is  of  the  greatest  importance  for  the  welfare  of  the  workmen  who  are  in  attendance 
at  the  plant.'' 

All  the  important  pipes  with  their  control  valves  are  placed  on  a  regulating  table, 
so  that  the  operator  in  charge  of  the  refining  process  can  take  care  of  all  the  necessary 
regulating  and  connecting  manipulations  without  leaving  his  place  of  observation. 

Working  results. — ^The  following  table,  taken  from  Ekleleanu's  contribution,'  gives 
the  working  results  of  the  plant  at  Ploesti  which  is  capable  of  treating,  on  an  average, 
about  66  tons  of  distillate  per  twenty-four  hours. 

Specific  gravity  of  the  crude  distilled  to  be  treated 0.820 

Average  time  of  operation,  minutes 68 

Quantity  of  distillate  treated  at  each  operation,  kilograms 3115 

Temperature  in  the  mixer,  degrees  centigrade —10® 

Specific  gravity  of  treated  product 0.8028 

Specific  gravity  of  extract 0.8601 

Sulphurous  acid  left  in  the  treated  product,  per  cent 0. 16 

Sulphurous  acid  left  in  the  extract,  per  cent 0 .36 

Consumption  of  fresh  steam  per  operation,  kilograms 1200 

Consumption  of  fresh  steam  per  1000  kg.  distillate,  kilograms 385 

Consumption  of  exhaust  steam  per  operation,  kilograms 648 

1  Loc.  dt. 
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Consumption  of  e3cfaaiiflt  steam  per  1000  kg.  distillate,  cubic  meters 208 

Cooling  water  used  per  operation,  cubic  meters 17.1 

Cooling  water  used  per  1000  kg.  distill&te,  cubic  meters 5.5 

Loas  of  sulphurous  acid  per  operation,  kilograms 17 .5 

of  sulphurous  acid  per  1000  kg.  (distillate),  kHograms 5.6 


From  the  above  figures,  the  cost  of  treating  a  Rumanian  Bustenari  distillate  can  be 
calculated  as  follows: 


Cosi  of  Trealment  in  a  Plant  of  66  Tons  DaUy  Capacity 

Cast  of  Plant:  Francs 

Machines  and  apparatus 130,000 

Buildings,  construction,  freight,  duty  and  other  expenses .     100,000 


Total 230,000 

AmorHzation  and  Interest  Francs 

Amortization » 10  per  cent  of  130,000  francs  13,000 

Amortization —  5  per  cent  of  100,000  francs  5,000 

Interest  on  invested 

capital »  5  per  cent  of  230,000  francs  11,500 


Total 29,600 

In  325  working  days,  at  65  tons  per  day,  there  will  be  21,125  tons 
treated,  so  that  the  amortization  and  interest  amount  to  1396 
francs  per  ton,  or  per  100  kg 0.140  franc 

Maintenance,  Labor ^  etc,:  Francs 

Repairs,  working  materials 6,000 

Wages  and  salaries 8,000 

Insurance,  1}  per  cent 3,450 

Lighting  and  heating 2,400 

Drying  salt,  unforeseen  expenses 3,000 


Total 22,850 


The  cost  of  maintenance  and  labor,  therefore,  amounts  to  1.082 
francsper  ton,  or  per  100  kg 0.108  franc 

Cost  of  Materials: 

There  are  required  for  each  1000  kg.  of  distillate:  Francs 

385  kg.  fresh  steam  at  3.50  francs  per  ton 1.35 

208  kg.  exhaust  steam  at  1.50  francs  per  ton 0.31 

5.5  cu.  m.  cooling  water  at  0.04  francs  per  cubic  meter. .  0.22 

5.6  kg.  sulphurous  acid  at  18.00  francs  per  100  kg 1.01 


Cost  of  materials  per  1,000  kg 2.89 

Cost  of  materials  per  100  kg 0.289  franc 


The  total  costs  of  treatment  per  100  kg.,  therefore,  amount  to . . .      0.537  franc 
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or  practically  0.54  franc  per  100  kg.  of  distillate  or  3.9  ahillingis  per  ton.  It  must  also 
be  taken  into  account  that  18  francs  per  100  kg.  of  sulphurous  acid  is  a  very  high  figure 
and  refers  to  imported  sulphurous  acid.  The  cost  of  this  material  is  very  much  lower 
when  the  sulphurous  acid  used  is  produced  in  the  country  itself,  or  actually  in  the 
refinery. 

Cast  of  Treatment  in  a  Plant  of  600  Tons  Daily  Capacity 

Cost  of  Plant:  Francs 

Machines  and  apparatus 1,100,000 

Buildings,  construction,  etc. 500,000 


Total 1,600,000 


Amortizatum  and  Interest:  Francs 

Amortization =  10  per  cent  of  1,100,000  francs,  110,000 

Amortization =  5  per  cent  of     500,000  francs,  25,000 

Interest  on  invested 

capital =  6  per  cent  of  1,600,000  francs,  80,000 


Total 216,000 


In  325  working  days,  at  500  tons  per  day,  there  will  be  produced 
162,500  tons,  so  that  the  amortization  and  interest  amount  to 
1.323  francs  per  ton,  or  per  100  kg 0.132  franc 

Maintenance^  Labor ,  etc.:  Francs 

Repairs,  working  materials 40,000 

Wages  and  salaries 30,000 

Insurance,  1 J  per  cent 24,000 

Lighting  and  heating 10,000 

Drying  salt,  unforeseen  expenses 20,000 


Total 124,000 


Brought  forward 0.132  franc 

The  cost  of  maintenance  and  labor,  therefore,  amoimt  to  0.763 
franc  per  ton,  or  per  100  kg 0.076  franc 

Cost  of  Materials:  Francs 
There  are  required  for  each  1,000  kg.  of  distillate: 

385  kg.  fresh  steam  at  3.50  francs  per  ton 1.35 

208  kg.  exhaust  steam  at  1.50  francs  per  ton 0.31 

5.5  cu.  m.  cooling  water  at  0.04  francs  per  cubic  meter. .  0.22 

5.6  kg.  sulphurous  acid  at  10.00  francs  per  100  kg 0.56 


Cost  of  materials  per  1,000  kg 2.44 

Cost  of  materials  per     100  kg 0.244  franc. 


Total  cost  of  treatment 0.452  franc 
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or  rou^y,  0.45  franc  per  100  kg.  of  distOlate  or  3.26  shilling?  per  ton.  In  this  case 
the  cost  of  sulphurous  acid  is  taken  as  10  francs  per  100  kg.,  sulphurous  acid  produced 
on  the  spot  being  considered.    The  production  is  liberally  estimated  throughout. 

The  above  tables  are  based  on  figures  actually  obtained  from  the  existing  plants. 
It  is,  however,  to  be  anticipated  that  with  further  perfection  of  the  process  the  costs 
win  be  reduced  even  more. 

The  chief  advantages  are  summarized  by  Edeleanu  as  follows: 

1.  The  process  makes  it  possible  to  obtain  illuminating  oil  of  good  quality  from  the 
greatest  variety  of  low-grade  oils. 

2.  The  sulphur  dioxide  employed  is  cheap,  and  practically  all  of  it  is  recovered. 

3.  Sulphur  dioxide  required  for  the  process  can  even  be  obtained  from  the  acid 
sludge  available  in  the  refinery  in  the  manufacture  of  lubricating  oils. 

Petrol-Alcohol  (Pbtrohol)  Process 

A  purely  chemical  process  of  very  recent  development,  i.e.,  that  of  Carleton  Ellis 
for  the  production  of  Petrol-Alcohol  ^  (iaopropyl  alcohol)  is  next  discussed  as  showing 
the  great  field  for  appUed  chemical  research  in  refinery  by-products,  hitherto  considered 
as  unavoidable  wastes. 

The  production  of  petrol-alcohol,  or  petrohol,'  as  the  new  solvent  has  been  termed, 
from  waste  still  gas,  is  based  on  the  reactivity  of  the  olefine  content  of  the  latter  with 
sulphuric  acid.  While  ethylene,  propylene,  butylene,  amylene  and  the  like  are  all 
present,  in  quantities  varying  from  a  trace  to  appreciable  percentages,  in  practically 
all  waste  still  gases-,  the  gas  produced  from  cracking  or  high-pressm«  distillation 
contains  a  particularly-  large  percentage  of  propylene,  and  when  acted  upon  by 
sulphuric  acid  of  proper  strength  *  unites  to  form  propyl  sulphuric  acid  in  accordance 
with  the  reaction: 

CH,  CH, 

I  I 

CH  +H,S0,  =  CH(HS04) 

I  I 

CH,  CH, 

When  this  compound  is  treated  with  water,  propyl  alcohol  is  formed,  and  may  be 
separated  by  distillation,  from  the  acid  and  polymers  present,  the  following  reaction 
indicating  the  hydrolysis: 

CH,  CH, 


CH(HS04)  +HH3 =CH0H+H,S04 

I  i 

CH,  CH, 

1  Tbifl  proceM,  secured  by  U.  S.  Patent,  ia  now  owned  by  the  Standard  Oil  Company  of  New  Jersey 
and  is  in  actual  operation  at  its  Bay  Way  plant,  where  several  hundred  gallons  a  day  of  the  new 
product  are  being  manufactured.  The  discoverer,  Ellis,  is  the  inventor  of  certain  hydrogenation 
processes,  which  are  also  of  great  importance  to  the  petroleum  industry. 

*  Ellis,  Petroleum,  1  (1921),  40.  This  contribution  has  been  freely  used  in  the  preparation  of  the 
above  account. 

*  A  study  of  the  effect  of  dilution  of  the  acid  and  control  of  temperature  resulted  in  ascertaining 
that  by  the  use  of  sulphuric  acid  of  80  to  85  per  cent  strength  and  temperatures  of  between  10°  and 
20°  Centigrade,  a  substantial  conversion  of  the  olefines  to  alcohols  resulted.  It  was  found  that  the 
alkyl  sulphuric  acid  obtained  was  unstable  and  had  to  be  hydrolyied  promptly  to  avoid  excessive 
polymerisation,  and  formation  of  high*boiling  x>oint  olefinea 
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These  reactions  constitute  the  essential  steps  in  the  process,  which,  as  applied  to 
the  production  of  propyl  and  other  alcohols  from  the  refinery  gases  in  commercial 
quantities  involves  certain  additional  precautions,  the  final  procedure  being  as  follows: 

1.  Removal  of  H^S  (hydrogen  sulphide)  and  moisture. 

2.  Making  of  acid  extract. 

3.  Settling  to  remove  oils. 

4.  Hydrolysis  of  acid  extract. 

5.  Distillation. 

6.  Rectification. 

7.  Reconcentration  of  HsS04  (sulphuric  acid). 

The  removal  of  hydrogen  sulphide  which  is  often  present  to  the  extent  of  1  per 
cent  or  more,  is  of  importance,  as  this  constituent  not  only  reacts  with  sulphuric  acid 
and  causes  dilution  of  the  latter,  but  apparently  also  combines  in  some  manner  with  the 
alkyl  sulphuric  acid,  forming  compounds  which  on  subsequent  distillation  yield  bodies 
possessing  a  very  bad  odor  and  making  the  alcohol  correspondingly  hard  to  refine. 

The  hydrogen  sulphide  is  therefore  removed  in  a  suitable  absorbing  tower.  Moisture, 
if  present,  may  be  reduced  to  a  sufficient  extent  by  passage  through  sulphuric  acid  of 
1.6  specific  gravity.  The  purified  gas  is  then  passed  into  sulphuric  acid  of  1.8  specific 
gravity  ^  to  form  the  alkyl  sulphuric  acid.  This  absorption  may  be  carried  out  in 
towers  in  a  continuous  manner  or  by  the  batch  method,  that  is,  charging  a  quantity 
of  sulphuric  acid  by  passing  the  gas  through  it. 

If  the  second  method  is  followed,  the  gas  is  blown  through  the  acid,  or 
through  a  mixture  of  acid  and  oil.  After  several  hours  of  such  treatment  the  acid 
becomes  converted,  as  far  as  this  is  possible,  to  alkyl  sulphuric  acid.  When  gas 
analysis  shows  that  the  absorption  of  olefines  has  practically  ceased,  the  acid  is  per- 
mitted  to  settle  and  separate  from  any  oil  present.  The  acid  material  thus  obtained 
is  a  brown  syrup  of  less  specific  gravity  than  the  original  acid.  This  extract  is  then 
submitted  to  hydrolysis  by  mixing  with  several  volumes  of  water,  separating  any 
oils  and  water-insoluble  alcohols  and  distilling  the  aqueous  extract  in  a  lead-lined 
still  to  get  an  alcoholic  solution  containing  about  20  per  cent  of  propyl  alcohol.  This 
solution  is  rectified  until  concentrated  to  the  requisite  degree.  The  sulphuric  acid 
remaining  in  the  still  is  concentrated  by  the  distillation  to  about  35  per  cent,  and  may 
be  taken  to  ordinary  acid  concentrators  which  restore  its  strength  to  a  specific  gravity 
of  1.8.     It  is  then  ready  to  repeat  the  cycle  of  operations. 

Ordinarily,  when  the  operation  is  begun  with  sulphuric  acid  of  1.8  specific  gravity, 
containing  about  87  per  cent  of  sulphuric  acid,  the  specific  gravity  at  the  finish  will 
be  1.4,  and  the  expansion  due  to  olefines  and  formation  of  polymers  will  amount  to  about 
80  per  cent. 

While  ethylene  is  present  to  the  extent  of  several  per  cent  *  in  refinery  gases,  its 
absorption  requires  highly  concentrated  sulphuric  acid  and  high  temperatures,  involving 

^  The  acid  increases  in  temperature  during  the  absorption.  If  the  temperature  rises  much  above 
20^  C,  polymerisation  occurs,  with  material  reduction  in  yields.  Provision  must  therefore  be  made 
for  cooling  the  absorbent  acid. 

*  The  production  of  olefine-containing  gas  is  enormous,  particularly  in  plants  where  cracking 
processes  are  installed.  One  plant  produces  10,000,000  to  12,000,000  cubic  feet  daily,  varying  in 
olefine  content  up  to  10  or  12  per  cent.  The  gases  from  the  Burton  pressure  stills  are  especially  well 
suited  for  the  production  of  alcohols,  being  available  at  90  pounds  pressure,  and  containing  among 
other  constituents: 

Per  cent 

Available  alcohol-producing  olefines 5 

Ethylene 2-3 

Hydrogen  sulphide 1 
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a  number  of  additional  difficulties.  The  abeorption  of  propylene  by  sulphuric  acid 
takes  place  readily  in  the  cold,  in  simple  absorption  towers.  In  distilling  the  dilute 
propyl  alcohol  to  make  the  concentrated  product,  it  has  been  found  that  when  propyl 
alcohol  and  ethyl  alcohol  are  distilled  from  solutions  of  the  same  strength  the  propyl 
alcohol  affords  a  higher  concentration  in  the  vapor  mixture  than  the  ethyl  alcohol. 
Propyl  alcohol  in  some  respects  is  easier  to  manufacture  than  ethyl  alcohol  and  Ellis 
claims  that  it  will  do  the  same  work  for  most  technical  purposes. 

Except  for  the  fact  that  it  is  insoluble  in  a  saturated,  cold  calcium  chloride  solution, 
propyl  alcohol  responds  to  practically  all  of  the  solubility  tests  of  ethyl  or  grain  alcohol, 
and  closely  resembles  the  latter  in  boiling  point,  as  the  following  comparison  wiU  show: 


Boiling  point 

Per  cent  alcohol  by  volume 
Specific  gravity 

Boiling  x>oint 

Per  cent  alcohol  by  volume 
Specific  gravity 


Normal  propyl 
alcohol 


Isopropyl 
alcohol 


Ethyl 
alcohol 


Constant  boiling  mixture 


97.4^ C. 
100 
0.8044 


80.37**  C. 
90.3 
0.8190 

Absolute 

82.44*' C. 
100 
0.7856 


78.15°C. 
97.3 
0.8065 


78.30° C. 
100 
0.7893 


Propyl  alcohol,  i.e.,  isopropyl  alcohol,^  as  marketed  by  the  Standard  Oil  Company 
under  the  name  of  Petrohol,  \b  of  the  following  composition: 

Isopropyl  alcohol 90 . 3  per  cent 

Water 9.7  per  cent 

Boilmg  point 80.2°  C. 

When  it  is  injected  intravenously  its  toxic  effect  is  twice  as  great  as  that  of  ethyl 
alcohol,  but  it  appears  to  be  much  less  injurious  with  respect  to  inhalation  of  vapors 
than  either  methyl  (wood)  or  ethyl  (grain)  alcohol,  a  fact  which  recommends  it  for 
industrial  use. 

1  The  name  propyl  alcohol  (propanol),  CSH7OH,  is  properly  applied  to  normal  propyl  alcohol, 
CHa-CHsCHfOH,  and  its  isomer,  secondary  isopropyl  alcohol,  CHfCH(OH)  — CH|.  Both  of 
these  aloohols  occur  in  fusel  oil,  and  are  agreeable-smelling  liquids,  miscible  in  all  proportions  with 
water.  For  solvent  use  the  difference  between  normal  propyl  and  isopropyl  alcohol  is  unimportant; 
hence  the  name  propyl  alcohol  is  suflScient  to  classify  Petrohol  for  ordinary  reference.  Chemically, 
it  is  of  interest  to  know  that  Ellis  was  able  to  produce  isopropyl  acetic  ester  by  direct  reaction  with 
sodium  or  other  acetate  with  the  alkyl  sulphuric  acid,  thus: 

CHj  CH(HS04)-CHi+CH|  COONa-CHt  CH(COO  CH|)-CH|  +  NaHS04. 

He  was  also  able  to  obtain  acetone  by  catalytic  oxidation  of  the  isopropyl  alcohol,  according  to 
the  following  reaction: 

CH|  Cn(OH)  CHj+O-CHaCO  CH|  +  HaO. 

The  same  objective  was  also  reached  by  dehydrogenation,  as  shown  by  the  following  equation: 

CH|CH(OH)  CHj-CHa-CO  CHi+Hj. 

These  reaciions  show  the  great  possibilities  of  chemistry  as  applied  to  the  by-products  of  the  petro- 
leum industry. 
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The  efficient  recovery  of  sulphuric  acid  from  waste  sludges  has  long  been  one  of  the 
problems  of  the  refining  industry,^  the  number  of  patents  granted,*  both  in  this  coimtry 
and  abroad,  testifying  to  its  importance.  Many  of  the  early  patents  have  expired, 
not  a  few  of  the  principles  embodied  being  used  in  common  by  many  of  the  later  proc- 
esses. This  is  true  especially  of  those  relating  to  decomposition  of  sludge  and  sepa- 
ration of  weak  acid.'  The  chief  difficulty,  however,  has  been  the  successful  concen- 
tration of  the  separated  acid,  the  common  American  practice  of  concentrating  to  60°  B6. 
in  lead  pans,^  and  finishing  to  66**  in  cast-iron  pans '  or  glass  retorts  *  being  hi^y 
inefficient  both  from  an  operating  and  a  recovery  standpoint.  The  average  yield  of 
plants  following  this  practice  rarely  exceeds  80  and  is  usually  not  over  70  per  cent  of 
the  theoretically  recoverable  66°  acid  present  in  the  separated  acid. 

Increased  efficiency  in  acid-plant  operation  has  been  obtained  during  concentration 
by  allowing  air  to  bubble  through  acid  maintained  at  an  elevated  temperature,  and  it 
is  claimed  that  high  fuel  economy  is  secmred  by  the  use  of  a  cascade  system  of  semi- 

1  As  early  as  1864,  R.  G.  Loftus  (U.  S.  Patent  No.  43.157.  June  14)  proposed  to  dilute  the  spent 
acid  with  50  per  cent  of  water,  agitating  in  the  meantime,  then  allow  the  contents  to  settle  and  to  draw 
off  the  oily  matter.  The  diluted  acid  was  then  concentrated  by  evaporation  from  1.65  to  1.70  and 
again  subjected  to  dilution  and  settling.  After  the  clear  liquid  had  been  siphoned  from  the  heavier 
impuritiM,  the  acid  was  again  evaporated  to  from  1.65  to  1.70  and  finally  concentrated  in  glass,  or 
other  suitable  container  to  1.845  specific  gravity. 

s  Other  U.  S.  Patents  are  those  of  Penissat,  No.  204,224.  May  28,  1878;  Bower,  No.  230,171.  July  20, 
1880;  Clark,  No.  232,685,  Sept.  28.  1880;  Breinig.  No.  306.897.  Oct.  21,  1884;  Orousilliers,  No.  378,774, 
Feb.  28,  1888.  Of  the  more  modern  U.  S.  patents,  involving  processes  in  present  use,  those  of  John  L. 
Gray,  i.e.,  No.  923,427,  No.  923,428,  and  No.  923.429,  issued  June  1,  1909,  are  of  decided  interest 
covering  several  claims  relative  to  the  use  of  steam,  water,  and  air  in  separation.  Tienen,  U.  8. 
Patent  No.  1.000.646.  August  15.  1911.  operates  on  a  mixture  of  52**  B6.  separated  acid,  together 
with  the  hydrocarbons  present  at  105  pounds  pressure,  and  at  a  temperature  of  140"  to  165**  C.  (284** 
to  330°  F.).  It  is  claimed  that  the  combined  liquid  separates  into  two  layers,  the  upper  containing 
oil  and  the  lower  sulphuric  acid.  Of  the  various  foreign  patents,  that  of  the  Steaua  Ronuuia  Petro- 
leum G.  m.  b.  H.  (German  Patent.  No.  221.615.  June  19,  1909)  is  of  interest  in  that  it  allows  separated 
black  acid  to  flow  continuously  into  pure  boiling  concentrated  sulphuric  acid  in  the  presence  of  an 
oxidising  current  of  air,  the  evolved  acid  vapors  being  subsequently  condensed  and  reconcentrated 
in  standard  apparatus.  Other  foreign  patents  have  been  granted,  but  lack  of  space  prevents  their 
description.  Reference  is  made  to  German  Patents,  No.  257.763,  Oct.  2.  1910;  No.  261,777,  Jan.  12, 
1911;   and  No.  212,000.  Aug.  6,  1907. 

*  The  basic  principles  of  separation  described  in  the  Loftus  Patent  and  also  in  that  of  Farrar 
and  Gill  (U.  S.  Patent.  No.  206,309,  July  23.  1878),  in  which  the  acid  tar  is  mixed  with  hot 
water,  "steeped"  with  heat,  cooled  and  settled,  form  the  foundation  of  all  present  separation 
processes. 

*  The  lead  concentrating  pans,  commonly  employed  in  American  practice,  vary  considerably  in 
sise  in  the  different  plants.  Units  5  feet  wide  by  50  feet  long  by  10  inches  deep,  as  well  as  a  series 
of  shorter  pans  of  the  same  width,  15  to  20  feet  long  are  not  uncommon.  Such  pans  are  invariably 
constructed  of  10-pound  "  chemic«il"  lead,  and  are  supported  by  perforated  cast-iron  plates  laid 
over  the  furnace  flues.  Heat  for  concentration  is  supplied  by  combustion  of  the  separated  acid 
oil. 

>  Acid  leaves  the  last  compartment  or  pan  of  the  scries  at  about  61**  to  62"  B4.  and  generally 
passes  to  cast-iron  stills  or  pans  usually  about  4  feet  wide  by  8  feet  long  by  10  inches  deep,  provided 
with  hoods  lined  with  acid-resisting  material.  Here  the  62°  acid  is  concentrated  to  66"  B6.,  leaving 
the  end  pan  (two  pans  are  commonly  employed)  at  450"  F.  The  evolved  vapors  are  condensed  in  a 
scrubbing  tower,  and  the  weak  acid  produced  is  returned  to  process.  It  is  claimed  that  many  special 
castings  offered  on  the  market  are  highly  resistant  to  acid,  but  at  the  best  the  life  of  concentrating 
pans  is  an  uncertain  proposition,  acid  loss  from  their  failure  amounting  to  from  2  to  10  per  cent  in  the 
average  rsstoring  plant. 

*  In  a  few  refineries,  acid  is  restored  in  the  final  stage  in  glass  retorts  or  "bottles,**  the  latter 
holding  about  53  gallons  or  755  pounds  of  62"  B^.  (81.30  per  cent  H2SO4),  finishing  as  66"  acid  of  93.5 
per  cent  acidity,  and  usually  yielding  90  per  cent  of  the  theoretically  obtainable  66"  acid  present 
in  the  81.3  per  cent  acidity  charge.  When  bottles  are  properly  set  and  intelligently  handled,  the 
loss  from  breakage  in  a  "bottle"  plant  is  small,  but  the  operation  is  intermittent,  and  somewhat 
dangerous,  and  the  fuel  cost  high.  The  latter  amounts  in  oil  to  10  to  14  per  cent  by  weight  of  the 
concentrated  acid  produced. 
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fused  silica  basins;  ^  but  the  direct  process  of  the  Chemical  Construction  Company,* 
eliminating  all  manner  of  pans,  shows  the  advance  in  chemical  engineering  that  has 
taken  place  in  the  last  few  years.  This  process  is  therefore  selected  for  detailed  de- 
scription as  typical  of  the  changes  in  special  refining  processes  for  recovery  of  by-products. 

DiBECT  Pbocbss  roB  Rbcoverinq  Sulphuric  Acm 

The  apparatus  employed  in  this  process  is  for  the  piurpose  of  concentrating  separated 
sludge  acid  to  at  least  66^  B^.,  and  at  the  same  time  separating  the  sludge  from  the 
acid.  This  is  accomplished  in  two  stages.  The  first  stage  of  concentration  carries 
the  acid  from  57°  to  61  ^^  B^.  At  this  strength  and  at  a  properly  regulated  temperature, 
the  principal  sludge  separation  takes  place.  The  second  stage  of  concentration  carries 
the  acid  to  66"*  B6. 

First  stage. — The  weak  separated  sludge  acid,  resulting  from  the  dilution  and  sepa- 
ration of  the  original  product,*  is  elevated  to  a  distributing  tank  located  on  the  'op  of 
the  preheating  tower.  Connected  with  this  preheating  tower  is  a  flue  conslructed 
so  as  to  accommodate  a  bath  of  acid.  Entering  this  flue  are  numerous  acid-proof  pipes 
that  extend  several  inches  below  the  surface  of  the  acid. 

Hot  air  is  furnished  through  a  main  header  and  is  distributed  through  branch  headers 
to  the  acid-proof  iron  pipes.  The  air  has  a  temperature  of  1100**  to  1200**  F.  and  is 
maintained  at  a  pressure  only  sufficient  to  allow  it  to  ooze  through  the  acid  at  a  pressure 
of  about  20  inches  of  water.  The  air  enters  this  acid,  bubbles  through  it  and  drives 
off  the  water,  leaving  the  stronger  acid  together  with  the  sludge,  both  of  which  are 
drained  off  continuously. 

In  the  preheating  tower  this  sludge  acid  is  preheated  by  the  exit  gases  and  as  much 
of  the  heat  as  possible  is  thus  utilized.  The  gases  leave  this  tower  at  a  low  temperature. 
In  some  cases  a  scrubbing  tower  is  erected  for  the  purpose  of  removing  any  organic 
compound.  This  is  imnecessary  in  many  cases,  the  necessity  for  it  depending  some- 
what on  local  conditions  and  the  nature  of  the  sludge. 

The  partly  concentrated  acid,  together  with  some  sludge,  is  gradually  drawn  off, 
through  an  outlet,  into  coolers.  From  the  coolers  it  enters  large  tanks  provided  for 
intermediate  storage,  in  which  the  principal  separation  of  the  sludge  from  the  acid 
takes  place.  The  sludge  is  raked  off  into  refuse  carts  or  troughs  as  needed.  At  this 
stage  some  of  the  hydrocarbons  arc  driven  off,  but  it  is  claimed  that  no  sulphuric  acid 
at  aU  is  lost.  Ample  tank  room  should  be  provided  as  each  day's  run  should  be  allowed 
to  stand  a  day  or  two  in  order  to  accomplish  complete  separation. 

At  the  foot  of  the  preheating  tower  a  flue,  as  above  mentioned,  is  provided  with 
clean-out  openings,  in  order  to  clean  out  any  sludge  that  settles  and  does  not  come 
out  with  the  acid.    A  steam  or  air  jet  is  provided  at  the  exit  flue  in  order  to  create 

1  The  Thermal  Ssmdlcate  Company,  operating  with  vitreoeil  baains  in  cascade,  claims  to  recover 
95  per  cent  of  the  93  per  cent  acid  present  in  the  00°  acid,  with  a  fuel  consumption  of  about  14  per 
cent  by  weight,  based  on  the  quantity  of  strong  acid  produced,  and  on  a  coal  running  about  13,000 
B.t.tt.  per  pound  (9.2  jwr  cent  if  acid  oil  is  used  as  fuel). 

*Thia  company  operates  under  U.  S.  Patents  No.  1,195,075,  No.  1,264,509,  and  No.  1,264,182. 
It  has  large  plants  in  operation  at  Buffalo,  N.  Y.,  and  at  Bayonne,  N.  J.,  with  a  third  plant  under 
construction  at  Providence,  R.  I.  It  is  claimed  that  the  Bayonne  plant  operates  at  90  to  95  per  cent 
efficiency,  using  only  40  to  50  gallons  of  fuel  oil  per  ton  of  finished  acid. 

*  The  original  separation  of  sludge  acid  is  commonly  carried  out  in  lead-lined  vats  or  "  cookers," 
in  which  the  acid  is  mixed  with  the  requisite  amount  of  water  to  produce  an  aqueous  extract  of  29** 
to  30°  B6.,  of  35  per  cent  acidity.  At  this  strength  the  greater  part  of  the  tar  and  oil  floats  to  the 
top,  leaving  a  clear  acid,  containing  about  1.5  per  cent  of  tar  and  oil  to  be  drawn  from  the  bottom  of 
the  separators.  In  lubricating-oil  sludge,  steam  must  be  employed  to  effect  separation,  several  hours 
being  necessary  for  "cooking"  or  "steeping,"  before  the  layers  of  acid  tar,  acid  oil  and  aqueous  30° 
add  separate  sufficiently  to  be  removed. 
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suction  when  the  clean-out  openings  are  uncovered.    During  the  natural  process  of 
concentration  only  natural  draft  is  provided. 

Weak  sludge  is  fed  into  this  apparatus  through  a  distributing  tank  and  is  concen- 
trated in  this  first  stage  to  57**  to  61^  B6.  The  strength  of  concentration  depends 
somewhat  on  the  type  and  nature  of  the  sludge,  as  the  separation  takes  place  at 
slightly  varying  strengths,  according  to  the  kind  of  sludge  used. 

Second  stage. — ^The  apparatus  for  the  second  stage  is  similar  to  that  used  in  the 
first.  After  the  acid  has  been  allowed  to  stand  in  separating  tanks  for  a  period  long 
enough  to  accomplish  satisfactory  separation,  it  is  drawn  off  and  elevated  to  a  distribul- 
ing  tank  located  on  the  top  of  a  preheating  tower.  A  fiue,  connected  to  this  preheating 
tower  is  so  constructed  as  to  accommodate  a  bath  of  acid. 

It  is  to  be  remembered  that  this  acid,  as  it  enters  the  preheating  tower,  is  from  57 ** 
to  61^  B^.  Further  and  final  concentration  takes  place  in  this  unit,  which  is  almost 
identical  with  the  first  stage  unit. 

Ordinarily  the  acid  is  concentrated  at  66 '^  B<^.,  although  the  process  has  accomplished 
concentration  in  this  unit  as  high  as  95  per  cent. 

The  gases  leave  the  preheating  tower  at  about  160°  F.  and,  of  course,  carry  sulphuric 
acid  fumes.  For  this  reason  a  scrubbing  tower  is  provided  for  the  purpose  of  reclaiming 
the  acid  from  the  fumes.  The  gases  leave  the  preheating  tower  at  the  top  and  enter 
the  scrubbing  tower  at  the  bottom.  The  scrubbing  tower  is  packed  with  spiral  rings 
to  provide  intensified  mixing  and  scrubbing.  The  gases  leave  the  tower  free  from  sul- 
phuric acid  contents  and  enter  the  atmosphere  through  an  exit  stack.  Clean-out  open- 
ings are  provided  in  this  unit,  as  well  as  in  the  first  stage  unit,  together  with  coolers 
and  strong  acid  intermediate  storage. 

General. — This  apparatus  consists  principally  of  lead-lined  wooden  tanks  and  acid- 
proof  masonry  flues  and  preheating  towers,  together  with  lead  scrubbing  towers,  lead- 
lined  distributing  tanks,  etc. 

The  first  stage  and  second  stage  units  are  very  similar  in  construction  and  consist 
principally  of  a  brick-lined  lead  basin,  elevated  above  the  ground  on  concrete  founda- 
tions. At  one  end  of  this  basin  a  brick  tower  of  sufficient  size  and  height  is  provided 
for  preheating;  connected  to  this  tower  and  covering  the  balance  of  the  basin,  is  a 
brick  flue  through  which  the  acid-proof  hot-air  supply  pipes  enter.  Ample  provisions 
are  made  for  cleaning  and  regulating  the  apparatus  during  operation. 

Hot  air  is  provided,  preferably  by  the  combustion  of  oil  which  takes  place  in  the 
specially  designed  combustion  furnace,  under  pressure.  This  furnace  is  fed  with  air 
and  fuel  oil  sufficient  for  complete  combustion  and  also  with  sufficient  surplus  air  for 
heating  purposes. 

With  the  above-mentioned  process,  hot  gases,  on  entering  the  liquid  below  the  liquid 
level,  are  suddenly  cooled,  in  such  a  manner  as  to  prevent  any  dissociation.  The  con- 
centration takes  place  below  the  boiling  point  of  the  acid.  Futhermore,  the  plant  is 
so  constructed  as  to  provide  continuous  operation,  and  as  practically  all  the  heat  units 
are  used  in  the  evaporation  of  water,  the  fuel  consumption  is  exceedingly  economical. 

In  addition  to  the  more  important  types  of  special  refining  processes  recently  dis- 
cussed, there  are  others,  such  as  the  recovery  of  alkali,^  the  commercial  utilization  of 
the  petroleum  and  naphthenic  acids  present  in  sludge,'  the  employment  of  various 
chemicals  to  obtain  certain  objectives,*  etc.,  all  of  which  are  of  potential,  if  not  of  pres- 
ent importance.     Lack  of  space  prevents  their  discussion. 

^  For  a  condensed  description  of  several  methods,  proposed  and  in  practice,  for  recovering  alkali, 
•ee  American  Petroleum  Industry,  II,  1016,  592. 

*  Ibid.  Russian  refiners  claim  to  have  produced  driers  and  substitute  resins  for  vamisb-maldng 
purposes,  electrical  insulating  compounds,  soap  fillers,  etc.,  from  sludge  acid  residues.  The  manu- 
facture of  chewing  gum  from  certain  naphthenic  sludges  has  been  proposed  in  this  country. 

<  Various  patents  and  processes  have  been  proposed  from  time  to  time  for  refining  petroleum 
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For  a  like  reason,  as  well  as  because  such  processes  are  of  a  synthetic  rather  than  of 
a  refining  nature,  a  description  of  the  manufacture  of  translucent  soaps,  pastes  and 
cutting  compounds,  castor  oils  and  gelatine,  greases,  etc.,  however  interesting,  are 
beyond  the  scope  of  this  chapter. 

IV.    PREVENTING  AND  EXTINGUISHING  FIRES 

The  importance  of  fireproof  construction  and  the  maintenance  of  certain  propor- 
tionate distances  between  refinery  buildings  and  tank  units  in  their  relation  to  fire 
prevention  has  already  been  discussed  in  an  earher  section  *  and  fire-fighting  equip- 
ment has  also  been  covered  in  some  detail.  When  it  is  considered  that  nearly  62 
per  cent  of  all  oil  fires  are  caused  by  hghtning,*  the  reason  for  such  construction  and 
equipment  is  the  more  apparent. 

On  the  other  hand,  particularly  in  the  more  complete  refineries  and  in  districts 
where  lightning  is  comparatively  rare,  statistics  show  that  a  considerable  proportion 
of  fires  are  the  result  of  carelessness  in  operation.  'The  following  suggestions  are 
offered  for  fire  prevention. 

Operahno  Suogestions  por  Pbevention  of  REFiNiaiY  Fires' 

Lighting  fires. — Carry  no  matches  of  any  kind  into  a  refinery,  unless  the  work 
calls  for  their  use.  In  any  case  carry  only  safety  matches;  a  fall,  or  contact  with  a  hot 
line,  may  easily  ignite  the  standard  match  with  possibly  fatal  results  to  the  operative. 

Do  not  attempt  to  light  any  oil  or  gas  burner  with  which  you  are  unfamiliar,  or 
to  light  any  burner  without  first  turning  off  the  air  mixer  or  steam  valve,  or  without 
first  opening  the  damper.  Adherence  to  this  rule  will  greatly  lessen  the  danger  of 
blums  and  back-fire  explosions. 

Use  a  waste  torch,  with  handle  at  least  3  feet  long,  when  lighting  any  gas  or  oil 
burner  (laboratory  bench  apparatus  excepted),  and  avoid  serious  bmms.  Never 
drop  Ughted  matches  or  waste  torches  on  the  ground  without  first  extinguishing  them. 
Provide  an  extinguisher  well  for  the  torch  and  avoid  fire  risk,  and  have  the  torch 
always  ready  for  use.  Avoid  standing  directly  in  front  of  fire  doors,  when  lighting 
a  fire;   back-flashing  often  occurs,  and  results  in  serious  burns. 

Be  suro  a  still  is  charged  or  charging  before  starting  to  fire.  Failure  to  observe 
this  precaution  has  caused  terrible  explosions  with  attendant  loss  of  life  and  property. 
Never  fire  any  still  after  it  has  stood  charged  for  any  length  of  time,  unless  the  bottom 
has  been  examined  for  excessive  leakage.  Back-firing  is  very  likely  to  occur  if  any 
amount  of  oil  has  accumulated  under  the  still. 

Avoid  standing  near  any  fuller's  earth  or  bone-char  kiln  door,  until  the  feed  is 
working  regularly.  The  greatest  danger  of  back-flashing  occurs  when  the  earth  or 
bone  char  first  starts  through  the  kiln.  Do  not  light  any  welding  torch  unless  the 
oxygen  stream  is  turned  off.    Serious  bums  may  otherwise  result,  especially  in  a 

products,  emplosring  lime,  baryta,  and  aluminum  hydroxide.  Treatment  with  metallic  aodium  has 
also  been  suggested,  as  well  as  various  salts  of  alkali  and  alkaline  earths;  also  those  of  iron  and  oopiwr. 
As  far  as  is  known,  such  processes  are  not  employed  commercially  in  American  practice.  A  con- 
densed description  of  the  class  just  enumerated  may  be  found  in  American  Petroleum  Industry,  II, 
(1916).  606. 
>  See  p.  84. 

*  According  to  statistics  published  by  the  Bureau  of  Mines  (Bull.  170,  1918),  61.8  per  cent  of  the 
oil  fires,  from  1908  to  1917  inclusive,  were  caused  by  lightning. 

*  The  series  of  articles  entitled  "Cautions  and  Don'ts  for  Refiners,"  originally  published  by  the 
author  of  this  section  in  the  Oil  News.  7,  22,  1919;  8,  3,  1920,  and  8.  20,  1920,  has  been  freely  drawn 
upon  in  the  preparation  of  this  article. 
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confined  space.  A  parting  caution — flight  no  match,  waste,  torch  or  other  free  flame 
except  where  absolutely  necessary.  There  is  always  a  distinct  element  of  danger 
in  their  use. 

Pumping. — Observe  warnings  given  under  **  Lighting  Fires" ;  this  course  will  prevent 
many  a  conflagration  and  perhaps  fatal  accident.  Remember  that  if  there  is  any 
one  thing  about  refinery  operation  which  is  not  understood  it  is  the  extent  to  which 
a  fire  may  spread,  however  insignificant  its  start. 

Before  Attempting  to  pump  any  ofl,  first  ascertain  by  gage  whether  there  is  room 
for  the  transfer;  second,  make  sure  that  valves  and  lines  have  been  properly  inspected. 
Spills  or  overflows  are  costly  and  generally  inexcusable  and  are  the  starting  point  of  many 
a  fire. 

After  starting  to  pump,  follow  the  line  from  end  to  end  and  ascertain  whether 
the  oil  actually  flows  where  intended.  A  close  adherence  to  this  rule  will  prevent 
much  loss  of  oil  and  lessen  the  fire  risk.  Many  moderatensized  plants  could  profitably 
employ  a  line  walker. 

After  pumping  is  finished  be  sure  to  close  all  valves.  This  is  the  only  safe  rule 
for  protection  against  mixes,  flowing  together  of  tanks,  or  spills. 

In  general,  make  frequent  inspections  of  the  packing  of  pumps,  lubricators,  rocker 
arms,  etc.  The  failure  of  these  in  time  of  need  may  be  responsible  for  the  spreading 
of  a  fire  which  would  otherwise  be  easily  checked. 

Stilling. — Before  pumping  to  stills,  observe  the  following  precautions: 

(a)  If  stills  are  new,  inspect  caulking  inside  and  out,  sound  suspected  rivets,  and 
test  under  10  pounds  water  pressure.  Do  not  charge  if  leakage  or  stress  is  evident, 
for  reasons  that  are  obvious. 

(&)  If  previously  in  use,  inspect  bottoms  externally  and  internally  at  regular 
intervals,  the  length  of  which  will  depend  on  the  nature  of  the  product  run,  and  always 
after  bringing  down  to  clean.  Sound  suspected  thin  spots  with  a  2^  pound  hammer, 
and  cut  out  and  patch  springy  spots. 

(c)  Inspect  coke  stills  aft^r  every  run,  sounding  bottoms  carefully,  and  observe 
metal  for  burned  or  brittle  spots.  Avoid  removal  of  coke  burned  into  seams,  but  clean 
well  over  rivets.  Systematic  still-bottom  inspection  is  a  very  effective  form  of  fire 
insurance. 

(d)  Occasionally  inspect  vapor  lines  of  coke  stiUs,  particularly  if  they  are  insulated 
to  towers.  Coke  has  been  known  to  accumulate,  remain  hot  from  previous  run  by 
slow  oxidation  and  ignite  subsequent  charge  of  crude  with  a  violent  explosion. 

(e)  Ascertain  that  all  manplates  are  plated  up,  and  bolts  or  bars  drawn  tight. 
Particularly  note  end  necks  for  leakage  when  charging.  If  leakage  occurs,  tighten 
before  firing;  if  it  is  impossible  to  stop,  p\mip  out  the  still  and  replate.  A  leaky  man- 
plate  sometimes  takes  up,  but  more  often  does  not.  It  ultimately  ignites,  and 
frequently  becomes  uncontrollable  with  great  danger  of  a  disastrous  fire. 

(/)  Determine  that  all  valves  or  cocks,  steam,  flow,  pumping-out  and  especially 
safety  and  vacuum  valves  are  in  order,  and  that  safety  and  vacuum  valves  are  set 
properly. 

(g)  Be  sure  that  the  gage  column  is  clear,  and  that  a  wire  can  be  freely  passed  through 
upper  outage  pet-cocks.  Do  not  assume  that  a  still  is  properly  charged;  see  that 
oil  shows  at  the  proper  cock,  and  not  at  the  one  immediately  above.  The  safe  operation 
of  a  plant  depends  on  adherence  to  this  rule,  and  it  is  an  excellent  plan  for  two  men 
to  verify  the  gage. 

{h)  In  the  case  of  a  hot  still,  be  sure  that  a  small  amount  of  top  steam  is  cut  in 
and  try  the  vacuum  valve  frequently,  opening  up  full  on  the  line  only  after  the  vacuimi 
valve  begins  to  act  sluggishly. 

After  firing  stills  be  sure  of  the  following  points: 
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(a)  Cut  the  still  in  the  house  to  the  slop  tank,  and  see  that  the  still  gas  is  turned 
into  the  gas  line. 

(&)  See  that  the  water  trap  in  the  run-down  line  is  clear  and  working  freely.  A 
broken  fitting,  quite  possible  in  cold  weather,  may  mean  the  loss  of  considerable  oil 
with  danger  of  fire,  if  breaks  occur  on  the  light  end  of  run. 

(c)  Go  over  the  mannecks  careftilly  for  loose  bolts  after  one  hour's  firing  and 
tighten  immediately  if  a  leak  develops.  Trouble  begins  only  if  the  neck  catches 
fire. 

(d)  Try  water  draw-offs,  coil  or  preheater  (according  to  refining  method  used), 
for  water.  On  continuous  charging  attend  to  this  frequently.  A  blowing  still  means 
loss  in  yield  and  in  profit,  and  may  mean  a  fire. 

(e)  When  bringing  in  a  still  keep  in  touch  with  the  progress  of  the  operation  by 
feeling  the  dome,  vapor  line,  or  tower,  at  intervals  depending  on  the  size  of  the  stiU, 
the  amoimt  of  heat  and  the  nature  of  the  product.  Slack  the  fire  before  bringing  the 
stream  into  the  receiving  house,  and  be  sure  that  the  condenser  is  full  of  cold  water. 
These  precautions  will  avoid  costly  blows  and  fire  risks,  particularly  on  fresh  gassy 
crudes. 

(/)  Whether  the  internal  (oil)  temperatiure  of  the  still  is  determined  by  ther- 
mometer or  pyrometer  (indicating  or  recording),  or  by  the  old  method  of  letting  the 
still  settle  down  to  boil,  be  sure  that  the  correct  temperature  is  reached  b^ore  the 
introduction  of  steam.  Admit  the  latter  only  after  blowing  off  carefully,  gradually 
slackening  the  fire  in  the  meantime  if  on  light  oil.  A  "  puking  ''  still  ^  is  a  dangerous 
proposition,  and  is  impossible  if  proper  care  is  used  in  cutting  in  steam  that  is  properly 
piped  with  adequate  water  separators. 

(g)  Never  neglect  to  inspect  the  steam  valves  carefully,  even  after  steam  is 
admitted.  A  loose-stem  globe  valve  will  gradually  work  open,  with  possibly  dangerous 
results. 

{h)  When  taking  samples  be  sure  to  leave  the  wrench  on  the  sample  cock  so  as  to 
be  able  to  dose  immediately  in  case  of  need;  and  do  not  hold  the  fskce  close  to  the 
sample  pan.    Ignition  often  takes  place,  and  a  painful  bum  or  loss  of  sight  may  result. 

(i)  If  operating  continuous  stills,  check  the  levels  against  the  gravities  of  stream, 
at  least  hourly;  and  when  cutting  a  still  in  or  out  of  circuit,  watch  the  flow  lines  care- 
fully and  be  sure  of  valve  control.  A  valve  stem  may  stick  and  occasionally  twist 
off  at  the  high  temperatures  involved.  Failure  to  provide  for  this,  or  careless  handling 
of  flow  lines,  may  have  very  serious  results.  Remember  that  you  are  dealing  with 
hot  oil  which  wDl  flash  in  open  air. 

(j)  Finally,  inspect  the  bottoms  frequently  for  dark  spots  and  leaks  at  seams  or 
rivets.  Just  when  it  becomes  necessary  to  drop  a  still  on  account  of  these  defects, 
is  easier  to  determine  from  observation  than  to  describe;  but  it  may  be  noted  that 
the  best  time  to  gage  a  hot  bottom  is  about  fifteen  to  thirty  minutes  after  the  fires  have 
been  pulled.  Dark  spots  stand  out  very  clearly  at  this  time,  and  dangerously  dirty 
bottoms  can  readily  be  detected.  No  still,  however  clean  it  may  appear,  should  be  run 
any  great  length  of  time  without  internal  inspection.  Take  no  unnecessary  chance, 
and  avoid  possible  fires. 

^  The  word  "puking"  is  ezpreBsively  used  in  re6nery  parlance  to  denote  the  boiling  over  of  a  still, 
in  which  the  crude  charge  mixes  with  distillate  and  generally  contaminates  the  contents  of  a  run 
down  tank.  As  this  action  is  more  likely  to  occur  during  elimination  of  entrained  water,  a  still  is 
invariably  cut  to  the  slop  tank  when  first  brought  in,  thus  avoiding  any  danger  of  contamination  at 
this  point.  Improperly  applied  steam  will  also  caiise  "puking,"  hence  the  caution  above.  With 
certain  viscous  oils  or  heavy  crudes,  a  still  has  been  known  to  empty  itself  before  it  could  be  con- 
trolled; and  where  (as  is  sometimes  the  case)  the  mixture  of  crude  and  vapor  is  evolved  faster  than 
the  worm  or  run-down  lines  will  carry  it  away,  discharge  through  the  top  manplafce  usually  takes 
plaee«  Tory  frequently  acoompanied  by  a  serious  fire. 
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When  bringing  off  stills,  note  the  following  points: 

(a)  Do  not  neglect  to  try  gage  cocks  frequently  during  the  latter  part  of  the  run. 
Bear  in  mind  that  the  volume  per  inch  rapidly  lessens  as  the  level  in  the  still  drops, 
and  thus  avoid  coking  or  burning  of  bottoms. 

(&)  If  running  to  coke,  have  the  fires  well  in  hand  at  the  first  showing  of  gum  or 
tailings,  as  their  appearance  is  a  sure  sign  that  the  still  is  about  ready  to  coke.  Excep- 
tionally close  attention  at  this  point  is  essential  to  safe  operation. 

(c)  When  the  level  is  about  down  to  gage  or  the  required  flash  or  viscosity  is  reached, 
see  that  there  is  sufficient  water  in  the  pmnping-out  pan  and  that  the  pump  lubricators 
are  filled.  A  broken  pumping-out  line  has  caused  more  than  one  fire,  generally  because 
the  equipment  was  not  in  first-class  condition. 

(d)  After  fires  are  pulled  and  before  actually  turning  into  the  pumping-out  line, 
make  sure  that  there  is  sufficient  steam  entering  the  still  to  guard  against  vacuum 
and  possible  internal  explosion. 

(e)  Start  the  pump  so  that  there  will  be  suction  in  the  pumping-out  line  before 
turning  the  oil  into  it.  This  will  prevent  possible  ruptures  of  the  line  or  blow-back 
into  the  still,  should  water  lie  in  the  condensing  coil. 

(/)  Open  the  piunping-out  valve  carefully  so  as  to  heat  up  the  line  gradually  and  take 
care  of  expansion.  The  tar  plug,  in  the  meantime,  should  have  been  raised  and  sup- 
ported by  an  easily  dislodged  prop  (preferably  of  wood)  so  that  in  case  of  an  emergency, 
instantaneous  closing  can  be  effected.  A  tar  plug  which  is  difficult  to  open  or  close 
is  of  no  value  in  fire  protection;  frequent  inspection  is  therefore  necessary. 

(g)  After  piunping  out,  do  not  implate  without  adequate  steaming  and  cooling. 
Many  accidents,  varying  from  slight  flashes  to  violent  and  disruptive  explosions,  have 
been  caused  by  premature  stripping. 

(A)  Never  enter  a  still  immediately  after  implating.  Allow  time  for  additional 
ventilation  and  cooling,  and  in  no  case  carry  any  free-flame  torch  into  a  still  or  aUow 
hot  work  to  be  done  on  it  until  the  still  is  throughly  dean  and  cool. 

(i)  Even  then,  attempt  no  repairs  before  ascertaining  that  there  is  no  chance  for 
gas  to  back  into  the  still  from  the  vapor  line  or  other  opening.  If  oxy-aoetylene  cutting 
is  to  be  done  be  especially  careful  to  see  that  the  still  is  extra  clean.  A  flash  has  been 
known  to  pass  along  the  seam  of  a  carelessly  cleaned  still,  causing  serious  bums  to  the 
repair  gang,  all  of  which  could  have  been  avoided  by  proper  care. 

In  short,  fires  and  accidents  can  only  be  prevented  by  strict  attention  to 
details.  If  this  course  is  necessary  on  standard  stills,  it  is  doubly  so  on  those  of  special 
design. 

(a)  Tower  stills,  for  instance,  generally  run  under  a  pressure  2  to  5  pounds  greater 
than  that  employed  in  the  standard  still,  and  leaks  which  are  negligible  in  the  latter  type 
are  dangerous  to  the  former. 

(&)  Frequent  inspection  of  run-back  lines  to  the  still,  especially  if  they  are  fitted 
with  traps,  is  essential  to  safe  operation.  If  any  quantity  of  condensed  oil  accumu- 
lates in  a  tower,  and  later  suddenly  finds  vent  back  to  the  still,  it  will  cause  a  violent 
blowing  off  and  will  frequently  produce  sufficient  pressure  to  cause  a  strain  on  the  plate 
and  rivets,  invariably  producing  dangerous  leaks. 

(c)  Steam-still  vacuum  valves  need  especial  attention.  A  sudden  cutting  off  of 
steam  supply,  particularly  when  heavy  naphtha  is  being  run  off,  may  easily  cause  col- 
lapse if  the  vacuum  valve  is  not  in  free  working  order. 

(d)  Pressure  stills  are  so  specialized  in  their  operation  that  cautions  peculiar  to 
each  individual  type  must  be  employed,  although  many  of  the  general  cautions 
given  can  be  used  to  advantage  as  well.  Attention  is  called,  however,  to  the 
rapid  decline  i&  teoaile  stireogth  of  9teel  at  elevated  temperatures,  values  being  as 
follows: 
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At  400^  F.  tensile  strength  is  still  100  per  cent. 
At  500°  F.  tensile  strength  is  only  98.5  per  cent. 
At  600°  F.  tensile  strength  is  only  95.5  per  cent. 
At  700°  F.  tensile  strength  is  only  68.0  per  cent. 
At  800°  F.  tensile  strength  is  only  44.0  per  cent. 

The  danger  from  overheating,  of  course,  becomes  apparent  at  once,  and  further 
comment  is  imnecessary. 

(e)  In  general,  while  the  application  of  the  above  suggestions  will  cover  the  usual 
operative  conditions  incident  to  handling  stills,  there  will  always  be  emergencies  requir- 
ing the  best  judgment  of  the  stillmen.  Here  quick  decision  and  immediate  action  are 
highly  valuable  assets  toward  fire  prevention. 

Treatmg. — In  the  process  of  treating,  the  chief  danger  from  fire  occurs  through 
ignition  of  the  gases  immediately  above  the  oil  (assuming  that  the  treating  is  conducted 
in  the  well-known  type  of  agitator),  it  may  be  said  that  danger  is  limited  almost  entirely 
to  the  lighter  products,  such  as  gasoline,  benzine  and  burning-oil,  although  certain 
heavy  products  are  sometimes  treated  at  high  temperatures,  thereby  adding  an  addi- 
tional risk. 

Ignition  is  invariably  due  to  one  of  the  following  four  causes,  listed  in  the  order  of 
their  frequency: 

(a)  Electrical  discharges. 

(&)  Chemical  action.     (Ignition  due  to  this  cause  is  often  erroneously  attributed 
to  spontaneous  combustion.) 

(c)  Friction. 

(d)  Self-ignition  due  to  the  high  temperature  employed.     (Occurs  rarely  and  then 
only  on  heavy  reduced  crudes,  dry-run  tars,  etc.) 

(a)  Ignition  from  electrical  discharges  may  be  due  to  static  or  f rictional  electricity 
of  extremely  high  voltage,  induced  by  friction  of  belts,  pumps,  flow,  etc.,  and  discharged 
from  some  entering  line  to  the  shell  of  the  agitator.  It  is  usually  more  manifest  in 
dry  cold  weather,  and  can  be  guarded  against  by  properly  grounding  all  discharge  lines 
to  the  agitator.  Groimding  should  be  tested  for  resistance,  and  groimd  wire  should 
penetrate  the  soil  to  a  sufficient  distance  to  insure  electrical  dissipation,  preferably  to 
water,  where  possible.  Clamp  connections  for  attaching  groimd  wire  are  unreliable; 
only  soldered  joints  should  be  used  and  special  care  should  be  taken  if  the  motive 
power  of  the  blower  is  electrical. 

Electrical  ignition  may  also  be  caused  by  faulty  wiring,  the  use  of  non-vapor-proof 
globes,  receptacles,  etc.  Proper  installation  of  wiring  system  and  frequent  inspection 
of  the  latter  as  to  grounds,  poor  conditions,  etc.,  are  the  obvious  remedies. 

(&)  The  chemical  causes  of  ignition,  while  somewhat  obscure,  can  iisually  be  traced 
to  the  presence  of  sulphur  in  the  distillates  handled,  principally  in  the  form  of  hydrogen 
sulphide  or  some  organic  sulphide.  Such  sulphur-containing  vapors  react  during 
agitation  with  the  iron  of  the  agitator  and  form  ferrous  sulphide,  which  under  certain 
conditions  oxidizes  rapidly  to  ferrous  sulphate,  with  a  dangerous  rise  in  temperature. 
The  hydrogen  sulphide  component  in  the  vapor  may  also  react  with  sulphur  dioxide 
gas  produced  during  treating  and  deposit  elementary  sulphur,  which  in  turn  imder 
suitable  conditions  of  heat  and  moisture  may  form  ferrous  sulphide  with  the  evolution 
of  sufficient  heat  to  produce  a  glow  or  hot  spot  in  the  metal.  Very  probably  both 
reactions  take  place  simultaneously  in  actual  practice.  While  this  explanation  is  of 
interest  the  resultant  facts  are  more  important,  and  may  be  summed  up  as  follows: 

If  an  explosive  mixture  of  gases  be  present  in  an  agitator  at  the  time  of  hot-spot 
formation  of  sufficient  temperature  for  ignition,  the  inevitable  occurs:   an  explosion 


410  REFINING 

or  fire  results,  its  intensity  depending  on  the  compofiition  of  the  vapor  immediately 
above  the  oil.  It  follows,  therefore,  that  anything  which  will  lessen  the  tendency  to 
hot-spot  formation  wiU  aid  in  the  prevention  of  fire,  the  following  measures  serving 
the  purpose  to  a  greater  or  less  extent: 

(1)  The  lining  of  all  iron  surfaces  with  sheet  lead,  on  which  sulphide  compounds 
have  little  action  (except  the  formation  of  a  thin  film  of  lead  sulphide), 
serves  as  the  best  preventive. 

(2)  In  unlined  agitators  the  frequent  washing  and  removal  of  sulphur  deposits 
is  of  benefit. 

(3)  The  use  of  protective  paints  on  the  inner  surface  of  the  roof  may  serve  in 
certain  instances,  although  this  is  not  very  dependable. 

(4)  The  use  of  draft  flues  to  carry  away  the  gases  evolved  during  treating  is 
practiced  where  a  large  volume  of  sulphur  products  is  evolved. 

(5)  The  use  of  a  small  amount  of  steam  to  render  the  vapor  less  explosive  is 
often  employed  with  success  in  treating  gasoline,  benzine,  etc. 

(6)  The  substitution,  in  certain  cases,  of  wooden  roofs.  This  is  not  ordinarily 
justifiable  on  accoimt  of  fire  risk,  and  does  not  always  prevent  ignition, 
presumably  on  account  of  the  iron  nails  employed.  It  has  been  tried  out 
with  some  success  in  the  handling  of  high  sulphide-bearing  distillates, 
but  is  not  recommended. 

(c)  Ignition  from  friction  can  obviously  occur  only  where  friction  is  possible;  hence 

t  should  be  ascertained  that  no  loose  lines  enter  the  agitator  and  that  revolving  sprays, 

;f  used,  are  free  in  action  and  kept  in  first-class  working  order.     No  chances  should  be 

taken  where  metal  can  strike  metal.    A  spark  may  not  be  produced  once  in  a  thousand 

times;  the  thousand-and-first  contact  may  prove  very  disastrous. 

{d)  Self-ignition  can  only  occur  where  products  are  treated  at  too  elevated  a 
temperature,  and  a  fire  from  such  cause  is  invariably  a  result  of  violation  of  a  direct 
order.  As  a  safe  rule,  attempts  to  treat  any  dry-run  tar  or  reduced  crude  above  300*  F. 
should  be  avoided. 

In  general  it  should  be  noted  that  the  explosive  limits  of  a  mixture  of  petroleum 
vapor  and  air  are  comparatively  narrow,  and  that  when  ignitions  do  occur  they  are 
often  simply  flashes  passing  through  the  gaseous  mixture  above  the  oil  without  results 
other  than  a  very  slight  explosion,  especially  when  explosion  doors  fall  closed,  so  that 
it  obviously  foUowe: 

(1)  That  all  explosive  doors  should  be  so  constructed  that  they  cannot  be  fastened 
back  and  will  close  practically  gas-tight. 

(2)  That  there  be  a  sufficient  number  of  doors  to  exhaust  the  force  of  the  severest 
explosion  without  injury  to  the  shell  or  roof  of  the  agitator. 

(3)  Inasmuch  as  the  force  of  any  explosion  is  dependent  not  only  on  the  composition 
of  gases,  but  on  the  actual  volume  of  gas  present,  it  further  follows  that  all  treating 
should  be  conducted  with  the  agitator  as  full  as  possible  for  practical  hAJiHlmg  thereby 
cutting  down  gaseous  space  and  lessening  disruptive  effect. 

A  persistent  disregard  of  this  caution,  results  sooner  or  later  in  an  explosion, 
probably  because  the  increased  vapor  space  affords  a  better  opportunity  for  the  pro- 
duction of  a  perfect  explosive  mixture  of  gases  (thereby  causing  ignition,  which  would 
be  impossible  in  a  rarer  mixture.  If  the  outage  is  considerable,  and  the  agitator 
constructed  with  insufficient  explosion  doors  (the  usual  type  of  fabrication),  the 
disruptive  effect  is  often  great  enough  to  blow  the  roof  of  the  agitator  to  a  considerable 
distance,  with  an  intense  fire  almost  immediately  ensuing.  As  a  fairiy  safe  procedure, 
do  not  treat  with  an  outage  over  6  feet. 


PRECAUTIONS  411 

Another  point  of  danger  is  the  lower  part  of  the  ahell  below  the  cone,  usually  a  closed 
epsLce  with  one  or  two  entrance  doors  at  the  most;  otherwise  unventilated.  Here  an 
explosive  mixture  of  gases  iisually  exists,  and  is  a  constant  fire  menace  in  many  plants. 
Guard  against  explosion  and  fire,  save  waste  and  add  to  the  general  neatness  and 
clean  lines  by  observing  the  following  precautionary  measures: 

(1)  Inspect  lighting  system  frequently  and  under  no  circumstances  use  other  than 
▼apor-proof  fixtures  with  a  switch  outside  of  the  agitator. 

(2)  Keep  valve  stems  packed  and  gaskets  tight  and  in  general,  prevent  leaks 
around  distributing  manifolds;  absence  of  drips  means  absence  of  gas. 

(3)  A  leaky  agitator  body,  aside  from  the  danger  from  gas  formation,  means  waste; 
keep  it  tight. 

(4)  While  a  sewer  lateral  should  run  from  the  lower  part  of  the  agitator  directly 
under  the  cone,  to  carry  off  leakage,  waste  from  try-cock,  etc.,  the  main  wash  line 
should  extend  outside  of  the  agitator  into  a  sewer  large  enough  to  allow  no  chance  of 
oil  or  water  backing  up  under  the  cone.  Such  construction  will  avoid  any  possible 
chance  of  dischai^ging  a  large  quantity  of  oil  under  the  cone  and  will  prevent  the  forma- 
tion of  vapors. 

(5)  Keeping  the  agitator  sewer  open  by  cleaning  at  regular  intervals,  and  provide 
with  traps  before  cutting  into  the  main  sewer  or  separating  basin. 

(6)  Cut  apertures  in  the  outer  supporting  shell  close  to  the  base  of  the  cone  for 
ventilation,  and  avoid  the  accumulation  of  gas. 

(7)  Keep  the  floor  beneath  the  cone  tight  and  in  first-class  condition,  sloping 
toward  the  sewer  so  that  if  leaks,  actually  do  occur  the  product  will  be  carried  ofif  with 
a  minimum  of  vapors  arising  from  stagnant  pools. 

(8)  While  actiially  treating,  avoid  any  repairs  which  involve  striking  of  metal  where 
a  spark  might  cause  ignition  of  vapor. 

(9)  Provide  entrances  with  doors  that  are  reasonably  tight  and  equip  the  space 
below  the  cone  with  a  steam  fire  line  as  a  further  preventive. 

As  an  additional  preventive  against  the  spread  of  fire,  some  refiners  adopted  in  the 
past  a  so-called  fire  suction,  in  the  form  of  a  line  of  large  capacity  extending  up  the  side 
of  the  agitator  to  within  a  distance  of  about  4  feet  from  the  top  of  the  shell.  In  case 
of  fire,  water  was  pumped  into  the  bottom  of  the  agitator,  forcing  the  oil  to  rise  and  be 
taken  away  by  a  fire  suction  line,  so  that  serious  damage  was  done  to  the  top  and  roof  of 
the  agitator  only.  The  use  of  the  fire  suction  line  as  a  preventive  against  the  spread  of 
fire  and  damage  to  equipment  has,  however,  been  almost  entirely  supplanted  by  foam 
installations,  which  will  be  presently  discussed. 

A  word  as  to  acid,  alkali  and  other  chemicals  used  in  treating:  note  that  concen- 
trated 66-degree  sulphuric  acid  chars  wood,  and  that  dilute  acid  dissolves  many  metals, 
with  a  simultaneous  evolution  of  hydrogen  gas;  that  sulphur  is  moderately  combustible; 
that  both  strong  acid  and  caustic  when  mixed  with  water  produce  a  considerable  rise 
in  temperature.  The  danger  that  fire  will  be  directly  or  indirectly  caused  by  the 
chemicals  usually  used  in  treating  is  admittedly  remote,  but  it  exists,  neverthel^ess. 
Therefore,  do  not  allow  acid  drips,  and  keep  each  chemical  in  its  proper  bin  or  location. 
If  nothing  more  is  accomplished  than  the  prevention  of  waste,  this  alone  will  repay  any 
extra  attention  to  these  items. 

Finally,  special  methods  of  treating  involve  their  own  peculiar  fire  hazards,  and 
must  be  handled  accordingly.  Among  these  methods  may  be  mentioned  the  continu- 
ous process,  essentially  a  process  conducted  out  of  contact  with  air,  the  treating  of 
hot  reduced  crudes  or  tars  at  high  temperatures,  the  employment  of  fuming  acid  or 
sulphuric  anhydride  direct  as  is  practiced  on  oils  of  high  aromatic  content  (notably 
California  distillates),  the  use  of  liquid  sulphurous  acid  (practically  limited  to  foreign 
practice),  and  other  special  processes  which  have  not  been  described.   All  these  rer^uire 
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some  modification,  from  a  slight  change,  to  the  use  of  apparatus  widely  different  in 
design  from  the  standard  type  of  agitator. 

Filtering. — The  danger  of  fire  in  filtering  operations  is  confined  ahnost  wholly  to 
the  process  of  washing  and  revivifying  the  filtering  media  used,  and  has  as  its  origpoi 
the  following  causes  arranged  in  the  order  of  their  frequency: 

(a)  Ignition  of  benzine  or  naphtha  vapor  evolved  during  washing  or  steaming 
of  filters. 

(b)  Ignition  of  benzine  or  naphtha  vapor  evolved  from  imperfectly  steamed 
filtering  medium. 

(c)  Ignition  of  oil  vapors  evolved  from  imperfectly  washed  filtering  medium. 

(d)  Ignition  of  combustibles  other  than  vapor  or  oil,  through  the  agency  of  the 
revivifying  retort. 

(e)  Ignition  of  combustible  material  throu^  friction  of  the  conveying  machinery. 

(f)  Ignition  of  benzine  or  naphtha  vapor,  evolved  during  washing  or  steaming, 
is  of  somewhat  frequent  occurrence,  and  often  leads  to  serious  fires  and  fatal  accidents. 
It  may  be  guarded  against  by  the  following  preventive  measures: 

(1)  Do  not  locate  the  filter  house  too  close  to  the  revivifying  apparatus  or  to  any 
other  source  of  free  flame.  Most  vapor  ignitions  are  caused  by  contact  of  escaping 
gases  with  the  free  flame  or  fire  in  the  revivifying  apparatus. 

(2)  Avoid  all  unnecessary  windows  and  doors  in  adjacent  sides  of  revivifying  and 
filter  houses,  so  as  to  avoid  currents  of  gas. 

(3)  Frequently  inspect  the  condition  of  valves,  cocks,  manplates,  etc.,  where  gas  or 
liquid  naphtha  may  escape;  also  wiring,  globes,  etc. 

(4)  Equip  all  filters  with  two  safety  valves,  one  set  at  10  pounds  above  the  other, 
the  second  to  act  as  an  emergency  valve;  valves  to  be  of  enclosed  pop  type  and  pro- 
vided with  lock  control  over  spring  set. 

(5)  Connect  safety  valves  to  separate  vent  lines  extending  outside  of  building  on 
the  side  away  from  the  revivifying  apparatus — at  least  200  feet  from  any  free  flame, 
better  500  feet. 

(6)  Fire  sometimes  occurs  in  the  preheating  bins,  the  retort  or  revivifying  apparatus 
because  the  filtering  medium  (fuller's  earth  or  bone  char)  has  not  been  properly 
steamed  and  is  not  entirely  free  of  its  naphtha  wash.  Such  material  often  generates 
a  gas  through  contact  with  the  heated  walls,  or  throu^  too  rapid  feed  to  the  retort,  so 
that  the  charge  becomes  prematurely  ignited.  Sometimes  the  ignition  merely  amounts 
to  a  puff  or  explosion,  self -extinguishing  in  nature;  but  at  other  times  the  result  is  a 
fierce  flame,  which  is  often  difficult  to  extinguish,  and  may  damage  roof,  bin  and  plat- 
forms extensively.  The  remedy  is  obvious — ^never  discharge  spent  earth  from  filters 
for  rebuming,  unless  it  has  been  properly  steamed. 

(c)  An  imperfectly  washed  earth  may  be  steamed  fairly  free  from  naphtha  and  give 
trouble  all  along  the  way,  from  a  fire  in  the  green  bin  to  an  explosion  in  the  filter  in 
packing,  especially  if  bone  char  is  the  material  used;  hence  imperfectly  washed  earth 
should  never  be  delivered  to  the  retort  or  kiln,  as  trouble  is  thereby  invited. 

(d)  The  ignition  of  inflammable  and  combustible  material,  other  than  vapor  or  oil, 
through  the  agency  of  fire  in  the  retort  or  kiln,  may  be  avoided  by  a  precaution  so 
obvious  as  not  to  require  mention.  It  is  simply  this:  keep  such  material  away  from  the 
retort  or  kiln  where  hot  coals,  ashes,  or  hot  burned  earth  or  bone  char  can  come  in 
contact  with  it.  In  other  words,  have  fireproof  construction.  This  is  particularly 
necessary  where  bone  or  blood  char  is  used,  as  these  materials,  imder  certain  conditions, 
may  absorb  oxygen  rapidly  enough  to  burst  into  flame,  more  than  one  fire  having  started 
in  this  manner.  A  few  explosions  have  resulted  from  obscure  causes,  probably  from  the 
presence  of  fine  dust  in  the  air.  In  the  case  of  fuller's  earth,  this  dust,  while  a  dis- 
agreeable feature,  is  not  actually  dangerous;   with  bone  char,  however,  an  explosive 
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dust  may  easQy  exist.  Hence  the  accumulation  of  such  material  should  be  avoided 
by  suitable  screens. 

(e)  The  last  cause  of  fire  about  a  filtering  plant,  retort,  or  kiln  is  a  remote  one, 
but  must  nevertheless  be  considered.  Bearings  quickly  become  dry  in  a  dusty  atmos- 
phere, and  failure  to  lubricate  conveying  machinery  properly  may  cause  sufficient 
heating  to  ignite  conveyor  belts,  etc. 

As  a  final  caution  be  particularly  careful  to  inspect  wiring  where  hot  filtering  is  a 
part  of  the  process.  Have  a  systematic  scheme  of  frequently  testing  out  safety-valve 
blow-off  lines  to  see  that  they  do  not  become  clogged  with  earth  or  bone,  and  thus 
become  useless.  Finally,  it  is  very  important  to  see  that  the  wash  line  to  the  wash 
still  is  open  before  starting  a  wash. 

Wax  separation. — ^The  element  of  risk  in  this  part  of  the  process  is  generally  remote, 
as  buildings  containing  refrigerating  equipment  are  usually  substantially  built  and 
are  of  more  or  less  fireproof  construction  even  in  the  older  refineries.  Moreover,  the 
products  handled  are  of  comparatively  high  flash  and  fire  test.  Certain  fire  hazards 
exist,  however,  and  while  remote  are  within  the  scope  of  this  article. 

(a)  Explosion  or  fire  caused  by  ignition  of  mixtures  of  ammonia  gas  and  air. 

An  explosion  of  ammonia  gas  and  air  is  a  comparatively  rare  occurrence  and  the 
risk  from  this  source  is  practically  negligible  in  an  absorption  plant.  Under  certain 
circumstances,  in  a  compression  plant  where  purging  has  not  been  properly  attended 
to,  or  lubrication  has  been  neglected,  sufficient  heat  may  be  generated  in  compression 
to  cause  ignition,  thus  causing  one  of  those  mysterious  explosions  which  are  so  difficult 
to  explain.  Avoid  such  an  accident  by  proper  purging  and  lubrication  and,  in  general, 
do  not  use  a  free-flame  torch  around  ammonia  gas. 

(6)  Explosion  or  fire  caused  by  ignition  of  mixtures  of  ammonia  gas  and  gaseous 
hydrocarbon  impurities  present,  i.e.,  purging  gas. 

Ignition  of  purging  gases  only  occurs  when  a  free  flame  or  defective  wiring  (an 
electric  arc)  comes  in  contact  with  the  gases.  As  these  are  invariably  blown  off  in  the 
open  the  danger  is  a  slight  one,  and  the  method  of  avoiding  it  is  self-evident. 

(c)  Explosion  or  fire  caused  by  ignition  of  mixtures  of  oily  vapors  and  air,  produced 
when  melting  up  *'  slack  "  wax. 

Explosion  or  fire  caused  by  vapors  given  off  during  "  slack ''  wax  melting  is  also 
easily  avoided.  Keep  free  flame  away  and  wiring  in  good  order  and,  in  general,  wher- 
ever there  is  insufficient  space  about  a  wax  plant  use  vapor-proof  globes. 

Shipping. — Under  the  head  of  shipping  may  be  considered  the  loading  of  tank  cars, 
barreling,  canning,  and  the  various  operations  incident  to  preparing  petroleum 
products  for  the  market.  Fires  may  originate  at  a  loading  rack  from  any  of  the  follow- 
ing causes: 

(a)  Ignition  from  sparks  of  passing  locomotives,  or  hot  cinders  discharged  thereby. 

The  menace  from  passing  locomotives  is  not  serious,  as  no  attempt  at  loading  is 
made  in  any  well-organized  plant  when  switching  is  taking  place;  but  occasionally 
a  loading  rack  is  perforce  located  close  to  a  main  line.  The  writer  recalls  one  instance 
in  which  a  spark  from  a  fast  main-line  train  dropped  squarely  into  a  car  loading  gasoline 
on  a  siding  some  90  feet  away.  Fortunately,  the  result  was  only  a  fire,  and  not  an 
explosion.  Of  course,  loading  should  be  absolutely  prohibited  when  switching  takes 
place,  and  the  rack  located  as  far  from  the  main  line  as  possible.  When  it  is  danger- 
ously near,  use  galvanized  covers  for  gasoline  and  light  oil  pimched  to  allow  loading 
lines  to  pass,  and  avoid  the  chance  spark. 

(6)  Ignition  by  discharge  of  static  electricity  from  loading  lines,  caused  by  elec- 
trically driven  units,  belt  friction,  etc. 

All  electrical  discharges  can,  of  course,  be  easily  prevented  by  proper  grounding; 
but  even  when  lines  are  believed  to  be  so  protected,  it  is  well  to  test  them  with  an 
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electroscope  when  pumping  is  taking  place  and  to  determine  their  condition  once  and 
for  all. 

(c)  Ignition  by  spark  produced  by  frictional  means  when  shifting  loading  lines, 
etc. 

A  spark  is  hardly  ever  produced  by  frictional  means  in  shifting  lines  except  by 
direct  carelessness  in  handling  the  lines.  Avoid  such  carelessness  and  prevent  the 
hazard. 

{d)  Ignition  from  oily  waste  used  to  wipe  out  cars,  sometimes  spontaneous  in  nature 
if  cars  have  previously  contained  a  vegetable  oil,  such  as  cottonseed. 

If  oily  waste  is  never  allowed  to  accumulate,  this  source  of  danger  is  removed. 

(e)  Ignition  from  a  free  flame,  perhaps  a  railroad  lantern  too  close  to  a  leaky  car. 

It  goes  without  saying  that  lanterns,  free-flame  torches,  etc.,  should  never  be  used 
about  a  loading  rack;  this  applies  to  railroad  men  as  well  as  to  refinery  employees. 
Absolute  insistence  on  this  rule  removes  one  great  source  of  danger. 

(/)  Gaseous  ignition  from  casing-head  gasoline,  vapors  being  carried  a  consider- 
able distance  in  the  direction  of  a  free  flame,  such  as  a  still  fire,  and  then  flashing  back 
to  car. 

Danger  from  gaseous  ignition  is  weU-^^  a  thing  of  the  past,  since  all  casing-head 
products  are  now  weathered  to  a  fair  degree  of  safety  before  loading.  Racks,  however, 
where  this  commodity  is  handled  should  be  apart  from  all  others,  and  extra  precautions 
should  be  used  in  pumping. 

In  the  barreling  of  oil  or  gasoline,  previoiis  warnings  as  to  defective  wiring,  lanterns, 
etc.,  should  be  remembered.  It  should  also  be  noted  that  the  barrel  paste  paints  used 
in  this  end  of  the  industry  are  usually  thinned  with  naphtha  and  are  highly  inflammable, 
and  all  careless  handling  should  be  avoided. 

In  the  canning  department  there  is  always  danger  from  the  gas  flames  used  in 
heating  the  soldering  irons.  Broonts  are  usually  very  much  in  evidoice  in  this  depart- 
ment; and  as  they  are  used  for  sweeping  away  oil  from  leaky  cans,  and  are  oil-«oaked, 
they  add  to  the  fire  risk.  Great  care  should  be  used  in  the  canning  end  of  the  industry 
and  plenty  of  standard  fire-fighting  equipment,  such  as  sand,  foamite  pails  and  chem- 
ical engines,  should  be  at  hand. 

Another  danger  that  sometimes  occurs  in  the  shipping  end  of  the  industry  is  the 
handling  of  paraffin  wax  in  cake  form,  protected  by  burlap  bags.  In  extremely  dry, 
cold  weather,  frictional  electricity  is  sometimes  developed  to  an  astonishing  degree 
in  the  ordinary  handling  of  this  material,  the  outer  burlap  wrapping  miAmg  exodlent 
tinder  for  the  frictional  spark;  and  in  an  incredibly  short  time  fire  has  made  serious 
headway.  The  remedy  is  to  handle  the  cakes  caref uUy,  and,  as  far  as  possible,  to  avoid 
shifting  them  in  dry  cold  weather. 

There  are  other  minor  points  in  connection  with  the  shipping  end  of  the  industry 
to  which  attention  could  be  called.  For  that  matter,  considering  the  subject  in 
general,  the  writer  acknowledges  many  omissions.  Some  cautions  have  been 
purposely  omitted  as  beyond  the  scope  of  this  article,  others  as  too  self-evidoity  while 
still  others,  probably  e%ndent  to  many  a  refiner,  have  simply  not  occurred  to  the  writer, 
as  he  frankly  admits;  but  it  is  believed  that  the  principal  points  of  fire  prevention  in 
refinery  operation  have  been  covered. 

The  fire  hazard  incident  to  refinery  operation  may  be  considerably  reduced  by 
s>'stematic  preventive  inspection.^  this  being  usually  combined  to  advantage  with 
inspection  with  a  view  to  accident  prevention.  In  fact,  the  two  are  more  intimately 
connected  than  mi^t  at  first  be  apparent,  for  if  any  operative  suffers  peiaoDal  iDJuiy, 

^Th^  article  immMliatdy  foDowinc  bas  been  largely  taken  from  ''STvtanatM  limmtinn,"  pakh- 
iMhed  by  tbe  writer  in  Nat.  Pet.  Neva,  CVt.  13.  1920. 
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he  must  be  replaced  by  a  subetitute,  presumably  less  skilled  (a  distinct  material  fire 
has&rd  if  process  men  are  involved);  moreover,  an  obscure  and  imperfectly  under- 
stood psychological  effect  has  been  produced,  often  imdermining  the  nerve  of  perhaps 
one  or  possibly  a  score  of  witnesses.  Thiis  a  more  dangerous  hazard  is  introduced  than 
the  physical  absence  of  the  injured  skilled  operator.  Therefore,  any  form  of  accident 
about  a  refinery  is  a  fire  risk,  and  ^systematic  inspection  with  a  view  to  the  prevention 
of  accidents  is  a  decidedly  important  branch  of  fire  prevention.  A  systematic  inspec- 
tion must  be  imderstood  to  involve  the  making  of  a  daily  written  report. 

The  excellent  work  of  the  insurance  rating  bureaus,  the  suggestions  of  their  trained 
engineers,  together  with  the  accumulated  experience  of  the  practical  refiner,  have  all 
worked  towards  making  the  modem  refinery  a  far  cry  from  the  fire-trap  of  twenty  or 
even  ten  years  ago;  guards  have  been  placed  aroimd  machinery,  and  open  gears  have 
disappeared.  But  the  monthly  visit  of  the  insurance  inspector,  the  semi-annual 
trip  of  the  factory  inspector,  and  even  the  daily  passing  of  the  superintendent  through 
the  plant,  with  his  mind  full  of  many  problems,  is  insufficient  protection  in  any  plant 
of  large  or  even  moderate  size. 

Some  of  the  large  plants  employ  a  fire  marshal,  and  in  the  extensive  eastern 
manufactories  the  "  safety  first  "  inspector  is  a  fixed  institution.  As  far  as  is  known, 
however,  comparatively  few  refineries  have  a  system  including  a  form  report  that 
gives  a  complete  daily  written  record  of  the  status  of  the  plant  from  the  standpoint 
of  fire  and  accident  hazard. 

To  make  such  inspection  a  success,  the  man  chosen  for  the  position  of  inspector 
must  possess  keen  powers  of  observation,  and  should  preferably  have  had  some  experi- 
'ence  in  refining  and  construction.  Above  all,  he  must  be  absolutely  honest  and  fear* 
less  in  the  discharge  of  his  duty. 

In  the  system  developed  by  the  writer,  it  was  found  advisable  to  make  out  two 
reports,  one  on  the  condition  of  fire-fighting  equipment,  the  other  on  hazards,  one  man 
being  able  to  look  after  both  with  comparative  ease.  The  form  reproduced  herewith, 
i.e.,  "  DaUy  Report,  Fire-Fighting  Equipment,"  can  be  very  readily  covered  in  the 
average  plant  of  4000  to  8000  barrels  daily  crude  capacity,  covering  100  to  150  acres, 
in  the  course  of  two  hours  or  so,  depending,  of  course,  on  the  nature  of  the  equip- 
ment maintained. 

In  the  plant  in  which  this  form  of  report  was  first  developed,  a  considerable  amount 
of  so-called  miscellaneous  fire-fighting  equipment  was  listed.  An  exact  count  was 
made  daily  of  several  items  which  might  not  be  deemed  necessary  by  many  plants, 
and  the  omission  of  which  would  obviously  shorten  the  inspection  period.  In  the 
case  cited  it  is  believed,  however,  that  the  daily  count  did  not  a  little  in  checking  the 
disappearance  of  sundry  buckets,  shovels,  approach  planks,  etc.,  that  possess  varied 
uses  apart  from  fire  fighting. 

With  the  form  before  one,  it  hardly  seems  necessary  to  point  out  that  foam  solu- 
tions must  be  at  fuU  strength  to  be  efficacious,  that  an  empty  chemical  extinguisher 
is  not  of  immediate  value,  and  that  time  lost  in  hunting  for  shovels,  picks,  sand  buckets, 
etc.,  in  time  of  need,  may  mean  the  spreading  of  a  disastrous  fire.  Instances  have  been 
known  in  which  a  perfectly  good  reel  of  500  feet  of  hose  was  unavailable  until  a  dray 
had  been  pulled  away  from  before  the  door  of  the  hose  house.  Again,  a  fire  pump 
has  been  known  to  require  an  hour  (or  a  period  that  seemed  like  an  hour)  to  start.  All 
such  features  have  been  covered,  it  is  hoped,  in  the  form  imder  discussion,  which  is 
self-explanatory  to  any  refiner,  except  that  the  terms  valve  forks,  cock  wrenches  and 
approach  planks  may  be  a  little  obscure. 

The  first-named  (valve-forks)  are  long  T-handled  |-inch  rounds  with  a  two-pronged 
fork  at  the  end,  capable  of  entering  the  usual  valve  wheel ;  they  form  admirable  contriv- 
ances for  reaching  valves  which  are  inaccessible  from  fire  or  other  causes.    The  cock 
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wrenches  are  specially  forged  socket  wrenches  with  a  length  of  2-inch  pipe  for  a  handle, 
and  are  provided  with  f-inch  holes  at  the  end  opposite  the  socket,  for  the  insertion  of 
turning  bars.  Such  a  wrench  can  often  be  used  on  a  pumping-out  cock  which  is  other- 
wise inaccessible. 

The  last-named  item,  the  approach  plank,  is  used  as  its  name  suggests,  for  throwing 
across  gaps  such  as  the  low  fire-walls  back  of  stills,  to  gain  access  to  some  cock  or  valve. 
These  planks  merely  consist  of  well-chosen  oak,  soaked  in  alum  water  and  provided 
with  chains  for  throwing  into  position. 

It  will  be  noted  that  the  form  shown  has  been  partially  filled  in,  in  order  that  it 
may  be  more  clearly  imderstood.  Other  reports  may,  however,  suggest  themselves 
as  being  more  applicable  to  some  particular  plant.  If  the  principle  of  daily  inspection 
is  maintained  and  results  recorded,  the  exact  form  makes  little  difference;  but  too 
great  emphasis  cannot  be  placed  on  a  written  report,  for  observations  reduced  to 
writing  are  invariably  given  more  attention  than  verbal  instructions. 

Where  a  plant  is  too  small  to  employ  an  inspector  profitably,  the  superintendent 
or  yard  foreman  can  imdertake  the  work,  but  from  reasons  earlier  stated  such  inspection 
can  scarcely  be  as  systematic  and  thorough  as  when  it  is  the  sole  occupation  of  one  man. 

It  has  been  mentioned  that  it  was  found  advisable  to  keep  the  accident  and  basard 
report  separate  from  that  of  the  fire-fighting  equipment,  although  they  are  kept  by 
the  same  inspector.  The  form  on  page  418,  entitled  ''  Daily  Report,  Fire  and  Acci- 
dent Hazards,"  will  show  the  advisability  of  this  system,  and  will  also  bear  out  the 
statement  that  the  inspector  should  be  a  man  of  keen  powers  of  observation. 

It  might  be  added  he  should  possess  tact  as  well,  as  no  department  head  particularly 
cares  to  see  his  department  written  up;  but  on  the  other  hand  when  it  is  realised  that* 
the  inspection  is  meant  for  the  good  of  all,  very  little  ill  feeling  results,  and  where  a 
conscientious,  diplomatic  in^)ector  is  employed,  the  operatives  themselves  often  go 
out  of  their  way  to  call  attention  to  some  minor  fault.  Once  reported,  the  same 
defect  rarely  occivs  on  the  following  day,  for  it  is  one  thing  to  be  told  of  a  hazard, 
and  another  to  see  it  in  writing,  the  latter  always  suggesting  a  certain  responsibility 
wanting  in  the  verbal  order. 

It  is  scarcely  conceivable  that  the  inspector  will  so  happen  around  as  to  personally 
note  all  the  fires,  spills,  etc.,  which  should  be  noted  on  the  second  form;  but  the  evidences 
of  such  occurrences  are  never  lacking,  and  it  is  a  part  of  his  duties  to  secure  all  infor- 
mation relative  to  the  same.  Here  again,  a  tactful  and  diplomatic  iniq)ector  is  a  decided 
asset.  Even  in  a  large  plant  it  is  surprising  how  little  escapes  the  eye  trained  for  this 
class  of  work.    The  report  in  question  is  filled  in  as  a  typical  example  of  a  day's  work. 

Consider  the  results  of  such  an  inspection.  The  railroad  which  performs  the  switch- 
ing service  will  be  notified  that  it  has  probably  a  defective  screen  in  the  stack  of  the 
switching  engine,  thus,  even  if  no  other  action  is  taken,  a  written  record  is  at  hand  as  an 
aid  to  some  future  claim.  On  the  part  of  the  refinery,  more  care  will  be  taken  in  the 
matter  of  weeds,  etc.  The  superintendent  will  take  some  action  on  the  reported  spill 
and  violation  of  rules,  and  attention  will  be  called  to  certain  defective  wiring  and  mush* 
room-headed  tools.  Again,  the  written  record  is  emphasized,  it  being  a  sUent  witness 
that  cannot  be  easily  brushed  aside,  and  it  always  means  quicker  repairs  and  hi^ier 
efficiency  all  around. 

In  conclusion,  a  plant  may  be  erected  after  the  most  modem  and  fireproof  plan  of 
construction  it  may  have  the  latest  and  most  approved  apparatus  for  preventing  fires  and 
a  tried  system  for  extinguishing  them,  if  they  do  occur;  it  may  post  an  elaborate  series 
of  "  Safety  First "  bulletins  weekly  or  semi-weekly;  but  without  a  systematic  pre- 
ventive inspection  both  for  fire  and  accident  hazards  it  has  not  reached  its  highest 
possible  effideiicyt 
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INSPECTION  DEPARTMENT 

VAJLY   REPOBT,   FUtB   naHTXNO   EQUIPMBHT 

Date Ju..  3, 192 


Official 
HoM  Houae  No.  Sealed  Seal  No. 

Equipment 


Unsealed     Equipment  Doora   Free 
Miming      Obstructions 


Remarks 


1 

Yea 

t346S7 

2 

i  1 

68 

3 

No 

Yee 

Sa  Length 
Hoee. 

Yee 


4 
5 


Y 


ee 


69 


No 


Repairing  coupling,  will 
have  replaced  and  eeaied. 
Load  gravel  broke  down, 
gang  now  cleaning  up. 


Foamite  Tanks 

Official 
Number 
Service 

Solutions  at 
Strength 

Leaks 

Gage        Gage        Valves  Free 
30  Tank  31  Tank      Obstructions 

30         31 

f 

Yee 

No 

la  3         10' 

6                 Yea 

Hydrants 

Official 
Number 
Service 

Connections 
O.K. 

Leaks 

Equipment 
Missing 

Plugs  Free 
Obstructions 

Water 
Foamite 

eo 

3 

Yee 

it 

At*  7 
SnuUl 
None 

Cap  gone  $  7 
None 

Pipe  Fitter  foreman  vnil 

Yea       aend  gang  to  $  7 
i  1 

Fire  Pomps 

Official 

Number 

Service 

Connections 
O.  K. 

Start 
Readily 

Equipment 
Missing 

Vaives  Free 
Obstructions 

Water 
Foamite 

4 

1 

Yea 

1 

Yea 

1 1 

None 

*  • 

Yea 

1 1 

fire  Lines 

Official     Connections 
Connections      O.  K. 

Leaks 

Equipment 
Missing 

Valves  Free 
Obstructions 

Water 


AU  Yea  SmaU 

Hydrants      Broken  Ell         »  7 


Yea 


Steam 


Foamite 


All  Tanks       100  Tk. 


All  light 
Oil  Tanks 


Yea 


None 


None 


Yea  Notified  Pipe  Fitter  fore- 

man. 


Miscellaneous 


Official 

Number 

Service 


Sealed 
Official 
Location 


Condition   Equipment         Free 

Missing      Obstructions 


Sand  Bbls.  £6 

Buckets  30 

Shovels  36 

Valve  Forks  8 

Cock  Wrenches  6 
Approach 

Planks  e 
Add  Soda 

Hand  Ezting.  tO 
Add  Soda 

Chem.  Enc  4 

Pyrene  Extinge.  6 

Foamite  Pails  It 
Foamite 

Chem.  Ens.  / 

BlanketB  10 


Yea 

Yea,  ex- 
cept $  6 

Yea 

Yea 


9  B  ±4 
Yea 

Yea 


Futt 


O.K. 

*  • 

i  • 


None 

»  6 

None 
<  i 

1 1 


Yea,  except        Dray  beuked  up  at/ainst 
$  13         drum. 

Yea      $  6  Report,  bottom  $  X  Con. 


Empty    »  e  A  4at  Lab. 
Full       for  Refilling 


FuU 


None 


t  < 
•  i 


O,  K. 


<  > 

<« 

Yea 

t  i 

I  • 

<  I 

I I 


Lab.  promiae  return  $  M 
A  4  afternoon 


-'•  tJ*  R'' ' InapedOT 
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INSPECTION  DEPARTMENT 

DAILY   BBPOBT,   FIBB  AMD   ACCIDENT   HA&ABDS 

Date July  3,. 


192. 


Nature  Hazard  Kind  Size  or  When 

Quantity  Noted 


Location 


Whom  Notified 


Remarks 


Fires 


Weeds 


Small 


Spilb  B.  Oil 

Leaka 

None 
NoUd 

Rags,  Clothes.    Old 

Trash  Shoee 

Rage 


1  Bhl. 


1  Pr, 


PiU 


10  AM.  W.  Ma.  P.  Switch     J.  Do'.an      Caused    hy    cinder 

from  eufitch  eng.  stack 
— too  nMinv  weeds 

1146  A.M.      Load,  Rack  W.  Johnson    Overrun  O.A.T.X. 

16.960 


t  P.M.       »  1  Ree.  House       L.  Jone»         %  1  Ree,  House  noaUt 

than  usual. 


2.S0 


Near  Th.  7M6 


S,  Stetic.       Left  from  wiping  tank, 
will  dean  up  to-day. 


Nature  Hasard      Kind 


Defective  or        When 
Dangerous         Noted 


Tx>cation         Whom  Notified 


Electric                Vapor 

Missing 

»  B  Rec.  House 

Wiring                 Proof 

S.OO  P.M. 

Globes 

Fire  Doors  and 

Hatchways         All 

O.K. 

Fire  Walla  and 

Dikes                  AU 

t  < 

Ladders  and 

Walkways           AU 

1 1 

Machinery          Cold 

Mushroom 

and  Tools           CtUter 

Head         i  P.M. 

Boiler  Shop 

Gen.                      None 

Construction      going  on. 

J.  Monlan  Will  install  at  once. 


Will  reforge  early 


VioUtion  Rules        Kind       By  Whom         When 

Notified  Location     Whom  Notified 

Noted 


P.  Czemie  Stilt  cleaners 

No  Smoking  4.£0  P.M.        Shanty 


New  man^  thought  aU 
L.  Hicks       right  light  up  before  out 
of  gate 


Inspector 


ExTINGiriSHINQ   FiRES 

In  extinguishing  refinery  fires,  aside  from  the  small  portable  hand  extinguishers,^ 
often  highly  efiScient  with  incipient  blazes,  the  chief  weapons  of  the  refiner  are  water, 
steam,  and  frothy  mixtures. 

The  use  of  water,  however  admirable  for  ordinary  conflagrations,  is  generally  imsuited 
for  extinguishing  oil  fires.  It  is  difficult  to  cool  below  the  burning-point,  any  large  open, 
flaming  mass  of  oil  by  the  use  of  water,  and  as  the  two  liquids  are  not  miscible,  the 

^  The  acid  soda  tjrpe  of  extinguisher,  familiar  to  all,  and  the  smaU  force  pumps  oontaimnc  carbon 
tetrachloride,  give  excellent  service,  as  do  also  the  pail  containers  of  frothy  mixture  produeiac  iA^^wtj^ift 
Sand,  and  even  fuller's  earth,  have  been  successfully  used  in  small  blazes,  and  for  laboratory  use  bihI 
incipient  top  manplate  fires,  these  CQmmon  mMerials  are  preferred  by  many. 
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smothering  effect  that  the  steam  would  ordinarily  produce  is  wanting  to  a  great  extent. 
In  fact,  if  the  body  of  oil  is  large,  the  use  of  water  is  a  dangerous  practice,  for  the  burn- 
ing oil  will  float  on  the  water  and  may  be  carried  to  a  considerable  distance  along  drains, 
pipe  trenches,  etc.,  spreading  fire  in  its  path.  On  the  other  hand,  the  direction  of  several 
streams  of  water  against  the  sides  of  a  burning  tank,  where  a  frothy  mixture  is  being 
applied,  will  often  serve  to  protect  the  metal  so  that  the  tank  may  be  used  almost 
immediately  with  slight  repairs.  When  a  fire  has  been  extinguished  by  a  frothy  mix- 
ture, and  glowing  embers  still  persist,  water,  judiciously  used,  will  complete  the  work 
of  the  foam  solution;  but  its  principal  use  in  refinery  fire-fighting  must  always  be  the 
cooling  of  walls,  lines,  supports,  etc.,  that  would  otherwise  collapse  from  excessive  heat, 
rather  than  the  extinguishing  of  the  fire  itself. 

Before  the  general  advent  of  froth-producing  mixtures,  the  refiner  placed  his  chief 
reliance  on  steam  as  a  means  of  extinguishing  fires,  and  where  steam  can  be  applied  in 
a  confined  space  its  results  leave  nothing  to  be  desired.  The  fimction  of  steam  is  sim- 
plicity itself:  it  displaces  the  air,  and,  with  no  oxygen  present,  the  fire  at  once  begins 
to  die  down  and  shortly  becomes  extinguished.  Unfortunately  in  most  so-called  con- 
fined areas  there  is  generally  a  sufficient  draft  (caused  by  broken  windows,  open  traps, 
tank  roofs  which  have  been  displaced  by  explosions  and  so  raised  or  buckled,  etc.)  to 
prevent  complete  displacement  of  air,  with  the  result  that  steam  cannot  always  be 
depended  upon  to  extinguish  an  oil  fire.  It  is  particularly  unreliable  with  light,  gaseous, 
volatile  products.  It  should  be  understood  that  the  application  of  steam,  even  under 
somewhat  unfavorable  conditions,  is  often  attended  with  success;  but  this  does  not 
alter  the  fact  that  complete  dependence  cannot  be  placed  on  it,  and  that  in  open  areas, 
such  as  a  burning  tank  or  agitator  from  which  the  roof  has  been  entirely  dislodged 
by  an  explosion,  or  by  the  burning  away  of  supports,  steam  is  of  comparatively 
little  value,  and  resort  to  frothy  mixtures  is  the  only  solution  for  extinguishing  the 
blaze. 

A  description  of  the  so-called  **  foamite  "  system  has  been  given  in  an  earlier 
section.^  Other  systems  making  use  of  froth-producing  mixtures  are  employed, 
however,  the  essentials,  aside  from  the  mechanical  equipment,  being  two  chemical 
solutions  that  upon  being  imited,  produce  a  thick,  tenacious,  lasting  foam  which 
spreads  freely  over  the  surface  of  the  burning  oil,  thereby  excluding  air  and  extin- 
guishing the  flame. 

In  general,  the  solutions  for  producing  foam  may  be  any  two  mixtures  which  on  imit- 
ing  form  a  large  volume  of  relatively  tenacious  and  cohering  bubbles  filled  with  a  non- 
inflanunable  gas.  The  chemicals  composing  the  mixtures  must  moreover,  be  reasonably 
cheap;  and  the  solutions  should  not  deposit  any  appreciable  amount  of  sediment,  or 
otherwise  materially  deteriorate  after  standing  for  a  considerable  period.  The  chemical 
composition  of  each  mixture  must  be  so  proportioned  that  a  maximum  amount  of  foam 
will  be  produced  when  equal  volumes  of  the  solution  are  brought  together,  6  to  8 
volumes  of  froth  per  unit  volume  of  mixed  solutions  being  considered  efficient  and  good 
practice. 

The  formulae  for  standard  "  foamite"  solutions  have  already  been  given  in  an  earlier 
section.*  A  prominent  refining  company  on  the  Pacific  Coast '  has  used  the  following, 
claiming  that  the  foam  produced  is  composed  of  minute  bubbles  so  tough  and  durable 
that  a  considerable  quantity  will  remain  for  more  than  twenty-four  hours  after  appli* 
cation. 

1  See  p.  317. 
*  See  p.  318. 

*The  Shell  Ck>mpany  of  California  installed  a  foam-produoing  ssrstem  in  1914  at  its  Coalinga 
plant,  using  foam-producing  solutions  (I). 
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FoamrProdufxng  Solutions  (/)* 

Solution  A  Parts  by  Solution  B  Parts  by 

weight  weight 

Water 100  Water 100 

Aluminum  sulphate  (crystal) ....       10  Ground  glue 1} 

Sulphuric  acid,  66**  B6 J  Glucose } 

Sodium  bicarbonate 7J 

Arsenious  oxide . ^ 

*  U.  S.  Bureau  of  Mines,  Buil.  170  (1918).  11  and  16. 

Foamr-Producing  SoltUions  {II) 

Parts  by  Parts  by 

Solution  A  weight  Solution  B  weight 

Water 100  Water 100 

Aluminiun  sulphate  (crystal) 12  Sodium  bicarbonate 10 

Acetic  acid )  Ground  glue 1 

Ground  glue 1  Glucose J 

Glucose } 

As  already  stated  in  the  text  concerning  equipment,  a  high  degree  of  permanency, 
with  no  bacterial  decay  is  claimed  for  secondary  licorice  extract  (foamite)  solutions, 
which  have  displaced,  to  a  great  extent,  formulae  of  the  above  type. 

In  regard  to  the  amount  of  foaming  solutions  which  must  be  stocked  to  fiumish 
adequate  protection,  there  is  naturally  some  variation  in  opinion.  For  small  installations 
it  is  generally  advisable,  however,  to  maintain  about  twice  the  quantity  of  foam- 
producing  solutions  that  would  be  required  to  protect  all  tanks,  this  ratio  decreasing 
with  the  increase  in  plant  size,  and  being,  of  course,  governed  by  the  amount  of  crude 
storage,  proximity  of  tanks  to  one  another,  nature  of  products  manufactured,  and 
general  plant  layout.  For  single  units,  computation  may  be  based  on  the  assimiption 
of  6  gallons  of  foam  produced  per  gallon  of  mixed  solutions,  at  a  rate  of  delivery  sufficient 
to  deposit  a  blanket  of  foam  5  inches  thick  in  a  five-minute  period.  On  this  basis  the 
quantity  of  each  solution  required  for  various-sized  tanks  would  be  as  follows: 

Gals,  of  each  solution 
per  minute 

56,00a-barrel  tank  (114  feet  6  inches  diameter) 535 

37,500-barrel  tank  (  95  feet  6  inches  diameter) 370 

10,00a-barrel  tank  (  52  feet  0  inches  diameter) 110 

1,600-barrel  tank  (  34  feet  0  inches  diameter) 50 

As  it  is  obvious  that  the  efficiency  of  all  foam-producing  mixtiu'es  depends  on  their 
ability  to  generate  the  maximum  amount  of  lasting  froth  at  all  times,  such  solutions 
should  be  tested  at  regular  intervals;  those  containing  glue  or  glucose  should  be  tested 
weekly,  and  those  of  a  more  permanent  character,  at  least  monthly.  If  depletion  in 
strength  is  noted,  it  should  be  rectified  immediately.  Care  should  be  taken  in  cold 
weather  that  solutions  do  not  freeze;  on  the  other  hand,  excessive  heat  should  be 
avoided,  as  it  will  cause  the  sodium  bicarbonate  solution  to  lose  much  of  its  carbonic  acid 
content,  forming  the  normal  carbonate  to  a  considerable  extent  and  greatly  lowering  the 
general  efficiency  of  the  system.  In  fact,  where  the  solution  has  become  weakened 
by  the  formation  of  an  excess  of  normal  carbonate,  it  is  better  to  discard  it  entirely 
and  start  with  fresh  chemicals,  rather  than  to  attempt  to  replenish  it  with  additional 
bicarbonate.  With  housed  tanks  and  otherwise  properly  designed  equipment,  such 
a  condition  will  never  occur;  but  it  is  well  to  remember  this  source  of  danger. 
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V.  YIELDS  AND  COSTS 

In  the  analysis  of  refinery  operations,  profit  or  loss  is  dependent  on  four  chief  factors: 

(a)  Cost  of  crude. 

(6)  Cost  of  operation. 

(c)  Value  of  sales. 

(d)  Value  of  inventory. 

With  reference  to  (a),  this  will  obviously  include,  besides  the  crude,  minor  quan- 
tities of  equivalents,  such  as  wax  distillate,  rod  wax,  etc.,  also  transportation  and 
premium  charges;  the  final  delivered  cost  will  be  the  base  for  subsequent  computation. 

The  cost  of  operation  (6)  may  be  subdivided  into  direct  operating  cost,  indirect 
operating  cost,  and  maintenance.  Under  the  first-named  is  usually  included  super- 
intendence, plant  labor,  operating  materials  and  supplies,  chemicals,  fuel  (electricity 
and  gas),  and  sundries,  such  as  lubricating  oil,  packing  and  waste.  Under  indirect 
cost  of  operation  are  commonly  included  such  items  as  property  tax,  depreciation, 
insurance,  laboratory  and  engineering  expense,  rentals,  and  ofiioe  overhead,  except 
sales.  Maintenance  will  include  the  upkeep  for  the  various  buildings,  tanks,  equip- 
ment, etc.,  also  changes  in  construction  ^  that  are  essentially  renewals  or  substitutions. 

While  each  plant  has  its  own  particular  system  of  distribution  of  accounts,  in  general 
they  follow  the  lines  indicated,  and  are  usually  designated  by  number  or  letter.  For 
example,  (B.M.)  may  represent  building  maintenance,  this  account  to  be  charged  with 
all  builders'  supplies,  hardware,  lumber,  etc.,  used  in  the  upkeep  of  any  building,  exclu- 
sive of  pennanent  betterments  or  improvements  which  would  be  classed  as  investment 
charges  imder,  say,  account  (B.).  In  large  plants  such  an  account  as  (B.M.)  would 
be  subdivided  into  separate  costs  for  each  individual  building,  as  boiler  hoiise,  wax 
plant,  receiving  house,  etc.;  although  maintenance  labor  is  commonly  not  distributed 
further  than  the  main  accounts,  such  as  buildings,  tanks,  equipment,  etc. 

Where  the  numerical  system  of  designation  is  employed,  account  (117)  may,  for 
instance,  represent  direct  operating  labor,  subdivided  into  (a)  superintendent,  (&)  still- 
men,  (c)  boiler  firemen,  (d)  wax-plant  men,  etc.  In  similar  manner  all  the  activities 
of  the  plant  are  segregated,  all  materials  and  supplies  being  commonly  charged  first 
to  the  warehouse,  and  later  distributed  to  the  different  departments  on  written  orders 
of  authorized  foremen.  These  orders  state  where  and  for  what  purpose  the  material  is 
to  be  used,  and  after  being  entered  as  withdrawals  in  the  stock  book,  should  be  promptly 
checked  with  the  proper  account  letter  or  number,  for  if  they  are  at  all  illegible,  correc- 
tions can  be  made  only  when  the  order  is  fresh  in  the  mind  of  the  foreman  who  author- 
ized them.  Where  a  system  of  separate  orders  for  each  individual  piece  of  work  is  main- 
tained, the  footings  of  the  properly  checked  slips  may  be  entered  direct  into  the  ledger 
for  each  day's  operation,  thus  saving  considerable  bookkeeping  expense.  However, 
no  hard-and-fast  rule  for  determining  operative  costs  can  be  generally  applied  to  all 
plants,  local  conditions  and  individual  preference  for  detailed  information  or  summarized 
data  governing  the  system  and  the  size  of  the  clerical  force  employed. 

Under  value  of  sales  (c)  are  included  the  gross  receipts  and  revenues  obtained  from 
the  disposition  of  products,  less  the  sales  costs,  which  ordinarily  include  the  following 
items:  tank  car  rentals,  cleaning  of  cars,  switching  and  demurrage,  deductible  outgoing 
freight;  telephone,  telegraph  and  postage,  advertising,  commissions,  and  traveling 
expenses,  also  salaries  of  sales  department. 

If  large  stocks  of  various  products  are  carried,  the  value  of  inventory  (d)*  even  if 

1  New  ooDstruction  must  be  entered  in  the  proper  separate  accounts,  it  having  no  bearing  in  the 
derivation  of  profit  and  loss,  until  maintenance  charges,  depreciation  or  insurance  is  imposed. 

*  Unless  otherwise  specified  reference  to  inventory  signifies  oil  stocks,  the  fluctuation  in  values 
of  the  inventory  of  materials  and  supplies  being  included  under  cost  of  operation  and  rarely  approach- 
ing in  importance  the  monetary  worth  of  the  oil  in  storage. 
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stocks  are  carried  at  low  market  prices,  will  often  be  greater  in  monetary  value  than 
the  totals  of  the  three  other  accounts  combined;  hence  the  great  importance  of  oorrect 
evaluation  of  this  factor.  That  this  is  easier  to  accomplish  in  theory  than  in  practice 
is  shown  by  the  three  systems  of  analysis  employed  in  arriving  at  inventory  totals, 
namely: 

1.  Inventory  based  on  actual  cost. 

2.  Inventory  based  on  current  market. 

3.  Inventory  based  on  low  market. 

While  at  first  thought,  the  carrying  of  inventory  values  at  actual  cost  would  seem 
to  be  the  only  correct  method  of  arriving  at  true  profit  and  loss,  the  results  obtained 
are  often  misleading  to  the  sales  and  executive  branches,  although,  if  correctly  inter- 
preted, they  are  of  decided  value.  Further,  while  the  derivation  of  true  costs  is  sim- 
plicity itself  in  theory,  in  actual  plant  operation  it  is  difficult  and  often  costly  in  labor 
to  keep  separate  the  data  necessary  for  the  accounting  department.  The  computa- 
tions involved  become  tedious  and  more  difficult  with  the  successive  refining  steps, 
and  usually  finally  result  in  values  apparently  bearing  so  little  relation  to  the  market 
that  the  real  significance  of  the  figures  obtained  is  obscured. 

Consider,  for  example,  the  derivation  of  the  cost  of  production  of  the  initial  dis- 
tillation products  from  a  batch  run  of  38"  B6.  Gushing  crude  to  fuel  oil.  This  is  selected 
for  simplicity  in  calculation,  although  involving  the  steps  employed  in  more  intricate 
computations.  Assume  that  the  cost  of  crude  delivered  to  the  plant,  including  refinery 
overhead,  maintenance,  etc.,  is  $1.65  per  barrel,  and  the  fuel  market  66  cents  per  barrel, 
and  that  the  operating  department  has  furnished  the  following  data: 

Operating  Ai^erageSy  Stripping  38^  B6.  Gushing  Crude  to  Fuel  OH 

(Batch  run,  1000  barrels) 


Product 

Yield, 
per  cent 

Fuel 
consumed 

Period 

Inter\^al 

Benzine 

Kerosene  distillate . . 

32.0 
20.0 

7.0 
39.0 

2.0 

5 . 5  bbls. 
15 . 5  bbls. 
17.0  bbls. 

4.5  bbls. 

Fired-over 

Benzine  cut 

4  hours 
10  hours 

Gas-oil 

Fuel  oil 

Distillate  cut 

Gas-oil  cut 

5  hours 
5  hours 

Refining  loss 

100.0 

The  increased  cost  of  crude  up  to  the  point  at  which  distillation  begins  is,  therefore: 

$1.65 


Appreciated  crude  value,  due  to  refining  loss  =  ^ 

98  per  cent 

Appreciated  crude  value,  due  to  fuel  consumed  in  raising  to 

5.5X$0.50 


=  $1,683 


boiling  point  =  $1 .  683  -f 


1000 


=  $1.68675 


Appreciated  value  due  to  stillman  labor  ^  expended  in  raising  to 

3X$6.00X4 


boiling  point  =  $1 .  68575+ 


1000X24X8 


=  $1.68613 


1  The  labnr  chargp  is  computed  on  the  basis  of  three  stillmen  at  16.00  per  eight-hour  shift,  per 
twenty-four  hour  period,  looking  after  eight  stills. 
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The  cost  of  the  benzine  will  then  be: 

Appreciated  value  due  to  fuel  consumed  in  distillation  ^ 

=$1.68613+^'"^'"°*^^^-^^*»-^  =,1.60582 

Appreciated  value  due  to  stillman  labor  expended  in  distil- 

3XS6. 00X10 

lation  =  $l  .69582+-^-^^^^^ ^^  =$1 .69875 

320X24X8 

By  similar  computations  the  cost  of  the  kerosene  distillate,  gas-oil  and  fuel  oil ' 
may  be  determined,  the  values  of  all  products  being  summarized  as  follows: 

Benzine $1.69875  per  bbl. 

Kerosene  distillate 1 .71747  per  bbl. 

Gas^il 1.75033  per  bbl. 

Fuel  oil 1.69645  per  bbl. 

Since  the  above  costs  vary  but  slightly  from  one  another,  it  is  customary  to  omit 
the  tedious  calculations  above,  and  give  equal  values  to  all  the  products  of  one  dis- 
tillation, thus: 

Appreciated  value  of  all  products,  due  to  refining  los8= '■ -$1,683 

98  per  cent 

Appreciated  value  of  all  products,  due  to  fuel  consumed  in  distillation 

42.5  (total  fuel) X $0.50 
=  $1.683+ "155o         =$1.70425 

Appreciated  value  of  all  products,  due  to  labor  expended  in  distillation 

3X$6.00 
=  $1.70425-1-  ———-  =$1.70650 

1000X8 

That  is,  the  cost  of  the  benzine,  kerosene  distillate,  gas-oil,  and  fuel-oil  is  now 
$1.7065  per  barrel.  In  similar  manner  the  cost  of  all  gasoline  products  and  steam- 
still  bottoms  would  be  equal,  and  would  be  greater  than  the  cost  of  the  crude  benzine 
by  the  amoimt  of  fuel,  steam,  acid,  and  labor  expended.  It  will  be  noted,  however, 
that  one  additional  refinement  finishes  the  bulk  of  the  gasoline  produced,  whereas  a 
product  like  non-viscous  neutral  must  be  taken  through  many  steps,  with  the  final 
result  that  its  cost  greatly  exceeds  that  of  gasoline,  although  it  ordinarily  sells  far 
below  the  former  commodity.  Thus,  while  a  true  cost  inventory  will  confuse,  rather 
than  aid,  in  some  instances,  in  others  its  careful  study  will  stimulate  increased  sales 
activity.  Such  a  study  may  call  the  operating  department's  attention  to  the  fact 
that  less  money  would  be  lost,  for  instance,  in  allowing  the  non-viscous  lubricating 
stocks  to  remain  in  gas-oil,  than  in  finishing  them  to  filtered  neutral  oils. 

Another  objection  to  true  inventory  values  is  the  fact  that,  notwithstanding  what 
the  products  cost,  their  real  value  is  the  present  market;   hence  many  refineries  base 

1  The  exact  computation  of  fuel  chargeable  to  the  beniine  distilled  is  a  somewhat  involved  physico- 
chemical  problem,  but  may  be  solved  approximately  thus: 

32X125  Oatent  heat)  -4000  B.t.u. 

67X0.45  (specific  heat)  X 200  (425'»  F.-225°  F.)  -0030  B.t.u. 

4000 

—40  per  cent  of  fuel  oil  consumed  chargeable  to  beniine  produced. 

4000-|-tf030 

*  In  the  above  example,  after  proper  deductions  were  made  for  fuel  consumed  in  vaporisation, 
it  was  found  that  8.06  barrels  were  properly  chargeable  in  raising  the  temperature  of  the  residuum 
remaining  in  the  still  after  the  diatillation  of  the  gas-oil  fraction. 
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their  profit  and  loss  statement  on  market  quotations.  When  these  are  decidedly 
erratic,  only  a  portion  of  the  change  in  price  is  applied  to  each  month's  business. 
When  a  considerable  bulk  of  stocks,  produced  at  different  periods,  is  in  storage,  a 
truer  statement  of  conditions  is  obtained  in  this  way  than  if  extremely  sudden  market 
changes  were  applied. 

The  safest  and  most  conservative  plan  is  to  adopt  the  low  market  system,  in  which 
all  products  are  inventoried  at  the  average  of  the  lowest  observed  quotations  during 
a  chosen  interval,  say,  two  months.  This  course  is  probably  followed  by  the  majority 
of  refiners.  A  few  plants  have  instituted  all  three  systems,  invariably  with  increased 
efficiency  in  all  departments.  All  cost  systems,  however,  will  fail  to  accomplish  their 
true  purpose  unless  the  operating  and  sales  departments  have  full  knowledge  of  the 
results  obtained  by  the  accounting  division.  Too  often  these  results  are  a  matter 
of  mysterious  record,  instead  of  being  available  where  most  needed.  In  not  a  few 
organizations  there  is  a  zeal  for  selling  certain  conmiodities,  only  equaled  by  the 
desire  of  the  manufacturing  department  to  produce  them.  In  others,  the  sales  depart- 
ment claims  that  the  market  for  a  certain  product  is  so  low  that  there  is  no  profit  in 
its  sale;  while  in  still  others,  the  refinery,  being  stocked  heavily  with  some  inter- 
mediate, urges  a  sacrifice  movement.  In  the  first  situation  discussed  above,  a  greater 
amoimt  of  cooperation  between  departments,  together  with  actual  cost  comparisons, 
would  often  result  in  a  reduction  in  the  number  of  products  made  or  sold.  In  the 
second  case,  the  sales  department  would  discover  that  a  profit  could  be  made  en  certain 
commodities  even  if  sold  at  low  market;  and  in  the  last  case  cited,  the  plant  superin- 
tendent would  learn  of  the  great  loss  incurred  in  moving  the  intermediate  in  question, 
and  would  try  to  dispose  of  it  through  other  channels.  Several  plants  employ  a  system 
of  graphs  and  curves,  plotted  on  standard  engineering  or  logarithmically  ruled  paper 
to  bring  out  more  clearly  the  fluctuations  in  costs,  sales,  yields,  etc.  These  graphs 
are  of  value  in  proportion  to  promptness  of  issue;  graphs  drawn  in  May  for  February's 
business  are  of  statistical  worth  only.  In  short,  a  cost  system,  whose  results  are  under- 
standable and  available  to  the  sales  and  operating  branches,  makes  for  high  efficiency; 
while  any  other  type  becomes  purely  a  machine  for  statistical  information,  with  the 
really  salient  features  buried  in  detail. 

In  discussing  the  subject  of  yield,  a  few  comments  on  the  monthly  system  of  balance 
may  not  be  out  of  place.  While  a  balance  covering  a  thirty-day  period  is  practically 
necessary,  if  intelligible  data  on  the  yield  of  individual  products  are  to  be  obtained, 
such  a  balance  gives  little  opportunity  for  checking  daily  losses.  As  the  detection 
of  such  losses  is  exceedingly  difficult,  even  a  day  after  their  occurrence,  the  inadequacy 
of  a  monthly  balance  is  apparent.  Practically  all  plants  take  a  daily  inventory,  but 
few  strike  a  yield.  Where  yield  is  determined,  it  is  only  on  tankage  movements,  the 
rest  of  the  stocks  being  carried  as  unbalanced  items  "  in  process."  With  a  little  extra 
labor,  i.e.,  by  simultaneously  gaging  still  contents  and  run-down  tanks,  and  applying 
temperature  corrections  to  the  former  and  to  other  excessively  hot  stocks  (such  as 
flux,  steam-refined  stock,  and  melted  paraffin  wax)  an  accurate  daily  balance  on  total 
oil  refined  can  be  struck,  with  very  little  more  clerical  effort  than  is  required  to  compute 
the  inventory.  Such  practice  enables  losses  to  be  quickly  run  down,  is  of  decided  value 
in  case  of  fire,  as  an  insurance  record;  and  lastly,  has  a  certain  psychological  effect  in 
promoting  higher  operating  efficiency,  in  that  the  employees  know  that  each  operation 
is  being  checked.  Similarly,  tank  transfers,  and  treating  and  filtering  losses  should  be 
carefully  determined,  and  the  information  compiled  should  be  daily  available  to  the 
plant  superintendent.  Again,  it  must  be  remembered  that  reports  over  a  day  old  are 
of  no  value,  as  it  is  practically  impossible  to  detect  carelessness  or  error  in  pumping?, 
transfers,  etc.,  after  a  longer  interval  and  it  is  inadvisable  to  discipline  an  employee 
for  occurrences  of  which  he  has  no  recollection.    While  it  is  desirable  that  temperature 
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corrections  be  applied  monthly  to  all  tankage,  such  detail  is  not  necessary  in  a  daily 
balance;  but  thiefing  of  all  tanks  should  be  made  daily,  and  the  practice  of  gaging 
only  the  active  stocks  should  be  discouraged.  Leaks  develop,  and  transfers  are  made 
in  error,  in  the  best-regulated  plants,  and  only  the  gaging  of  all  tanks  will  disclose  such 
faults.  As  an  extra  safeguard  in  operation,  meters  should  be  installed  on  all  continuous 
proceaaes,  and  results  checked  against  tank  transfers,  simultaneous  gaging  being 
practiced  only  where  absolutely  necessary.  Most  refineries  adopt  7  a.m.  as  the 
oflBcial  time  for  the  morning  gage,  and  where  an  afternoon  gage  is  taken,  4  p.m.,  is  the 
usual  hour.  Stocks  gaged  in  process  should  be  credited  to  product  charged;  for  example, 
the  contents  of  a  still  on  crude  would  be  classed  as  such,  even  though  nearly  ready 
to  pump  out,  the  bottoms  becoming  fuel  oil,  flux  or  steam-refined  stock  (as  the  case 
may  be)  only  after  transfer  to  their  respective  tanks. 

As  a  typical  form  for  determining  a  daily  balance  the  following  one  is  suggested, 
although  any  other  arrangement  serving  the  same  purpose  would  answer  equally  well. 


Daily  Refining  Statement 

Barrels  '         Barrels 

Inventory  7:00  a.m.  yesterday 55,343.72 

Crude  received: 

Pipe  line 4,521.23 

Tank  cars 180.32 


4,701.55         4,701.55 


60,045.27 


Deduct: 

Yesterday's  sales 3,091 .78 

Fuel  used 542. 12 

Inventory  7:00  a.m.  to-day 55,707.06 

Total 59,940.96       59,940.96 

Loss-gain 104.31 

Daily  Crude  Statement 

Barrels 

Crude  inventory  7KX)  a.m.  yesterday 35,910. 18 

Crude  received 4,701 .  55 

Total 40,611.73 

Deduct: 
Crude  inventory  7.-00  a.m.  to-day 35,708.09 

Crude  refined 4,903.64 

Ix)ss-gain 2 .  16  per  cent 

The  following  monthly  yield  statement,  representing  actual  operating  quantities 
obtained  in  refining  37*^  B4.  Oklahoma  crude,  is  the  form  employed  by  a  prominent 
Mid-Continent  plant. 
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Crude  Used  in  Refining 

Barrels 

Crude  inventory  7:00  a.m.  Feb.  1st 26,775.76 

Crude  received 155,531 .  48 

Total 182,307.24 

Deduct: 
Crude  inventory  7:00  a.m.  March  Ist 34,149.08 

Crude  refined 148,158. 16 

Oil  refined 143,011.79 

Refining  loss 5,146.37  3.5  per  cent 

The  yearly  yield  and  cost  statements  are,  however,  the  really  important  deciding 
factors  in  refinery  operation,  since  the  high  profits  of  one  period  may  be  entirely  abeorbed 
in  the  next  quarter;  or  the  average  yield  of  the  winter  months  considerably  reduced 
by  the  adverse  operating  conditions  of  the  hot  season.  In  short,  successful  refinery 
operation  is  no  longer  the  hit-or-miss  proposition  of  a  few  years  ago,  but  a  manufacturing 
business  in  which  the  same  attention  must  be  given  to  details  as  in  the  manufacture 
of  automobiles,  or  other  like  industry.  With  increasing  competition  and  standardization 
of  products,  the  question  of  profit  is  becoming  more  and  more  an  operating  burden. 
The  coming  decade  will  probably  witness  the  reduction  of  refining  losses  to  a  negli- 
gible minimum,  the  introduction  of  economies  in  fuel  consumption,  and  the  application 
of  chemical  processes  hitherto  considered  as  visions  of  the  theorist. 

Monthly  StalemerU  of  SkipmentSf  Product  Refined  and  Crude  Used 

Refinery  42  gallon  barrels 

February,        19 . . 


Product 


Gas  Av'n 

Gan.  Navy .  .  .  . 

Gas.  58  60 

Naphtha  54  56 

B«nrine 

44°  B*.  W.  W. 
42*  B4.  W.  W. 
40"  B6.  P.  W.. 

Reruns 

Gas-oil 

Road  oil 

Fuel  (used) 

Fuel  oil 

Wax  distUlate. . 

Wax  oil 

Free,  distillate. 

Slack  wax 

Scale  wax 

Finish,  wax  .  .  . 

Foots  oil 

Neutrals 


Inventory, 
Feb.  Ist 


ego.oo 

420.03 
036.76 

16.963.04 
4.487.26 

12.502.06 
3.833.68 
4.710.60 
2.980.15 

21.117.21 


107.133.02 

10.605.15 

20.040.50 

11,130.01 

1.396.31 

744.93 

141.24 

1,091.52 

5.207.29 


Inventory, 
March  1st 


711.84 

2.161.14 

960.00 

13.629.54 

9,604.56 

0.00 

10.400.98 

5.037.89 

1.922.40 

3.567.05 

40,959.38 


46.257.08 

8.435.14 

16.031.62 

10.704.98 

1.207.14 

798.13 

61.23 

1.041.24 

613.46 


229.585.19  174.104.80 


Storage, 
increase 


21.84 

1.740.21 

23.24 

10.284.01 


1,204.21 


586.90 
19.842.17 


Storage, 
decrease 


7.358.48 
4,487.26 
2.191.08 


2,797.20 


60.875.94 

2.170.01 

4.008.88 

434.03 

189.17 


53.20 
419.99 


19.470.82 


60.28 
4.593.83 


74.951.21 


Shipped 


3,767.35 
26,051.83 
10,627.62 

2.405.66 


481.02 

30.426.31 

5.903.07 


13.654.76 


15.283.21 
72.746.'**^ 


841.17 
15.803.54 


198,492.18 


Refined 


3.780  17 

27.792.04 

10.650.86 

12.689.67 

7.3.'>8.48 

4.006.24 

28,235.23 

7.107.28 

2.797.20 

14.241.66 

10.842.17 


27.153.93 

•2,170.01 

M.008.88 

•434.03 

•189.17 

53.20 

1,261.16 

•50.28 

11.300.71 


143.011.79 


Per 
cent 


2.6 
18.8 
7.1 
8.6 
4.9* 
2.7* 
19.0 
4.5 
1.9» 
9.6 
13.4 

18.3 


4.5* 


0.7 
7.5 


96.5 


Per 
cent 


32.2 

21.2 

7.7 

31.7 
4.5* 


0.7 
7.5 


96.5 


•  Quantities  and  peroentacea  marked  •  represent  minus  values  and  are  to  be  dedueted  in  »*Hif*K 
totals. 


CRACKING  PROCESSES 

BY 

ROLAND  B.  DAY 


Iitrodtietoiy. — This  subject  is  at  present  in  an  early  stage  of  its  ctevelopment,  an 
CDormous  maee  at  experimental  work  by  many  investigatcirs  having  evolved  only 
a  few  conmiercially  oomplete  proceaaee.  Dozens  of  other  processes  are  f;r^ually  moving 
forward  out  of  the  embryonic  stage  toward  practifal  operation.  It  is  logical,  there- 
fore, to  offer  guides  for  experimental  research  as  well  as  to  show  what  has  already 
been  accompliBhed.  It  will  be  advisable  likewise  to  refer  the  reader  to  pubhcations 
on  the  subject  which  may  prove  helpful  to  him  as  they  have  to  the  author  of  this 
chapter.  Such  publications  include  Dr.  Walter  F.  Rittman's  "  Manufacture  of 
Beniene  and  Toluene  from  Petroleum  and  Other  Hydrocarbons,"  Bureau  of  Mines 


Fia.  I, — J.  Dewar  and  B.  ttedwood'i  aiipuatui  for  the  distiUstion  of  minenl  olli  Bnd  Ukt  producta. 

Bulletin  114;   Sir  Boverton  Itedwood's  "A  Treatise  on  Petroleum,"  and  Bacon  and 
HainoT's  "  The  American  Petroleum  Industry." 

The  cracking  process  oripnated  in  1861.  The  discovery  was  purely  accidental, 
and  wasdue  to  the  failure  of  a  Btillman  in  Newark,  N.J. ,  to  return  to  his  Btill  for  a  period 
of  four  hours  when  he  should  have  returned  in  one.  When  he  did  return  he  found 
that  tiie  heavy  residue  which  the  still  contained  was  producing  a  light  distillate. 
Under  ordinary  circumstances  the  residue  would  have  been  removed  after  the  products 
of  the  run  had  been  distilled  off,  but  in  this  instance  the  residue  had  been  allowed 
to  remain  until  a  sufficient  temperature  had  been  reached  to  cause  its  dissociation 
into  light  distillatee. 
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No  practical  application  of  craddng  was  introduced  until  four  yean  after  its 
discovery.  During  this  interval  various  experiments  were  made,  with  the  result 
that  in  1865  patents  were  issued  to  Young  and  Benton.  Young's  process  was  con- 
ducted in  the  liquid  phase  in  a  still  designed  to  effect  condensation  on  the  upper 
portions  with  the  consequent  dropping  back  of  the  condensed  particles  into  the  boiling 
liquid,  thus  causing  dissociation. 

Young  proposed  the  use  of  pressure  of  from  10  to  20  pounds  per  square  inch  and 
aimed  at  the  production  of  lamp  oils  and  kerosene  from  Scottish  shale  oils. 

The  process  of  Benton  followed  that  of  Yoimg,  and  was  also  conducted  in  the 
liquid  phase.    It  was  the  first  attempt  to  utilize  tubes  for  cracking  purposes.    Benton 


Fia.  2. — The  Humphrey  and  Burton  prooees.     It  produces  more  motor  spirit  than  any  thus  far 

developed. 


provided  for  a  temperature  ranging  from  357*  to  538°  C.  under  a  pressure  of  500 
pounds  per  square  inch  or  less. 

Others  of  the  more  important  early  patents  were  those  issued  to  A.  Reibeck's  Min- 
ing Works  and  to  J.  Dewar  and  B.  Redwood  about  1890. 

The  last-named  patent  cove  ed  a  process  conducted  in  a  still  under  pressure  and 
designed  for  the  production  of  lamp  oils  or  kerosene.  The  experiments  were  made  in 
Russia.  Due  to  the  production  of  comparatively  large  quantities  of  gasoline,  which 
was  practically  unsalable  at  that  time,  the  process  was  abandoned.  This  process 
resembled  very  closely  the  well-known  Burton  process,  '  he  principal  diff  rence  being 
the  emphasis  that  Burton  placed  upon  condensation  under  pressure.  Great  credit 
is  due  to  Dewar  and  Redwood  for  having  produced  so  efficient  an  apparatus  at  such 
an  early  date. 
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Tbbnd    of   Invention    rROti    Liquid    Phask    to    Vapor    Phabe    and    Back   to 
Liqois  Phase 

It  will  be  seen  from  the  foTegoing  discuaeion  of  the  early  application  of  cracking 
to  the  oil  industry  that  the  apparatus  was  designed  to  operate  exclusively  in  the 
liquid  phase.  It  was  not  until  1906  or  1908  that  vapor-phase  proceesea  weie  iutioduced. 


Fta.  S.^Prioe  sod  Di^ti  oontinuoni  vipor-phioe  prooeM. 


The  eariier  application  of  the  liquid  phase  was  probably  due  to  the  fact  that  ftU 
previous  treatment  of  oil,  >^uch  as  distillation,  had  been  carried  on  in  the  liquid  phase, 
and  it  was,  therefore,  natural  that  this  new  process  should  follow  these  methods. 

Upon  the  advent  of  the  vapor-pbaae  Idea  many  investigators  turned  from  the  Uquid 
phase  and  devoted  all  their  efforts  to  designing  processes  which  were  operated  in  tubes 


Fin.  4. — RittrnBn  and  Duttoo,  tviHcd  vapoi^phaoe  proceu. 

in  the  vapor  phase  and  under  high  pressure.  These  processes  had  certain  featuna 
which  apparently  lent  themselves  to  the  production  of  gasoline  and  aromatic  hydro- 
carbons.    Much  time  and  money  have  been  spent  in  the  development  of  this  type. 

A  return  to  the  liquid-phase  idea  is  shown  by  the  recent  patents  issued  for  cracking 
processes.  The  causes  of  this  change  may  be  apparent  in  the  comparison  of  the  liquid 
phase  and  vapor  phase  which  is  taken  up  in  a  later  section  of  this  cbaptci. 
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Comparison  of  Cracked  Products  and  Natural  Products 

There  is  considerable  prejudice  in  the  minds  of  many  refiners  and  of  the  public 
in  general  against  cracked  gasoline,  but  this  prejudice  is  not  justified  in  view  of  the 
results  obtained.  The  percentage  of  unsaturated  hydrocarbons  contained  in  cracked 
gasoline,  as  a  rule,  is  higher  than  in  gasoline  derived  from  straight  distillation.  The 
cracked  product  often  contains  as  high  as  20  to  25  per  cent  of  unsatiutited  hydro- 
carbons. The  question  of  the  undesirable  qualities  of  such  hydrocarbons  is  debatable, 
there  being  no  objectionable  features  about  them  except  color  and  odcr,  difiP.ciJtie8 
that  are  readily  eliminated  by  the  use  of  ordinary  refining  methods  and  should  not  be 
considered  a  feature  of  great  importance  in  the  production  of  cracked  gasoline  en  a 
commercial  scale.  The  claim  has  often  been  made  that  crude  cracked  gasoline  oontainB 
substances  which  polymerize  into  gummy  substances  objectionable  in  a  carburetter. 
There  is  probably  some  basis  for  this  claim,  but  these  substances  are  easily  removed 
by  sulphuric  acid.  It  is  claimed  further  that  even  after  treatment  the  yellowish 
color  returns  when  the  gasoline  is  allowed  to  stand  in  storage.  This  is  not  so  if  the 
treatment  with  sulphuric  acid  has  been  thorough.  The  time  element  in  the  treat- 
ment of  gasoline  has  as  much  to  do  with  the  resultant  product  as  the  percentage  of 
acid  used.  It  b  possible  to  clear  up  the  average  cracked  gasoline  entirely  with  1  or 
2  per  cent  of  sulphuric  acid  if  sufficient  time  is  given.  Redistillation  with  steam,  as 
with  many  of  the  natural  gasolines,  is  necessary.  As  a  motor  fuel  cracked  gasoline 
is  considered  by  many  writers  on  the  subject  to  be  superior  to  the  natural  product, 
in  that  it  bums  longer  and  delivers  power  during  the  entire  stroke  of  the  piston,  whereas 
natural  gasoline  explodes  more  quickly.  Moreover,  a  smaller  quantity  of  cracked 
gasoline  is  required  for  the  same  mileage. 

The  specific  gravity  of  the  synthetic  product  is  unquestionably  always  below 
that  of  distilled  gasoline,  partly  for  the  reason  that  a  significant  percentage  of  benxol 
and  other  aromatics  is  present.  In  California,  cracked  gasoline  with  a  qiecific 
gravity  as  low  as  50°  B^.  is  being  sold  in  the  open  market,  and  is  preferred  by 
some  users. 

Discussion  of  Commercial  Problems  Encountered  in  Cracking 

Kerosene  was  the  principal  base  oil  used  when  the  vapor-phase  process  was  com- 
mercially introduced.  It  was  expected,  and  rightly  so,  that  this  fraction  from  crude 
petroleum  would  yield  a  greater  percentage  of  gasoline  than  would  the  heavi^- 
fractions.  Besides,  it  gave  little  trouble  through  carbon  formation.  This  use  of 
kerosene  arose  after  kerosene  lamps  had  been  partially  eliminated  by  the  substitution 
of  gas  and  electricity  and  the  price  of  kerosene  had  been  forced  to  a  point  low  enoui^ 
to  make  profitable  its  cracking  into  gasoline.  More  recently,  however,  the  market 
for  kerosene  in  foreign  lands,  such  as  China,  India,  South  America,  Africa  and  other 
parts  of  the  world  where  electricity  and  gas  are  not  available,  has  brought  the  price 
to  a  point  which  prohibits  its  use  as  a  base  oil  in  cracking.  There  may  still  be  a  few 
isolated  instances  where  this  operation  pays,  but  in  the  majority  of  cases  kerosene 
may  be  eliminated  as  a  possible  base  oil  for  cracking. 

Light  distiOates  of  the  cut  from  35''  to  40°  B^.  are  at  present  used  to  a  large 
extent  in  cracking,  but  this  class  of  oil  is  rapidly  being  incorporated  into  keroflene, 
with  the  possible  exception  of  the  distillates  sli^tly  above  35*  B^.,  say  from  35* 
to  36*"  or  37''.  It  is,  therefore,  not  an  oil  that  can  be  relied  upon  to  any  great  extent 
nor  for  any  great  length  of  time  as  material  for  cracking. 

Heavy  distfllates,  ranging  from  25**  to  35**  B^.  are  now  the  main  base  oil  for 
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all  branches  of  cracking.  It  is  from  a  distillate  of  30"  to  35"  that  the  Burton  process 
produces  roughly  about  10  per  cent  of  the  gasoline  supplied  to  this  country.  There 
is,  however,  a  rising  market  for  this  heavy  oil  aside  from  its  use  as  a  base  oil  for 
cracking.  The  advent  of  the  Diesel  engine  and  its  wide  application  to  marine  and 
stationary  uses  is  now  absorbing  a  large  quantity  of  this  distillate,  and  in  the  years 
to  come  the  demand  for  this  product  will  increase  very  rapidly.  The  price  at  the 
present  time  is  low  enough  to  justify  its  use  as  a  base  oil  for  the  production  of  synthetic 
gasoline,  but  how  long  this  condition  will  remain  is  a  question.  The  Diesel  oil  engine 
can  afford,  on  the  basis  of  efficiency  as  compared  with  fuel  oil  burners,  to  pay  a  price 
which  would  eliminate  all  possibility  of  profit  from  cracking  operations  on  this  oil. 
This  heavy  distillate,  or  gas-oil,  which  is  the  term  often  applied  to  it,  is  also  in  great 
demand  by  the  numufacturers  of  illuminating  gas.  In  the  production  of  illimiinating 
gas  from  the  distillation  of  coal  it  is  used  to  bring  up  the  illuminating  value  of  gas, 
and  is  therefore  very  essential  to  that  industry,  as  the  increased  candle-power  is 
vitally  necessary,  and  heavier  distillates  are  difficult  to  use,  on  account  of  the  excessive 
amounts  of  lamp  black  and  carbon  formed.  It  is,  therefore,  probable  that  eventually 
this  grade  of  distillate  will  also  be  eliminated  from  the  field  of  possible  oils  for  cracking 
purposes. 

Only  heavy  crude  oils  which  contain  little  or  no  gaaoUne,  and  refinery  residue, 
(now  daasifled  as  fuel  oils)  remain  to  the  cracking  engineer,  should  the  forecast  in  the 
previous  subheadings  in  this  section  become  true.  The  cracking  of  these  oils  offers 
greater  profit  than  that  of  any  other  oil.  It  has,  to  be  sure,  many  difficulties  in  the 
way  of  carbon  formation,  decreased  yield  and  formation  of  large  amoimts  of  permanent 
gas.  The  price,  however,  more  than  offsets  these  disadvantages,  and  recent  experi- 
ments have  shown  that  it  is  possible  to  produce  a  profitable  amount  of  gasoline  from 
such  oils  as  Panuco  crude  and  refinery  residues,  when  the  Baurn^  gravity  is  as  low  as 
10°.  From  such  an  oil  the  author  recently  witnessed  the  production  of  25  per  cent 
of  gasoline  30  per  cent  of  distillate  of  31°  B^.  and  20  per  cent  heavy  asphalt,  con- 
taining some  free  carbon.  Obviously  if  this  result  is  derived  economically  it  offers 
a  remarkable  profit,  since  Panuco  crude  can  be  bought  at  the  wells  for  from  20  to 
40  cents  a  barrel.  Such  oils  as  those  produced  in  the  Panuco  field  are  not  at  the 
present  time  salable  even  as  fuel  oil,  due  to  the  large  percentage  of  sulphur  and  water 
present  in  them.  These  difficulties  are  all  obviated  when  the  oil  is  cracked;  the 
water  passing  out  with  the  cracked  distillate  is  readily  separated;  most  of  the  sulphur 
becomes  sulphureted  hydrogen  and  passes  off  with  the  gas.  The  heavy  asphalt  which 
is  produced  in  the  process  may  be  utilized  as  a  fuel  if  burned  while  still  hot,  but  has 
little  value  as  conunercial  asphalt,  due  to  the  presence  of  from  3  to  4  per  cent  of  free 
carbon. 

SoMB  Mbchanical  Problems  and  Possiblb  SoLunoN 

■ 

Means  of  removing  carbon. — The  most  persistent  difficulty  encountered  in  the 
cracking  of  any  oil  is  the  formation  of  such  amounts  of  fixed  carbon  as  will  eventually 
choke  the  apparatus,  or,  in  the  case  of  stills,  will  form  a  heat-insulating  area  on  the 
bottom  which  causes  overheating  of  the  metal  shell.  This  one  problem  has  done  more 
to  retard  the  advance  of  the  cracking  industry  than  has  any  other  one  thing,  and  its 
solution  has  been  attempted  in  many  ways.  In  the  first  cracking  still,  the  carbon 
was  left  deposited  on  the  bottom  of  the  still  till  the  run  was  completed.  It  was  then 
necessary  toenter  the  still  and  remove  this  carbon  with  picks.  This  entailed  considerable 
expense  and  the  necessity  of  cooling  the  still  to  a  temperature  at  )yhich  a  man  could 
enter.  Various  means  of  removal  or  prevention  have  been  proposed,  some  of  them 
mechanical,  and  some  involving  the  use  pf  water  for  the  prevention  of  excessive  for- 
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mation  of  carbon.  The  mechanical  apparatus  consisted  in  most  cases  of  scrapers  or 
stirring-rods  which  kept  the  carbon  from  adhering  to  the  metal  walls  of  the  tube  or 
still.  These  were  only  partially  successful  in  most  instances.  It  is  obvious  that 
a  great  deal  of  mechanism  would  be  required  to  cover  the  entire  area  of  the  bottom 
of  a  pressmre  still  used  in  the  liquid-phase  process;  while  in  the  vapor-phase  process 
an  equally  grave  difficulty  would  be  encountered  were  stirring-rods  or  scrapers  to  be 
used  in  the  tubes,  because  the  passing  of  radiant  heat  from  the  tubes  to  the  scrapers 
would  raise  the  temperature  of  the  scrapers  to  a  point  where  carbon  would  adhere  to 
them.  The  device  of  employing  stirring-rods  in  tubes  has  been  used  with  only  partial 
success,  for  while  they  kept  the  walls  of  the  tube  dean,  they  themselves  collected  carbon 
which  eventually  built  from  them  to  the  walls  of  the  tubes.  In  the  design  of  any 
cracking  plant  means  should  be  provided  whereby  the  carbon  is  prevented  from  forming 
in  any  large  amount,  or  else  some  mechanical  device  should  be  installed  for  the  removal 
of  it. 

All  metal  parts  of  any  cracking  apparatus  which  are  directly  exposed  to  the  heat 
of  the  furnace  should  either  be  composed  of  some  special  alloy  built  to  withstand  hii^ 
temperature,  oxidation  and  crystallization  or  should  be  treated  by  some  nickeling 
process  which  would  prevent  decomposition  from  the  above  causes.  Such  metala 
are  obtainable  at  reasonable  cost,  and  unless  they  are  provided,  rapid  oxidation  from 
combustion  takes  place  on  the  outside  of  the  metal,  and  crystaJlization,  due  to  a  chemical 
bond  formed  between  the  carbon  and  the  metal,  will  result.  This  crystallisation  has 
the  disadvantage  of  making  the  metal  very  brittle  and  reducing  its  efficiency  as  a  heat 
conductor. 

Efficient  furnace  designs. — ^The  design  of  a  cracking  furnace  is  obviously  a  matter 
which  cannot  be  specified  in  a  book  of  this  character,  due  to  the  wide  difference  in 
type  of  apparatus  used.  Great  care  should  be  taken,  however,  in  furnace  design  and 
the  best  possible  use  made  of  all  the  heat  generated.  The  efficiency  of  the  furnace 
can  be  checked  by  taking  readings  of  the  temperature  of  the  gases  of  combustion  by 
placing  pyrometers  at  the  base  of  the  stack.  If  this  temperature  is  above  normal  the 
furnace  design  is  faulty  in  some  respect.  One  of  the  most  expensive  items  in  the  cracking 
of  oil  is  the  production  of  the  necessary  heat,  and  too  much  stress  cannot  be  laid  upon 
complete  heat  utilization. 

Preheaters. — A  more  efficient  utilization  of  heat  may  be  obtained  by  the  use  of 
preheaters,  which  may  be  located  either  in  the  waste  gases  of  combustion  after  they 
have  passed  to  the  stack  or  in  the  condensing  apparatus  for  the  cracked  product. 
Care,  however,  should  be  exercised  that  these  preheaters,  which  in  most  cases  are 
coils,  do  not  become  overheated,  as  carbon  will  then  be  formed  in  the  pipes,  making  it 
necessary  to  clean  them. 

Fractional  condensation. — Much  work  has  recently  been  done  in  an  attempt  to 
obviate  the  necessity  of  redistillation  of  cracked  products  by  fractionally  condensing 
them.  There  are  now  standard  condensers  on  the  market  which  consist  of  a  vertical 
cylinder  in  which  a  series  of  small  tubes  are  inserted.  Water  enters  at  the  bottom 
around  these  small  tubes  and  is  drawn  off  at  the  top.  The  oil  vapors  entering  the  tubes 
at  the  top  are  drawn  from  the  bottom.  One  or  more  of  these  condensers  may  be 
used,  according  to  the  niunber  of  fractions  or  cuts  that  are  desired,  the  temperature 
being  progressively  lower  in  each  condenser.  In  many  cases  it  is  desirable  to  make 
only  two  fractions,  gasoline  and  everything  heavier  than  gasoline. 

Utilization  of  so-called  waste  products. — There  are  two  main  soinxses  of  waste  in 
connection  with  the  cracking  of  oil.  The  first  is  permanent  gas  and  the  second  is 
carbon  and  tar.  The  gas  problem  is  best  attacked  in  the  preventive  stage,  and,  while 
the  production  of  gas  will  vary  with  different  oils,  this  loss  should  not  amount  to  more 
than  10  per  cent,  even  with  very  heavy  crudes.    As  it  furnishes  an  additional  fuel 
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and  is  generally  used  as  such,  it  is  not  an  actual  loss.  The  tars  and  carbon  produced 
in  cracking,  if  they  can  be  drawn  from  the  apparatus  in  a  liquid  state,  should  also  be 
burned,  preferably  while  stiU  retaining  a  large  portion  of  the  heat  absorbed  in  the 
apparatus. 

Types  of  feed-pump  controL — ^The  average  steam-pump  is  not  appUcable  to  any 
f  oim  of  tube  process  in  either  the  vapor  or  the  liquid  phase.  It  is  impossible  to  control 
accurately  the  input  of  such  pumps,  and  variations  in  boiler  pressures  will  constantly 
change  the  rate  of  feed.  Much  trouble  may  arise  from  this  source,  and  wherever 
possible,  piunps  geared  to  electric  variable-speed  motors  should  be  used.  If  elec- 
tricity is  not  available,  some  form  of  steam-piunp  diaphragm  which  will  prevent  varia- 
tion in  speed  caused  by  variation  in  steam  pressure,  should  be  employed. 

Oil  and  water  feed. — ^In  a  number  of  vapor-phase  processes  water  and  ofl  are  fed 
in  predetermined  proportion  into  the  cracking  apparatus.  The  advantage  to  be  derived 
in  most  cases  depends  upon  very  accurate  control  of  these  proportions,  too  much  water 
resulting  in  loss  of  thermal  efficiency  and  too  little  resulting  in  failure  to  prevent 
formation  of  carbon.    A  type  of  pump  which  has  been  developed  for  this  service  has 
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three  cylinders  and  is  geared  to  a  variable-speed  motor.  Two  of  the  cylinders  are  used 
for  oil  while  the  third  has  a  variable-stroke  piston,  so  that  the  proportion  of  water  to 
oil  may  be  varied  from  nothing  to  33i  per  cent  by  lengthening  or  shortening  the  stroke 
of  this  piston.  Some  of  the  processes  caU  for  vaporization  previous  to  the  injection 
into  the  cracking  tube,  which  is  an  excellent  provision  as  the  oil  and  water  when 
vaporized  separately  form  a  much  more  perfect  mixture  than  when  allowed  to  enter  in 
the  liquid  state  through  a  common  pipe.  In  the  latter  case  the  oil  and  water  are  apt 
to  enter  alternately. 

Electricity  as  a  source  of  heat. — Several  patentees  have  recently  proposed  to  use 
electrical  energy  as  a  source  of  heat,  for  the  obvious  reason  that  the  heat  from  this 
source  can  be  controlled  more  easily.  Several  experiments  have  been  conducted  to 
determine  the  advisability  of  using  this  form  of  heat.  There  are  doubtless  many 
advantages,  but  the  cost  of  operation,  in  some  localities  at  least,  would  be  prohibitive. 
The  writer  is  awaiting  with  much. interest  the  results  of  some  tests  on  a  commercial 
scale  now  being  conducted.  It  is  to  be  hoped  that  they  will  prove  successful  and  that 
additional  yield  of  gasoline  due  to  more  accurate  heat  control  will  help  to  pay  the 
additional  cost. 
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Some  Chemical  Problems  and  Possible  Solutions 

The  cause  of  carbon  formation  is  local  overheating  of  the  hydrocarbons  under 
treatment.  A  molecule  remains  too  long  in  contact  with  the  heated  wall  of  the  vessel, 
and  thus  rapidly  absorbs  heat,  which  it  is  not  able  to  pass  on  to  the  surrounding  mole- 
cules fast  enough  to  maintain  a  uniform  temperature.  The  result  is  the  complete 
decomposition  of  the  overheated  molecule  into  permanent  gas  and  carbon,  the  gas 
readily  passing  out  of  the  apparatus  and  the  carbon  adhering  to  the  walls  of  the  cracking 
chamber. 

Time,  therefore,  is  one  of  the  principal  elements  to  be  considered  in  the  elimination 
of  carbon.  The  word  **  time,"  in  this  instance,  is  not  used  to  indicate  the  total  time 
during  which  the  oil  remains  in  the  cracking  zone,  but  the  time  that  a  given  molecule 
is  in  contact  with  the  hot  metal.  If,  therefore,  it  is  possible  in  a  proposed  apparatus 
to  control  by  any  means  the  time  of  contact  between  the  molecule  and  the  hot  metal, 
and  if,  in  addition,  the  temperature  of  the  apparatus  is  raised  progressively  so  that  the 
oil  enters  cold  or  slightly  preheated  and  gradually  becomes  heated  to  the  highest 
desired  temperature,  there  will  be  a  point  during  the  flow  of  the  oil  through  the  apparatus 
where  the  temperature  and  the  time  of  contact  are  right  for  the  partial  dissociation 
of  the  molecule,  resulting  in  the  desired  product.    This  element  of  time  may  remain 


Fig.  6. — Bacon  and  Clark,  a  typical  preBsure-etill  apparatus. 

fixed  or  constant,  for  the  problem  is  to  get  just  enough  heat  into  the  molecule  to  bring 
about  the  reaction  to  a  limited  degree.  Therefore,  if  a  given  molecule  touches  the 
hot  surface  once  in  every  foot  of  travel  in  the  cracking  chamber  and  the  temperature 
of  the  chamber  is  progressively  higher  at  each  contact  a  close  approximation  of  the 
ideal  condition  for  the  minimum  of  carbon  formation  and  the  maximum  amount  of 
salable  product  will  eventually  result.  It  must  be  remembered  at  all  times,  in  dealing 
with  any  cracking  problem,  that  oil  is  not  a  uniform  substance  such  as  water,  with 
a  uniform  boiling  point  and  a  uniform  chemical  composition,  but  that  it  is  a  complex 
combination  of  substances  of  different  boiling  points  which  will  react  differently  under 
the  same  conditions. 

In  general  it  may  be  stated  that  the  higher  the  boiling  range  of  a  given  oil  the 
lower  the  temperature  at  which  it  will  decompose.  For  instance,  heavy  asphaJtic 
oils  or  paraffin  react  at  a  much  lower  temperature  than  does  kerosene.  It  is,  therefore, 
necessary  in  treating  any  oil  to  provide  variable  conditions  which  will  suit  the  various 
conotituents  composing  the  oil.  These  conditions  can  be  determined  only  by  experi- 
mental work  on  the  nil  in  question;  but  in  general  it  may  be  stated  that  no  process 
can  be  ideal  which  submits  a  distillate  or  crude  to  the  maximum  temperature  in  the 
shortest  possible  lime. 

A  number  of  processes  call  for  the  mjection  of  water  in  definite  proportions  with 
oil,  and  some  very  interesting  results  have  been  claimed.  The  action,  however,  is  not 
what  the  inventor  in  some  cases  has  claimed,  namely,  the  decomposition  pf  th^  wftt^ 
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into  its  elements  multing  in  the  hydn^enRtion  of  unsaturated  hydrocarbonB  and  the 
oxidation  of  carbon  to  form  carbon  monoxide  and 
carbon  dioxide.    It  ia  rather  the  action  of  a  heat 
balancer  in  preventing  local  overiieating  (due  to 
the  relatively  high  specific  heat  of  the  water). 

Preesuie  is  a  very  necessary  factor  in  the 
production  of  the  nuLTiniiim  amount  of  desirable 
hydrocarbons  from  a  giveo  oil.  Its  action  tends 
to  reduce  the  amount  of  unsaturated  hydrocar- 
bons formed,  and,  in  the  liquid-phase  procesMs, 

it  raises  the  vaporiiing  point  of  the  oil  under  ■ 

tieatment  above  the  temperature  neceaaaiy  to 
cnek  it,  thus  preventing  straight  distillation. 
The  advantage  of  condensation  under  higher 
pressure  over  condenaation  at  atmospheric  pres- 
Biue  is  opoi  to  question. 

In  "Tho  American  Petroleum  Industry," 
Baoon  and  Hamor  set  forth  a  series  of  experi- 
ments which  would  indicate  that  there  is 
nothing  to  be  gained  by  oondensation  under 

pressure;  on  the  other  hand.  Dr.  Burton,  who  

is  responsible  for  the  well-known  process  used  by        U  I  I  I  I  f    | 
tlie  various  Standard  Oil  Companies,  claims  that        ^d^4^t^     |    . 
oondensation  under  pressure  decreases  the  per- 
centage of  unsaturated  hydrocarbons  produced.   *^"-  T-B»«.n.  ^>^^^  ^"'^  "«"« 
It  is  believed  by  the  author  that  condensation 
under  preeeute  has  no  effect  upon  the  chemical  composition  of  the  resultant  product. 

The  effect  of  catalysts  as  a  means  of  ac- 
celerating the  cracking  action  of  oil  when 
subjected  to  heat  is  a  much  discussed  sub- 
ject, and  a   great   variety  of  substances 
have  been  proposed  whidi  are  supposed 
,k_M     to  have  the  desired  result.      The  effect  of 
Sir™*  many  of  these  aubstanocs  m^  be  attributed 
to  the  fact  that  they  offer  additional  hot 
surface  upon   which   the  molecules    may 
reaot.       Others,    such    as    platinum    and 
nickel,  may  exert  some  influenoe  because 
'     of  their  affinity  for  hydrogen;     iron  and 
steel  may  have  some  influence  because  of 
their  slight  affinity  for  carbon. 

The  application  of  catalysta  is  often 

I  a  difficult    problem  because    they   make 

i  obstructions    in    the    cracking    chamber, 

I  often  causing  stoppages.    Other  substances, 

such  as  anhydrous  aluminum  chloride  and 

other    metal   chlorides  and  oxides,    have 

been  used  and  are  bdng  used,  the  great 

I         '"TTmI'I"'  difficulty  with  such  agents  bdng  the  te- 

r^    .     ..  r^     ..  i  covery  of  the  catalyst.    McAfee  has  se- 

Fio.  &— HoComb  T«m>r-p!iMe  proccH.  /  ■' 

cured  two  patents  covenng  the  recovery 
of  aluminum  chkiride  after  the  after  distillation  of  a  charge  of  oil  in  a  still.      It  is 
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claimed  that  the  product  derived  by  the  use  of  aluminmn  chloride  is  water-white 
and  has.  no  bad  odor.  Catalysts  are  not,  however,  by  any  means  essential  nor  in 
most  cases  altogether  desirable  in  a  cracking  process,  since  the  most  successful  and 
best-known  processes  make  no  use  of  them  whatever. 

CoMPABisoN  OP  Liquid-  and  Vapor-Phase  Processes 

The  advantages  of  cracking  in  the  liquid  phase  arc  many,  and  are  often  over- 
looked by  the  investigators  working  in  the  vapor  phase.    The  thermal  efficiency  may 
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Fig.  9. — Wellman  liquid-phase  procees. 


be  successfully  compared  with  the  generation  of  steam  from  cold  water  on  one  hand 
and  the  superheating  of  steam  on  the  other.  It  is  extremely  expensive  to  heat  a  vapor 
through  a  metal.  In  the  liquid  phase  the  oil  is  heated  progressively  and  at  an  even 
rate  so  that  each  molecule  has  an  opportimity  to  react  at  a  temperature  best  suited 
to  it.  This  is  an  extremely  important  consideration.  The  tendency  toward  local  over- 
heating b  less  in  the  liquid  phase  than  in  the  vapor  phase  because  heat  is  more  readily 
conducted  through  the  liquid,  resulting  in  more  even  heat  distribution.  Carbon  does 
not  adhere  so  readily  to  the  walls  of  the  cracking  chamber,  but  is  more  apt  to  float  off 
in  the  oil  to  be  drawn  off  with  the  heavy  residue  or  tar,  especially  if  the  oil  is  slightly 
agitated.  The  formation  of  an  insulating  shell  is  thus  retarded.  The  control 
of  pumps  feeding  oil  into  an  apparatus  operating  in  the  liquid  phase  need  not  be 
so  carefully  watched  as  in  the  vapor  phase,  on  account  of  the  relatively  large  volume 
of  oil  involved.  This  large  volume  of  oil  handled  in  the  liquid  phase,  as  contrasted  with 
the  small  volumes  of  the  vapor  phase,  is  in  itself  a  great  advantage  as  it  prevents  wide 
variation  in  temperature  even  when  the  feed  is  intermittent.  A\^ere  tubes  or  pipes 
are  used  as  cracking  chambers  in  the  liquid  phase,  practically  all  of  the  advantages 
of  the  vapor  phase  are  present  with  few  of  its  defects.  In  such  an  apparatus  the  feed 
may  be  continuous,  the  carbon  may  be  removed  continuously,  water  may  be  present 
without  causing  "  bumping  "  (which  occurs  when  water  is  present  in  a  still),  all  grades 
of  oil  may  be  used  with  success  and  any  desired  pressure  may  be  applied  with  little 
danger  of  fire.  The  tubes  may  be  so  arranged  that  heat  is  utilized  to  the  best  possible 
advantage.  Stirring  mechanism  may  be  used  without  carbon  forming  thereon,  due 
to  the  fact  that  the  oil  blocks  the  radiant  heat  and  the  stirring  mechanism  can  there- 
fore only  attain  a  temperature  equal  to  that  of  the  oil.  Carbon  will  adhere  to  metal 
only  when  the  metal  is  at  a  hi^er  temperature  than  the  oil  under  treatment.    In 
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the  liquid  phase  it  is  possible  to  treat  heavy  non-volatile  oils  which  decompose  in  some 
cases,  at  temperatures  below  their  boiling  points,  and  which  are,  therefore,  not  sus- 
ceptible of  vaporization  prior  to  cracking  treatment.  These  properties  preclude 
the  possibility  of  their  being  used  in  a  vapor-phase  process.  Catalysts  such  as  alumi- 
num chloride  or  other  metal  chlorides  or  oxides  may  be  readily  used  in  the  liquid  phase 
while  their  application  to  the  vapor  phase  would  prove  a  difficult  problem.  Crude 
oils  containing  a  refinable  percentage  of  gasoline  may  be  cracked  in  the  liquid  phase 
without  previous  treatment,  thus  saving  the  cost  of  distillation  and  securing  a  blend 
of  the  cracked  gasoline  with  the  natural  product. 

Advantages  of  the  vapor-phase  process. — ^The  advantages  of  the  vapor-phase 
processes  are  (1)  the  small  amount  of  oil  exposed  to  heat  in  the  event  of  breakage 
resulting  in  a  fire;  (2)  the  possibility  of  varying  pressure  and  temperature  independently 
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Fio.  10. — Illustrating  a  tsrpe  of  apparatus  in  which  the  conversion  is  effected  by  contact  between  hot 

gases  of  combustion  devoid  of  oxygen  and  the  oil  vapor. 


of  each  other,  enabling  the  vapor-phase  plant  to  crack  successfully  light  distillates 
such  as  kerosene,  which  would  vaporize  in  a  liquid-phase  plant  and  pass  out  unless  a 
very  high  pressure  was  used;  (3)  the  ready  adaptability  of  such  catalysts  as  platinum 
sponge  and  wire  or  other  metals  and  alloys  which  exert  a  catalytic  influence.  For  the 
production  of  aromatic  hydrocarbons,  such  as  benzene,  toluene,  xylene,  anthracene 
and  naphthalene,  from  petroleum,  the  vapor-phase  process  is  without  doubt  the  only 
commercial  possibility.  The  work  of  Rittman  and  others  prove  that  as  much  as  13 
per  cent  may  be  obtained,  these  percentages  being  largely  benzene  and  toluene.  The 
commercia  importance  of  this  phase  of  cracking  is  at  the  present  time  questionable, 
owing  to  the  limited  demand  for  these  products,  and  to  the  excessive  wear  and  tear 
on  the  apparatus,  due  to  high  temperature  and  pressure.  The  disadvantages  of  the 
liquid  phase  may  be  summed  up  as  follows:  large  amount  of  oil  exposed  in  cases  of 
fracture  of  any  vital  part  of  the  apparatus  (which,  however,  applies  only  to  pressure 
stills) ;  inability  to  apply  such  catalysts  as  platinum  sponge,  nickel,  and  various  alloys 
which  have  catalytic  action;  inability  to  use  very  light  distillates,  such  as  kerosene, 
without  extremely  high  pressure,  which  application  is  impossible  to  a  still  of  average 
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atrength.  Unlese  some  ettrring  mechanism  is  used  carbon  wttles  to  the  bottom  of  the 
still.  Too  high  a  t«mpenttuie  results  in  overheating  of  the  shell  and  the  buming  out 
of  Borne  part. 

DiMdvantageB  of  the  vapoT'fhaae  process. — One  disadvantage  of  a  great  majority 
of  the  proceseea  operatii^  in  the  vapor  phase  is  the  hi^  temperature  at  which  the 
cracking  tube  is  usually  maintained,  in  many  eases  000°  or  above.  If  high  pre^nire 
ie  used,  the  tubes  are  often  enlarged  or  blown  out ;  the  metal,  therefore,  becomes  tliimier, 
and  breaks  are  the  ultimate  result.  Hub  is  oft«n  true  even  thou^  caloriied  pipes  or 
alloys,  which  are  not  readily  oxidized,  are  used.  Another  difficulty  reeulta  from  the 
inability  to  use  successfully  any  form  of  stirring  or  scrapii^  mechanism  because  of  the 
radiant  heat  which  raiaea  the  temperature  of  such  mechanism  to  the  point  where  carbon 
will  adhere  to  it;  and  while  carbon  may,  by  this  method,  be  kept  from  the  walls  of 
the  tube,  it  has  not  so  far  been  kept  from  the  stirring  mechaniam  itaeU.    The  tube, 


therefore,  is  closed  by  carbon.  The  extremely  hi^  temperature  at  which  these  tubes 
are  maintamed  causes  extreme  overheating  of  such  molecules  as  come  in  actual  contact 
with  the  metal,  resulting  in  total  decomposition  to  permanent  gas  and  carbon.  This 
decreases  the  yield  of  profitable  products  and  increases  the  mechanical  difficulties. 
The  difficulties  of  heating  a  gas  or  vapor  m  a  metal  container  are  well  known  and  require 
no  comment  other  than  the  fact  that  it  is  an  expensive  operation.  The  difficulties 
of  heating  a  very  heavy  oil  which  does  not  readily  vaporize  at  a  temperature  below 
that  at  which  it  cracks  are,  first,  that  such  oils  when  treated  in  vertical  tubes  will  fall 
out  of  the  cracking  zone  before  being  acted  upon,  and,  second,  tliat  it  ie  impossible 
to  supply  a  means  of  vaporizing  them  without  some  accumulation  of  carbon,  as  many 
of  them  will  crack  prior  to  vaporization.  If  large  tubes  are  used,  channeling  will 
occur,  and  much  of  the  vapor  will  pass  through  without  ever  having  attained  the 
temperature  neccsaary  to  effect  convetBion.  If  the  attempt  is  made  to  overcome 
this  difficulty  by  raising  the  temperature  of  the  tube,  the  periphety  of  the  tube  becomes 
so  hot  that  the  molecules  coming  in  contact  with  it  are  still  further  overheated.  If 
no  means  are  provided  for  the  removal  of  carbon  a  coating  is  eventually  formed  on  the 
waUs  of  the  tubes.  This  coating  acts  as  a  beat  insulator  and  necessitates  greater  fuel 
consumption  and  higher  temperature  of  the  tube.  Finally,  it  is  impossible  to  apply 
such  catalysts  as  auhydroua  alimiinum  chloride  or  other  metallic  chlorides  and  oxides. 

CaxCKiNQ  Reseabch  on  a  Coioieiiciai.  Basis 
Expense. — Tlie  subject  of  research  has  been  seriously  taken  up  by  the  oil  industry 
only  within  the  past  ten  years,  and  only  a  limited  number  of  companies  have  recogniied 
its  commercial  value. 


In  a  number  of  inatancea  research  has  paid  enormous  dividends  on  the  actual  cash 
outlay  and  there  are  other  instanoes,  due  either  to  faulty  policy  of  the  company,  or 


inefficiency  of  the  men  conducting  the  work,  where  research  has  been  a  total  failure 
from  a  commercial  point  of  view.    From  a  purely  technical  staadpoint,  however,  it 


Fia,  13.— MuComb  cnekiiis  pUnC,  H>m»,  Cubtu 

is  a  subject  worthy  of  serious  investigation  by  any  company  not  already  engaged  ii 
fflich  work. 
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Instances  such  as  that  of  the  General  Electric  Company  prove  beyond  question 
that  considerable  sums  of  money  may  be  spent  without  danger  of  loss.  Fully  50 
per  cent  of  the  products  at  present  produced  by  the  General  Electric  Company  are 
the  direct  results  of  research  work  in  their  own  laboratories. 

It  is  to  be  hoped  that  in  the  future  the  oil  industry  will  devote  more  attention  to 
the  manufacture  of  products  not  heretofore  derived  from  petroleum,  and  it  is  safe  to 
say  that  all  companies  engaged  in  this  work  will  be  amply  repaid. 

Patents  on  the  Production  of  Light  Oius  from  Petroleum 

The  following  patents  for  cracking  petroleum  oils  are  selected  as  representative 
of  the  various  types  previously  referred  to  in  this  chapter: 

Abel,  C.  D.:  Treatment  of  hydrocarbons  for  their  purification  into  other  products. 
English  patent,  No.  4769,  Dec.  15,  1877.  Low-grade  petroleum  is  treated  w^ith 
aluminum  chloride,  or  a  mixture  of  aluminum  chloride  and  metallic  oxides  at  IOC* 
to  600'' C. 

Adams,  J.  H.:  Oil-converting  process.  U.  S.  patent,  No.  976,975,  Nov.  29,  1910, 
Jour.  Soc.  Chem.  Ind.,  vol.  30,  Feb.  28,  1911,  p.  202.  Kerosene  and  similar  oils 
are  cracked  by  bringing  them  in  contact  with  an  incandescent  electric  heater. 
The  oil  is  heated  as  far  as  possible  by  direct  contact. 

Bacon,  R.  F.,  Brooks,  B.  T.  and  Clark,  C.  W.:  U.  S.  patent,  No.  1,334,731,  Mar.  23, 
1920.  A  liquid-phase  process  using  vertical  tubes  with  a  tar  and  carbon  pot  at 
the  bottom.  The  tubes  are  from  6  to  19  inches  in  diameter  and  are  kept  filled 
with  oil  to  the  top  of  the  furnace.     (See  illustration,  Fig.  7.) 

Benton,  G.  L. :  U.  S.  patent,  No.  342,564,  May  26, 1886.  Process  of  cracking  petroleum 
in  which  the  oil  is  heated  to  a  temperature  of  700**  F.  to  1000**  F.  under  a  pressure 
of  500  pounds  per  square  inch  and  then  expanded  into  a  second  chamber  main- 
tained at  the  same  temperature. 

Bergius,  F. :  Production  of  light  hydrocarbons  from  heavy  hydrocarbons,  English  patent, 
No.  4574,  Feb.  21,  1914;  French  patent.  No.  470,551,  April  6,  1914.  The  heavy 
hydrocarbons  are  subjected  to  the  action  of  hydrogen,  nitrogen,  carbon  monoxide, 
or  methane  at  a  pressure  of  100  atmospheres  while  heated  to  a  temperature  below 
420**  C. 

Burke,  C,  R.:  U.  S.  patent,  No.  1,344,258,  June  22,  1920.  OU  is  cracked  in  the  liquid 
phase  and  the  resultant  cracked  vapors  are  mingled  with  natural  gas  and  com- 
pressed. 

Burton,  W.  M.:  U.  S.  patent,  No.  1,049,667,  Jan.  7, 1913.  Process  for  the  manufacture 
of  gasoline  from  distillate  with  a  boiling  point  of  500**  F.  at  temperatures  of  650** 
to  850°  F.  and  pressures  of  4  to  5  atmospheres.  There  are  several  patents  con- 
nected with  this  process,  but  since  one  of  them  is  the  best-known  process  yet 
developed,  only  that  one  is  given.  This  is  the  only  process  of  cracking  oil  that 
has  had  any  marked  effect  on  the  production  of  gasoline,  and  while  some  of  the 
others  might  have  done  as  well  with  the  same  backing,  the  fact  remains  that  this 
process  is  the  only  successful  large-scale  conunercial  development  of  the  art  to  date. 

Clark,  E.  M.:  U.  S.  patent.  No.  1,119,496,  Dec.  1,  1914.  Method  of  circulating  the 
liquid  rapidly  in  small  tubes  under  pressure  of  3  to  7  atmospheres  at  a  temperature 
of  650**  to  850**  F.    Cracked  vapors  are  taken  off  and  condensed. 

Coast,  J.  W.:  U.  S.  patent.  No.  1,349,794,  Aug.  17,  1920.  An  apparatus  comprising 
a  proposed  means  of  removing  carbon  from  a  still.  (Note.  Several  patents 
have  been  issued  to  the  above  patentee  for  various  means  of  removing  carbon 
from  pressure  stills.) 
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Continental  Caoutchouc  and  Gutta-Percha  Co.:  English  patent,  No.  7112,  Mar.  20, 
1914.  The  oil  is  passed  over  products  obtained  from  aluminum  halides  and  hydro- 
carbons or  halogenalkyls  as  catalyzers.  The  catalyzers  may  be  absorbed  in  a 
porous  substance. 

Cosden,  J.  S.,  and  Coast,  J.  W.:  U.  S.  patent,  No.  1,258,196,  Mar.  5,  1918.  Ofl  is 
cracked  under  pressure  in  a  still,  and  natural  gas  heated  to  a  temperature  of  900°  F. 
is  injected  into  the  vapor  line;  this  mixture  is  then  carried  to  a  second  cracking 
chamber  where  the  fresh  oil,  which  is  continuously  injected  in  the  form  of  a  fine 
i^ray,  is  acted  upon  by  the  hot  vapors.  This  second  chamber  serves  the  triple 
purpose  of  cracking  some  of  the  fresh  oil,  condensing  some  of  the  cracked  vapors 
from  the  still  and  preheating  fresh  oil  that  will  not  crack  at  the  temperature  of 
this  chamber.  There  are  three  such  chambers,  in  addition  to  the  still,  which  are 
maintained  at  progressively  lower  temperatures. 

Cowper-Coles,  S.  O. :  English  patent,  No.  27,945,  1908.  Paraffin  is  heated  in  a  still 
and  the  vapors  are  led  through  small  metal  tubes  at  a  temperatinre  of  1700**  F. 
and  condensed. 

Danckwardt,  P.:  Process  for  the  production  of  gasoline  and  naphtha  from  crude  oil, 
petroleum  products,  coal  tar  or  similar  products.  U.  S.  patent,  No.  1,141,529, 
June  1,  1915.  Heated  liquid  is  sprayed  into  a  retort,  then  withdrawn  and  passed 
through  a  heater,  and  back  to  the  retort.  A  spray  of  molten  lead  alloy,  or  fused 
sodium  nitrate  or  sodium  hydroxide  is  passed  into  the  retort. 

Day,  D.  T.:  The  process  of  refining  and  purifying  hydrocarbon  oils.  U.  S.  patent, 
No.  826,089,  July  17,  1906.  Hydrogen  or  absorbable  hydrocarbon  vapor  is  added 
under  pressure,  in  the  presence  of  a  porous  absorptive  substance  capable  of  absorb- 
ing hydrogen  or  a  hydrogen-carrying  gas  or  vapor.  Such  porous  bodies  as  fuller's 
earth,  sine  dust  and  iron  oxides  are  preferred. 

Day,  R.  B.:  U.  S.  patent.  No.  1,357,277,  Nov.  2,  1920.  Process  providing  for  frac- 
tional distillation  and  treatment  of  different  fractions  at  different  temperatures. 
Heat  is  supplied  by  gases  of  combustion  devoid  of  oxygen.  The  oil  vapors  are 
injected  into  such  gases. 

Dewar,  James,  and  Redwood,  Boverton:  U.  S.  patent.  No.  419,931,  Jan.  21,  1890. 
Method  of  distilling  mineral  oils  imder  pressure. 

Dougherty,  A.  A.:  U.  S.  patent,  No.  1,353,638,  Sept.  21,  1920.  A  liquid-phase  process 
in  which  oil  is  injected  in  the  form  of  a  fine  spray  into  a  still,  already  charged 
and  heated.  Upon  contact  with  the  hot  oil  in  the  still  the  injected  oil  is 
converted. 

Dubbs,  J.  A.:  U.  S.  patent,  No.  1,135,506,  April  13,  1915.  Petroleum  is  mixed  with 
water  and  atomized  under  pressure  into  a  heated  chamber,  where  temperatures 
of  300''  to  600°  F.  and  pressures  of  50  to  600  pounds  are  maintained. 

Ellis,  C. :  English  patent.  No.  25,631,  Nov.  8, 1912.  The  oils  are  injected  into  a  chamber 
filled  with  fire-brick  or  other  refractory  material.  Sufficient  air  is  injected  through 
other  nozzles  to  serve  for  combustion  of  a  small  part  of  this  oil,  the  remainder 
being  vaporized  and  cracked  under  a  pressure  of  30  to  60  pounds.  The  refractory 
material  is  coated  with  a  layer  of  catalytic  material  such  as  thorium,  vanadium 
or  precipitated  alumina,  attached  by  means  of  feldspar. 

Emerson,  V.  L.:  U.  S.  patent,  No.  1,346,797,  July,  13,  1920.  A  liquid-phase  process 
conducted  in  a  still. 

Evans,  J.  G.  P.:  U.  S.  patent,  No.  1,366,643,  Jan.  25,  1921.  A  liquid-phase  process 
in  which  the  oil  is  heated  from  the  top  to  overcome  the  boiling  action  which  occurs 
when  heat  is  applied  to  the  bottom  of  a  still. 

Fenchelle,  H.  E.,  and  Perkin,  F.  M.:  English  patent,  No.  6547,  Mar.  14,  1914.  The 
heavy  hydrocarbons  are  cracked  by  forcing  them  under  pressure  through  one  or 
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more  long,  narrow,  heated  conduits,  the  resulting  liquid  being  cooled  under  preasoie 
and  allowed  to  escape  at  a  lower  pressure  into  a  chamber  surmounted  by  a  recti- 
fying column.  Temperatures  of  500""  to  600°  F.,  and  pressures  of  50  to  60  atmos- 
spheres  are  used. 

Foreward,  C.  B. :  U.  S.  patent,  No.  1,299,449,  April,  8,  1919.  A  vapor-phase  prooesB 
using  superheated  steam  as  the  heating  agent.  The  oil  is  heated  progressively  and 
the  steam  is  injected  at  high  temperature  into  the  oil  vapor. 

Friedel,  C,  and  Crafts,  J.  M.:  English  patent,  No.  4769,  1887.  Patent  filed  by 
C.  D.  Abel.  The  hydrocarbons  are  treated  with  aluminum  or  other  metallic 
chlorides  at  temperatures  of  100*^  to  600*^  C.    Metallic  oxides  also  may  be  used. 

Gray,  G.  W.:  English  patent.  No.  17,838,  Aug.  5,  1913.  Oil  is  heated  in  the  presenoe 
of  anhydrous  aluminum  or  ferric  chloride,  to  a  temperature  of  400°  to  600°  F. 

Gray,  J.  L.:  Canadian  patent.  No.  153,966,  Feb.  9,  1914.  The  oil  is  passed  through 
a  bath  of  molten  metal  at  a  temperature  sufficient  to  crack  it. 

Greenstreet,  C.  J.:  U.  S.  patent.  No.  1,110,923,  Sept.  15,  1914.  This  process  covers 
forcing  crude  oil  throu^^  a  long  coil  of  pipe  at  cherry-red  heat.  The  oil  vapor 
is  mixed  with  steam. 

Hall,  W.  A.:  English  patent.  No.  2,948,  Feb.  4,  1914.  Oil  is  passed  through  a  coO 
at  600°,  at  such  a  rate  that  only  about  25  per  cent  is  converted  into  gas,  and 
super-heating  is  avoided.  The  product  after  passing  through  alcohol,  is 
condensed. 

Hall,  W.  A.:  English  patent.  No.  17,121,  July  25,  1914.  Hydrocarbon  vapors  are 
heated  to  above  600°  C.  in  the  presence  of  a  suitable  catalyzer,  and  under  a  pressure 
of  5  atmospheres.  The  resulting  vapors  are  passed  through  an  expansion 
chamber.  Oxides  of  nickel,  cobalt,  silver,  platinum,  or  chromium  manganese 
may  be  used  as  catalyzers.  Cracked  vapors  may  be  purified  by  passing  through 
fuller^s  earth. 

Hall,  W.  A.:  U.  S.  patent,  No.  1,285,136,  Nov.  19,  1918.  Oil  vapor  is  passed  through 
tubes  at  high  velocity,  with  traps  for  removal  of  carbon.  This  process  has  gained 
considerable  favor  with  many  engineers  both  here  and  abroad. 

Hirschberg,  Leon:  English  patent.  No.  4573,  Feb.  21,  1914.  Heavy  hydrocarbons 
are  converted  into  lighter  hydrocarbons  by  contact  in  a  finely  divided  state  with 
a  catalyzer  such  as  chromium  oxide,  at  dull-red  heat.  Pressure  of  15  to  55  pounds 
per  Square  inch. 

Humphreys,  R.  E.:  U.  S.  patent,  No.  1,119,700.  Oils  boiling  over  500°  F.  are  distilled 
under  pressure  of  over  4  atmospheres;  heavier  fractions  are  condensed  and  returned 
for  further  treatment. 

Hyndman,  H.  M.:  French  patent.  No.  462,484,  Sept.  11,  1913.  Oil  is  passed  through 
a  heated  spiral  pipe  at  a  cherry-red  heat  and  under  pressure. 

Kittle,  H.  A. :  English  patent,  No.  8334,  April  6,  1909.  Oil  is  vaporized  at  a  tempera- 
ture above  the  boiling  point  of  the  highest-boiling  constituent  by  passing  througji 
a  bath  of  molten  metal. 

Korman,  F.  A.:  U.  S.  patent.  No.  1,332,849,  Mar.  2,  1920.  Cold  oil  is  absorbed  by 
a  heated  porous  substance  such  as  fire-brick.  When  the  point  of  maximum  absorp- 
tion is  reached,  superheated  steam  is  injected  to  reheat  the  brick  and  vaporize 
the  ofl;  the  resulting  vapors  are  condensed. 

Lamplough,  F.:  English  patent,  No.  28,101,  Dec.  5, 1912.  Oil  with  10  per  cent  of  water 
is  passed  through  a  series  of  U-tubes  containing  nickel  rods  at  a  dull-red  heat. 
The  resulting  vapors  are  condensed. 

Laing,  J.:  English  patent.  No.  11,757,  July  28,  1890.  Vapors  from  a  still  are  passed 
through  a  superheater  and  fiuther  cracked,  thus  producing  more  light  hydrocarbons 
than  would  otherwise  be  produced. 
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Lewis,  J.  W.:  U.  S.  patent,  No.  1,364,443,  Jan.  4,  1921.  A  common  type  of  liquid- 
phase  process  conducted  in  a  still. 

McAfee,  A.  M.:  U.  S.  patent.  No.  1,127,465.  Oil  is  distilled  in  the  presence  of  1  to  5 . 
per  cent  of  aluminum  chloride.    Large  yields  of  gasoline  are  obtained. 

McComb,  W.  M.:  U.  S.  patent.  No.  1,337,144,  April  13,  1920.  A  vapor-phase  process 
using  steam  and  a  catalyzer  of  nickel  or  platinum.  The  oil  and  water  or  steam 
are  passed  through  a  spiral  tube  and  heated  progressively. 

Moeller,  J.,  and  Woltereck,  H.  C:  English  patent,  No.  16,611,  July  19,  1913.  Vapors 
of  oil  and  steam  at  a  temperature  of  700**  C.  are  passed  through  a  bed  of  coke 
heated  to  700**  C. 

New  Oil  Refining  Process,  Ltd.  and  Nelson,  R.  G.:  English  patent,  No.  13,726,  Jime 
13,  1913.  Oil  and  water  are  decomposed  by  the  action  of  scrap  iron,  iron  carbide, 
copper,  aluminum,  bauxite,  broken  brick,  coke  or  alumina  at  a  temperature  of 
1000**  to  1200**  F. 

Noad,  J.  and  T.  E.:  English  patent,  No.  3607,  Feb.  13,  1912.  Oil  and  water  are 
decomposed  together  in  the  presence  of  iron  heated  to  a  temperature  of  900**  F. 

Planes,  Ltd.,  and  Thompson,  W.  P.:  English  patent,  No.  21,273,  Sept.  20,  1913.  Oil 
is  heated  in  a  cracking  still  in  the  presence  of  finely  divided  nickel.  Hydrogen  or 
water  gas  may  also  be  used  to  improve  the  product.  A  temperature  of  300**  C. 
and  pressures  of  from  5  to  100  pounds  per  square  inch  are  used. 

Price,  W.  B.,  and  Dietz,  E.:  U.  S.  patent,  No.  1,349,294,  Aug.  10,  1920.  A  process 
in  which  special  mention  is  made  of  the  length  of  time  the  oil  is  under  treatment. 

Henard,  G.:  English  patent.  No.  3413,  Feb.  10,  1913.  A  liquid-phase  process  in  which 
the  oil  is  heated  in  coils  of  pipe  to  a  temperature  of  400**  to  500**  C,  under  a  pres- 
sure of  40  to  50  atmospheres. 

Rittman  W.,  and  Button,  C.  B.:  U.  S.  patent,  No.  1,365,603,  Jan.  11,  1921.  A  vapor- 
phase  process  using  vertical  tubes  into  which  oil  is  fed  at  the  top  and  the  cracked 
vapors  are  taken  from  the  bottom.  This  process  has  been  very  extensively  tried 
out  by  a  number  of  oil  companies  and  individuals. 

Sabatier,  Paul  and  Mailhe,  A.:  U.  S.  patent.  No.  1,124,333,  Jan.  12,  1915.  Crude  oils 
are  passed  over  finely  divided  catalytic  metals  such  as  tungsten,  tantalum,  nickel 
or  cobalt,  heated  to  redness  by  an  electric  current.  The  light  unsaturated  hydro- 
carbons obtained  may  be  hydrogenated  by  contact  with  nickel,  copper,  cobalt, 
iron  or  platinum  heated  to  200**  to  300**  C. 

Seigle,  Adolphe:  U.  S.  patent,  No.  567,751,  Sept.  15,  1896.  Oil  is  passed  through  a 
series  of  vaporizing  chambers  and  a  series  of  superheating  chambers  so  arranged 
that  the  oil  passes  through  the  vaporizing  chambers  first.  Both  sets  of  chambers 
are  immersed  in  a  bath  of  molten  metal. 

Shedlock,  J.  J.,  and  Optime  Motor  Spirit  Synd.  Ltd.:  English  patent,  No.  1878, 
Jan.  23,  1914.  An  emulsion  of  oil  and  water  is  passed  through  a  vessel  contain- 
ing a  catalyzer,  such  as  iron,  steel,  or  nickel,  heated  to  a  temperature  of  260**  to 
480**  C.    The  resulting  vapors  are  expanded  and  condensed. 

T^etelin,  A.,  and  Renard,  G.:  U.  S.  patent,  No.  1,138,260,  May  4,  1915.  Oil  is  heated 
with  steam  under  high  pressure  and  passed  over  a  refractory  material  at  red 
heat. 

Trumble,  M.  J.:  U.  S.  patent.  No.  1,281,884,  Oct.  15,  1918.  A  process  in  which  oil 
is  pimiped  at  high  velocity,  through  tubes  heated  in  a  brick  furnace.  Dissocia- 
tion takes  place  in  the  liquid  phase. 

Wdlman,  F.  E.:  U.  S.  patent,  No.  1,362,160,  Dec.  14,  1920.  A  liquid-phase  process 
conducted  xmder  pressure  in  a  large  horizontal  tube.  The  vapors  are  fractionally 
condensed  by  passing  up  an  inclined  oonden^r,  the  portion  which  condenses  being 
returned  to  the  still. 
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White,  C:  English  patent,  No.  5434,  1914.  Oil  is  brought  in  a  liquid  state  into 
contact  with  calcium  oxide,  or  calcium  oxide  containing  carbon,  at  a  tempera- 
ture of  400°  to  600°  C.    Pressure  \a  reduced  to  avoid  formation  of  gas. 

Yoxmg,  James:  English  patent,  No.  3345,  Dec.  1865.  Hydrocarbon  oils  are  distilled, 
under  pressure  of  20  pounds  per  square  inch. 


USE  OF  FUEL  OILS 


BY 

W.  N.  BEST 


(COMBUSTION  ENGINEERING 

Whoever  contracts  to  design  a  furnace  must  be  a  man  who  has  had  years  of  experi- 
ence in  the  burning  of  liquid  fuel  and  must  be  in  possession  of  certain  data  which  are  abso- 
lutely essential  in  order  to  design  a  modem  furnace.  If  he  has  to  design  an  annealing  fur- 
nace, he  must  have  the  proportions  of  the  different  sections  of  the  steel  to  be  charged 
into  the  furnace.  The  metallurgist  must  give  the  designer  data  as  to  the  time  the  metal 
18  to  remain  in  the  furnace  and  the  temperature  which  is  to  be  maintained  in  the  furnace 
during  that  time.  With  this  information,  the  engineer  should  be  capable  of  designing 
a  furnace  of  the  proper  size,  having  adequate  length  of  combustion  chamber,  and  this 
chamber  located  in  such  a  way  as  to  insure  a  reverberation  of  the  heat  in  the  furnace, 
for  heat  should  never  be  stagnant.  This  should  be  done  with  one  burner,  except  in 
specially  shaped  furnaces  wherein  the  number  of  burners  used  should  not  exceed  two. 
The  engineer  should  be  able  to  figure  acciu^tely  the  oil  consumption  and  also  the  air 
rpquired  to  operate  the  furnace  at  the  required  temperature  during  the  time  specified 
by  the  metallurgist.  If  he  does  not  know  this,  his  efforts  will  fail  in  ninety-nine  cases 
out  of  one  hundred,  and  the  manufacturer  wiU  meet  with  great  disappointment,  because 
of  the  varying  quality  of  the  product  delivered  from  the  imperfectly  constructed  and 
operated  furnace.  The  value  of  steel  depends  upon  the  success  of  the  heat  treatment 
given  it;  consequently,  it  is  absolutely  essential  to  heat-treat  the  metal  properly. 

The  author  has  often  seen  furnaces  in  which  a  certain  number  of  burners  were  placed 
on  one  side  of  the  furnace  and  an  unequal  number  on  the  opposite  side,  the  location  of 
the  burners  being  staggered.  Of  course  the  operation  of  this  furnace  was  very  disap- 
pointing for  no  one  could  possibly  operate  it  successfully.  The  man  who  designed  such 
a  furnace  could  not  be  termed  an  engineer.  To  put  in  a  number  of  burners,  and  then, 
if  sufficient  heat  is  not  obtained,  to  put  in  a  few  more,  is  simply  guess-work  and  not 
engineering.  In  other  words,  an  engineer  must  know  his  business.  The  average 
manufacturer  should  not  attempt  to  gamble  with  heat  in  any  type  or  form  of  finnace. 

There  are  too  many  engineers  to-day  who  depend  entirely  upon  figures  secured  from 
books  or  other  printed  matter  which  is  considered  authoritative.  By  using  these  figures 
they  often  meet  with  disappointment,  especially  in  heat.  There  are  certain  fundamental 
principles  which  can  be  relied  upon,  and  there  are  also  certain  data  which  are  abso- 
lutely reliable,  so  reliable  indeed  that  an  engineer  having  them  need  not  fail  once  in  a 
thousand  times  in  designing  furnaces. 

Combustion 

Air  contains  20.7  parts  of  oxygen  to  79.3  parts  of  nitrogen.  At  62°  F.  1  pound  of 
air  occupies  13.141  cubic  feet;  at  100°  F.  1  pound  of  air  occupies  14.096  cubic  feet. 
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Theoretically  13}  to  14)  pounds  of  air  are  required  to  effect  the  perfect  combustion  of 
1  pound  of  oil.  Allowing  14  pounds  at  62''  F.,  it  would  require  183.97  cubic  feet  of  air 
to  effect  perfect  combustion  of  1  pound  of  oil;  or  at  100 '^  F.  it  would  require  197.34  cubic 
feet  of  air.  Practically  17)  to  19)  pounds  of  air  are  required  to  effect  perfect  combustion 
of  1  pound  of  oil.  Allowing  19  pounds  at  62®  F.  this  air  occupies  249.68  cubic  feet,  or 
at  100**  F.y  267.82  cubic  feet.  Allowing  1  gallon  of  oil  to  weigh  7)  pounds,  it  practically 
requires  142)  pounds  of  air  to  effect  the  perfect  combustion  of  1  gallon  of  oil,  that  is 
1872.88  cubic  feet  of  air  at  62**  F.  or  2009.25  cubic  feet  at  100°  F. 

It  is  essential  that  the  liquid  fuel  be  thoroughly  atomized  so  that  the  oxygen  herein 
referred  to  can  freely  unite  with  the  atomized  fuel.  The  chemical  combination  of  this 
atomized  fuel  with  oxygen  disengages  energy  in  the  form  of  heat.  The  quantity  or 
measure  of  this  heat  may  be  expressed  in  British  thermal  units  (B.t.u.)y  each  of  which  is 
the  quantity  of  heat  required  to  raise  the  temperature  of  1  pound  of  water  VF, 

The  air  furnished  for  combustion  contains  79.3  per  cent  nitrogen,  the  remainder 
being  oxygen.  Unfortimately,  the  nitrogen  must  be  heated  to  the  same  temperature 
as  the  furnace.  It  is  an  ioert  gas  and  does  not  contribute  to  combustion  but  retards 
the  violence  of  chemical  combination;  therefore  it  should  be  expelled  as  quickly  as  pos- 
sible as  it  occupies  valuable  space.  Hence  the  necessity  of  providing  proper  sized  vent- 
age in  metallurgical  furnaces  and,  modem  draft  gages  in  boiler  service,  in  order  to  pro- 
vide means  for  intelligently  operating  the  burners  and  admitting  just  a  sufficient  amount 
of  oxygen  to  effect  combustion.  It  is  a  well-known  fact  that  an  insufficient  amount  of 
air  admitted  into  the  furnace  causes  imperfect  combustion,  forming  carbon  monoxide 
(CO) .  When  just  a  sufficient  amount  of  air  for  the  perfect  combustion  of  the  atomized 
fuel  is  admitted  into  the  furnace,  carbon  dioxide  (CX)t)  is  produced.  The  absence  of 
smoke  does  not  always  indicate  perfect  combustion  as  this  may  be  caused  by  the  admis- 
sion of  an  excess  of  air.  This  results  in  loss  of  fuel  since  all  superfluous  air  admitted 
into  the  furnace  must  be  heated  up  to  the  same  temperature  as  the  furnace. 

Since  heat  aids  combustion,  refractory  material  should  be  used  as  a  firebox  or  fur- 
nace lining.  Care  must  also  be  taken  to  provide  simple  and  proper  control  of  the  sup- 
ply of  oil  passing  through  the  burner  and  of  the  air  passing  to  the  furnace.  This  is 
necessary  in  order  to  prevent  imperfect  combustion  before  the  furnace  shall  have  reached 
a  temperature  of  approximately  1800**  F.  After  this  temperature  has  been  attained, 
the  regulation  of  the  supply  of  air  and  the  control  of  oil  through  the  btumer  are  much 
more  easily  adjusted. 

Many  engineers  endeavor  to  compare  the  cost  of  oil  as  fuel  with  that  of  bituminous 
coal  in  any  form  of  service  by  computing  the  calorific  values  of  the  two  fuels.  In  order 
to  show  the  impossibility  of  this,  we  shall  consider  1  poxmd  oi  bitmninous  coal,  contain- 
ing 60  per  cent  carbon,  25  per  cent  hydrocrabon  gases,  3  per  cent  hydrogen  gas,  and  the 
remainder  ash.  The  first  loss  in  the  burning  of  this  coal  is  the  heat  required  to  liberate 
the  gases,  the  second  is  the  waste  of  these  gases  after  having  been  liberated.  The 
calorific  value  of  the  hydrocarbon  gas  is  approximately  440  B.t.u.  per  cubic  foot.  The 
coke  will  not  contain  more  than  13,500  B.t.u.  per  pound  and  the  hydrogen  gas  has  a 
calorific  value  of  62,100  B.tu.  per  pound.  When  coal  is  used  in  forges  it  is  necessary  to 
waste  all  of  the  volatile  gases  as  it  is  impossible  to  weld  two  pieces  of  metal  imtil  the  coal 
has  been  coked  (all  the  gases  removed) ;  hence  the  loss  of  all  of  these  gases,  besides  the 
time  required  to  coke  the  coal.  In  burning  oil  the  furnace  may  be  operated  perfectly, 
all  the  gases  can  be  utilized  in  the  furnace,  especially  the  hydrogen  gas  which  ordinarily 
is  about  12  per  cent  of  the  oU,  and  the  metal  can  be  heated  more  quickly. 

Ck)MBnsTiON  Chamber 

Experience  has  shown  that  if  the  atomized  fuel  is  not  consumed  in  a  combustion 
chamber,  the  furnace  itself  must  be  used  for  such  a  chamber;  and  in  forging,  heat- 
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treatmg,  and  melting,  it  is  abeolutely  essential  to  have  a  oombustion  chamber  of  adequate 
proportions  so  that  the  atomized  fuel  will  be  consumed  before  reaching  the  furnace 
proper.  Take,  for  example,  an  air  fiumaoe  for  melting  malleable  iron  in  a  useable 
iron  plant.  Unless  the  flame  formed  by  the  oil  burner  fits  the  oombustion  chamber,  the 
charge  will  be  oxidized  and  the  silicon  in  the  metal  will  be  burned  out.  It  is  essential 
to  have  the  oombustion  chamber  carefully  designed  by  a  capable  combustion  engineer 
in  order  to  prevent  loss  of  metal  and  to  insure  absolutely  perfect  results  from  the  opera- 
tion of  the  furnace.  This  can  readily  be  done.  There  is  no  need  of  costly  experimental 
work  for  there  are  engineers  who  can  design  oombustion  chambers  and  furnish  oil  equip- 
ment by  the  use  of  which  a  furnace  can  be  started  daily  at  a  given  time  and  the  metal 
tapped  out  of  the  furnace  in  a  given  time  without  a  variation  of  ten  minutes.  Then 
a  certain  metal  can  be  tapped  in  and  the  alloy  desired  tapped  out;  but  without  the  use 
of  a  combustion  chamber  of  the  proper  proportions  and  of  a  burner  that  makes  a  flame 
which  fits  the  oombustion  chamber  perfectly,  it  will  be  impossible  to  get  these  results. 
Often  an  atomizer  is  required  which  will  make  a  long,  narrow  flame;  for  example,  in 
large  steel  foundries  for  mold-drying.  There  the  ovens  are  approximately  46  feet 
long,  20  feet  wide  and  12  feet  high.  The  burner  should  therefore  be  able  to  carry  a 
flame  12  inches  in  width  and  45  feet  in  length.  There  are  copper  matting  furnaces,  the 
baths  of  which  may  be  21  feet  wide  by  154  feet  long.  For  these  the  burner  should  be  of 
sufficient  capacity  to  produce  a  flame  to  cover  the  entire  length  and  width  of  the  bath 
of  the  furnace. 

In  copper  refining  furnaces,  it  is  absolutely  essential  to  use  but  one  burner  in  a  fur- 
nace. For  example,  in  a  copper  refining  furnace  of  250  tons  capacity,  the  combustion 
chamber  must  be  of  adequate  proportions  to  meet  the  different  conditions  of  operation 
for  such  a  furnace.  Copper  electrodes  are  charged  into  this  furnace  90  per  cent  pure  and 
must  leave  it  09.60  per  cent  pure.  For  a  number  of  hours  after  the  metal  becomes  molten 
the  charge  is  green  poled;  during  this  time  the  burner  must  be  operated  to  give  an  oxi- 
dizing flame.  After  the  metal  has  been  brought  up  to  a  state  of  purity  of  99.60  per 
cent  the  burner  must  be  changed  from  an  oxidizing  flame  to  a  perfectly  neutral  flame, 
otherwise  the  metal  will  become  oxidized  and  the  copper  when  made  into  wire  will  have 
miniature  openings,  thus  impairing  its  conductivity  for  electrical  purposes.  With 
one  burner  perfect  control  of  temperatures  may  be  had  and  when  it  is  desired  to  carry 
an  oxidizing  flame  during  the  process  of  refining,  the  burner  can  be  readily  operated  to 
give  that  result.  Later  when  a  neutral  flame  is  needed  after  the  copper  has  been  refined 
and  the  metal  discharged,  the  burner  can  be  set  to  give  a  perfectly  neutral  flame,  which 
with  the  aid  of  the  combustion  chamber  gives  the  result  desired.  It  is  worse  than  folly 
to  consider  the  equipment  of  such  a  furnace  without  the  use  of  a  combustion  chamber  of 
adequate  proportions  for  fiunace  operation  requirements. 

Until  recent  years,  nearly  every  foreman  of  a  manufacturing  works  or  boiler  plant 
had  a  burner  of  his  own  invention.  It  was  usually  made  out  of  pieces  of  pipe  with  the 
ends  mashed  down  in  a  blacksmith's  forge  and  cost  about  15  cents.  However,  the 
plant  owners  finally  became  convinced  that  the  initial  cost  of  a  btumer  is  of  small  conse- 
quence compared  with  the  cost  of  the  oil  wasted  as  shown  by  an  actual  test  made  by  a 
competent  engineer.  The  equipment  designed  by  these  ''pipe-burner  inventors,"  has 
largely  vanished.  Proprietors  and  directors  have  found  that  the  efficiency  attained 
rather  than  the  first  cost  of  a  burner  should  be  considered.  A  burner  is  an  instrument, 
and  usually  the  parts  should  be  made  to  within  i(fcto  ^^  ^^  ^^^  ^^  accuracy  in  order  to 
give  results.  There  are  few  blacksmiths  who  can  forge  a  piece  of  metal  with  such 
precision. 

It  must  be  made  very  plain  that  a  burner  may  be  perfect  in  construction  and  opera- 
tion,  but  may  prove  a  failure  when  applied  to  a  square  or  oblong  box-shaped  old-style 
furnace,  or  when  applied  to  a  combustion  chamber  which  has  not  been  designed  upon 
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scientific  principles  and  is  of  inadequate  proportions  for  the  furnace.  It  is  desired  to  em- 
phasize the  fact  that  the  flame  from  the  burner  must  fit  the  combustion  chamber  perfectly. 
There  are  many  furnace  masons  who  after  seeing  a  furnace  in  operation  witii  a  com- 
bustion chamber  of  certain  proportions,  strive  to  copy  it,  not  knowing  the  requirementB 
exacted  from  the  furnace  or  even  the  capacity  of  the  furnace.  As  a  result  their  furnaces 
prove  failures. 

Imagine,  for  example,  a  btumer  being  placed  upon  a  plate-heating  furnace  which  is 
to  heat  plates  to  be  pressed  into  boiler  heads  or  boiler  domes  for  locomotive  boilers,  the 
btumer  having  a  combustion  chamber  of  inadequate  proportions.  It  will  be  absolutely 
impossible  to  get  results  if  these  plates  are  not  heated  evenly,  for  when  the  plate  is 
removed  from  the  furnace  and  pressed  into  a  boiler  head,  there  will  be  distortion  of 
the  metal  of  this  plate  when  cold  which  it  will  be  impossible  to  remove.  An  oil  burner 
can  be  installed  in  a  plate-heating  furnace  18  by  30  feet  and  give  a  heat  which  will 
not  vaiy  moro  than  16**  F.  in  any  portion  of  the  furnace.  No  stack  should  be  used  on 
plate-heating  ftumaces,  as  stacks  cause  oxidation  of  the  metal  near  the  charging  door 
or  doors.  Proper  ventage  of  these  plate-heating  furnaces  is  very  important  because 
if  the  vents  aro  too  small  the  consmned  and  inert  gases  will  be  checked  at  the  expelling 
end  of  the  ftumace  and  so  cause  an  uneven  heat  in  the  furnace,  while  if  the  vents  are  too 
large,  the  result  is  a  waste  of  heat,  and  the  use  of  an  excessive  amount  of  oil. 

Furnace  designing  requires  the  engineering  service  of  an  expert  in  this  particular 
line,  one  who  has  had  actual  shop  experience  in  the  manufacturo  of  the  metal. 

Atomization 

In  order  to  effect  the  perfect  combustion  of  fuel,  it  is  absolutely  essential  to  provide 
a  burner  which  meets  the  following  requirements: 

1.  It  must  thoroughly  atomize  liquid  fuel  of  any  gravity  purohasable  in  open 

market. 

2.  It  must  be  capable  of  making  a  flame  that  will  fit  the  fire-box  or  combustion 

chamber  as  perfectly  as  a  drawer  fits  an  opening  in  a  desk; 

3.  It  must  have  the  steam  opening  and  the  oil  opening  independent  of  each 

other  in  order  that  high  pressinre  wiU  not  be  required  on  the  oil  line; 

4.  It  must  not  carbonize.    One  of  the  most  disappointing  things  in  the  world 

and  one  of  the  most  dangerous  things  in  a  plant,  is  a  burner  which  car- 
bonizes. Therefore  in  the  selection  of  a  burner,  great  care  should  be  taken 
to  securo  one  which  will  not  carbonize.  The  steam  or  air  used  for 
atomization  should  be  so  delivered  as  to  strike  the  oil  at  right  angles.  At 
the  same  time  the  atomizing  agent  should  pass  over  the  oil  orifice  in  order 
to  keep  the  nose  of  the  burner  clean  and  prevent  the  oil  from  carbonizing 
there. 

5.  It  must  be  made  out  of  a  metal  having  no  affinity  for  the  carbon  content  of 

the  oil.  It  is  well  known  to  the  writer  that  when  a  burner  made  from 
iron  or  steel  is  used,  the  carbon  in  the  oil  adheres  to  the  metal  in  such  a 
way  as  to  fill  up  the  entire  oil  orifice.  It  is  therefore  important  that  a  cer- 
tain metal  alloy  should  be  used  to  eliminate  this  difficulty. 

6.  It  must  produce  a  flame  fitting  the  entire  width  and  length  of  the  heating  cham- 

ber. In  metallurgical  furnace  equipment  for  heat  treatment  of  metal  or 
metal  melting  in  air  furnaces  in  malleable  iron  works,  it  is  absolutely  essen- 
tial to  have  the  flame  entirely  span  the  width  and  length  of  the  bath  or 
charging  space  of  the  fiUTiace.  A  burner  producing  a  round  flame  wiD 
no  more  accomplish  this  than  a  round  drawer  will  fit  into  an  oblong  opening 
of  a  desk. 
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lliere  are  thousands  of  burners  on  the  market  and  each  muiufactunT  cl&imfl  his 
specific  improvements  over  all  other  burners;  but  the  above  pointe  ^lould  be  considered 
before  purchasing  an  oil  equipment.  Often  oil  is  coodenuicd  in  various  services  because 
the  burner  will  not  make  a  flame  to  cover  the  entire  bath  or  chaining  space  of  the  fur- 
nace. The  ignorance  exhibited  in  such  oil  inBtallatiooB  is  inexcusable.  The  oil  con- 
sumer can  rest  assured  that  the  failure  is  not  the  fault  of  the  oil  but  of  the  method  of  its 
application. 
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With  these  later  types  of  burners  It  is  impossible  to  fit  ihs  flame  to,the  width  of  the 
fire-box;  therefore  nimierous  burners  must  be  used  in  order  to  get  a  fiame  which  will 
cover  the  bath  of  the  furnace. 

Fio.  S. — Modern  loiF-preBUn  or  volume-ait 
burner  with  ail-rcculMiiic  cock. 
The  eoBatruotion  of  thia  bunicr  u  luch  that 
the  eir  aupcily  ii  regulated  >I  Ibe  mouth  of  the 
buriteT,  tbut  obtwnina  the  benefit  of  the  full  im- 
pact of  the  air  Mainat  the  fuel  at  the  mouth  of 


The  oil  flan 


of  ai 


teraUe. 


There  are  no  internal  tubea,  necille  piHDta.  or 
other  merhaniam  to  irear  cut,  clog,  carbonue, 
or  get  out  of  order. 
.  with  light  gravity  oil.  Note  that  the  air  atomiaer  lip  may  be  adjuated 
laD  be  controlled  accurately,  only  deliveriDi  the  amount  of  air  raquired 
rough  the  burner.  Thia  i»  necnaary  in  the  operation  of  the  onlinary 
[>  in  diDerent  aiMa  adequate  for  va 
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OIL  SYSTEMS 

There  are  in  general  two  classes  of  oils,  one  having  a  paraffin  base  and  the  other  an 
asphaltum  base.  Oil  of  paraffin  base  is  ordinarily  from  28**  B^.  to  36**  Bd.  gravity,  while 
ofl  of  asphaitum  base  varies  from  11  **  Bd.  to  32°  gravity  Bd.  Asphaltum  oil  below  20° 
Bd.  should  be  heated  in  order  to  reduce  its  viscosity  so  that  it  can  be  pumped  readily. 
The  oil  is  usually  heated  to  30°  F.  below  its  vaporizing  point  and  after  leaving  the  pump 
passes  through  an  oil  heater,  the  function  of  which  is  to  heat  the  oil  to  just  below  its 
vaporizing  point  in  order  to  secure  from  it  the  highest  efficiency  and  strictest  economy. 
Thermometers  should  be  used  on  the  oil  line  and  the  steam  heater  coil  in  the  oil  tank 
should  be  under  thermostatic  control.  No  oil  system  can  be  operated  successfully 
unless  the  pumps  are  located  properly  and  the  piping  assembled  properly. 

FiQ.  11,  page  454. — Imperfect  form  of  oil-pumping  system. 

1.  But  one  pump  is  used,  located  as  shown.     No  reserve  pump  is  provided. 

2.  There  are  no  oil  heaters  or  pump  regulators. 

3.  The  suction  pipe  is  higher  than  the  pump  and  is  taken  out  of  the  top  of  the  tank. 

4.  No  combination  foot  valve  and  strainer  is  used  with  this  system. 

5.  After  the  oil  itasses  from  the  pump  the  supply  pipe  is  raised,  causing  vapor  pockets. 

6.  The  oil  does  not  circulate  and  the  pipes  are  so  laid  as  to  cause  a  "  dead  end  "  upon  the  pipes. 

7.  The  relief  valve  is  located  in  the  nutnner  shown  and  the  overflow  pipe  is  coupled  to  the  suction 
pipe  of  the  pump. 

Every  part  of  the  assemblage  of  this  oil  system  is  imperfect. 

FtG.  12,  page  455. — Modem  and  perfect  form  of  oil-pumping  system. 

1.  Two  pumps  are  used— one  for  reserve.  Each  pump  is  of  adequate  capacity  to  supply  oil  to  the 
two  boilers. 

2.  The  pumps  are  placed  upon  drip  pans  and  stands,  and  under  each  pump  is  located  a  modern  oil 
heater  provided  with  thermometers,  etc. 

3.  Each  pump  is  provided  with  a  pump  regulator  so  that  if  the  pressure  relief  valve  does  not  func- 
tion, the  steam  operating  the  pump  will  cause  the  pump  to  stop  by  means  of  this  regulator. 

4.  Pulsometers  are  provided,  their  function  being  to  remove  pulsations  of  the  pump. 

5.  A  combination  foot  valve  and  strainer  is  provided  in  the  tank. 

6.  A  heater  is  provided  in  the  tank  to  heat  the  oil  to  reduce  its  viscosity  if  the  oil  is  below  20**  B6. 
gravity. 

7.  The  oil  supply  pipe  circulates  the  oil  so  that  there  are  absolutely  no  "dead  ends,"  and  if  the  oil 
must  be  heated,  it  can  be  delivered  to  all  the  boilers  at  the  temperature  required. 

8.  The  relief  valve  is  located  at  the  last  boiler  in  the  battery  and  the  oil  overflow  pipe  from  the  relief 
valve  passes  back  into  the  tank  independently  of  any  other  pipe  line,  and  does  not  couple  to  the  suction 
pipe  of  the  pump. 

9.  The  suction  pipe,  the  oil  supply  pipe  to  the  burners,  and  the  overflow  pipe  are  provided  with  a 
steam  pipe  running  parallel  with  and  immediately  under  these  pipes  in  order  to  reduce  the  viscosity  of 
the  oil  remaining  in  these  pipes  and  to  keep  it  in  a  fluid  state.  This  is  very  necessary,  especially  when 
the  plant  is  shut  down  over  Sunday,  for  the  oil  in  the  suction,  supply,  and  overflow  pipes  will  acqxiire  a 
jelly-like  consistency  if  this  steam  heater  pipe  is  not  provided. 

This  system  shows  but  two  boilers  in  battery,  but  as  many  as  forty-six  may  be  included  in  one  system. 
In  fact,  flystems  6000  feet  in  length  have  been  used. 


Fia.  13. — Modem  pumping  system  provided  with  heaters  immediately  under  pumps. 

In  usual  practice  both  pumps  exhaust  into  one  heater  and  the  other  heater  may  be  connected  with 
live  steam  from  the  boiler  in  order  to  insure  the  heating  of  the  oil  to  the  proper  temperature.  Live 
steam,  however,  is  only  used  when  heating  heavy  viscous  oils.  Sometimes  the  exhaiist  of  the  steam 
pipe  is  insufficient  to  heat  the  oil  to  the  required  temperature. 
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Fio.  1& 
Modern   oil   hMter  uiwd  in  ths  hralins  of  oil.  urdinkrily 
placed  immediately  under  the  pump  u  Bhown  in  Fig.  1.1. 


Pio.  21.— Oil  Ksulatinc  cock. 


Fia.  le.—Pu  tie  meter  with  « 


Fia.  20. — Oil  buTDST  noUDted  for  boiler. 


BOILER  EQUIPMENT 


On.  Equipment  roR  Stationary  BotLEita 

In  Fig.  22  the  boiler  Iibh  been  changed  from  cool  firing  to  oil.  It  is  always  neccflsaty  to 
cut  down  the  bridge  wall  and  prot«ct  the  blow-of!  cock  pipe  with  brick,  substantially  as 
indicated  in  the  above  drawing.  In  aseembUng  the  pipes,  always  assemble  the  oil- 
r^ulatiog  cock  to  the  left,  and  the  atomizer  valve  to  the  right-hand  side  of  the  burner. 


llie  ignition  chamber  must  be  built  V-ehaped,  as  shown.  Do  not  change  the  form 
under  any  circumstances,  as  the  flare  of  the  sides  must  begin  at  the  burner  opening. 

Only  malleable  iron  beaded  httingB,  ground-joint  unions,  and  regrmding  globe 
valves  should  be  used. 

In  building  the  fumaoe  uae  only  A,  No.  1  non-expanding  standard  firebrick,  such 
as  are  made  by  tbe  Harbiaon-Walker  Company,  or  their  equivalent. 
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The  largest  poeaible  furnace  area  is  always  recommended.     Therefore  it  is  prefw~ 
able  that  the  grates   be   removed  and  a  checker  work  of  firebrick  placed  in  the 
T  shown  m  Figs.  23  and  23a. 


As  before  stated,  it  ia  modem  practice  to  get  as  large  furnace  volume  as  poeeible. 
Often  the  bottom  of  the  boiler  shell  ia  placed  10  feet  above  the  grates  aa  shown  in 
Kg.  24. 

The  lap  eeam  of  the  boiler  is  prot<?ctcd  by  a  brick  arch  as  shown,  and  the  blow-off 
cock  pipe  is  also  protected  in  the  maimer  indicated 

It  will  be  noticed  that  the  bridge  wall  m  cut  down  to  the  level  ul  the  checker  work 
which  cavers  the  grates  and  an  ignition  chamber  is  used  U)  prevent  any  explosion  of 
gas  in  the  firebox.  Often  oil  and  tar  contain  some  water,  and  this  ignition  chamber 
which  becomes  excessively  hot  provides  means  for  igniting  the  oil  after  a  pocket  of  water 
has  passed  through  the  burner.  With  this  ignition  chamber  the  flame  is  igni(«d  at  the 
burner  after  the  pocket  of  water  has  passed  away,  but  without  the  use  of  this  chamber 
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Fta,  24.— Return  tubular  boilu,  bigb  aattiac,  which  i»  lecommeDded  when  plscinf  k  Mw  boSkr. 
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the  vapor  does  Dot  usually  ignite  until  the  firebox  is  filled  with  vapor  whloh  finally 
explodee  and  often  blows  the  doore  open  and  the  briok  out  of  the  doon.  This  ia  avoided 
when  using  an  ignition  chamber. 


b 
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Fig.  26  shows  a  rather  high  setting  for  a  Babcock  &,  ^loox  boiler,  but  to-day  the  de- 
ments are  being  placed  as  high  as  14  feet  above  the  grates,  which  insuree  the  highest 
efficiency  and  strictest  economy  of  the  fuel.  Again,  it  obviates  the  difficulty  often 
occasioned  by  a  amall  fumace  area  when  the  boiler  is  called  upon  to  operate  at  200 


SECTIOM  AT  C.O, 


Flo.  Se.— B.  A  W.  b 


FRONT  CUVATIOH 
nt.  front  end  viBT  sbowina  locatioD  %ui  ptpins  of  bunxin. 


per  cent  rating.    This  often  results  in  blistering  the  tubes  because  of  excessive  temper- 
ature in  the  firebox. 

By  using  a  large  furnace  area,  velocity  ia  reduced  and  better  heat  is  obtained  by  the 
radiation  from  the  firebrick  of  the  fumace.    In  other  words,  greater  economy  in  fuel 
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can  always  be  obtained  by  having  the   elcmenta  of  the  boiler  high  and  the  fumaoe 

Id  the  equipment  shown  in  Fig.  27  the  bridge  waU  is  cut  down  and  the  gr&tcs  re- 
m&in  in  their  uaual  poHition.  The  checker  work  of  firebrick  covers  the  gr&t«8  simply 
for  their  protection,  and  an  ignition  chamber  is  built  in  the  manner  shown.  The  air  for 
combustion  pases  up  through  the  grates  and  the  space  between  the  rows  of  checker 
work.  Note  that  the  grstes  are  only  24  inches  below  the  elements  of  the  boiler,  which  of 
course  does  not  give  sufficient  furnace  area  for  high  ratings,  for  if  high  ratings  are  at- 
tempted from  a  boiter  with  such  small  furnace  area,  it  simply  means  that  the  intense  heat 
of  the  flame  from  the  burner  will  melt  the  firebrick  and  may  cause  blistering  of  the  tubes. 

The  fir^MX  of  the  boiler  in  Fig.  2S  is  of  l&n^r  area  and  the  distance  between  the 
elements  and  the  burner  is  much  larger  than  in  the  boiler  shown  in  Fig.  27.  With  this 
furnace  area  200  per  cent  rating  can  readily  be  attained  and  maintained  without  destroy- 
ing the  firebrick  or  blistering  the  tubes  of  the  boiler. 


Pio.  27. — Heine  boiler,  low  Kiting. 

A  few  years  ago  engineers  were  under  the  impression  that  in  order  to  get  high  effi- 
ciency out  of  the  fuel,  the  elementa  of  the  boiler  had  to  be  near  the  fuel,  but  ciperi- 
ence  has  taught  that  this  is  not  so. 

Comparing  these  two  Heine  boilers,  it  is  evident  that  1  pound  hi);her  evaporation 
per  pound  of  fuel  can  be  obtained  by  the  use  of  the  high  setting  than  with  the  low 
setting. 

The  burner  in  Figp.  29  and  29a  is  so  placed  that  the  flame  will  be  directed  towards 
the  firing  door  of  the  boiler  in  order  to  have  the  entire  firebox  filled  with  flame  and  heat. 
The  operating  valves  ore  placed  in  a  position  convenient  to  the  operator  at  the  firing- 
door  end  of  the  boiler. 

An  arch  is  sprung  over  the  flue-sheet  end  of  the  boiler.  Thifl  m  necessary  in  order  to 
prevent  short  circuiting  of  the  heat  when  thebumer  is  operated  at  its  minimum  capacity. 

If  it  is  desired  to  raise  steam  in  this  boiler,  a  small  amount  of  wood  is  charged  in 
through  the  firing  door,  as  when  starting  a  coal  fire;  after  5  pounds  ot  steam  have  bcMi 
secured,  the  burner  is  operated.  The  position  of  the  burner  (sec  Fig.  30)  is  such  that 
it  does  not  have  to  be  removed  wh«i  the  boiler  is  being  fired  up. 


470 


USE  OF  FUEL  OILS 


I 
8 

3 

I 
1. 

O 
& 


ECONOMIC  BOILER  TYPE 


IU1 


SECTION  ON  CENTER  UNB 
Fio,  20, — EeoDomie  typa  boiler. 


SECTION  ON  A-A-A-A 
»nd  ammjement  o(  retreetoty  mBlerial  in  Economio  type  ol 


472  USE  OF  FUEL  OILS 

The  burner  is  placed  at  the  flue-eheet  end  of  the  boiler  shown  in  Fig.  31.  The 
equipment  is  much  the  eame  as  that  for  an  Economic  type  of  boiler. 

Fig.  32  shows  a  hand-fired  boiler  equipped  to  bum  oil  in  combination  with  coal.  Often, 
however,  atoker-fired  boilers  are  equipped  for  oil  in  like  manner  for  the  same  purpose. 

In  gome  sections  of  the  country  oil  is  too  expensive  to  use  exclusively  in  powrar 
plants,  and  is  therefore  only  used  to  meet  peak  loads;  therefore  the  use  of  the  fluid 
injecting  apparatus  is  recommended.  It  is  ordinarily  placed  in  the  side  wall  of  the 
boiler  in  the  manner  indicated. 

The  opening  in  the  side  wall  of  the  firebox  should  be,  if  possilde,  centrally  located, 
between  the  front  end  setting  and  the  bridge  wall.  If  a  boiler  brace  conflicts,  place  tbe 
opening  in  the  side  wall  toward  the  front  end  setting.  Make  the  bottom  of  the  opening 
2  inches  above  the  highest  coal  level  used  on  the  boiler;  sise  of  opening  15  inches  wide 
flaring  to  34  inchex,  height  of  opening  13i  inches. 


Fio.  30. — Type  ol  burner  toed  in  tbe  cqiupment  of  Eeonomie  boiler*. 

In  the  testing  of  oil  for  Its  gravity,  the  chapter  on  Testing  Methods  should  be  con- 
sulted. 

Instruments  for  gating  the  quantity  of  oil  passing  to  the  bumerB  and  the  temper- 
ature of  oil  dehvered  to  the  burners,  COi  recording  instrumenta,  draft  gages,  steam  flow 
meters,  etc.,  are  recommended.     (See  Figs.  33,  34,  35  and  36.) 

This  new  type  of  combination  gage  is  the  most  universal  differential  draft  gage  de- 
vised, and  for  air  supply  control  is  the  simplest  and  most  valuable  instrument  yet  intro- 
duced. Considering  it  on  a  basis  of  true  efficiency,  firat  cost,  attention  required  and 
maintenance,  it  surpasses  all  other  combustion  instruments.  It  is  the  biggest  vahie 
ever  offered  for  the  boiler  room. 

By  a  simple  and  ingenious  system  of  cross-piping  the  cover  type  differential  gage,  a 
type  has  been  developed  whereby  the  fiunace  draft,  the  flue  draft  or  the  differential 
between  the  flue  and  furnace  can  be  indicated  on  a  single  gage  over  the  full  length  of  tbe 

As  the  differential  f^ves  a  greater  liquid  movement  for  a  given  variation  in  air  supply 
than  the  furnace  draft  the  gage  is  operated  continuously  on  the  differential.  Tbe  ordi- 
nary draft  g^^,  when  connected  either  to  the  furnace  or  to  the  flue.  indicat«B  only  a 
difference  in  pressure  between  the  furnace  or  the  flue  and  the  outside  of  the  setting,  and 
does  not  serve  as  a  reliable  guide  to  the  actual  amount  of  air  passing  through  the  furnace. 

Tbe  air  to  an  oil-burning  furnace  can  be  regulated  in  two  wa3^,  by  tbe  ash-pit  dooiB 
and  by  tbe  damper.  With  the  ash-pit  doors  wide  open  and  the  air  regulated  by  the 
damper,  the  ordinary  type  draft  gage  serves  very  well  as  an  indicator  of  the  amount  of 
air  passing  through  the  setting;  but  should  these  conditions  be  reveraed,  that  is,  the 
damper  wide  open  and  the  ash-pit  doors  partly  closed,  the  indications  of  the  ordinary 
type  draft  gage  are  of  no  value  whatever,  inasmuch  as  closing  the  ash-pit  dooiB  tends  to 
cut  down  the  air  and  at  the  same  time  indicates  a  higher  draft  pressure. 


LOCOMOTIVE  BOILERS 


Ind  when  ■  loeomotive  b(»l»r  ig  lUMl  ii 


Fio.  31. — Locomotive  boiler  used 
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Flo.  34.— (We  It  indebted  tn  Jos.  W.  Haya 
CorporktioD,  Michis*D  City,  Ind.  fat  cut 
□I  Ika  COt  reoDrder.) 
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With  the  differential  draft  gage  an  increase  in  air  supply  from  any  aouroe  moves  the 
liquid  in  but  one  direction,  forward,  and  a  decrease  in  air  supply  has  the  opposite  effect. 
Therefore,  the  indications  of  this  gage  are  a  sure  guide  to  the  amount  of  air  passing 
through  the  setting  regardless  of  the  position  of  the  damper  or  ash-pit  doors. 
'  To  indicate  the  varying  air  supply,  the  outside  cocks  are  open  and  the  middle  cock 
is  closed  as  shown,  the  Uquid  operating  between  the  air-supply  pointers  -as  indicated. 

The  flue  draft  is  indicated  by  opening  the  outside  cock  and  closing  the  other  two. 

In  power  plants  in  water-tube  boilers  using  atomizing  burners,  it  requires  147  gal- 
lons of  oil  to  represent  a  long  ton  of  coal. 
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Fko.  37. — Complete  hot  water  or  low-preaBuro  eteam  boiler  equipment. 


The  equivalent  of  1000  cubic  feet  of  blast  furnace  gas  of  90  B.t.u.  per  cubic  foot  is  0.42 
gallon  of  oil.  This  gas  is  used  in  this  country  in  boilers  and  also  in  large  furnaces^  but 
requires  coal  tar  or  oil  to  aid  in  keeping  up  the  required  horse-power  of  the  boflersorin 
furnishing  the  temperature  required  for  the  heating  furnaces.  Oil  and  coal  tar  are 
excellent  fuels  which  can  readily  be  used  to  operate  in  conjunction  with  the  blast  furnace 
gas  in  boilers  or  in  large  furnace  practice. 

Usually  10  gallons  of  coal  tar  are  made  from  every  ton  of  coal  coked  in  by-product 
ooke  ovens.  This  tar  has  a  calorific  value  of  162,000  B.t.u.  per  gallon  and  weig^  10 
pounds  per  gallon. 
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When  6ry,  3}  barrels  of  oil  (42  gallons  per  barrel)  are  equivalent  to  5000  pounds 
hickory  or  4550  pounds  white  oak. 

The  equivalent  of  1000  cubic  feet  of  by-product  coke  oven  gas,  having  a  calorific 
value  of  440  B.t.u.  per  cubic  foot  is  2J  gallons  of  oil. 

Of  course  it  should  be  remembered  that  the  coal  referred  to  has  a  calorific  value  of 
14,000  B.tu.  per  pound  and  is  figured  by  the  long  ton  (2240  pounds).  The  oil  referred 
hi  has  a  calorific  value  of  19,000  B.t.u.  per  pound  and  weighs  7)  pounds  per  gallon. 

Do  not  try  to  compare  the  calorific  value  of  fuels  without  knowing  the  kind  of  service 
demanded  of  them. 

Where  there  is  no  compressed  air  or  steam  with  which  to  atomiie  the  oil  and  distribute 
the  heat,  it  is  neceseaty  to  provide  some  means  for  atomising  the  oil  and  circulating  it 
in  order  to  meet  the  underwriter'  requirements.  Fig.  37  shows  the  manner  of  apply- 
ing (hI  to  a  hot  water  boiler  or  low  pressure  steam  boiler.  Tlie  same  equipment  can 
also  be  used  in  hot^r  furnaces. 


Hie  tank  is  placed  underground  and  5  feet  from  any  building,  in  accordance  with 
the  underwriters'  requirements  or  with  the  ordinances  of  the  city  where  the  oil  installa- 
tion is  to  be  made.  A  Bmall  electric  motor  drives  a  small  positive  pressure  blower,  the 
blower  furnishing  air  with  which  to  atomize  the  oi) ;  and  connected  on  a  shaft  between 
the  motor  and  positive  pressure  blower  is  a  pulley  which  drives  a  small  pump.  This 
is  a  very  safe  system,  tor  if  an  accident  occurs  to  the  motor  the  entire  plant  shuts  down. 

There  are  several  different  forms  of  these  oil  installations  for  the  purpose  above 
mentioned.    Some  are  mechanical  in  form,  such  as  the  system  hereinafter  described. 

This  rotary  burner  (Fig,  38)  is  operated  by  an  electric  motor.'  The  motor  also  oper- 
ates an  oil  pump  which  furnishes  the  supply  of  oil  to  the  burner.  The  system  is  provided 
with  the  most  modem  attachments,  making  it  safe,  sane,  and  automatic;  it  is  exceedingly 
simple  to  operate,  durable  in  construction,  noiseless  and  clean.  It  bums  fuel  oil,  dis- 
tillates, or  keroecne  and  can  be  attached  to  a  hot-water  boiler  or  hot-air  heater  within 
three  hours  after  the  oil  tank  and  piping  have  been  installed. 

Oil  EguiPMEHT  fob  Sugar  Inddbtbt 
In  Fig.  39,  39a  and  306  one  burner  is  located  on  the  Dutcb-oven  end  and  is  used 
tdmply  to  heat  the  oven  before  charging  in  the  b^aase,  after  which  this  burner  b  swung 

'  (Tlw  writer  ia  indebted  to  Mr.  John  Schenuncer,  Jr.,  PreaideDt  of  the  Aetllk  Automate  Oil-Bumsr 
Inc.,  ProTideneei  R- 1-,  for  the  cut  bad  deflcription  of  tliia  burner.) 


USE  OF  FUEL  Ollfi 


£1 


Sid.  SB. — Combination  oil  uid  higinii  cquii 


SWIVEL  BURNERS 


479 


Sr«l«pM1^0M«  Tain) 


rift  BtWB  BMto  Pip* 

F^o.  996. — Swivel-Joint  burner  piping.    Alio  heater  box  required  for  burning  heavy  oil. 


Fig.  40. — Oil  and  tar  burner  mounted  with  ewivel-joints. 
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out  of  position.  This  burner  is  not  used  vlien  the  bagasse  is  burned  and  the  opening  for 
it  is  therefore  closed.  The  other  burners  should  be  placed  in  the  side  wall  immediately 
under  the  elements  of  the  boiler,  sufficiently  high  so  that  the  slag  from  the  bagasse  will 
not  interfere  with  the  path  of  the  flame  of  the  oil  burner. 

Swivel-joint  bumera  (Fig.  40)  may  be  used  for  this  dsM  of  aervioe  but  better  and 
more  eixinomical  resulta  can  be  obtained  by  using  the  fluid-injecting  apparatus  shown  in 
Fig.  33. 

It  ordinarily  requires  about  3  gallons  of  oil  per  ton  of  bagasse  burned  to  carry  a  normal 
load  upon  the  boiler,    Oil  is  an  excellent  fuel  for  this  purpoee. 

Oil  EQmpuENT  ros  Mahdte  Boilbbs 

In  the  equipment  of  marine  bailers  it  is  necessary  to  rcmore  the  grates  and  use  a 
manhole  door  constructed  in  the  manner  shown  in  Fig.  41. 

Note  the  manner  of  constructing  the  ignition  chamber.  It  is  always  necessary  to 
protect  the  rear  lap  seam  of  the  corrugated  furnace  with  firebrick.  Thia  can  be  done 
very  simply  by  putting  one  row  of  arch  brick  around  tbe  lap  seam. 


Fio.  41. — Mulne  bcrflet  aquipnraitt. 

In  wet^back  Scotch  marine  boilers,  it  is  necessary  to  use  a  row  of  firebrick  in  tbe 
manner  shown,  in  Fig.  42  to  protect  the  shell  and  staybolta.  Note  that  the  elementa 
of  this  boiler  are  very  low. 

Fig.  43. — Note  that  the  elements  are  quite  a  distance  from  the  checker  work  or  floor 
of  the  furnace. 

In  tugboat  service,  using  atomizing  burners,  it  requires  147  gallons  of  oil  to  represent 
a  long  ton  of  coal.  In  marine  service,  using  mechanical  burners,  it  requires  180  gallous 
of  oil  to  represent  a  long  ton  of  coal.  Therefore,  oil  is  more  attractive  as  a  fuel  for  tug- 
boat service  than  it  is  for  ocean-going  vessels.  In  numerous  tests,  it  has  been  found 
that  two  oil-fired  tugboats  will  take  the  place  of  three  tugs  of  the  same  size  and  power, 
having  all  other  conditions  the  same  and  using  coal  as  fuel. 

The  coal  referred  to  in  comparing  these  two  fuels  has  a  calorific  value  of  14,000  B  t.u. 
per  pound  and  is  figured  by  the  long  ton  (2240  pounds),  while  the  60  has  a  calorifie 
value  of  19,000  B.t.u.  per  pound  and  weighs  7)  pounds  per  pdkn. 
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In  ooean-going  vessels  plying  between  the  ports  of  New  York,  Havre,  Liverpool, 
Hamburg,  etc.,  the  most  modem  practice  is  to  use  mechanical  burners,  description  of 
which  is  given  below.  This  is  because  the  use  of  this  type  of  burner  prevents  the  exces- 
sive use  of  fresh  water  which  would  be  required  with  the  atomizing  type  of  burner. 


Hate  Tbta  Fin  Brick  laid  SolU  Im  FJn  Claj 

to  rmtwit  Um  Botteai  PMa 

^^^  SECTION  ON  CENTER  LINE 

Fia.  42. — Baboock  &  Wilcox  water-tube  boiler — marine  type. 


The  apparatus  shown  in  Fig.  44  is  of  the  so-called  mechanical  atomizing  type,  in 
which  the  spray  is  produced  by  oil  pressure  only,  without  the  use  of  an  atomizing 
medium  such  as  compressed  air  or  steam.  In  this  type  of  atomizer,  the  oil  is  given  a 
rapidly  whirling  motion  inside  the  tip  and  leaves  the  orifice  of  the  tip  as  a  conical  spray 
of  finely  divided  p>articles,  the  spraying  effect  being  produced  by  centrifugal  force. 

Fig  45.  shows  a  complete  Babcock  &  Wilcox  mechanical  oil-burning  imit,  the  im- 
portant elements  of  which  can  be  briefly  described  as  follows: 

1  is  the  cast-iron  bladed  cone;  2  is  the  main  register  casting,  which  is  bolted  directly 
to  the  boiler  front  plate,  thus  holding  the  cone  (1)  in  place.  The  main  register  cast- 
ing is  fitted  with  four  automatic  air  doors  (3)  by  the  use  of  which  the  quantity  of 
air  supplied  to  the  burner  may  be  regulated  at  will  and  shut  off  entirely  if  desired. 
These  doors  are  so  designed  that  they  will  close  automatically  in  case  of  a  flare-back  in 
the  furnace  or  the  blunting  of  a  boiler  tube,  thus  protecting  the  fireman  who  may  be 
standing  in  front  of  the  boiler. 

To  the  front  of  the  register  casting  is  fastened  a  cover-plate  (4)  fastened  with  studs 
to  the  main  register  casting  and  holding  in  place  the  radiation  guard  (5)  and  the  spider 
casting  (6).  This  spider  has  four  cams  which  control  the  operation  of  the  automatic 
air  doors  (3).  Fastened  to  the  spider  (6)  and  passing  through  a  slot  in  the  cover-plate 
(4)  is  a  handle  (7)  to  facilitate  the  operation  of  the  spider.  By  moving  this  lever  to 
the  extreme  right  the  air  doors  are  all  closed  and  by  moving  it  to  the  left  the  doors  are 
gradually  opened. 

Passing  through  the  center  opening  in  the  cover  plate  (4)  is  a  distance  piece  (8)  to 
the  room  end  of  which  is  fastened  a  quick-detachable  yoke  and  coupling  (10  and  9). 
To  the  other  end  of  this  distance  piece  is  fastened  a  cast-iron  conical  shaped  impeller 
plate  (11).  Passing  through  the  center  of  the  distance  piece  (8)  is  a  mechanical  atomi- 
zer (13),  this  atomizer  being  held  in  place  and  connected  to  the  fuel-oil  supply  line 
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through  the  quick-detachable  coupling  and  yoke  (9  and  10),  thus  tnakiiiK  the  atomiur 
(13),  the  distance  piece  (8)  and  the  center  impeller  (11),  a  rigid  unit  when  in  operation. 
The  distance  piece  is  so  designed  that  it  may  be  moved  along  its  axis,  thus  moving  the 
center  impeller  (11)  in  and  out  of  the  bladed  cone  (1)  and  thug  decreasing  or  enlarging 
at  will  the  clear  area  for  the  paaaage  of  air  around  the  outtide  of  the  center  impeUer 
(11).  Thus  by  pushing  the  center  impeller  in  toward  the  furnace  this  clear  area  is  con- 
sidenbly  reduced  and  by  pulling  it  out  to  the  pceition  in  which  it  is  shown  in  Fig.  47, 
the  maximum  clear  area  will  be  obtained.  By  means  of  a  set  screw  (12),  the  center 
iii4>e]ler  (11),  together  with  the  distance  piece  and  atomiser,  may  be  fastened  in  any 
desired  position. 

To  adjiHt  the  distance  between  the  tip  of  the  atomizer  (13)  and  the  small  opening 
in  tbe  center  of  the  cut-iron  impeller  (U),  the  headlees  set  screw  (14)  is  un8ct«wed,  and 
whQe  the  distance  piece  (8)  is  held  with  the  set  screw  (12)  the  coupling  may  be  rotated 
on  the  distance  piece  to  any  poeition  desired.  The  distance  between  the  tip  of  the 
atomiser  and  the  smaU  opening  in  the  center  of  tbe  cast-iron  impeller  should  be  main- 
tained at  approidmately  }  of  an  inch,  and  when  the  coupling  (9)  is  moved  up  on  the 
distance  piece  (8)  sufficiently  to  bring  this  condition  about,  the  headless  set  aetew 
(14)  should  be  driven  home.  If  this  adjustment  (to  bring  the  tip  of  the  atomiser  within 
1  of  an  inch  of  the  opening  in  the  center  of  the  cast-iron  impeller)  has  once  been  made 
(usually  at  the  time  the  apparatus  is  finst  set  up),  it  should  never  have  to  be  repeated. 
/( t«  imporlartl  thai  all  bumtrs  have  thU  aditiftment  made  be/ore  lighting  up. 

Operation  of  system. — In  starting  up  a  boiler  with  this  style  of  apparatus  fint  be 
sure  that  alt  of  the  burner  atomiserB  are  thoroughly  clean  and  that  there  will  be  no 
danger  of  poor  atomisation  because  of  plugged  strainers  or  because  of  chips  or  pieces 


of  waste  in  the  oil  passages  of  the  atomiicr.  Also  be  sure  that  all  valves  leading  to  tbe 
different  bumeia  are  cloeed.  If  reciprocating  oil  pumps  are  used  and  an  air  cylinder  is 
provided  in  the  oil  line,  have  tbe  necessary  connections  made  so  that  this  cylinder  can 
be  charged  with  air  after  the  oil  ia  started  through  the  system.  It  is  uery  neeeetary  ttiat 
the  fluctuations  in  pressure  of  the  oil  from  the  pump  be  eliminated  by  the  air  cylinder 
before  tbe  first  burner  is  lighted. 

After  taking  these  essential  precautions,  start  circulating  the  oil  through  the  system 
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(without  lighting  any  of  the  burners)  until  the  piping  is  thoroughly  warm  and  the  oil 
has  reached  a  temperature  which  will  make  it  possible  to  atomise  it  in  a  satisfac- 
tory way. 

Care  of  atomizer. — One  of  the  most  important  points  in  connection  with  the  satis- 
factory operation  of  burners  is  the  inspection  and  care  of  the  atomixer.  It  is  very 
essential  when  burning  oil  by  mechanical  atomization  that  the  atomizer  be  kept  thor- 
oughly clean  at  all  times,  as  a  slight  plugging  in  any  of  the  oil  passages  causes  poor  ato- 
mization at  the  tip,  black  streams  of  oil  and  poor  combustion.  When  an  atomizer  in 
operation  does  not  give  a  perfectly  uniform  cone  of  oil  spray  it  should  be  taken  out  and 
replaced  by  a  spare  atomizer  and  then  thoroughly  cleaned  and  placed  on  the  spare 
atomizer  rack.  The  operator  should,  therefore,  be  careful  to  observe  the  tips  of  the 
atomizers  (through  the  peepholes  provided  in  the  top  air-door  of  the  register)  at  frequent 
intervals,  to  observe  the  appearance  of  the  oil  spray  coming  from  them,  as  even 
a  very  complete  system  of  strainers  does  not  entirely  prevent  the  plugging  of  atomizers. 

In  cleaning  an  atomizer,  first  unscrew  and  remove  the  steel  tip,  which  in  turn  brings 
the  snudl  slotted  sprayer  plate  with  it.  This  sprayer  plate  should  be  washed  in  gasoline 
or  kerosene  and  carefully  examined  for  the  cause  of  the  plugging,  as  experienoe  has 
shown  that  most  plugging  occius  in  one  of  the  four  channels  of  this  plate. 

If  the  cause  of  the  plugging  is  discovered  in  the  sprayer  plate  it  will  be  unneceasaiy  tc 
remove  the  nozzle  (to  which  the  tip  is  secured),  but  if  nothing  has  been  found  in  the 
passages  of  the  sprayer  plates,  the  nozzle  should  be  imscrewed  from  the  barrel  of  the 
atomizer  and  thoroughly  examined  and  cleaned.  These  three  pieces  should  then  be 
replaced  on  the  burner  barrel  in  their  respective  positions.  If  the  atomizer  has  been  in 
operation  for  any  length  of  time  (twelve  or  fifteen  hours)  the  strainer  in  the  body  of  the 
burner  will  undoubtedly  need  cleaning.  To  do  this,  the  brass  cap  on  the  back  of  the 
body  should  be  unscrewed,  the  strainer  removed  and  a  spare  strainer  slipped  in  its 
place,  the  dirty  strainer  being  cleaned  with  kerosene  at  the  operator's  oonvenienoe. 
After  the  brass  cap  has  been  replaced,  the  atomizer  may  be  placed  in  the  spare  rack 
ready  to  be  used  at  any  time. 

Cause  and  eliminalion  of  carbon  In  fomace. — Should  any  caibon  "  build  up  "  on  the 
cast-iron  center  impeller,  or  the  brickwork  around  the  burner  opening,  or  on  the  furnace 
side  walls  or  floor,  it  may  be  removed  in  two  ways: 

1st.  By  shutting  off  the  burner  which  is  "  building  up  "  the  caibon  and  leaving  it 
shut  off  until  the  radiant  heat  from  the  other  burners  and  hot  brickwork  bum  up  the 
carbon.  While  this  is  being  done  the  air  doors  in  the  register  of  the  bum»  that 
is  shut  off  should  be  left  open  a  small  distance  to  supply  air  for  burning  up  this 
carbon. 

2d.  By  cutting  the  carbon  away  with  a  rod  or  bar  of  iron  (flattened  to  a  chisd  edge 
at  one  end)  inserted  through  the  wide-open  air  doors  of  the  register. 

Due  to  the  wear  and  tear  on  the  brickwork,  castings,  etc.,  by  the  second  method,  it 
is  decidedly  preferable  to  use  the  first  method  if  the  power  requirements  will  allow  a 
burner  to  be  shut  off  long  enough  to  bum  up  the  carbon.  Before  the  burner  is  again 
lighted  up  after  burning  or  cleaning  off  the  carbon,  a  careful  examination  should  have 
been  made  to  determine  the  cause  of  the  formation  of  the  carbon  and  this  cause  elimi- 
nated. The  formation  of  the  carbon  may  be  due  to  one  or  all  of  a  number  of  causes,  as, 
for  example,  oil  too  cold  for  proper  atomization;  one  air  door  of  the  register  stuck  in  the 
closed  position,  leaving  only  three  open ;  or  aU  four  doors  in  the  register  too  nearly  doeed. 
Also  the  furnace  brickwork  may  be  too  cold,  due  to  the  use  of  excess  air. 

(The  B«bcock  &  WUcox  Company.  New  York,  N.  Y.,  haa  kindly  furnished  the  above  deacnption 
and  cuts  (Figa.  45  and  46)  of  their  mechanical  oil-buminz  syBtoni.) 
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Oil  Equipment  fok  Locouotives 

Oil  ia  an  excellent  fuel  for  use  in  locomotives  of  all  sixes,  for  with  it  smoke  can  be 
eUminated.  Again,  when  the  locomotive  is  changed  from  coal  fuel  to  oil,  the  tonnage  is 
incfeased  15  per  cent.  This  is  because  the  full  preaaure  of  steam  can  be  maintained 
upon  the  boiler  while  pulling  the  tonnage  on  a  level  track  or  up  any  ordinary  grade. 

Onlyone  burner  is  used  in  large  locomotives.  (See  Figs.  47  and  48.)  Intheequip- 
meat  of  locomotives  it  is  very  important  that  the  air  opening  in  the  inverted  arch  be  of 
proper  proportions  for  the  size  and  service  of  the  locomotive.    If  this  opening  is  too 


Flo.  46.— BsbcoEk  A  WUooi  marini;  boiler  Btwd  for  oil  lu*l. 

large,  it  means  that  a  superfluous  amount  of  air  will  pass  into  the  firebox,  resulUnt;  in 
Ion  of  fuel;  and  if  too  small,  the  locomotive  cannot  pull  its  tonnage  because  It  cannot 
get  sufficient  oxygen  for  combuEtlon.  The  equipment  of  locomotives  is  therefore  an 
engineering  feat,  and  before  a  man  can  equip  them  successfully,  be  must  have  had  the 
practical  experience  of  burning  oil  in  locomotives. 

For  small  locomotives  (Fig.  49b)  the  author  always  recommends  two  burners — one  a 
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Fia,  47. — Large  locomotive  eqtupment.     View  showing  piping  and  location  of  oil  regulating  cock, 

quadrant,  etc. 
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KnaU  burner  to  serve  ss  a  pilot  light.  This  burner  ia  oper&ted  at  all  timee,  ita  functkm  b»- 
ing  to  keep  tbe  preesute  of  ateam  in  the  boiler  at  just  below  its  popping-off  point.  The 
larger  or  service  burner  is  operated  only  when  the  locomotive  ia  called  into  aerviee. 
By  the  use  of  the  pilot  burner  the  required  steam  is  made  available  for  immediate 
aearioe  at  all  times.  The  brickwork  is  also  kept  hot,  and  when  the  larger  burner  ia 
ready  for  operation,  the  flame  from  the  pilot  burner  instantly  ignitcfl  the  atomized  fuel 
fed  by  tbe  larger  burner. 

The  author  always  insists  on  this  duplex  system  in  small  locomotives,  or  for  switching 
engjpea,  etc.,  wbei«  tbe  service  is  intermittent. 


Flo.  48. — Lafs*  locomotive  «qiupnient. 

The  oil  tanks  {Figs.  50  and  50a)  vary  in  site  and  form  according  to  the  sice  of  the 
coal  spaoe  in  the  tender  of  the  locomotive.  Not«  that  means  are  provided  for  heating 
the  oil  with  a  )-inch  direct  live-ateam  pipe.  Years  ago  it  was  the  practice  to  provide 
heater  coils  in  tlie  interior  of  the  tank,  but  this  practice  has  long  since  been  stopped,  for 
it  puts  a  locomotive  out  of  servicse  for  possibly  three  or  four  hours. 

In  kH»motive  service,  using  atomizing  burners,  it  requires  180  gallons  of  oil  (cal- 
orific value  19,000  B.t.u.  per  pound,  weight  7i  pounds  per  gallon)  to  represent  a  long 
ton  (2240  pounds)  of  coal,  the  coal  having  a  calorific  value  of  14,000  fi.t.u.  per  pound. 

On,  Aa  Fuel  m  Forob  Shop  Practice 

In  all  modem  plants  tbe  first  oonsideration  should  be  space;  tbe  second,  the  loca- 
tion of  different  d^tartments  so  that  the  metal  will  pass  from  the  stock  room  into  the 
forge  shop,  from  the  forge  shop  into  tbe  lieat>'treating  department,  then  to  the  store 
room.     There  should  be  no  waste  movements  and  no  imperfect  operations. 

The  furnaces  should  be  of  ample  capacity  to  heat  the  amount  of  metal  required  for 
tbe  forging  machine,  8t«am  hammer  or  drop;  and,  in  order  to  turn  out  the  maximum  out- 
put, they  should  be  portable  in  conatniction  so  that  when  an  arch,  jamb,  or  other  part 
of  a  furnace  needs  to  be  repaired,  the  night  shift  can,  by  the  aid  of  the  cranes  which  are 
ordinarily  used  to  supply  the  furnaces  with  metal  and  transfer  the  metal  to  any  place 
in  the  works  desired,  lift  up  and  carry  the  furnace  into  the  masons'  room.  As  soon  as 
this  is  done,  a  furnace  which  baa  already  been  relined  is  taken  from  the  masons'  room 
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Fxo.  49. — Equipment  of  a  small  locomotive  such  as  is  often  used  around  large  plants. 
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Flo.  40a. — Plan  view — small  locomotive  equipment. 
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and  placed  in  the  position  from  which  the  other  furnace  was  removed.  The  oil  burner 
is  then  started  in  order  that  the  furnace  may  be  sufficiently  heated  for  the  operator  in 
the  morning. 

The  small  drop-forging  furnaces  ordinarily  used  with  board  drops  should  also  be 
portable  in  construction  and  provided  with  two  openings,  so  that  metal  may  be  charged 
i  n  one  of  the  openings  and  brought  to  heat  while  the  former  charge  is  being  drawn  from 
the  other  opening  in  the  furnace.  These  furnaces  are  known  as  twin-t3rpe  furnaces, 
and  are  illustrated  in  Figs.  56  and  56a. 

The  heat-treating  furnaces  should  also  be  portable  in  order  that  they  too  may  be 
relined  when  demands  require,  just  the  same  as  the  large  forging  or  drop-forge  furnaces. 
They  should  be  placed  in  battery  so  that  no  unnecessary  steps  are  required  by  the  oper- 
ators. The  use  of  pyrometers  is  always  recommended  for  the  vedue  of  steel  depends 
upon  the  care  with  which  it  is  heat-treated. 

The  furnaces  are  of  modem  construction  and  without  stacks.  The  men  are  satis- 
fied for  they  are  employed  continuously,  and  the  officials  are  also  satisfied,  for  the  max- 
imum output  can  be  produced  at  all  times,  since  there  are  no  idle  furnaces. 
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Fio.  496. — Small  locomotive  equipped  with  pilot  burner  as  well  aa  the  usual  oil  burner. 


It  is  very  important  that  the  building  should  not  be  constructed  until  the  proportions 
of  the  furnaces  required  are  known.  In  other  words,  never  build  a  building  until  the 
sise  of  the  furnaces  required  for  maximum  output  is  known. 

The  heat-treating  furnaces  should  be  of  semi-muffle  type,  with  graduated  heat  ports 
so  that  an  even  distribution  of  heat  can  be  attained  and  maintained  throughout  the 
entire  charging  space  of  the  furnace. 

As  some  oils  contain  considerable  sulphur,  it  is  necessary  to  use  canopies  over  the 
vents  of  the  furnaces  in  order  to  carry  away  the  sulphurous  fumes. 

From  Fig.  57  it  will  be  noticed  that  two  pumps  are  provided  so  that  one  can  be  held 
in  reserve  in  case  of  an  emergency.  The  pipes  are  so  located  as  to  insure  the  perfect  cir- 
culation of  the  oil  throughout  the  entire  plant. 

Of  course,  the  tensile  strength  of  the  metal  is  increased  by  heat-treating,  and  the 
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metallurgist  must  advise  the  furnace  operator  as  to  the  temperature  required,  while 
he  in  turn  mainfjiinfl  the  temperature  specified  by  the  metallurgist. 

The  superintendent  who  copies  the  furnace  construction  and  methods  of  other  com- 
panies cannot  lead.  The  construction  of  the  furnaces  and  the  method  of  operating 
learned  in  another  plant  may  be  absolutely  impractical  in  his  plant,  and  the  result  is 
that  his  imitation  ends  in  a  miserable  failure.  It  is  all  very  well  to  investigate  methods, 
but  it  is  not  always  wise  to  copy  them.  There  are  so  many  things  that  enter  into  their 
practical  use  that  one  must  be  very  guarded  in  striving  to  emulate  the  exact  practice  of 
another  works. 

Billet  heating  furnaces  are  made  up  in  various  forms  for  various  services.  Some- 
times the  charge  is  withdrawn  from  side  doors,  while  at  other  times  it  is  automatically 
dropped  down  from  the  end  of  the  furnace  upon  carriers  which  carry  the  ingots  or 
billets  into  the  mill. 

At  times  these  continuous  furnaces  are  connected  with  stacks  and  waste-heat  boilers, 
while  at  other  times  they  are  vented  from  ports  at  the  charging  end  of  the  furnace.  Only 
one  burner  should  be  used  in  this  type  of  furnace. 

Continuous  furnaces  are  made  in  two  types,  the  dedined-hearth  and  inclined-hearth 
types.    The  declined-hearth  type  (Fig.  58)  is  more  popular. 

There  is  no  stack  upon  the  portable  furnace  (Fig.  59)  and  the  charging  space  is  5 
feet  wide  by  14  feet  long.  It  will  be  noticed  that  the  furnace  is  built  upon  steel  chan- 
nels so  that  it  can  be  removed  as  hereinbefore  described. 

Fig.  60  shows  the  method  by  which  the  volume  air  is  preheated  by  the  superheater 
placed  inunediately  above  the  vents  of  the  furnace.  The  air  is  preheated  before  being 
delivered  to  the  furnace  through  the  nozzle  under  the  burner. 

Fig.  61  shows  a  modem  t3rpe  of  billet-heating  furnace  in  which  oil  can  be  used  in 
combination  with  natural  gas,  or  either  fuel  can  be  burned  exclusively.  An  ingot  30 
inches  in  diameter  can  be  charged  into  this  furnace  and  heated  to  a  forging  tempera- 
ture in  two  and  one-quarter  hours,  while  in  a  coal-fired  furnace  this  operation  would 
require  twenty  hours. 

Oil  is  such  a  superior  fuel  in  forge  practice  that  if  Mr.  A  is  using  oil  as  fuel  and 
Mr.  B  coal,  in  a^hort  time  Mr.  A  will  put  Mr.  B  out  of  business,  simply  because  he  can 
turn  out  double  the  quantity  of  forgings,  the  metal  will  be  of  superior  quality  and  will 
be  freer  from  scale.  While  Mr.  B  may  have  the  same  commercial  and  mechanical 
ability  as  Mr.  A  he  cannot  compete  with  him.  If  the  metal  is  to  be  heat-treated,  cer- 
tainly Mr.  A  has  every  advantage,  owing  to  the  superior  quality  of  metal  he  can  pro- 
duce. Again  too,  Mr.  A's  dies  will  last  much  longer,  for  the  life  of  the  die  is  always 
increased  by  using  oil  as  fuel.  Oil  produces  a  much  softer  metal  since  it  gives  a  pene- 
trating heat,  while  coal,  coke  or  gas  make  only  an  abrasive  heat.  This  is  very  noticeable 
in  changing  a  furnace  from  coal  fuel  to  oil. 

In  the  construction  of  furnaces,  it  is  always  important  to  use  the  best  non-expand- 
ing fire-brick  procurable  that  will  withstand  the  temperature  the  work  requires,  remem- 
bering that  it  costs  just  as  much  to  build  or  reline  a  furnace  with  poor  brick  as  with  good 
brick,  and  some  firebrick  are  not  worth  putting  in  at  all. 

Modem  heat  deflectors  should  be  provided  to  deflect  the  heat  from  the  furnace 
operator.  This  should  be  done  in  order  to  prevent  the  workman  from  becoming  over- 
heated and  to  enable  him  to  obtain  the  maximum  output  with  minimum  fatigue. 

Every  furnace  should  be  of  the  proportions  required  for  the  maximum  output. 
It  should  be  modem  in  every  detail  and  should  be  so  constructed  that  the  upkeep  of  the 
furnaces  is  reduced  to  the  minimum.  Construction  along  scientific  lines  is  absolutely 
essential  in  order  to  get  the  maximum  output  and  maintain  the  required  temperatiue 
and  an  even  distribution  of  heat.  These  points  are  essential  and  must  always  be  con- 
sidered by  the  engineer  designing  the  furnaces. 
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In  large  forging  plants,  it  requires  82  gallons  of  oil  to  represent  a  long  ton  of  ooal. 
In  small  drop^orging  furnaces,  it  requires  62  gallons  of  oil  to  represent  a  long  ton  of  ooal. 

In  flue-welding  furnaces,  welding  safe  ends  of  locomotive  flues,  only  58  gallons  of  oil 
are  required  to  represent  a  ton  of  coal.  The  reason  for  this  is  obvious;  vix.,  a  welding 
heat  cannot  be  made  with  a  green  fire.  The  fire  must  be  coked,  and  this  involves  a  loss 
of  volatile  matter  from  the  coal,  as  well  as  a  loss  of  valuable  time  while  coking  the 
ooal.  In  practice  6  gallons  of  oil  represent  1000  cubic  feet  of  natural  gas,  the  gas  having 
a  calorific  value  of  1000  B.t.u.  per  cubic  foot.  Likewise  3i  gallons  of  oil  equal  1000 
cubic  feet  of  conmiercial  or  water  gas,  having  a  calorific  value  of  620  B.t.u,  per  cubic  foot. 

The  coal  referred  to  has  a  calorific  value  of  14,000  B.t.u.  per  poimd  and  is  figured 
by  the  long  ton  (2240  poimds);  the  oil  has  a  calorific  value  of  19,000  B.t.u.  per  pound 
and  weighs  7}  pounds  per  gallon. 

The  manufacturers  in  the  section  of  our  country  located  along  the  Atlantic  coast, 
will  be  compelled  to  use  oil  of  low  gravity  coming  from  Mexico,  where  it  is  produced 
in  great  quantities.  This  varies  in  gravity  from  11*^  B^.  to  16^  B^.,  but  averages  about 
12°  B^.  As  this  oil  is  high  in  sulphur  content,  combustion  chambers  must  be  used 
in  order  to  eliminate  the  sulphur  as  much  as  possible.  With  the  proper  oil  installa- 
tions or  systems,  this  fuel  is  readily  burned,  but  it  must  be  heated  to  reduce  its  vis- 
cosity. Mexican  oils  of  16^  B6.  gravity  vaporize  at  approximately  176^  F.  and  should 
be  heated  to  about  170"*  F.  The  lower  oils  of  11°  B^.  to  12''  B6.  gravity  vaporise  at 
200°  F.  or  210°  F.,  and  should  be  heated  to  within  5°  of  their  vaporizing  point. 

California  oil  of  from  14°  B6.  to  16°  B4.  gravity  vaporizes  at  230°  F.  and  should  be 
heated  to  225°  F. 

Texas  oil  which  is  approximately  of  21°  B4.  gravity  vaporizes  at  142°  F.  and  should 
be  heated  to  5°  F.  less  than  the  vaporizing  point. 

Oklahoma  fuel  oil  vaporizes  at  approximately  154°  F.  and  should  be  heated  to  149°  F. 

The  question  is  often  asked:  ''  What  is  the  vaporizing  point  of  oil  from  21°  B4.  to 
23°  B4.  gravity?  "  This  question  cannot  be  answered  without  asking  the  question: 
"  From  what  field  is  this  oil  taken?",  because  an  oil  of  21°  B4.  gravity  may  be  a  mixed 
oil.  If  a  mixed  oil,  it  would  be  50  per  cent  Mexican  oil  of  about  16°  B6.  gravity  and 
50  per  cent  Pennsylvania  oil,  which  is  about  36°  B4.  gravity.  This  will  make  21°  B^. 
gravity  oil.  Sometimes  23°  B^.  gravity  oil  is  made  by  mixing  40  per  cent  of  the  Mexi- 
can oil  and  60  per  cent  of  the  Pennsylvania  oil.  These  oils  vaporize  at  approximately 
140°  F. 

Oil  as  Fuel  in  Boiler  Manufacturinq  axd  Repair  Shops 

Oil  is  an  incomparable  fuel  in  the  making  or  repairing  of  boilers,  as  an  even  heat 
can  be  procured  in  the  furnace.  This  is  absolutely  essential  in  the  heating  of  plates 
for  bending,  for  if  they  are  unevenly  heated  there  will  be  a  distortion  in  the  plate  which 
cannot  be  removed. 

Another  advantage  in  using  oil  as  fuel  is  the  quickness  of  the  heat.  It  is  most  impor- 
tant to  turn  out  a  maximum  output  when  one  considers  the  fact  that  a  number  of  men 
are  required  to  operate  the  press  and  these  men  are  idle  until  the  metal  is  heated. 
Within  a  period  of  thirty  minutes  in  the  morning  the  plates  may  be  heated  evenly 
and  withdrawn  from  this  t3rpe  of  furnace.     (Fig.  62.) 

To^y,  boiler  shops  desire  to  make  their  own  rivets.  The  entire  bar  is  usually 
charged  in,  the  machine  being  convenient  to  one  end  of  the  furnace.  The  man  operat- 
ing the  rivet-making  machine  fits  the  blanks  into  the  machine.  Another  man  charges 
the  cold  stock  into  the  furnace  from  the  rear  end.  By  the  use  of  oil  as  fuel  in  this 
practice  a  perfectly  even  heat  is  maintained  throughout  the  length  and  width  of  the 
furnace.     (See  Fig.  63.) 

In  the  operation  of  a  bolt  riveter  it  is  necessary  to  heat  the  rivets  quickly.  The  author 
always  recommends  a  two-door  furnace  for  this  purpose,  similar  to  that  shown  in  Fig.  65. 
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In  the  heating  of  rivets  it  is  very  essential  to  reduce  the  scale  on  the  metal  to  the  min- 
imum. For  this  purpose  it  is  recommended  that  the  combustion  chamber  be  of  adequate 
proportions  to  reduce  this  scale.  If  a  furnace  is  not  provided  with  a  combustion  cham- 
ber, it  is  necessary  to  use  the  furnace  itself  for  this  purpose  and  in  so  doing  the  metal 
is  oxidized. 

Oil  Equipment  for  Heat-Treating  Furnaces 

Note  (Fig.  65)  the  graduated  heat  ports  which  deliver  the  heat  from  the  lower  combus- 
tion chamber  to  the  charging  space  immediately  above.  These  heat  ports  must  vary  in 
proportion  to  the  size  of  the  furnace  and  temperature  maintained.  Without  these 
graduated  heat  ports,  it  is  impossible  to  obtain  an  even  distribution  of  heat  through- 
out the  length  and  width  of  the  charging  space. 

Note  the  graduated  heat  por1»  in  Fig.  66.  Only  one  burner  is  used  in  the  opera- 
tion of  this  furnace. 

The  furnace  in  Figs.  67  and  67a  is  provided  with  graduated  heat  ports  which  insure  the 
even  distribution  of  the  heat  throughout  the  entire  length  and  width  of  the  charging 
space,  and  can  be  operated  without  a  variation  of  10°  F.  in  any  portion  of  the  furnace. 

Steel  is  valuable  only  when  it  is  properly  heat-treated,  and  it  is  therefore  very 
important  to  have  an  even  distribution  of  heat.  Ordinarily  only  one  burner  should  be 
used;  but,  of  course,  it  is  sometimes  necessary,  in  car  type  furnaces,  to  use  two  burners. 
However,  only  one  burner  is  used  in  each  of  the  combustion  chambers  placed  on  each 
side  of  the  car. 

In  heat-treating  furnaces  with  high  temperatures,  63  gallons  of  oil  represent  a  long 
ton  of  coal.  In  heat-treating  furnaces  with  low  temperatures  for  drawing  purposes 
only  58  gallons  of  oil  are  required  to  represent  a  long  ton  of  coal. 

The  coal  referred  to  has  a  calorific  value  of  14,000  B.t.u.  per  poimd,  and  is  figured  by 
the  long  ton  (2240  pounds);  and  the  oil  has  a  calorific  value  of  19,000  B.t.u.  per  poimd 
and  weighs  7i  pounds  per  gallon. 

Oil  as  Fuel  in  Steel-poundry  Practice 

In  Fig.  68  the  process  is  a  very  simple  one.  The  oil  burners  are  placed  one  on  each 
side,  but  only  one  burner  is  in  operation  at  a  time.  It  is  necessary  to  put  in  what  is  known 
as  a  "  dog  house."  This  ia  done  by  building  a  wall  from  the  end  of  the  furnace  up  to  the 
roof  or  arch  as  shown  in  plan  and  end  views.  Usually,  however,  the  original  gas  port 
is  covered  and  the  air  ports  on  each  side  are  enlarged  as  shown  in  Figs.  69  and  69a. 

The  waste  gases  are  delivered  through  both  the  original  gas  and  air  regenerators. 
In  ordinary  practice  three  heats  are  taken  from  an  open-hearth  furnace  using  oil  as  fuel, 
but  usually  only  two  heats  are  taken  from  an  open-hearth  furnace  when  using  pro- 
ducer gas. 

In  steel-foimdry  practice  it  is  very  essential  that  the  ladles  be  carefully  heated  as 
nearly  as  possible  to  the  temperature  of  the  steel  when  it  is  poured  into  the  ladle.  The 
author  always  recommends  the  use  of  a  combination  burner  and  furnace.  (Fig.71.)  The 
function  of  the  furnace  attached  to  the  burner  is  to  aid  in  maintaining  a  very  low  fire  when 
the  ladle  has  been  patched.  The  burner  should  always  have  both  a  minimum  and  a  maxi- 
mum capacity  adequate  for  demands  required  of  it — either  for  maintaining  a  light  fire 
or  forcing  it  to  bring  the  refractory  lining  of  the  ladle  to  a  higher  temperature.  The 
author  always  recommends  a  cover  for  a  ladle;  it  is  poor  practice  to  make  heat  and 
then  waste  it. 

The  burner  should  be  provided  with  swivel  joints  and  counterweight  so  that  it  can  be 
raised  to  clear  the  ladle  when  the  ladle  is  removed. 

It  is  also  very  important  in  steel-foundry  practice  to  use  oil  to  dry  molds,  for  they 
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can  tiius  be  dried  in  one-quarter  the  time  ordinarily  required  when  uaing  ooke.  Ag&in, 
when  using  coke  aa  fuel  it  is  impoesible  to  get  an  even  distribution  of  heat  at  the  lower 
portion  of  the  oven  no  nutter  what  may  be  the  eise  of  the  oven.  The  oven  may  be  45 
feet  long  by  20  feet  wide  by  12  feet  high.  Only  one  oil  burner  should  be  uaed,  and  there 
should  also  be  a  long  combustion  chamber  with  graduated  heat  porte  to  insure  an  even 
distribution  of  heat  at  the  base  of  the  oven  as  shown  in  Fig.  72. 

As  moisture  and  waste  gases  naturaUy  ascend,  a  vent  should  be  provided  in  the  root 
of  the  mold-diying  oven  so  that  the  moisture  and  waste  gases  will  pass  out  of  the  oven 
by  a  natural  and  sane  method.  Many  8uperint«ndenta  state  that  they  do  not  want 
to  beat  up  the  molds  quickly  because  of  the  danger  of  burning  them.  They  are  right 
if  they  have  in  mind  the  use  of  coke  or  hard  coal — their  premises  are  absolutely  correct 
witii  that  kind  of  fuel,  but  absolutely  incorrect  in  referring  to  the  more  modern  oil  fuel, 
because  with  oil  an  even  distribution  of  heat  can  be  obtained;  whereas  with  ooke  or 
coal  as  fuel  the  heat  is  localiied.    Only  one  burner  should  be  uaed  in  on  oven. 


Pia.  M. — Portable  he«t-treatiii<  furnkc«,  wmi-muffle  type. 

Oil  as  Fuel  in  Malleadle-iron  Foundry  PHAcrncE 

Fig.  73  shows  an  air  furnace  changed  from  coal  firing  to  oil.  The  volume  air  pipe  is 
removed  from  the  ash  pit  where  it  ordinarily  delivers  forced  air  through  the  grates  and 
thence  through  the  charge  of  coal.  It  is  connected  with  the  12-inch  nosile  shown 
immediately  under  the  burner.  It  will  be  noticed  that  the  furnace  is  operated  with 
one  burner  and  the  volume  air  must  pass  through  the  flame.  The  combustion  chamber 
which  is  constructed  in  the  interior  of  the  firebox  is  of  adequate  proportions  to  insure 
the  oil  and  the  atomized  fuel  being  mixed  and  "  reduced  to  heat "  before  reaching  the 
furnace  proper.  OtherwiHe,  the  charge  would  oxidiEe,  and  slag  instead  of  iron  would  be 
tapped  off. 

It  is  necessary  to  use  but  the  one  burner  and  have  the  flame  cf  the  burner  fit  the  com 
bustion  chamber  perfectly.  Otherwise,  there  will  be  a  great  loss  of  metal  because  (f 
oxidation. 

The  author  prophesies  that  in  a  few  years  many  thousands  of  these  furnaces  will  be 
uaed  for  the  melting  of  gray  iron,  as  a  very  much  superior  iron  can  be  produced  in  an  air 
furnace  than  can  be  hoped  for  in  a  cupola.    Everyone  knows  that  gray  iron  is  the  moet 
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unruly  of  all  the  family  of  metals.  The  variation  of  temperaturefl  makes  a.  varying 
quality  of  metal;  in  fact,  if  it  varies  200°  F.  it  becomes  a  aew  metal.  Its  nature  has 
changed  from,  say,  2350°  F.  to  2550°  F.  Again,  a  certain  alloy  of  metal  can  be  charged 
in  and  another  alloy  of  metal  taken  out.    When  using  oQ  as  fud,  a  t«mperatiirB  can  be 
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maintained  not  varying  more  than  20°  F.  each  day.  Of  course  with  coal  and  coke  noth- 
ing like  that  could  be  hoped  for.  The  furnace  can  be  charged  and  the  burner  started 
at  a  certain  hour  with  oil  and  the  metal  tapped  out  at  a  certain  hour  without  a  variation 
in  time  of  more  than  ten  minutes,  no  matter  what  may  be  the  climatic  conditiona.  It 
is  always  figured  that  20  feet  of  stack  is  equal  to  yj  of  an  inch  draft,  providing  it  is  a 
clear  day.  The  effect  of  rain,  enow  or  fog  on  draft  conditions  ia  readily  seen  when 
burning  coat;  but  in  the  burning  of  oil  any  temperature  desired  can  be  maintained, 
for  it  is  not  a  question  of  how  much  beat  can  be  made  but  of  how  much  heat  is  wanted. 
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Fig.  69. — Open-hearth  furnace  equipment,  one  of  the  burners  shown  in  operation. 


SECTION  AT  A- A 
Fig.  69a. — Open-hearth  furnace  equipment,  plan  view  showicg  dog-house  at  burner  end. 
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It  IB  alao  prophesied  that  in  a  few  yem  the  preaent  coftl-6red  anpealing  funaoe  will 
be  a  thing  of  the  past,  owing  to  the  fact  that  these  furnaces  often  vary  in  temperature 
3SO°  F.,  the  waate  gaaes  paoong  through  and  under  the  floor.  The  theory  is  that  they 
heat  the  floor,  but  they  cannot  possibly  do  bo. 

The  author  is  very  familiar  with  the  present  practice  of  charging  the  light-weight 
castinga  in  the  lower  box  and  the  lai^er  and  heavier  castingB  into  the  upper  box.  Some 
day  this  practice  will  not  be  permitted.    There  will  be  specificationB  from  tlte  buyen  irf 


caatingB  stipulating  that  the  temperature  of  the  furnace  must  not  vary  more  than  150°  F. 
in  any  portion.  This  can  be  doue  with  oil  as  fuel,  but  it  cannot  be  done  with  coal  or  coke. 
The  author  wishes  to  make  himself  clearly  understood.  It  is  one  of  the  moat  dan- 
gerous of  shop  practices  for  manufacturers  to  use  any  kind  of  a  heat-treating  furnace 
that  does  not  attain  and  maintain  practically  an  even  beat  throughout  the  entire  fur- 
lutoe,  because  proper  results  cannot  be  obtained  with  such  a  furnace. 
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B/4  FURNACE  HEATING    la.OOO   LB.BOTTOM  POUR  LADLE  FOR  STEEL 
FiQ.  71. — ^Apparatua  for  heating  large  ladles  in  steel  foundries. 


MELTING  FURNACE 


.1 
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FRONT  ELEVATION 
Flo.  71. — Modirn  type  <dl-fir«d  unimliDi  h 


COPPER  REFINING  FURNACE 
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Oil  as  Fdel  for  Copper  MATTDfo  and  Refining  Furkacbb 
When  there  are  about  6  inohee  of  copper  in  the  bath  aa  in  Fig  75,  it  is  tapped  out 
through  the  landers  and,  of  course,  decomposed  by  water.    The  dag  is  hoed  from  the 
door  near  the  flue  end  of  the  furnace  and  hauled  down  to  a  dump  by  a  email  locomotive. 
Oil  is  an  excellent  fuel  for  tbis  class  of  service. 

All  copper-refining  furnaces  should  be  operated  with  oil  and  only  one  burner  should 
be  used,  for  in  this  way  it  is  possible  to  have  perfect  control  of  the  temperature  of  tbe 
furnace  and  to  cany  an  oxidizing  dame  during  the  course  of  the  refinement.  {See  Fig.  76.) 
After  the  copper  has  been  greenpoled  and  refined  to  99.60  per  cent  purity,  the  burner  in 
combination  with  tbe  combustion  chamber  can  be  operated  so  as  to  produce  a  perfectly 
neutral  flame, 


-"^^^Si^^ 


Fia.  77,— R^enentive  glua  f  unuoe  IS  feet  wide  by  2S  feet  long,  operated  with  two  oil  buriMn. 

Oil  as  Fuel  in  Class  Indostrt  Equipment 
Each  burner  should  be  of  adequate  capacity  for  the  demands  upon  the  furnace,  and 
should  be  so  placed  as  to  deliver  the  flame  in  front  of  the  regenerative  ports,  substan- 
tiafly  as  shown.    Of  course,  only  one  burner  is  operated  at  a  time. 

In  Fig.  78,  note  that  tbe  burner  is  placed  immediately  under  the  arch  and  deUvers 
sufficient  heat  to  anneal  the  ware  while  passing  through  the  lehr. 
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MODERN  LIME  KILN  DESIGN 
Ro.  TS.— Virtioal-tyiw  lime  U]n. 


520  USE  OF  FUEL  OILS 


On  AS  Fuel  in  Lime  Kilns  (See  Figs.  79  and  80.) 

Oil  is  very  a  excellent  fuel  for  this  class  of  service  owing  to  the  increased  output 
and  higher  grade  of  lime.  The  sulphur  content  in  the  oil  does  not  have  any  effect  upon 
the  material  even  though  the  oil  contains  as  high  as  3.85  per  cent  sulphur. 

By  the  use  of  one  burner  the  heat  can  be  delivered  in  any  portion  of  the  kiln,  and 
with  oil  either  a  very  long  flame  or  a  very  short  flame  may  be  had  as  desired. 


Oil  as  Fuel  for  Cement  Kilns  and  Dryers  (See  Figs.  81  and  82.) 

Oil  is  an  excellent  fuel  for  this  purpose,  but  in  some  sections  of  the  country  it  can- 
not compete  with  pulverized  coal.  Pulverized  coal  is  an  ideal  fuel  in  the  manufacture 
of  cement. 

In  nearly  every  country  on  the  face  of  the  globe  there  are  millions  of  tons  of  graph- 
itic or  other  coal  of  very  low  calorific  value.  The  pulverized  coal  is  delivered  to  the 
hopper  and  fed  in  the  manner  shown  in  Fig«  83  upon  the  flat  sheet  of  steam  or  compressed 
air  produced  by  the  oil  burner.  By  this  method  it  is  carried  through  the  combustion 
chamber  and  therein  consumed,  the  heat  being  delivered  into  the  furnace.  Of  course, 
aU  coals  must  be  dried  and  pulverized  in  the  usual  manner  employed  in  the  pulveriza- 
tion of  coal.  By  this  method  the  proper  quantity  of  grapliitic  coal  or  other  low-grade 
coal  can  be  delivered  to  the  furnace,  using,  say,  20  per  cent  oil  and  80  per  cent  coal. 
The  flat  flame  produced  by  the  oil  burner  supplies  the  oil  as  weU  as  the  force  for  carr>'- 
ing  the  pulverized  coal  through  the  combustion  chamber. 

The  largest  deposits  of  graphitic  coal  in  the  United  States  are  around  Providence, 
R.  I.     This  coal  has  a  calorific  value  of  7840  B.t.u.  per  pound. 
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SeCTIOH  ON  CENTER  UHE 
— Mcihod  □[  borninc  liquid  fuel  in  eomtnnation  with  pulveruid  or  mpfailio  eo 
forsiuff  uid  beating  furiucf*. 


INTERNAL-COMBUSTION  PETROLEUM  ENGINES 


BY 

ARTHUR  H.  GOLDINGHAM 


Engiiies  designated  by,  and  included  in,  the  above  classification  comprise:  (a)  the 
"  hot-snrfaoe  ''  oil  engine,  both  high  and  low  pressure,  (&)  the  Diesel  engine,  with  solid 
and  air-blast  injection,  (c)  gasoline  (or  petrol)  engines,  (d)  natural-gas  engines. 

Definition. — ^An  internal-combustion  petroleum  engine  is  a  self-contained  unit 
arranged  to  receive  within  its  cylinder,  vaporizer  or  combustion  space,  by  varying 
methods  in  different  types  (hereinafter  described  and  illustrated)  either  liquid  heavy 
crude  and  fuel  oil,  petroleiun,  distillates  or  other  similar  fuels.  Such  products  are  first 
vaporized  and  intimately  mingled  in  the  combustion  space  with  air  compressed  by  the 
inward  movement  of  the  piston  of  the  engine.  Ignition  of  the  explosive  mixture  thus 
formed  then  takes  place  with  consequent  evolution  of  the  heat  energy  contained  in 
the  fuel  which  is  thus  converted  into  work.  With  the  light,  highly  volatile  fuels,  gaso- 
line, benzol  and  lighter  distillates,  a  simpler  process,  that  of  carburetion  is  followed, 
that  is,  the  air  in  passing  to  the  engine  cylinder  absorbs  the  fuel  vapor  as  hereinafter 
fully  explained. 

Historical. — In  1791  John  Barber  first  attempted  to  obtain  motive  power  from 
inflammable  gas  and  in  1794  Robert  Street  built  the  first  English  internal-combustion 
engine  with  cylinder  and  piston.  In  1799  Philip  Lebon  patented  in  France  a  gas  engine 
using  oompression  of  gas  and  air  before  ignition  and  in  1823  Samuel  Brown  produced 
a  successful  hot-air  engine.  In  1838  Bamett  and  in  1860  Lenoir  introduced  improved 
types,  while  in  1862  Beau  de  Rochas  patented  his  well-known  cycle  requiring  four 
strokes  of  the  piston  for  its  completion.  Otto  in  1863  and  Langen  in  1866  produced 
the  Otto  and  Langen  free-piston  gas  engine.  In  1870  Julius  Hock  in  Vienna  produced 
the  first  practical  petroleum  engine  and  Brayton  in  the  United  States  about  1873  pro- 
duced his  first  oompression  oil  engine.  The  Priestman  engine  of  1885  was  foUowed 
by  the  Homsby-Akroyd  type  of  1886-1890.^  The  development  of  the  oil  engine  and 
the  increase  in  its  efficiencies  at  different  periods  are  recorded  in  Fig.  1  showing  typical 
indicator  diagrams  from  various  engines  with  the  results  obtained.* 

First  principles. — This  subject  will  be  referred  to  here  chiefly  in  extracts  from  Clerk.* 
Rankine  defined  thermodynamics,  thus:  '*  It  is  a  matter  of  ordinary  observation  that 
heat,  by  expanding  bodies,  is  a  source  of  mechanical  energy,  and  conversely  that  me- 
chanical energy  being  expended  either  in  compressing  bodies  or  in  friction  is  a  source  of 
heat.    The  reduction  of  the  laws  according  to  which  such  phenomena  take  place,  to  a 

1  For  detailed  history,  see  Gas  and  Petroleum  Engines,  by  W.  Robinson. 

s  Reproduced  from  The  Heavy  Oil  Engine,  Goldingham,  A.  S.  M.  E.  Transactions,  1915. 

*  Thermodynamics  of  the  Gas,  Petrol,  and  Oil  Engine,  by  Sir  Dugald  Clerk. 
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physical  theory  or  connected  system  of  principles,  constitutes  what  is  called  the  science 
of  thermodynamics/'  When  work  is  transformed  into  heat,  or  heat  into  work,  the 
quantity  of  work  is  equivalent  to  the  quantity  of  heat.  Jovle's  equivalent  allows  778 
foot-pounds  as  equivalent  to  1  B.t.u.,  that  is,  the  quantity  of  heat  required  to  chang? 
the  temperature  of  1  pound  of  water  1*^  F.,  the  temperature  of  the  water  being  that  of 
maximum  density  (39.4°  F.). 

Specific  heat. — The  amount  of  heat  required  to  heat  the  imit  weight  of  water  through 
1°  is  1  heat  unit,  but  the  specific  heat  of  any  other  body  is  the  niunber  of  heat  units 
required  to  heat  the  unit  weight  of  a  substance  through  1**.    Gases  have  two  different 
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No.  1. 


No.  2, 


No.  4. 


No.  5. 


Pia,  1. — ^Historical  diagrams.  1.  1888 — Thermal  efficiency  12.8  per  cent,  compression  pressure 
20  pounds,  maximum  pressure  125  pounds,  M.E.P.  44  pounds.  Fuel  oonsumptaon  1.05  pounds  per 
B.H.P.  hour.  2.  1890— Thermal  efficiency  13.5  per  cent,  compression  pressure  40  pounds, 
maximum  pressure  120  pounds,  M.E.P.  35  pounds.  Fuel  consumption  1.0  .pound  per  B.H.P. 
hour.  3.  1905 — Thermal  efficiency  18  per  cent,  compression  pressure  60  pounds,  maximum 
pressure  168  pounds,  M.E.P.  48  pounds.  Fuel  consumption  0.74  pound  per  B.H.P.  hour. 
4.  1913 — Thermal  efficiency  25  per  cent,  compression  pressure  168  pounds,  maximum  pressure 
325  pounds,  M.E.P.  75  pounds.  Fuel  consumption  0.543  pound  per  B.H.P.  hour.  5.  1915 — 
Thermal  efficiency  29  per  cent,  compression  pressure  280  pounds,  maximum  pressure  550  pounds, 
M.E.P.  70  pounds.     Fuel  consumption  0.46  pound  per  B.H.P.  hour. 


specific  heats,  (a)  when  heat  is  applied  while  the  gas  is  at  constant  volume,  or 
(&)  at  constant  pressure.  For  gases  used  in  the  gas  engine  the  two  volumes  are  as 
shown  in  Table  1. 

As  the  value  of  the  specific  heat  varies  with  the  temperature,  it  is  best  to  define  it  with 
relation  to  the  temperature.  The  volume  occupied  by  a  gas  varies  with  regard  to  its 
temperature  and  pressure.  By  Charles'  law  aU  gases  heated  at  constant  pressure  expand 
equally.  One  volume  of  gas  at  0""  C.  if  heated  through  1**  C.  will  expand  ^-f^  <^<1 
become  1^4~7  volume  if  the  pressure  is  constant. 
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Table  1 
Specific  HecdB  of  Gases  to  SW  C— Clerk 

(regnault) 
(For  equal  weights  water  =  1) 


Name  of  gas 

Specific  heat  at 
constant  pressure 

Specific  heat  at 
constant  volume 

Spec,  heat  const,  pres. 
Spec,  heat  const,  vol. 

Air 

0.237 
0.217 
0.244 
3.409 
0.593 
0.404 
0.245 
0.480 
0.216 

0.168 
0.155 
0.173 
2.406 
0.467 
0.332 
0.173 
0.369 
0.171 

1.408 

Oxveen 

1.403 

^^'*jft'^** * 

Nitroiren 

1.409 

Hydroicen 

1.417 

*  *  J  *•*  ^'nr'      ••••• 

Mfti^h  gafl. ........ 

Ethylene 

1.144 

Carbonic  oxide 

Steam 

1.416 
1.302 

Carbonic  acid 

1.165 

If  P —pressure  for  absolute  temperature  t  and  -p'  the  pressure  for  t  temperature  also 
absolute,  then 

V_J_ 

V'    i" 

or  if  i;  be  the  volume  at  absolute  temperature  t  and  v'  at  t\  then 

v__t 

Boyle's  law  states  that  the  product  of  the  pressure  and  the  volume  of  a  perfect  gas 
remains  constant,  if  the  temperature  of  the  gas  is  unchanged,  denoting  pressure  by  p 
and  volume  by  v, 

Boyle's  law  is  pv  —  constant. 

If  heat  is  supplied  to  a  perfect  heat  engine  at  absolute  temperature  T  and  the  absolute 
temperature  of  the  source  of  cold  is  7',  then  the  efficiency  (E)  of  the  engine  is 

rp mt         rpf 

T        T 

The  isothermal  line  is  that  Indicating  the  relation  between  the  pressure  and  volume 
of  a  gas  due  to  expansion  or  compression  at  constant  temperature. 

The  adiabatic  line  is  that  showing  the  relation  between  the  pressure  and  volume 
of  a  gas  due  to  expansion  or  compression  when  no  transmission  of  heat  takes  place. 
No  heat  is  extracted  or  added  during  the  change  of  volume  of  the  gas. 

Where  y  =  ratio  of  the  specific  heat  of  gas  at  constant  temperature  and  pressure. 

The  pressures  at  different  points  in  the  adiabatic  curve  are  related  by  the  equation 

pv"^  —  constant. 
According  to  Rankine, 

7  =  1.408  for  air. 

For  hot  surface  (con.stant  volume)  engines 

7  =  1.30  to  1.35. 


626  INTERNAL  CX)MBUSTION 

For  Diesel  engines  (constant  pressure) 

T  =  1.33tol.41. 

A  vapor  mixture  or  gas  can  be  heated  at  constant  preasure  with  the  volume  vary- 
ing, the  specific  heat  then  being  the  amoimt  of  heat  necessary  to  raise  the  temperature 
of  1  poimd  of  the  gas  1*^,  the  pressure  remaining  constant;  or  the  gas  can  be  heated 
at  constant  volume,  the  preasure  altering,  and  in  that  case  the  specific  heal  is  the  amount 
of  heat  necessary  to  increase  the  temperature  of  1  pound  of  the  gas  1  **,  the  volume  remain- 
ing constant. 

The  air  standard  diagram  first  used  by  Sir  Dugald  Cl^ k  indicates  the  actual  physical 
properties  of  the  working  fluid  but  neglects  heat  losses  to  cylinder  walls.  It  represents 
ideal  performance,  which  in  the  real  engine  may  be  approached  but  never  attained. 
The  relative  perfection  of  an  engine  may  be  gaged  by  the  closeness  with  whidi  it 
approaches  this  ideal.  As  the  Camot  cycle  would  represent  the  ideal  efSciency  of  a 
heat  engine  and  the  Rankine  cycle  that  in  steam  practice,  so  the  air  standard  cycle 
serves  the  same  purpose  with  the  internal-combustion  t»ngine.  Tliis  cycle  assumes 
that  gases  obey  the  laws  of  Charles  and  Boyle  within  practical  limits,  that  combustion 
is  complete  and  takes  place  instantaneously  with  the  piston  at  the  inner  dead  center 
and  that  the  gases  are  always  in  thermal  and  chemical  equilibrium. 

Coo^ression  cycles  classified  by  Clerk  are  for  engines  operating  with  adiabatic  com- 
pression and  expansion  (a)  constant  temperature,  (b)  constant  pressure,  (c)  constant 
volume.  In  a  adiabatic  compression  raises  the  temperature  throu^  the  entire 
range,  the  total  heat  is  received  during  isothermal  expansion  at  the  upper  temperature. 
Adiabatic  expansion  reduces  the  working  fluid  from  the  upper  to  the  lower  temperature. 
The  heat  discharged  is  rejected  by  isothermal  compression  at  the  lower  temperature. 
This  constitutes  the  Camot  cyde.  In  6,  constant  pressure,  adiabatic  oompreasioii 
raises  the  pressure  from  the  lower  U^  the  higher  limit,  and  the  heat  is  added  at  the 
upper  constant  pressure  and  increasing  temperature.  Adiabatic  expansion  reduces  the 
working  fluid  from  the  upper  to  the  lower  constant  pressure,  the  heat  discfaaiiged  is 
rejected  at  the  lower  constant  pressure  and  diminishing  temperature.  In  c,  constant 
volume,  adiabatic  compression  raises  the  temperature  through  a  certain  range.  Heat 
is  supplied  above  that  range  at  constant  voliune  so  that  both  pressure  and  temperature 
then  increase.  Adiabatic  expansion  reduces  the  temperature  throu^  a  certain  range 
and  increases  the  volume  to  that  existing  before  compression.  Heat  discfaaiiged  is 
rejected  at  constant  volume  and  diminishing  temperature. 

Where     t » temperature  before  compression; 
vs  volume  before  compression; 
ie= temperature  after  adiabatic  compression; 
Ve^ volume  after  adiabatic  compression; 
^s  thermal  efficiency, 


and  it  can  be  sho¥m  that 

^  V  / 

E 


and  if  — « -  .  .  .  the  compression  ratio, 

V      r 


-O)'"'- 
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Thus  the  thennal  efficiency  depends  only  on  the  ratio  of  the  maximum  volume  before 
compression  to  the  volume  after  compression.  The  constant  pressure  and  constant 
volume  are  the  best  cycles  for  maximum  efficiency  and  ma.iriTniim  power  for  given  stresses 
in  which  sufficient  compression  followed  by  effective  expansion  is  an  essential  feature. 
Without  adiabatic  compression  such  expansion  is  very  limited.  Compression  before 
ignition  in  the  internal-combustion  engine  extends  the  range  of  effective  expansion. 

Heat  losses  in  internal-combustion  engines  are  as  follows: 

(a)  Loss  through  the  walls  externally  cooled  when  gases  are  at  maximum  temper- 
ature and  during  expansion.  (&)  Throttling  of  air  inlet  and  back  pressure  during 
exhaust,  (c)  Incomplete  combustion  at  maximum  temperature  and  loss  through 
exhaust,    (d)  Varying  specific  heat  increasing  with  rise  in  temperature. 

The  efficiency  of  an  engine,  where  H  is  the  total  heat  taken  in  by  the  engine,  and  //' 
is  the  heat  discharged  after  performing  work,  the  portion  disappearing  in  work  being 
H—W  and  with  no  other  heat  loss,  would  be 

„     H-H' 

In  Fig.  2  where  expansion  is  such  as  to  allow  the  heat  to  be  discharged  with  the  volume 
similar  to  that  existing  before  compression,  the  heat  supplied  to  the  cycle  is 


heat  discharged  is 
efficiency  is 


H^K,{T-tc\ 

K,T-tc-Ke(r-t) 


E  = 


^  =  1- 


T'-t 


T-te 

Both  curves  are  adiabatic  and  pass  through  similar  volumes 


so  that 


r 

t 

T 

^tc' 

r 

-I 

r 

t 

T- 

-tc 

s : 

T 

'tc 

The  efficiency  may  therefore  be  expressed, 

T  I 

5  =  1-—  or  1 — . 
T  tc 

In  the  constant  pressure  type  Fig.  3,  the  compression  pressure  is  raised  from  p  at  6 
to  Vc  At  d.    Fuel  is  injected  from  d  to  e. 

When    Xp  «  Specific  heat  at  constant  pressure; 
ICv^  Specific  heat  at  constant  volume; 
(7i  »Heat  supplied  during  period  d  e; 
Gss  Heat  rejected  during  period  e  c. 
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Then 


Kp{T-lc)-K,{T,-t) 


E^ 


Kp(T--tc) 


5        « 

Volumes 

Flo.  2. — PreBsure-volumc  diagfam 
(constant  volume). 


TempertUuret 

t  absolute  temperature  at  6 

te  absolute  temperature  at  / 

T  absolute  temperature  at  « 

T  absolute  temperature  at  c 

Temperatures 

t  absolute  temperature  at  b 

U  absolute  temperature  at  d 

T  absolute  temperature  at  e 

Ti  absolute  temperature  at  c 


Volumes 


Fia.  3. — Pressure-volume  diagram 
(constant  pressure). 


Fio.  2. 

PreMures 
p  absolute  pressures  at  6 
Pc  absolute  pressures  at  / 
pQ  absolute  pressures  at  e 

Fig.  3. 

Pre»9ures 
p    absolute  pressure  at  6 
Pc  absolute  pressure  at  d 


Volumn 
Vq  volume  at  h 
V  volume  at  c 
9^  volume  at  / 


Voiume9 
Vf  volume  at  6 
Vf  volume  at  e 
Tf  volume  at  e 


The  specific  heat  of  gases  increases  rapidly  with  the  temperature.  Sir  Dugald 
Clerk  gives  the  following  figures  in  Table  2  founded  on  results  he  obtained  with  an 
experimental  engine  as  the  apparent  instantaneous  specific  heats  in  foot-pounds  per 
cubic  foot  of  working  fluid  at  0^  C.  and  760  mm.  pressure. 


Table  2 

Clebk 

Temperature 

Specific  heat  at 

Temperature 

Specific  heat  at 

constant  volume 

constant  volume 

^'C. 

Foot-pounds 

^'C. 

Foot-pounds 

0 

19.6 

800 

26.2 

100 

20.9 

900 

26.6 

200 

22.0 

1000 

26.8 

300 

23.0 

1100 

27. 

400 

23.9 

1200 

27.2 

500 

24.8 

1300 

27.3 

600 

25.2                 1             1400 

27.35 

700 

25.7 

1 

1500 

27.45 

CYCLES 
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0-100 
0-200 
0-^00 
0-400 
0-500 
0-600 
0-700 
0-800 


0-000 

0-1000 

0-1 100 

O-1200 

0-1300 

0-1400 

0-1500 


23.9 
24.1 
24.4 
24.6 
24.8 
25.0 
25.2 


Mefiiods  of  operatton. — Petroleum  engines  operate  either  with  ''  constant  volume/' 
having  the  various  processes  of  that  cyde  performed  as  shown  in  Fig.  4,  or  they  operate 
at ''  constant  pressure  "  with  the  periods  of  the  cycle  as  indicated  in  Fig.  5.  Examples 
of  the  former  type  are  found  in  gasoline  engines  and  some  makes  of  oil  engines  while 
the  latter  is  exemplified  in  the  Diesel  engine. 

Cycles  of  operation. — ^Practically  all  engines  of  this  type  operate  on  either:  (a)  the 
four-cycle  (four-stroke  cycle,  Otto  cycle,  or  Beau  do  Rochtus  cycle),  or  (6)  on  the  two- 
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1  Inteke  Air 

5  ComproMtcm 

8  Woriebir  Stroke 
4Exluutrt 

6  Fuel  Injection 


YiQ.  4. — Constant  volume  diagram  with 
variouB  processes.  1.  Exhaust.  2.  Air 
inlet.     3.   Compression.     4.  Expansion. 


Pia.  6. — Constant-pressure  diagram 
with  various  prorcsses. 


cycle  plan  (two-stroke  cycle).  With  the  former,  two  revolutions  or  four  strokes  of  the 
piston,  viz.:  (1)  air  inlet,  (2)  compression,  (3)  expansion,  (4)  exhaust,  form  the  com- 
plete cycle  as  shown  in  Figs.  4  and  5.  With  the  two-cycle  type  these  four  processes 
are  performed  in  one  revolution  or  two  strokes  of  the  piston,  viz.,  first  stroke  expansion 
(the  compression  stroke  having  just  been  completed),  at  the  end  of  which  stroke  the 
piston  uncovers  the  exhaust  ports  in  the  cylinder  walls  through  which  the  burnt  gases 
escape.  A  current  of  pure  air  at  a  slight  pressure  enters  the  cylinder  at  this  period  and 
thus  it  becomes  scavenged  of  the  exhaust  gases.  During  the  second  or  inward  stroke  of 
the  piston  compression  takes  place  (after  the  piston  has  passed  the  exhaust  ports  thus 
closing  them) ;  fuel  also  enters  dining  the  end  of  this  period.  Ignition  of  the  explosive 
mixture  then  occurs  and  the  piston  is  impelled  forward  again,  commencing  another 
cyde. 

Four-cycle  advantages. — The  smaller  petroleiun  engine  (the  larger  Diesel  engines 
are  explained  later  separately)  has  the  following  advantages:  (a)  lower  fuel  con- 
sumption (see  table  of  tests,  page  583),  (6)  more  complete  combustion  of  fuel,  (c) 
simplicity  of  construction,  the  crankcase  being  open  and  moving  parts  accessible  or  in 
view,  (e)  use  of  lowest  grades  of  crude  or  fuel  oil  without  the  tendency  to  carbonization 
on  piston  or  piston  rings  and  exhaust  passages. 

Two-cycle  advantages. — (a)  Absence  of   exhaust  and   air-inlet  valves  and  valve 
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motion  necessary  with  the  four-cycle  t3rpe,  (b)  power  of  piston  displacement  developed 
per  unit  of  volume  as  compared  with  four-cycle  type,  being  75  to  90  per  cent  greater, 
(c)  more  even  crank  effort,  (d)  lighter  flywheel  than  with  four-cycle  type. 

Disadvantages. — With  the  four-cycle  type:  (a)  variable  crank-pin  effort  necessi- 
tating heavy  flywheel,  (6)  greater  total  weight  per  H.P.  of  engine,  (c)  necessity  of 
exhaust  and  air  valves  and  valve  motion.  With  the  two-cycle  type:  (a)  inferior  com- 
bustion of  fuel  and  smoky  exhaust  gases,  (&)  greater  lubrication  required  and  more 
cooling  water  necessary,  (c)  increased  fuel  consumption,  (d)  possible  leakage  of  air 
when  compressed  in  crankcase. 

(For  comparison  of  two-  and  four-cycle  Diesel  engines  see  page  561.) 

Thermal  efficiency. — ^The  ratio  of  the  heat  utilised  (that  is,  the  equivalent  of  the  heat 
shown  on  the  actual  or  Brake  H.P.  developed)  as  compared  with  the  total  heat  units 
contained  in  the  fuel  oonsiuned  is  known  as  the  thermal  efficiency  of  an  engine  and 
here  referred  to  as  the  **  effective  thermal  efficiency.'' 

Mechanical  efficiency. — Mechanical  efficiency  is  the  ratio  between  the  actual  or 
Brake  H.P.  as  shown  to  be  developed  by  the  brake  or  other  similar  device  for  measur- 
ing the  power  developed,  and  the  total  or  gross  power  obtained  as  shown  by  the  indicator 
diagram. 

Volumetric  efficiency. — ^Volumetric  efficiency  is  the  ratio  between  the  weight  of  air 
contained  in  the  cylinder  of  a  four-cycle  engine  when  the  compression  stroke  begins 
and  that  of  the  air  required  to  fill  the  same  volume  with  air  at  atmospheric  pressure. 
In  a  two-cycle  engine  the  percentage  of  pure  air  present  in  the  total  weight  of  gas  or  burnt 
products  filling  the  cylinder  at  the  commencement  of  compression  must  also  be  taken 
into  account. 

Indicated  H.P. — Indicated  H.P.  is  that  calculated  from  the  indicator  card  as  follows: 

PLAE 

33,000' 

when   P  —  Mean  effective  pressure; 
L  =  Length  of  stroke  in  feet; 
A  »Area  of  piston  in  square  inches; 
E  »  Number  of  impulses  per  minute. 

Brake  or  actual  H.P.  is  the  power  developed  as  measured  at  the  crankshaft  or  fly- 
wheel of  the  engine  by  Prony  brake  or  water  d3mamometer  and  is  found  as  follows: 

i>tiD     ^RXTcXlXQXn 

H.n.r,  = , 

33,000 

where    72= Radius  of  wheel  in  feet; 

0  ==  Weight  in  pounds  on  scale + weight  of  brake; 

I  =  Distance  in  feet  from  center  of  shaft  to  point  of  contact  of  lever  with  scale: 
T =3.1416; 
n=R.P.M. 

(Methods  of  testing  are  described  on  page  547.) 

Vaporizers  and  sprayers. — The  vaporizers  (hot  bulbs  or  hot  surfaces)  and  the 
various  oil-spraying  devices  are  the  two  most  important  and  interesting  parts  of  the 
hotHsurface  type  oil  engine.  They  are  peculiar  to  this  design  and  it  is  only  necessary  to 
note  how  numerous  have  been  the  different  detailed  constructions  of  these  two  parts  in 
the  different  makes  of  engines,  both  in  this  country  and  in  Europe,  to  realise  how  large 
an  amount  of  study  and  inventiveness  has  been  bestowed  on  them  alone.  Sectional 
illustrations  of  this  type  of  engine  indicate  the  relative  position  of  the  vaporiser  and 
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cprayen  with  n^ard  to  the  cylinder,  sir  and  eiih&uet  valvee  and  other  parts.  Fig.  S 
to  Fig.  24  show  the  vaporizers,  and  in  Fig.  32  to  Fig.  35  are  shown  different  oil-spraying 
devices. 

Fonr-eyde  horizontal  stationary  engines. — 1.  The  Hornsby-Akroyd  (English) 
type  of  1896  ia  Hhown  in  Fig. 
6.  The  oompreasiQii  pressure 
there  used  was  40  pounds, 
the  mean  effective  preasure 
31.8  pounds,  the  fuel  con- 
sumption was  0,90  pound  per 
B.H.P.  per  hour,  and  the 
tbenna)  efficiency  14  per  cent . 
The  engine  was  started  by  a 
heating  lamp  placed  beneath 
the  vaporizer  and  built  in 
sizes  4  to  100  H.P.  in  one 
cylinder. 

2.  Hie  Rnston  &  Proctor 
(English)  1909  type  ia  that 
seen  in  Fig.  7.  This  engine 
operated  with  a  compression 
pressure  of  280  pounds,  the 
fuel  economy  was  .45  pound, 

,.  1    jE   ■  n.  .  Fio  a  — Hormby-Akroyd  type  vnporiiw,  1B9B. 

thermal  efficiency  31  per  [«nt  ri«.  o.    n         »  j      ji~      t~       . 

and  the  M.E.P.  78  pounds.  The  engine  was  started  by  means  of  a  heating  lamp;  the 
fuel  was  injected  at  the  end  of  the  compression  stroke  and  a  water  jet  was  allowed   to 


Tla  7.— Riuton  A  PrD<:lDr  vaporiier.  I9W. 

enter  the  vaporiwr  to  maintain  its  proper  temperature,  especially  with  heavy  loads.     It 
was  built  in  sizes  of  10  to  85  H.P.  in  one  cylinder. 

3.  The  De  I*  Vergna  "DH"  typt  (U.  S.  A.)  was  first  built  about  1912  and  is 
shown  in  Fig.  8.  The  compression  preaaure  was  195  pounds,  the  fuel  economy  .6  pound, 
fuel  injection  at  the  end  of  compression  stroke,  thermal  efficiency  30  per  cent.  Jt  was 
buiH  in  uses  of  40  to  65  H.P.  in  one  cylinder. 
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4.  The  Crosslef  (Engliah)  Modem  Engine  is  Bbown  in  Pig.  0.  The  compresBion  of 
approxitn&tely  400  pounds  &)one  causes  ignition  in  the  larger  siies;  in  the  anudler 
Buee  a  tube  heated  externally  before  starting  is  used  to  supplement  the  heat  of  com- 
piWBion.  With  117  B.H.P.,  IS)  inch  dia,  X  28  inches  Btroke  and  180  R.P.M.,  tiie 
thennal  efficiency  wae  32.2  per  cent,  fuel  economy  .427  pound. 


FlQ.  8, — D*  l«  Verpw  D.  H.  lype. 

The  fud  oonmmption  of  the  Croaaley  Oil  Elngine  at  various  loads  is  shown  on  the 
diagrams  in  Fig.  10. 

5.  The  De  L«  Vergne  "  PH  "  type  (U.  S.  A.)  was  fiiBt  built  in  IMS  and  is  shown  in 
Fig.  11.  This  design  has  air  blast  at  about  800  poimds  pressure  injected  into  the 
vaporising  chamber  with  the  fuel.    Any  grade  of  crude  or  fuel  oil  is  used  in  this  type, 


which  is  made  posaible  in  a  large  measure  by  the  relative  location  of  the  air  and  exhaust 
valves  and  the  hot  vaporizing  chamber,  resulting  in  a  partial  scavenging  effect  which 
expels  through  the  exhaust  sand  or  particles  not  capable  of  complete  combustion  found 
in  some  of  the  lower  grade  crude  oils.  The  compression  pressure  is  275  pounds,  tho 
fuel  eoonomy  .45-.50  pound  per  B.H.P.  hour,  thermal  efficiency  31  per  cent;  the  fuel 
ia  injected  at  the  end  of  the  oompreasion  stroke.    The  injection  air  is  compreeeed  in  a 


BLA.CKSTONE  ENGINE  633 

mAll  two-stage  compreesor  operated  by  an  eccentric  from  the  crankshaft.    Hub  type 
8  built  from  100  to  150  B.H.P.  in  one  cylinder. 

6.  The  Blackstone  (Engfiah)  vaporuing  arrangement  is  shown  in  Fig.  12.    There 


5     i 


{Fia.  10. — Cronley  fuel  conaumptioQ  cume. 

are  two  fuel  injection  valves  in  this  design.  One  injector  is  arranged  to  impel  the  spray 
into  the  hot  bulb  at  all  ranges  of  loads  (thus  at  light  load  sufficient  temperature  is  main- 
tained to  cause  ignition);  the  second  injector  allows  the  spray  to  enter  directly  into  the 


Fro.  11.— D*  1«  V«r(D«  F.  H.  typt 

combustion  space  and  only  injectn  fuel  when  the  enRinc  is  carrying  a  load.    This  engine 
operates  with  150  pounds  compression  pressure  and  maximum  initial  pressure  of  300 
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pounds.  Air  at  about  450  pounds  is  injected  with  the  fud,  the  M.KP.  is  approximateljr 
80  pounds,  fuel  conaumplion  of  0.465  pound.  The  injection  air  in  comprCBBcd  in  a  sniall 
two-atage  oompnssor  actuated  from  the  crankshaft. 

7.  The  Hornsb;  1916  "  R  "  type  vaporiier  with  wal«r-jacket«d  chamber  at  its  back 


Fio.  13— HofiMb)'  1015  Type  'R." 

end  is  shown  in  Fig.  13.  It  is  made  in  the  larger  sizes  up  to  180  H.P.  in  one  cylinder. 
Compnssian  pressure  IB  about  265  pounds,  fuel  consumption  0.47  pound  per  B.H.P. 
hour.  M.E.P.  61.5  pounds,  theroial  efficiency  28.7  per  cent.  Injection  of  fuel  is  at  the 
end  of  the  compression  stroke.    It  is  started  with  a  heating  lamp. 
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8.  The  Rtwbm  Modem  high  oompraeion  engme  with  solid  injection  of  fuel  is  shown 
in  Fig.  14.  It  starte  cold  without  heatii^  lamp  and  haa  solid  fuel  injection  (that  is, 
without  air  blast).  It  opentes  with  about  430  pounds  compression  and  has  M.E.P. 
of  85  pounds.  The  fuel  consumptioQ  is  0.4  pound  per  B.H.P.  hour  and  thermal  effi- 
ciency 35  per  cent.     It  is  built  in  sizes  up  to  120  H.P.  in  one  cylinder. 

Fuel  ooniumption  of  the  Huston  &  Homsby  en^e  at  various  loads  is  shown  in  Fig.  15 
and  the  oompuative  reeults  on  a  Willans  &  Bobinson  Diesel  engine  are  shown  in  Fig.  16. 
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6.  Tlw  Da  la  Venne  "  SI "  (solid  injection)  type  is  shown  in  Fig.  17.  This  engine 
ia  the  most  recent  design  of  this  builder,  the  patented  features  being  (a)  the  method 
of  injecting  fuel  which  is  sprayed  into  the  combustion  space  at  high  pressure  (about 
2000  pounos),  without  air  blast,  (6)  the  use  of  two  sprayers  placed  opposite  each  other 
at  opposite  sidea  of  the  combustion  space  and  so  arranged  that  the  two  sprays  meet 
esctl  other  in  the  center  of  this  space,  thus  becoming  thoroughly  pulverised.    The 
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particles  of  oil  are  well  distributed  throughout  the  whole  combustion  space  and  the 
employmeot  of  compresBion  pressure  at  about  350  pounds  causes  sufficient  tempemture 
to  ignite  the  intiinat«ly  mixed  vapor  and  air.  The  fuel  consumption  is  0.42  pound.  In 
some  tests  fuel  couaumption  as  low  as  0.38  pound  per  B.H.P.  hour  has  been  leeorded. 
This  engine  is  built  in  sizes  of  100  to  ISO  H.P.  in  one  cylinder. 

RemaricB. — The  reference  to  the  above  designs  (I  to  9)  and  the  illustrations  Fig.  6 
to  Fig.  17  include  representative  horizontal  slow  and  medium-speed  fournjycle  petroleum 
engines  of  heavy  construction  (about  400  pounds  per  B.H.P.).  These  designs  are 
shown  as  the  information  concerning  them  was  most  available.  To  refer  to  all  the 
HUcceasFul  petroleum  engines  built  here  and  in  Europe  would  occupy  greater  space 
than  is  available  in  this  chapter.  It  will  be  evident  that  the  older  hot-suriace  types  of 
oil  engines,  while  admitt«dly  inefficient,  were  very  simple  in  construction  as  built  in 
the  nineteenth  century.    They  have  been  superseded  by  the  modem  (1920)  oil  engme 


Fio.  17— De  Tj  Vnv>t  B-  I.  lype. 

of  that  class  which  has  proved  to  have  an  effective  thermal  eflicieacy  of  30  to  35  per 
cent  (calculated  on  the  effective,  actual  or  B.H.P,)  as  compared  with  the  former  efficiency 
of  14  to  18  per  cent.  They  are  even  simpler  in  construction  than  former  t3'pe8  and  with 
proper  care  and  intelligent  operation  ore  the  equal  of  any  other  prime  mover  in  con- 
tinuous operation.  The  increased  thermal  efficiency  is  largely  due  to;  (a)  higher  com- 
pression pressures,  (b)  improved  spraying  or  pulveriiing  of  the  fuel  as  it  enters  the 
combustion  space.  The  pressure  of  40  pounds  compression  in  1893  with  thermal 
efficiency  of  14  per  cent  has  been  mcreased  in  the  modem  (1920)  engine  to  from  175 
to  450  pounds  compression  and  30  to  35  per  cent  thermal  efficiency.  In  the  earlier 
engines  the  tuel  was  injected  during  the  air  suction  period  and  entered  a  heated  chamber, 
and  only  that  pressure  of  compression  was  then  allowable  which  would  not  cause  pre- 
ignition  of  the  mixture  before  the  piston  reached  the  inner  dead  center.  In  the  modem 
engines  (and  since  1906  when  the  Diesel  patents  lapsed)  the  period  of  the  injection 
of  (uel  peculiar  to  the  Diesel  principle,  viz.,  at  the  end  of  the  compression  stroke,  has 
been  adopted  by  most  makers  of  "  hot-surface  type  "  engines.  The^period  of  injecticn 
of  the  fuel  being  thus  practically  simultaneous  with  that  of  ignition,  the  pressure  of 
compresaion  can  be  carried  t«  a  much  higher  degree,  as  seen  in  the  De  La  Vergne  "  FH  " 
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and  "  DH  "  types,  the  Blackstone  or  the  Croaatey  deeigna,  without  the  danger  of  pro- 
ignition,  as  air  only  fille  the  cylinder  during  the  period  of  compresion. 

In  some  designs,  such  as  the  Ruaton,  De  La  Vergne  "  SI,"  etc.,  the  pressure  of  oom- 
presBioD  is  carried  still  higher  or  to  about  375  to  450  pounds,  and  the  injection  of  the 
fuel  being  "  solid,"  that  is,  without  the  accompanying  air  blast  usual  with  many  Diesel 
engines,  the  cooling  effect  consequent  on  the  expansion  of  the  injection  air  from  1200 
pounds  down  to  from  400  to  500  pounds,  when  ent«ring  the  combustion  space,  is  elim- 
inated.    Accordingly  sufficient  temperature  is  developed  to  cause  ignition  at  starting 
when  the  engine  cylinder  and  other  parts   are   cold,  and  the  heated  vaporiier  hot 
surface,  hot  plate,  or  other  device  formerly  used  hi  furnish  heat  necessary  t«  raise  the 
air  when  compressed  to  the 
lower   level    of    40   to    150 
pounds  has  been  eliminated. 
Iliua  many  of  the  designs  of 
"  hot    surface "    oQ    engines 
which  have  been  very  much 
sim^diBed  and  embrace  these 
two  features  peculiar  to  the 
true  Diesel  type  might  even 
be  classified  as  Diesel  enginrx. 

Twtt-cyde  statioDaiy,  ver- 
tical and  horizontal.— The 
vertical  two-cycle  oil  engine 
in  which  the  process  of  com- 
pression of  the  air  to  about 
4  to  8  pounds  is  effected  in 
the  crankcase  is  exemplified 
by  the  iilustratiuns,  Figs.  18 
to  21,  showing  in  section 
representative  types.  Fig.  18 
illustrates  the  Beard  more 
(English);  Fig.  19  the  Fair- 
banks Morse  (U.  S.  A.);  Fig. 
20  the  Bolinder,  (Swedish) 
and  Pig.  21  illustrates  the 
Fetter      (English)      engine. 

These  types  are  built  in  vary-  Fio,  i8.-Ba.rdn.oret«o-^j-clotyp*.  1.4)  Pialon.  (B)  Cylinder 
ing  sizes  from  about  5  to  300  «iv«.  (O  CombiuitioD  chamber.  (D>  ConDeccinc  rod.  IB) 
H.P.  The  chief  feature  of  t'rsniL.  (F)  Air  inlot  v»1vm.  (G)  Scsvenging  ur  ports.  (H) 
such  two-cycle  engines  is  their  E,hau.(  port,-  (/>  Fueliw*«ion  no.ile^  U)  Sc'venging  air 
Bunplicity  of  construction,  jactft.  (JV)  Balnnce  weiglit. 
The  piston  opens  and  closes 

the  ports  in  the  walls  of  the  cylinders  controlling  the  air  inlet  and  the  exhaust  of 
the  burnt  products  of  combustion.  Air  inlet  and  exhaust  valves  and  all  valve  motions 
are  eliminated.  The  hot  surface,  varying  in  design  in  different  engines,  is  heated  before 
starting  by  an  external  lamp.  The  necessary  temperature  to  cause  ignition  is  main- 
tained afterwards  while  in  operation  by  the  burning  of  the  fuel  within  or  against  its 
surfaces.  Compression  takes  place  in  the  crank  chamber,  and  therefore  a  greater  pres- 
suic  than  atmospheric  obtains  within  that  chamber  during  this  process.  Care  has  to  be 
exercised  to  prevent  leakage  of  air  between  the  journals  and  the  bearings.  Special 
bearing  designs,  such  as  those  made  to  include  the  stuffing  box  around  the  crank  shaft  at 
each  outer  main  bearing,  are  provided.    "Hib  two-cycle  type,  simpler  in  construction 
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(O  CombuiiioD  ebambsr.  (D)  CoanHtina 
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IK)  ffalcr   jacket.     (Li  Eiluint  ulrneu.     (. 
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and,  haviiu;  an  impulae  at  each  revolution  of  the  ciank  pin  instead  of  at  the  eod  of  each 
two  revolutuoB,  aa  in  the  four-cycle,  is  approxunat«]y  30  per  cent  lighter  in  coDBtrucUon 
and  requires  a  much  lighter  flywheel;  yet,  for  continuoua  heavy  duty,  experieDoe  shows 
that  thi;  four-cycle  type  is  preferred.     The 
hoiixontal  stationary  two-cycle  oil  engine 
may  be  exemplified  by  the  sectional  views 
Rg.  22  to  F^.  24. 

Hie  Beasemer  horiiontal  tw(>«tn>ke 
cyde  engine  (Fig.  22)  is  built  with  single 
cylinders  from  15  to  85  H.P.  The  air  is 
taken  in  through  the  main  frame  casting, 
and  passes  through  a  Corliss  type  valve, 
shown  in  sectional  view.  It  ia  actuated 
from  an  eccentric  on  the  crankshaft. 
CooUng  water  is  arranged  to  pass  under 
the  crankcasc  and  the  bottom  croHshesd 
guide  and  thence  to  the  cylinder  water 
jacket.  This  armngement  cools  the  lubri- 
cant in  the  ciunkcasc  which  lubricates 
the  main  bearings,  connecting  rod,  cross- 
head  and  wrist  pin  bearings. 

The  vaporiier  casting  in  the  cyUnder  ^^^  ji.—peiiM  twcwyck,  type, 

bead  gives  the  necessary  clearance  for  the 

low  compression  used  and  permits  the  location  of  the  spray  valve  in  such  a,  position  as 
to  inject  tbo  fuel  oil  directly  up  against  an  uncooled  part  of  the  vaporizer  which  is  heated 


Fio,  22. — BcsKmcr 


before  starting  by  a  blast  lamp.  He  governor  is  arranged  to  give  a  variable  pump 
stroke,  and  the  engine  speed  is  further  regulated  by  an  auxiliary  cam-actuated  link- 
age connected  to  the  governor  and  holding  the  pump  suction  valve  open  except  for 
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a  variable  period  of  12°  to  16°  of  the  crank  angle,  during  which  the  valve  closes  suddenly 
and  fuel  is  injected  into  the  combustion  chamber. 

In  the  smaller  size  engines  the  combustion  chamber  is  made  of  steel  forgings  and  con- 
tains approximately  three  pounds  of  mercury  which  is  completely  sealed  in  the  interior 
of  the  vaporizer.  The  object  of  the  mercury  is  to  maintain  constant  vaporizer  temper- 
ature irrespective  of  the  load  on  the  engine. 

The  fuel  economy  of  the  Bessemer  engine  varies  according  to  the  cylinder  size: 
At  full  load  from  0.65  to  0.9  pound,  at  three-quarters  load  from  0.7  to  1.0  pound,  at 
half  load  from  0.8  to  1.2  pounds.  Cylinder  dimensions  range  from  8}  by  15  inches 
to  16  by  20  inches  stroke.  Engine  speed  ranges  from  275  to  250  R.P.M.  The  weight 
of  the  engine  per  brake  horse-power  for  single  cylinder  units  ranges  from  390  to  275 
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FiQ.  23. — Mietz  two-cyclo  type. 


pounds.  The  Mietz  two-cycle  engine,  shown  in  Fig.  23,  has  crankcase  compression 
similar  to  the  vertical  type  described  above.  In  this  engine  steam  from  the  cylinder 
jacket  (which  is  allowed  to  operate  at  a  temperature  above  the  boiling  point)  enters 
the  combustion  space  with  the  fuel. 

The  Buckeye  two-cycle  low-compression  horizontal  oil  engine  is  illustrated  in 
Fig.  24.  Air  for  scavenging  enters  through  openings  in  the  front  end  of  the  crankcase, 
passes  under  the  frame  through  ports  and  intake  plate  valves  on  the  engine  side  near 
the  crosshead,  then  into  the  combustion  space  behind  the  piston.  A  box-shaped  volume 
in  the  lower  part  of  the  frame  and  connected  to  the  above  space  is  proportioned  to  give 
a  scavenging  air  pressure  of  about  3  pounds  per  square  inch.  The  trunk  piston  has  a 
length  sufficient  to  insure  that  the  inlet  and  exhaust  ports  are  closed  on  the  inner  dead 
center.  A  piston  rod  connects  the  crosshead,  passing  through  a  stuffing  box  which  seals 
the  scavenging  air  space  in  front  of  the  piston.  The  crosshead  and  crank  pin  bearings 
work  in  an  enclosed  crankcase  permitting  splash  lubrication  for  these  parts.     The 
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cylinder  jacket  and  liner  constitute  an  integral  casting,  the  two  being  connected  by 
walls  forming  the  intake  and  exhaust  porta  and  by  a  flange  at  the  head  end  through 
which  ai«  the  openings  for  the  passage  of  cooling  wat«r  into  the  cylinder  head.  Cool- 
ing wat«r  is  admitted  to  Che  jacket  at  a  point  near  the  exhaust  port.  Only  that  section 
of  the  cylinder  reaching  from  the  above  ports  toward  the  head  end  is  wator-jacketed. 
The  cylinder  extends  back  to  a  flange  which  is  secured  to  the  main  frame  by  studs. 

A  simple  check-valve  type-spray  valve  injects  oil  into  the  center  of  a  cup-ehaped 
uncooled  vt^Kiriier.     For  starting,  the  latter  is  heated  by  a  lamp. 

For  moet  aiH9  using  distillate  oils  of  about  30°  B£.,  having  lower  heat  ooiit«nt 
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of  appronmately  18,500  B.t.u,,   the  fuel  consumption  is  as  follows  under  ordinary 
operating  conditions: 

Full  load:  0,65-0.7    pound  per  B.H.P.  hour; 

1       load:  0.70-0  75  pound  per  B.H.P.  hour; 

1       load;  0  80-0.90poundperB.H.P.hour. 

The  engine  weight  per  B.H.P.  varies  from  270  to  320  pounds,  depending  on  size, 
arrangement  of  cylinders  and  speed.  Lubrication  of  parts  other  than  the  crank  pin, 
wrist  pin  and  crosshead  bearing  surface  is  from  a  mechanical  forced-feed  lubricator. 
Engine  speed  is  controlled  by  a  simple  governor  which  acts  on  a  by-pass  valve  in  the 
discharge  aide  of  the  fuel  supply  pump. 

The  Worthington  two-cycle  Diesel  solid  injection  engine  is  shown  in  section  at 
Fig.  25  and  Fig.  26.  It  is  made  with  one,  two  and  four  cyUnders  and  in  sizes  from  25 
to  240  H.P.  In  the  base  of  the  engine,  back  of  the  crosshead  guidee,  are  two  air  receivers 
used  aa  reservoirs  for  scavenging  air.  By  this  arrangement  the  erankcase  is  relieved 
of  air  pressure  and  no  sealing  precautions  at  craokcase  joints  and  bearings  are  necessary. 
The  air  is  admitted  in  such  a  way  as  to  avoid  dust  and  dirt  being  drawn  into  the  crank- 
case  or  the  power  cylinder.     Feather  valves  are  used  for  the  air-inlet  suction  valves. 

In  starting,  a  unique  igniter  is  employed  to  produce  the  first  ignition  when  the 
jacket  water  is  cold.  This  consists  of  a  simple  paper  cartridge,  easily  inserted  and 
positive  in  action.  The  glowing  of  the  burning  cartridge  ignites  the  initial  charge  in 
the  same  manner  as  a  hot  plate  starts  a  match  burning.  Provision  has  been  made 
for  accessibility  to  the  working  parts  by  placing  large  cover  plates  on  the  erankcase, 
hand-hole  plates  on  intermediate  heads  between  the  power  cylinder  and  the  erankcase, 
and  at  other  points.  Hand-hole  plates  at  various  points  in  the  water  jackets  of  the 
cylinders  allow  jackets  to  be  readily  freed  from  scale.  A  similar  provision  is  made  in 
the  deeiga  of  the  head,  which  is  in  two  ports. 
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ClMsiflcadon. — Hot-suiface  oil  engine  should  be  divided  into  two  daama,  lo«r-  aod 
high-preaauie  typee.  The  [ormer  is  exemplified  by  the  Mieti  or  Uie  Petter  in  the  two- 
cycle  type  and  by  the  De  La  Vergne  "  DH  "  type,  or  the  Homsby  in  the  four-cyde 
design,  wheie  a  compression  pressure  of  100  to  175  poimda  is  used,  in  contraat  to  the 
latter-named  class  (high-preesure  type)  exemplified  in  the  RustoD,  Croesley  or  De  Ia 
Vergne  "  FH  "  or  "  SI  "  type,  where  oompreBsion  prearures  of  350  to  450  pounds  are 
used  and  where  ignition  of  the  explosive  mixture  is  caused  by  compression  of  the  air 
alone,  and  where  the  fuel  is  injected  after  compression  is  nearly  or  entirely  completed. 
Such  engines  operate  practieatly  at  constant  pressure  and  as  far  as  Btieaaei  of  working 
parts  are  concerned,  arc  similar  to  the  Diesel  engine;   and  the  design  and  construction 
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of  their  parts  are  calculated  by,  and  practically  subject  to,  the  formube  governing  the 
Diesel  engine  outlined  on  pages  562-576. 

The  genoral  design  of  the  chief  parts  of  tbe  low-pressure  hot-surface  oil  engine  is 
governed  by  the  following  condderationa. 

Cylinder. — With  nearly  all  leading  makera  the  cylinder  is  made  in  two  parts,  the 
cylinder  casing  and  liner  as  shown  in  I^g.  8,  the  liner  being  held  in  place  bolted  to  the 
back  end  and  hdd  in  position  at  the  forward  end  by  a  rubber  ring  between  it  and  the 
outer  casing.  Thus  the  liner  is  allowed  to  expand  and  contract  lengthwise  and  retain 
its  exact  shape  cyllndrically,  and  the  strains  resulting  from  impulses  are  tianamitted 
through  the  outer  casing.  The  liner  can  then  be  made  of  a  higher  class  material  (clos^ 
grained  hard  cast  iron)  than  is  necessary  for  the  casing,  which  in  most  designs  is  now 
made  a  part  of  the  bed  plate  and  therefore  is  a  heavy  caating.  This  design  of  cylinder 
also  facilitates  removal  and  the  replacing  of  the  liner,  in  after  years  if  necessary.  The 
thickness  of  the  metal  of  the  cylinder  liner  equals  0.08  diameter  of  bore  at  the  back 
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ead  and  is  appioximateiy  25  per  cent  lighter  at  forward  end.  The  thickness  of  the 
metal  of  the  (^linder  casing  may  be  designed  in  accordance  with  the  formuls  for  Diesel 
engines,  page  562.  Space  for  water  circulation  is  made  from  1  to  1}  inches  deep  and 
ananged  to  allow  free  and  efficient  circulation  of  the  cooling  water. 

In  the  smaller  engines,  especially  those  of  the  two-cycle  type,  the  cylinder  and 
casing  are  cast  in  one  piece  as  shown  in  Fig.  21. 

Piston. — In  engines  of  this  class  the  trunk  piston,  as  shown  in  Fig.  27,  is  used  almost 
exclusively,  as  it  performs  the  function  of  a  crosshead  as  well  as  that  of  piston.  Its 
length  is  such  that  the  pressure  on  its  sides  is  less  than  25  pounds  per  square  inch  of 
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Fio.  27. — Ttunk-ptBion  hot  surface. 


Flo.  28. — Connecting-rod  hot  surface. 


rubbing  surface.  In  order  that  proper  lubrication  may  be  easily  maintained,  and  the 
wear  consequent  on  the  friction  between  piston  and  liner  due  to  the  angularity  of  the 
connecting  rod  be  minimised,  the  length  of  piston  should  be  1.6  diameter. 

Connecting  rod. — ^The  connecting  rod,  as  shown  in  Fig.  28,  when  made  of  mild  steel 
for  slowHspeed  and  mediumnspeed  oil  engines  with  trunk  piston,  is  two  and  a  half  to 
three  strokes  in  length.    Its  mean  diameter  X  may  be  found  as  follows:* 

X=0. 028  Vz)iVr 


m 


where    D = Diameter  of  cylinder  in  inches ; 

{s  Distance  in  inches  between  connecting  rod  centers; 
m  »  Mft'"^""'  or  explosive  pressure  in  pounds  per  square  inch. 

Connecting  rod  bolts  should  be  made  of  the  best  and  toughest  wrought  iron.    A 
representative  example  is  shown  in  Fig.  29.    The  croes-fiection  of  the  connecting  rod 
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Fio.  29.— Connecting-rod  bolt  hot  surface. 


Fio.  30. — Crankshaft  hot  surface. 


bolts  at  the  bottom  of  their  threads  should  be  such  in  a  four-cycle  type  that  the  stress 
as  the  suction  stroke  commences  does  not  exceed  6000  pounds  per  square  inch. 

The  stroke  of  this  type  varies  in  different  designs.  In  high-speed  engines  the  stroke 
is  1  to  1.3  diameter,  while  in  slow-speed  engines  it  is  1.3  to  1.6  diameter. 

Piston  speed  should  not  exceed  900  feet  per  minute.  With  greater  speed  efficient 
lubrication  is  difficult  and  the  wear  of  the  cylinder  liner  may  be  greater,  necessitating 
frequent  reboring  or  renewals. 

♦An  alternative  formula  is  d-.0164-^'^m  when  P-load  on  piston,  d-diam.  of  rod  and  ni-SO 
with  200  ft.  per  min.  piston  speed,  20  with  400  ft.,  15  with  600  ft.  and  10  with  800  ft.  per  min.  piston 
speed,  2«oonn.  rod  oenters  in  inches. 
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Crankshafts  for  the  smaller  hot-surface  low-pressure  engineB  are  usually  made  of 
the  slab  type  (Fig.  30)  and  of  one-piece  steel  forging.  For  high-pressure  type  hot-Bur- 
face  oil  engines  the  description  and  formulse  for  the  Diesel  engines  referred  to  here- 
after are  equally  applicable  but  in  all  cases  the  metal  should  be  such  as  to  fulfill  the 
requirements  of  the  specifications  for  Diesel  crankshafts  hereafter  quoted.  A  "  buflt- 
up  "  crankshaft  similar  to  that  shown  at  Fig.  56  is  sometimes  used  in  the  larger  engiiu 
The  following  formula  has  proved  satisfactory  for  low-pressure  engines: 


D.-J 


\sxi 
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where  iS  =load  on  piston  (area  of  cylinder  in  square  inches  X  maximum  pressure  of 
combustion); 
Z= length  of  stroke  in  feet; 
£>s  diameter  of  crankshaft  at  main  bearing  in  inches. 
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Fio.  31. — Air  inlet  and  eiliauBt  yalves. 

Pressure  on  bearings. — With  main  crankshaft  bearings  the  maximum  pressure  should 
not  exceed  400  pounds  per  square  inch  of  projected  area  and  on  the  crank  pin  this  pres- 
sure should  not  exceed  500  pounds  per  square  inch.  Similarly,  the  piston  or  gudgeon 
pin  should  not  be  subjected  to  pressures  exceeding  1800  to  2000  pounds. 

Valves.— The  air-inlet  and  exhaust  valves  are  shown  in  Fig.  31  and  their  design 
can  be  calculated  in  a  way  similar  to  that  with  the  valves  of  Diesel  engines,  the  formuls 
for  which  will  be  found  in  the  description  following. 

The  spraying  device  with  the  hot-surface  type  is  a  simpler  apparatus  than  the  pul- 
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Fig.  32, — Spraying  devices  for  hot  siirface  type. 

verizers  described  and  necessary  for  Diesel  engines.  The  function  of  the  sprayer  is  to 
vaporize  or  break  up  the  particles  or  globules  of  the  liquid  fuel  and  distribute  the  vapor- 
ized spray  or  fog  throughout  the  whole  space  of  the  combustion  chamber  or  vaporizer 
so  that  the  globules  have  the  maximum  amount  of  their  surface  exposed  to  the  oxygen 
of  the  air  into  which  they  are  sprayed.  The  small  steel  nozzle  has  a  varying  dimension 
from  .020  to  .060  inch.  Representative  spraying  devices  for  engines  of  this  type  are 
shown  in  Fig.  32  and  Figs.  33  and  34.  With  the  larger  hot-surface  type  oil  engines 
and  those  having  air  blast  injection  similar  sprayers  or  pulverizers  are  used  as  with 
Diesel  engines  described  on  pages  571-574. 
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"ITie  fuel  sprayer  as  used  on  the  De  Ia  Vei^ne  "  F.  H."  type  when  the  air  blaat 
^ten  the  combustion  space  with  the  fuel  is  shown  in  Fig.  35. 


Fia.  33. — Spnyinc  devic 


Flo.  34.— Spnyina  devioe  lur 


— De  Lb  Vctgnc  K.  H.  ■ 


Fia.  3S.— OH  lupply 


The  oil  pump,  as  shown  in  Fig.  36,  is  employed  to  raise  the  liquid  fuel,  after  it  has 
been  properly  Htr&ined  of  all  impurities,  to  the  sprayer,  as  hi|;h  pressures  are  frequently 
developed  in  the  connection  between  the  oil  pump  and  the  sprayer.     The  pump  body 
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and  other  parts  are  heavily  designed  and  with  a  high  factor  of  ealetj.  Two  nietion 
and  discharge  valves  are  placed  in  the  pump  so  as  to  insure  proper  functioning  in  con- 
tinuous operation  should  grit  or  dirt  be  carried  to  them  in  the  fuel. 

A  pump  of  modem  design  is  shown  in  Fig.  37.     It  has  no  packing  and  is  known  as 
the  "  packinglees  "  type.    It  is  employed  with  the  De  La  Vei^ne  "  D.  H."  engine  and 


also  by  other  makers.    The  plunger  is  made  an  exact  fit  to  the  pump  body  and  is  grooved 

Thib  flywheel  neceaaaiy  to  the  two-cycle  or  four-cycle  smaller  hoUsurface  oil  engine 
taa^  be  constructed  in  accordance  with  the  formulie  given  for  the  Sywheels  of  Diesel 
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KBpufltjon  of  spesd  u  effected  by  means  of  a  peoduluiii  ^vemor  furanged  to  vary 
the  Bmoimt  of  fuel  entering  the  vaporise  or  combustion  space  in  aocordance  with  the 
load  carried  and  to  maintain  an  even  speed  of  rotation  of  the  crankshaft  within  the 
following  limiU:  With  fairiy  even  load  the  speed  variation  should  not  exceed  IJ  per 
cent  each  side  of  the  unifonn  speed  of  rotation;  when  the  load  is  varied  from  full  load 
to  one  quarter  toad  the  speed  variation  should  not  exceed  4  per  cent  and  from  full  load 
to  no  load  not  over  6  per  cent.  There  are  two  methods  in  operation.  The  governor 
either  (a)  by-paases  the  fuel  not  required  through  on  overflow  valve  so  that  the  correct 


amount  required  enters  the  vaporiser,  or  (b)  lengthens  or  shortens  the  stroke  of  the 
pump  furnishing  the  fuel  as  shown  in  Fig.  38  and  Fig.  39. 

Testing.— All  engines  of  this  description  are  tested  at  the  factory  before  shipment. 
The  objects  of  that  teat  are,  to  ascertain  (a)  that  the  correct  power  is  developed  tm 
specified  iu  the  maker's  guarantee,  (b)  that  the  periods  of  opening  and  closing  of  the 
valves  are  property  timed  and  that  the  period  of  fuel  injection  is  correct,  (c)  that  the 
mechanical  efficiency  is  standard,  (d)  that  the  fuel  consumption  does  not  exceed  the 
guanutees,    The  method  of  testing  is  to  attach  to  the  smaller  engines  a  Prony  brake 


Fio.  42, — HoprEsei 


and  water-cooled  pulley  as  shown  in  Fig.  40,  and  with  the  larger  engines  to  attach  a 
water  dynanwmeter  of  the  Froude  design  or  a  similar  device  as  shown  in  Fig.  41. 
In  addition  a  reducing  motion  is  attached  so  that  the  length  of  the  stroke  of  the 
engine  piston  is  suitably  reduced  to  suit  the  length  of  the  disgrara  of  the  indicator. 
Then  after  the  engine  has  been  operated  sufficiently  to  wear  in  the  bearings  to  their 
seat  and  the  piston  has  been  worn  in  and  the  piston  rings  have  become  tight  and  with- 
out leakage,  full  load  is  applied  by  proper  adjustment  of  the  dynamometer.  Indicator 
diagrams  are  recorded  which  show  proper  valvi:  and  fuel  injt'i:tion  movements.  Then 
the  fuel  consumption  test  is  made  by  accurately  measuring  the  amoimt  consumed  fur 
one  faonr.  during  which  period  the  load  on  the  engine  is  recorded  after  each  five  or  ten 
mbute  interval.     Repreeentative  indicator  diagrams  from  a  two-cycle,  and  a  four-cycle 
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oil  engine  are  shown  in  Fig.  42.    The  timing  of  the  valves  is  also  shown  in  Fig.  43. 
If  a  test  is  required  after  the  engine  is  installed  and  connected  to  the  machinery  to  be 
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Two  revolutions  of  rrank  {Mn. 


Valva 


Pia.  43. — Valve  movement  diagrams. 

operated  it  will  be  necessary  to  attach  the  apparatus  as  above  outlined,  if  the  test  is  to 
be  made  so  that  the  exact  performance  of  the  engine  can  be  computed. 

RULES  FOR  CX)N  DUCTING  TESTS  OF  GAS  AND  OIL  ENGINES  « 

Object  and  preparations. — Determine  the  object,  take  the  dimensions,  note  the 
physical  condition  of  the  engine  and  its  appurtenances,  install  the  testing  appliaikoes, 
etc.,  and  make  preparations  for  the  test  accordin^y. 

Operating  conditions. — Determine  what  the  operating  conditions  should  be  to  ocm- 
form  to  the  object  in  view,  and  see  that  they  prevail  throu^out  the  triaL 

Duratioa. — ^The  test  of  a  gas  or  oil  engine  with  substantially  constant  load  should 
be  continued  for  such  time  as  may  be  necessary  to  obtain  a  number  of  suooesBive  records 

I  Extracts  from  A.  S.  M.  £.  Code  of  testa. 
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ooyering  periods  of  half  an  hour  or  lees  during  which  the  results  are  found  to  be  unif onn. 
In  such  cases  a  duration  of  three  to  five  hours  is  sufficient  for  all  practical  purposes. 

Starting  and  stopping. — ^The  engine  having  been  set  to  work  under  the  prescribed 
conditions,  the  test  is  begun  at  a  certain  predetermined  time  by  commencing  to  weigh 
the  oil,  or  measure  the  gas,  as  the  case  may  be,  and  take  other  data  concerned;  after 
which  the  regular  measurements  and  observations  are  carried  forward  imtil  the  end. 
When  the  stopping  time  arrives  the  test  is  dosed  by  simply  taking  the  final  readings. 

Records. — ^The  general  data  should  be  taken  and  recorded  in  the  same  manner  as 
that  described  hereafter. 

Calorific  tests  and  analyses. — The  quality  of  the  oil  or  gas  should  be  determined  by 
calorific  tests  and  analyses  made  on  representative  samples. 

Heat  Consumption. — ^The  number  of  heat  units  consumed  by  the  engine  is  found 
by  multiplying  the  heat  units  per  pound  of  oil  or  per  cubic  foot  of  gas  (higher  value), 
as  determined  by  calorimeter  test,  by  the  total  weight  of  oil  in  pounds  or  volume  of  dry 
gas  in  cubic  feet  consumed. 

Horae-power  and  Efficiency. — The  indicated  horse-power,  brake  horse-power,  and  effi- 
ciency are  computed  by  the  same  methods  as  those  explained  on  page  530. 

Heal  Balance. — ^The  various  quantities  showing  the  distribution  of  heat  in  the  heat 
balance  given  in  Table  3  are  computed  in  the  following  manner: 

The  heat  converted  into  work  per  I.H.P.-hour.  (2546.5  B.t.u.)  is  foimd  by  dividing 
the  work  representing  1  H.P.,  or  1,980,(XX)  foot-pounds  per  hour  by  the  number  of 
foot-pounds  representing  1  B.t.u.,  or  777.5. 

The  heat  rejected  in  the  cooling  water  is  obtained  by  multiplying  the  weight  of  water 
supplied  by  the  number  of  degrees  rise  of  temperature,  and  dividing  the  product  by  the 
indicated  horse-power. 

The  heat  rejected  in  the  dry  exhaust  gases  per  I.H.P.-hour  is  found  by  multiply- 
ing the  weight  of  these  gases  per  I.H.P.-hour  by  the  sensible  heat  of  the  gas  reckoned 
from  the  temperature  of  the  air  in  the  room  and  by  its  specific  heat.  The  weight  of 
the  dry  exhaust  gases  per  I.H.P-hour  is  the  product  of  the  weight  of  fuel  per  I.H.P.- 
hoiur  by  the  weight  of  the  dry  gases  per  pound  of  fuel.  The  latter  is  the  product  of 
the  proportion  of  carbon  in  1  pound  of  fuel  by  the  weight  of  the  dry  gases  per  pound 
of  carbon,  which  may  be  found  by  the  formula 

11  CQ2  4-8  04-7(00 -fN) 
3(C0,+C0) 

in  which  COs,  O,  CO,  and  N  are  percentages  of  the  dry  exhaust  gases  by  volume. 

When  the  weight  of  air  supplied  per  pound  of  fuel  is  determined  the  weight  of  dry 
gas  per  pound  of  fuel  may  be  found  by  the  formula 

1 H- pound  air  per  pound  fuel  —9  //, 

in  which  H  is  the  proportion  of  hydrogen  in  1  pound  of  fuel. 

The  heat  lost  in  the  moisture  formed  by  the  burning  of  hydrogen  in  the  fuel  gas  is 
foimd  by  multiplying  the  total  heat  of  1  pound  of  superheated  steam  at  the  temperature 
of  the  exhaust  gases,  reckoning  from  the  temperature  of  the  air  in  the  room,  by  the 
proportion  of  the  hydrogen  in  the  fuel  as  determined  from  the  analysis,  and  multiplying 
the  result  by  9. 

The  heat  lost  in  superheating  the  moisture  contained  in  the  gas  and  air  is  determined 
by  multiplying  the  difference  between  the  temperature  of  the  exhaust  gases  and  that 
of  the  gas  and  air  by  the  average  specific  heat  of  superheated  steam  for  the  range  of 
temperature  and  pressure. 

The  heat  lost  through  incomplete  combustion  is  obtained  by  analyzing  the  exhaust 
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gajses  and  computing  the  heat  of  the  iinbumed  products  which  would  have  been  produced 
by  their  combustion. 

The  above  rules  do  not  apply  to  engines  with  hit-and-miss  governors. 

Data  and  results. — ^The  data  and  results  should  be  reported  in  accordance  with  the 
form  given  herewith  (Table  3),  adding  lines  for  data  not  provided  for,  or  omitting  those 
not  required,  as  may  conform  to  the  object  in  view.  If  a  shorter  form  is  desired,  items 
given  in  fine  print  and  designated  by  letters  of  the  alphabet  may  be  omitted.  Unleas 
otherwise  indicated,  the  items  should  be  the  averages  of  the  data. 

Table  3 

Data  and  Results  of  Gas  or  Oil  Engine  Test 

(1)    Test  of engine,  located  at 

To  determine 

Test  conducted  by 


Dimensions f  etc. 

(2)  Type  of  engine,  whether  oil  or  gas 

(3)  Class  of  engine,  (mill,  marine,  motor  for  vehicle,  pumping,  or  other) 

(a)  Number  of  strokes  of  piston  for  one  cycle,  and  class  of  cycle 

(6)  Method  of  ignition 

(c)  Single  or  double  acting 

(d)  Arrangement  of  cylinders 

(e)  Vertical  or  horisontal 


(4)  Rated  power H.P. 

(a)     Name  of  builder 

(5)  Number  and  diameter  of  working  cylinders in. 

(a)  Number  and  diameter  of  compression  cylinders in. 

(b)  Diameter  of  piston  rods in. 

(6)  Stroke  of  pistons ft. 

(a)  Compression  space  referred  to  piston  displacement per  cent 

(b)  Stroke  of  compression  piston ft. 

(c)  H.P.  constant  for  1  pound  M.E.P.  and  1  R.P.M H.P 

DatSf  DyraiioHf  etc. 

(7)  Date 

(8)  Duration hr. 

(9)  Kind  of  oil  or  gas 

(a)     Physical  properties  of  oil  (specific  gravity,  burning  point,  flashing  point) 

Average  Pressure  and  Temperature 

(10)  Pressure  of  gas  near  meter inches  of  mercury 

(a)     Barometric  pressure inches  of  mercury 

(11)  Temperature  of  gas  near  meter degrees 

(a)  Temperature  of  cooling  water,  inlet degrees 

(b)  Temperature  of  cooling  water,  outlet degrees 

(c)  Temperature  of  air  by  dry-bulb  thermometer degrees 

(d)  Temperature  of  air  by  wet-bulb  thermometer degrees 

(s)  Tempeiature  of  exhaust  gases  at  cylinder. , , , , degrees 
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Total  Quantities 

(12)  Gas  or  oil  consumed cu.  ft.,  lb. 

(13)  Moisture  in  gas,  in  per  cent  by  weight,  referred  to  dry  gas per  cent 

(14)  Equivalent  dry  gas  at  GO*"  and  30  inches cu.  ft. 

(a)     Air  supplied cu.  ft. 

(15)  Cooling  water  supplied  to  jackets lb. 

(a)     Water  or  steam  fed  to  cylinder lb. 

(16)  Calorific  value  of  oil  per  lb.,  or  of  dry  gas  per  cu.  ft.  at  60°  and  30  inches  by 

calorimeter  test  (higher  value) B.t.u. 

Hourly  Qvaniitiea 

(17)  Gas  or  oil  consumed  per  hour cu.ft.  lb. 

(18)  Equivalent  dry  gas  per  hour  at  60**  and  30  inches cu.  ft. 

(19)  Cooling  water  supplied  per  hour lb. 

(20)  Heat  units  consumed  per  hour  (Item  16XItem  18) B.t.u. 

Analysis  of  Oil 

(21)  Carbon  (C) per  cent 

(22)  Hydrogen  (H) per  cent 

(23)  Oxygen  (O) per  cent 

(24)  Sulphur  (S) per  cent 

(a)     Moisture per  cent 

(6)     Result  of  fractional  distillations 

Analysis  of  Fuel  Gas  by  Volume 

(25)  Carbon  dioxide  (COi) per  cent 

(26)  Carbon  monoxide  (CO) per  cent 

(27)  Oxygen  (O) per  cent 

(28)  Hydrogen  (H) per  cent 

(29)  Marsh  gas  (CH4) per  cent 

(30)  Heavy  hydrocarbon  CnHm per  cent 

(a)  Sulphur  dioxide  (SOt) per  cent 

(b)  Hydrogen  sulphide  (HsS) per  cent 

(e)     Nitrogen  (N)  by  difference per  cent 

Analysis  of  Exhaust  Gases  by  Volume 

(31)  Carbon  dioxide  (CO2) per  cent 

(32)  Carbon  monoxide  (CO) per  cent 

(33)  Oxygen  (O) per  cent 

(34)  Nitrogen  (N) per  cent 

Indicalor  Diagrams 

(35)  Preasure  above  atmosphere pounds  per  square  inch 

(a)  Maximum  pressure pounds  per  square  inch 

(b)  Pressure  at  beginning  of  stroke pounds  per  square  inch 

(«)     Pressure  at  end  of  expansion pounds  per  square  inch 

(d)     Exhaust  pressure  at  lowest  point pounds  per  square  inch 

(36)  Mean  effective  pressure pounds  per  square  inch 
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Speed 

(37)  Revolutions  per  minute R.P.M. 

(38)  Average  number  of  explosions  or  firing  strokes  per  minute 

(a)     Variation  of  speed  between  no  load  and  full  load R.P.  M . 

(Jb)     Momentary  fluctuation  of  speed  on  suddenly  changing  from  full  load  to  half  load .  R.P.  M. 

Poti>er 

(39)  Indicated  horse-power I.H.P. 

(40)  Brake  horse-power B.H.P. 

(41)  Friction  horse-power  by  difference  (Item  39  — Item  40)* Fr.  H.P. 

(a)     Friction  horse-power  by  friction  diagrams Pr.  HP. 

(42)  Percentage  of  indicated  horse-power  lost  in  friction  Item  41 per  cent 

Economy  Results 

(43)  Heat  units  consumed  by  engine  per  I.H.P.  per  hour  * B.t.u. 

(44)  Heat  units  consumed  by  engine  per  B.H.P-hour B.t.u. 

(45)  Dry  gas  at  60**  and  30  inches  consumed  per  I.H.P.-hour pounds,  cubic  feet 

(46)  Pounds  of  oil  or  cubic  feet  of  dry  gas  per  B.H.P, -hour pounds,  cubic  feet 

Efficiency 

(47)  Thermal  efficiency  referred  to  indicated  horse-power per  cent 

(48)  Thermal  efficiency  referred  to  brake  horse-power per  cent 

Work  Done  "per  Heat  Unit 

(49)  Net  work  per  B.t.u.  consumed  (1,980,000 -r  Item  40) foot-pounds 

Heat  Balance 

(50)  Heat  balance,  based  on  B.t.u.  per  I.H.P.  per  hour 

B.t.u.        Per  cent 

(a)     Heat  converted  into  work 2546. 5     

(fe)     Heat  rejected  in  cooling  water 

(r)      Heat  rejected  in  the  dry  exhaust  gases 

{d)     Heat  lost  due  to  moisture  formed  by  burning  of  hydrogen 

(e)      Heat  lost  in  superheating  moisture  in  gas  and  air 

CO      Heat  lost  by  incomplete  combustion 

((/)      Heat  unaccounted  for,  including  radiation 

CO     Total  heat  consumed  per  I.H.P.-hour,  same  as  Item  38 

Sample  Diagrams 

(51)  Sample  indicator  diagrams  from  each  cylinder  and  if  possible  a  stop-motion 

light-spring  diagram  showing  inlet  and  exhaust  pressures 


Operation  and  Correction 

General  remarks. — With  the  hot-«urface  type  of  oil  engine,  the  attendant,  to  obtain 
the  best  results  in  operation,  should  first  carefully  read  the  instructions  accompan}ring 
his  engine;  he  should  then  fully  understand  the  principles  of  his  engine  and  how  to 
procure  proper  combustion  in  the  cylinder.    The  explosive  mixture  in  all  designs  of 

1  In  two-cycle  engines  this  includes  the  power  required  for  compression. 

*  If  these  results,  in  the  case  of  a  gas  engine,  are  based  on  the  low  value  of  the  heat  of  oombustion 
that  fact  should  be  so  stated. 
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these  engines  consists  of  (a)  hydrocarbon  vapor  introduced  into  the  vaporizer  or  com- 
bustion space  as  described  on  page  544  in  different  ways  in  the  various  engines  and 
(6)  atmospheric  air  also  introduced  into  the  cylinder  by  the  outward  movement  of  the 
piston  in  the  four-cycle  tyx)e,  or  impelled  into  the  cylinder  from  the  scavenging  air  pump, 
or  from  the  crankcase  in  the  crankcase  compression  tyx)e  of  two-cycle  engine  at  about 
2  to  6  pounds  pressure.  This  mixture  of  vapor  and  air  is  then  suitably  compressed  by 
the  inward  movement  of  the  piston  and  is  ignited  by  contact  with  the  hot  surface,  hot 
tube,  electric  coil  or  otherwise,  and  the  impulse  or  power  stroke  of  the  piston  follows. 
The  exhaust  .period  afterwards  takes  place.  If  these  conditions  do  not  properly  exist 
correct  operation  will  not  follow,  and  the  cause  for  improper  working  may  be  found  by 
examining  the  following  points. 

lignition  in  all  types  is  dependent  on:  (a)  proper  pressure  of  compression  in  the  high- 
pressure  type  or  (6)  on  this  condition  together  with  proper  temperature  of  the  hot  sur- 
face or  other  device  in  the  low-pressure  engines.  Insufficient  pressure  is  probably  due 
to  leakage  of  some  moving  part  or  valve.  Insufficient  temperature  of  igniting  part 
may  be  traced  to  too  great  a  oooUng  water  circulation,  to  carbonized  or  unclean  sur- 
faces, or  to  possible  water  leakage  into  combustion  space. 

Oil  supply  to  the  cylinder  should  be  correctly  timed  (see  diagrams  Fig.  43,  and 
also  the  instructions  for  operation  of  the  particular  make  of  engine).  The  correct 
quintity  of  fuel  must  be  furnished;  too  much  oil  makes  the  mixture  too  rich  and  will 
pravent  proper  combustion,  and  too  little  oil  will  make  the  mixture  too  poor.  An  air 
pocket  in  the  oil-supply  piping,  pump  or  valves,  etc.,  will  frequently  prevent  proper 
oil  supply  to  the  combustion  space.  The  color  of  the  exhaust  gases  will  frequently 
indicate  whether  the  oil  supply  is  correct.  Too  much  oil  will  usually  entail  black  or 
quite  a  visible  exhaust.  The  exhaust  gases  should  be  invisible  or  nearly  so.  Too  small 
a  supply  of  fuel  will  be  shown  by  inadequate  power  being  developed. 

The  air  supply  in  the  four-cycle  type  is  dependent  on  proper  opening  and  closing  of 
th^  air-inlet  valve  (see  diagram  Fig.  43)  and  on  absence  of  leakage  by  the  valves  or 
piston;  in  the  two-cycle  t3rpe  it  is  dependent  on  absence  of  leakage  in  the  crankcase  or 
air  pump,  and  in  either  type  obstruction  of  air  passages  may  prevent  proper  air  supply. 
A  low-pressure  indicator  card  will  show  the  cause  if  the  air  supply  is  incorrect. 

Oil  spray  to  the  vaporizer,  etc.,  should  be  sharp,  without  drip,  and  should  be  such 
that  the  vapor  or  globules  of  petroleum  are  thoroughly  distributed  throughout  the 
whole  space  of  the  vaporizer  or  combustion  space.  The  vapor  should  be  intimately 
mingled  with  air  and  the  globules  should  have  their  maximum  surface  exposed  to  the 
oxygen.  The  speed  of  the  spray  as  it  enters  the  combustion  space  and  the  correct  period 
during  which  it  enters  this  space  are  important  and  are  controlled  by  the  shape  of  the 
cam  actuating  the  fuel  pump  and  by  the  size  of  the  spray  nozzle.  Diagrams  Fig.  43 
show  the  proper  period  of  fuel  injection  in  representative  types  of  engines. 

Knocking  in  the  hot  surface  oil  engine  may  be  caused  by  (a)  loose  bearings  in  the 
connecting  rod  or  in  the  main  crankshaft  bearings,  (&)  loose  flywheel  keys,  (c)  improper 
timing  of  ignition  which  may  be  due  to  too  high  compression  pressing  or  to  too  early 
injection  of  the  fuel  or  to  operating  with  insufficient  cooling-water  circulation.  Indi- 
cator cards  taken  with  full  load  should  show  the  cause  in  any  event.  The  ignition 
line  hould  appear  perpendicular  to  the  atmospheric  line  as  seen  in  Fig.  42.  With 
air  blast  injection  the  remarks  made  with  reference  to  Diesel  engines  can  also  be  studied. 

Deficient  power  may  be  due  to  a  variety  of  causes:  (a)  increased  friction  in  the 
moving  parts  caused  by  improper  lubrication;  (6)  sticky  or  giunmy  deposit  on  the  pis- 
ton, which,  when  operating  properly,  should  be  clean,  with  proper  film  of  clean  lubri- 
cant surrounding  it;  (carbonized  or  clogged  piston  rings  will  allow  carbon  to  be  blown 
past  them  and  may  then  require  removal  or  cleaning) ;  (c)  improper  cooling  effect  which 
allows  the  piston  to  expand  unduly,  causing  greater  friction,  and  possibly  to  become 
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distorted;  (d)  overheating  of  other  moving  parts,  bearings,  etc.,  causing  greater  friction 
and  loss  of  power;  («)  inadequate  fuel  supply  due  to  leaky  fuel  inlet  valves  or  leaking 
pump  valves  or  plungers;  (/)  a  clogged  oil  filter  or  a  pocket  of  air  in  the  fuel  supply 
connections  causing  improper  supply  of  fuel; .  {g)  improperly  timed  ignition  of  the 
explosive  mixture;  (A)  a  leakage  of  the  air  inlet  or  exhaust  valves  or  piston  rings  caus- 
ing loss  of  compression  pressure.  Careful  examination  of  the  parts  above  referred  to 
should  enable  the  attendant  to  ascertain  the  reason  for  deficient  power,  but  indicator 
cards  must  be  taken  if  the  cause  cannot  otherwise  be  traced. 

Piston  blowing  may  be  due  to  various  causes,  (a)  improper  lubrication  or  use  of 
lubricant  unsuitable  for  this  special  purpose,  as  specified  elsewhere;  (&)  piston  rings 
which  have  become  carbonised  and  stick  in  their  grooves,  or  have  become  worn  so  that 
they  do  not  make  a  tight  fit  in  the  cylinder  liner;  (c)  piston  and  rings  scored  or  cut  by 
grit  or  dirt  which  has  come  in  contact  with  them,  (d)  overheating  and  uneven  expan- 
sion caused  by  insufficient  water  cooling.  If  the  blowing  of  the  piston  cannot  other- 
wise be  remedied  new  piston  rings  must  be  put  in  place  and  in  some  cases  it  is  even  neces- 
sary to  rebore  the  cylinder  and  supply  a  new  piston  and  ringi.  Occasionally  lubricant 
splashing  against  the  heated  back  end  of  piston  and  vaporizing  will  cause  vapor  to  issue 
from  the  open  piston  end.    This  may  be  taken  erroneously  to  be  leakage  past  the  rings. 

Leakage  of  air  inlet  and  eiliaust  valves  will  of  course  result  in  defective  operation. 
In  the  smaller  sises  an  engine  can  be  turned  backwards  by  hand  on  the  compression 
stroke  and  if  these  valves  and  the  piston  are  tight  it  will  be  impossible  or  diflScuIt  to 
turn  the  piston  past  the  inner  dead  center.  In  larger  engines  tightness  of  the  exhaust 
valve  can  be  tested  by  turning  the  crank  until  the  piston  is  on  the  inner  dead  center  at 
the  beginning  of  the  combustion  stroke.  The  valve  can  then  be  opened  and  the  air 
from  the  starting  tank  allowed  to  fill  the  combustion  space  and  valve  chambers.  The 
engine  cannot  start,  being  exactly  on  dead  center,  and  any  leakage  past  the  exhaust 
valve  will  be  heard  through  the  test  cock  opened  on  the  exhaust  piping.  A  leaky  valve 
should  be  taken  out  and  ground  in  with  carborundum  powder  until  the  seat  is  perfect 
all  around  it.  If  necessary  and  if  the  exhaust  valve  is  badly  pitted  it  must  be  trued  up 
in  a  lathe. 

Utilization  of  waste  heat. — In  some  installations  the  waste  heat  from  the  exhaust 
and  water  jackets  can  be  advantageously  used  for  manufacturing  purposes,  etc.  As 
heat  is  only  available  when  the  engine  is  in  operation  an  auxiliary  heater  must  be  installed 
in  addition,  and  therefore  for  general  heating  purposes  the  waste  heat  from  oil  or  Diesel 
engines  cannot  be  advantageously  utilized.  The  heat  balance  of  a  representative  hot 
surface  oil  engine  is  as  follows: 

Table  4 

B.t.u.  B.t.u. 
Fuel  consumed,  taking  .6  pound                      Heat  equivalent  of  B.H.P.  (82 

with  18,500  B.t.u.  per  pound,                         per  cent  mechanical  efficiency)  3,330 

18,500X6  = 11,100        Heat  lost  to  circulating  water. . .  4,440 

Heat  lost  in  exhaust  gases 2,775 

Heat  lost  in  radiation  and  other 

losses 555 


11,100  11,100 

To  utilize  this  heat  the  exhaust  gases  are  passed  through  a  bofler  or  similar  apparatus 
which  is  arranged  so  as  to  be  easily  cleaned,  because  deposits  of  carbon  and  other  sub- 
stances are  left  by  the  exhaust  gases.  Water  may  be  heated  in  this  chamber,  which 
must  be  properly  insulated  and  placed  as  close  as  possible  to  the  engine.    Assuming 
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the  efficiency  of  the  latter  to  be  68  per  cent  approxiniately  1887  B.t.u.  per  B.H.P. 
per  hour  can  be  obtained  from  the  exhaunt  gBsee  alone.  From  the  circulating  water 
which  iames  at  temperatures  varying  from  120°F.  to  180°  F.  indifferent  makes  of  engLna 
the  whole  of  this  heat  can  be  utilized  with  suitable  arrangements  for  doing  ao. 

A  con^eta  inibUlatioa  of  a  horiiontal  hot  aurface  type  stationary  oil  engine  is  shown 
in  Fig.  44.    The  different  methods  of  furnishing  the  cooling  water  with  the  open  or 


Fia.  44  .^Complete  iutiUation  hot  ■uifmoe  typa. 

enclooed  system  are  described  on  page  576.  The  sixes  of  air  inlet  and  exhaust  pipe  are 
also  there  referred  to.  The  amount  of  cooling  water  required  with  many  hot  surface 
engines  is  greater,  and  at  least  10  gallons  per  B.H.P.  hour  should  be  provided,  instead 
of  the  5  fpllons  required  with  the  Diesel  engine.  Formulie  given  or  sixes  recommended 
for  the  air  inlet  and  exhaust  pipes  as  outlined  in  connection  with  the  Diesel  engine 
metallatton  are  equally  applicable  to  this  type. 
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Table  5  shows  heat  balanoe  of  various  engines  compiled  by  Dr.  C.  E.  Lucke  and 
reproduced  by  his  permission  from.     "  Thermodjmamics." 

Table  5 
Heat  Balances  of  Gas  and  Oil  Engines. — Lur:KE 
(Per  cent  of  gas  or  oil  heat) 


Engine  and  authority 


Donkin 

Beck  engine  (Kennedy) 

Griffin  engine  (Kennedy) 

Atkinson  engine  (Kennedy) .... 
Otto  Crossley  engine  (Kennedy) 


Comp. 
2.67 
2.67 
4.32 
4.32 


Ratio 
187 
247 
187 
247 


R.P.M 
7.11 
7.35 
7.43 
7.40 


General  (Mathot) 

Westinghouse  300  H.P.  (Bib- 
bins)  

300  H.P.  engine  197  HP. 
(Eberly) 

300  H.P.  engine  294  HP. .  .  .  . . 

300  H  P.  engine  335  HP 

6  H.P.  engine  I.  C.  E 

24  HP.  engine  I.  C.  E 

Deutz  2  H.P.  (Wimplinger) . . . . 

GtUdner  20  H.P.  Schroeter 

Walruth75H.P 

300  HP.  Goldsmith  and  Hard- 
ing  

Homsby  (Robinson) 

De  La  Vergne  "FH"  (Towl). . 

Pierce- Arrow  (Chase) 


I.H.P. 

B.H.P. 

1 
Friction 

22 .  32 

19.4 

21  1 

25.5 

«      •      •      a      ■ 

22.1 

18.0 

18.1 

24.4 

23.7 

33.0 

28.0 

5.0 

29.48 

24.9 

4.58 

43.5 

33.5 

10.0 

45.8 

32.2 

13.6 

41.5 

30.9 

10.6 

31.8 

26.7 

5,1 

33.3 

28.3 

5.0 

21.5 

16.1 

5.4 

42.7 

27.1 

21.3 

5.8 

24.4 

17.1 

7.3 

21.0 

18.0 

3.0 

40.14 

27.52 
18.0 

12 .  62 

43.29 

42.9 

39.8 

37.9 

35.5 

30.8 
36.3 
21.8 
26.8 
31.0 

36.3 

24.1 
23.9 
24.8 
41.1 
37.1 
25.0 
24.1 
23.4 


Jacket 


32.96 

33.0 

35.2 

27.0 

43.2 

51.2 
45.6 
53.8 
49.5 
36. 

34.22 

34.3 
31.8 
33.8 
27.1 
29.6 
50.4 
33.2 
49.5 


Radiation 
and  un- 
accounted 
for 


1.43 

4.7 
3.9 
9.6 
.8  excesfss 


1 . 9  excess 

1 . 5  excess 

.1  excess 


3.1 


50.6 

25.0 

29.0 

50.0 

20.03 

26.50 

•   •   ■    ■   • 

29.0 

13.33 


Diesel  Engine 

Introdtictory. — ^Thc  previous  remarks  have  applied  to  the  hot-surface  t3rpe  of  oil 
engine,  sometimes  referred  to  as  the  semi-Diesel  type.  The  following  data  refer  to  the 
Diesel  engine  exclusively.  Dr.  Rudolf  Diesel  originaUy  patented  his  engine  in  August, 
1892,  and  the  first  successful  engine  was  constructed  imder  these  patents  by  the  Ma- 
schinen-Fabrik,  Augsburg,  in  1897.  The  first  Diesel  engine  operated  in  the  United 
States  was  that  installed  at  Madison  Square  Garden,  New  York  City,  in  1898.  Dr. 
Diesel  in  a  treatise  ^  described  the  features  of  his  engine  as  it  was  originally  planned  to 

1  Theory  and  ConBtruotioo  of  a  Rational  Heat  Motor,  1894,  publiahed  by  E.  and  F.  N.  Spon, 
London. 
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operate  on  the  Camot  cycle,  but  thennodynamic  and  structural  difficulties  necessitated 
the  modification  of  these  original  plans  before  the  first  successful  Diesel  engine  ^as 
constructed.  This  engine  proved  even  then  and  still  continues  to  be  the  nearest  approach 
to  the  Camot  cycle,  and  possesses  the  highest  thennal  efficiency  of  any  engine  yet 
constructed.    The  characteristic  feature  of  its  working  cycle,  briefly  stated,  is  the  com- 


FiQ.  48. — Four-cycle  Diesel  engine,     (a)    Air  oompreMor.     (6)    Injection  air  tank,  (e)   Air  reoeirer. 

(d)   Fuel  tank,     {e)   Air  inlet  valve.     (J)   Fuel  inlet  valve,     (y)   Exhaust  valve,  ih)   Fuel  supply 

pump.     (0    Intercooler.     (J)    Air  oompreaeor.     {k)    High-pressure  cylinders.  (0    Alter  cooler, 
(m)  Starting  valve,     (n)  Air  inlet  pipe,     (o)  Exhaust  pipe. 

pression  of  air  only  in  the  cylinder.  That  pressure  is  raised  to  a  degree  where  sufficient 
temperature  is  developed  to  cause  ignition  of  the  vaporized  or  atomixed  fuel  injected 
after  the  process  of  compression  is  completed.  The  period  of  fuel  injection  is  continued 
while  the  piston  commences  to  move  outward  thus  the  pressure  as  shown  on  the  indicator 
card  remains  constant  during  that  part  of  the  outward  stroke  of  the  piston,  as  shown 
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in  Fig.  45.  Acoordingjy  the  Diesel  engine  is  classified  as  a  "  constant  pressure  "  engine. 
The  diagram  in  Fig.  46  shows  two  indicator  cards  superimposed  and  serves  to  illustrate 
the  comparative  pressures  and  other  features  of  the  constant- volume  and  constant-presr 
sure  type  of  engine.    In  the  lower  part  of  the  diagram  the  relative  clearances  and  mean 


Fta.  40. — ^Two-cycle  Diesel  ensine.  (a)  Scavenging  air  pump.  (6)  Exhaust  ports,  (e)  Air  valves, 
(d)  Fuel  tank.  («)  Fuel-supply  pump.  (/)  Air  compressor,  (g)  Low-pressure  cylinder,  (h) 
Interoooler.  (0  High-preasure  cylinder,  (j)  \fter  cooler,  (k)  Air  receiver.  (0  Exhaust 
pipe,  (m)  Fuel-inlet  valve,  (n)  Air-starting  valve,  (o)  Injection  air  tank,  (p)  Air-inlet 
pipe. 

effective  pressures  are  approximately  indicated.  The  smaller  diagram  may  be  taken 
as  fairly  representative  of  a  constant-volume  t3rpe  where  the  vapor  and  air  are  sub- 
jected to  combustion  suddenly.  The  larger  diagram  represents  a  Diesel  engine  where 
the  ignition  or  combustion  line  is  nearly  horizontal  and  indicates  constant  pressure. 
Fig.  47  shows  approximate  relative  temperatures  and  pressures  of  a  Diesel  type  during 
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compression  and  expansion  strokes.  Those  indicated  are  absolute  temperatures  as 
computed  by  Mallard  and  Le  Chatelier,  based  on  the  change  of  specific  heat.  Dia- 
granmiatic  illustrations,  Fig.  48  and  Fig.  49,  show  the  elements  of  a  two-cycle  and  a 
four-cycle  Diesel  engine  with  description  of  the  various  parts  of  each  type. 

The  periods  of  each  process  of  the  cycle  of  both  two-  and  four-cycle  Diesel  engines 
are  shown  on  the  indicator  diagrams  reproduced  on  Fig.  50  and  Fig.  51,  and  the  positions 
of  the  crank  pin  during  each  process  are  shown  on  Fig.  51.  for  the  two-cycle  and  on 
Fig.  50  for  the  four-cycle  type. 

The  thermal  efficiency  of  a  four-cycle  modem  Diesel  engine  operating  at  or  near  full- 
load  capacity  may  be  taken  as  32  to  35  per  cent  with  the  actual  or  Bxtike  H.P.  and  41 


Eo  Esluraiit  openi 
E«         «(         cloMM 
Ao  Air  Pf>rt  opena 
A«     •«       •*     doaea 
J«  IiiJ«ctlOD  beffina 
J«         *  *         enda 
St.0  Startinc  Talve  opena 
St*«     <«  •« 


Fia.  51. — Two-cycle  indicator  car  procctwes. 


Fia.  50. — Four-cycle  indicator  car 


to  45  per  cent  with  the  indicated  H.P.  The  two-cycle  type,  under  similar  condi- 
tions, is  approximately  3  per  cent  less  than  the  four-cycle  engine.  The  heat  balance 
of  an  average  Diesel  engine  may  be  taken  as  follows: 

Table  6> 

Per  cent  B.t.u. 

Heat  equivalent  of  work  done  -|-  friction  and  pumps 43  7,956 

Carried  away  by  cooling  water 33  6,105 

Rejected  in  exhaust  gases 23  4,255 

Radiation  and  other  losses 1  185 

Total 100  18,600 

The  general  design  of  the  chief  parts  of  Diesel  engines  of  the  horizontal  and  vertical 
types  is  shown  in  the  various  illustrations  given  herein,  both  of  the  four-cycle  and  tvro- 

1  Reproduced  from  Diesel  Stationary  and  Marine  Engines,  by  A.  H.  Goldingham. 
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cycle  types.  Diesel  engines  are  built  (a)  horiaontal,  slow-speed  in  single  and  multi- 
cylinders  from  about  75  B.H.P.  to  about  1500  B.H.P.  for  stationary  purposes,  (6)  verti- 
cal slow-speed  from  about  75  B.H.P.  to  about  3000  B.H.P.  in  six  cylinders,  both 
for  stationary  and  marine  installations,  (c)  vertical  high-6peed  multi-cylinders  (up  to 
12  cylinder)  for  submarine  work  and  also  for  direct  connection  to  electric  gener- 
ators, (d)  double-acting,  both  vertical  and  horizontal,  in  larger  sizes  up  to  about 
12,000  H.P.  These  latter  designs  at  this  (1921)  writing  are  more  or  less  in  the  develop- 
ment stage. 

Advantages  of  the  horizontal  design  are  greater  accessibility  of  valves  and  valve 
motion  and  piston;  the  vertical  type  has  the  advantage  of  occupying  about  two-thirds 
of  the  space  of  the  horizontal  type;  it  requires  also  somewhat  less  concrete  foundation 
as  the  free  force  is  in  the  vertical  plane.  With  multi-cylinder  vertical  engines  the  cost 
of  production  is  usually  less  than  with  thie  single-cylinder  horizontal  design. 

A  comparison  of  two-  and  four-cycle  t3rpe  Diesel  engines  at  the  present  time  seems 
to  show  the  latter  t3rpe  to  be  more  favored  both  for  stationary  and  marine  installations. 
A  recent  canvass  of  Diesel  engines  imder  construction  in  Great  Britain  showed  that 
84  per  cent  were  of  the  four-cycle,  and  16  per  cent  were  of  the  two-cycle  design. 

In  the  controversy  which  now  exists  among  engineers  the  advocates  of  each  type 
refer  to  the  advantages  of  the  two  or  the  four-cycle  design.  Those  favoring  the  four- 
cycle Diesel  engine  point  out: 

1.  The  greater  simplicity  of  the  single-acting  engine,  especially  for  marine  installa- 
tions. 

2.  The  lower  range  of  temperatures  of  the  four-cycle  design,  owing  to  the  longer 
period  between  the  impulses  in  the  combustion  space  and  the  greater  percentage  of  the 
complete  cycle  in  which  a  cooling  effect  from  cooling  water  and  incoming  air  obtains. 

3.  More  complete  scavenging  of  the  products  of  combustion  from  the  cylinder  and 
combustion  space. 

4.  Better  lubrication  of  the  piston,  which  can  be  maintained  at  a  lower  tempera- 
ture than  with  the  two-cycle,  and  more  effective  lubrication  of  main  crankshaft  bearings 
due  to  the  reduced  pressure  on  the  film  of  oil  during  the  air  inlet  stroke. 

The  advantages  of  the  two-cycle  type  over  the  four-cycle  are  referred  to  as  follows: 

1.  Elimination  of  exhaust  valves  and  air-inlet  valves  and  valve  motion  and  simplified 
reversing  mechanism  in  marine  installations. 

2.  Less  space  occupied,  and  total  weight  of  two-cycle  about 
70  per  cent  of  that  of  the  four-cycle  type. 

3.  More  even  turning  movement  of  crankshaft  and  less  vibra- 
tion at  the  stem  of  ship  in  marine  installations. 

4.  Reduced  flywheel  size.  To  eliminate  the  dead  center 
only  four  cylinders  are  necessary  whereas  the  four-cycle  type 
requires  six  cylinders  for  this  effect. 

(The  advantages  of  the  two-cycle  Diesel  marine  engine  as 
made  in  Italy  were  fuUy  described  by  M.  G.  Chiera  in  "  En- 
gineering," London,  Nov.  Ist,  1918). 

The  mechanical  efficiency  of  both  two  and  four-cycle  Diesel 
engines  varies  in  different  designs  and  is  stated  definitely  in  the 
different  test  sheets  appended.     The   injection   air-blast  com- 
pressor absorbs  approximately  10  per  cent  of  the  total  power 
developed  at  full  load  with  both   two-  and  four-cycle  types,  ^^^^f  ^7 j^^^  ^^"^  *°^ 
With  the  two-cycle  tjrpe  the  power  absorbed  by  the  scavenging     m^^^  *    "*^  e°»no 
air  pump  in  addition  is  approximately  10  per  cent.     With  solid 
injection  engines,  where  no  injection  air  blast  is  used,  the  compressor  is  not  required 
and  the  over-all  mechanical  efficiency  is  practically  10  per  cent  greater.     Fig.  52  shows 
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these  losses  at  full  load  with  the  air  blast  types '   for  both  two-  and  four-cyde 
types. 

The  design  and  construction  of  representative  Diesel  engines  and  the  various  methods 
of  the  general  arrangement  of  the  bed  plates  containing  the  crankshaft  main  bearings  in 
vertical  design  and  the  engine  frames  of  the  horizontal  engine  in  most  types  containing 
the  cylinder  liners  are  also  shown  in  the  various  sectional  views. 

The  cylinder  liner  in  both  stationary  and  marine  engines  is  generally  cast  sepa- 
rately, although  in  smaller  marine  engines  some  makers  cast  the  liner  and  cylinder 
casing  in  one  piece.  The  tension  load  is  taken  through  the  cylinder  casing  and  the 
radial  stresses  are  taken  by  the  liner.  In  some  designs  the  tension  stresses  are  taken 
solely  by  long  bolts  passing  from  the  bed  plate  to  the  cylinder  head,  as  shown  in  Fig.  105. 
The  liner  is  made  of  hard  close-grained  cast  iron,  having  a  tensile  strength  of  about 
35,000  poimds  per  square  inch.  It  is  usually  inserted  into  the  cylinder  casing  held  rigidly 
at  its  back  or  upper  end,  supported  in  the  center  and  held  in  place  by  a  rubber  ring  at 
its  front  or  lower  end;  thus  the  expansion  (due  to  varying  temperatures  of  the  inner 
liner  and  outer  casing  when  in  operation  with  the  cooling  water  jacket  between  them) 
is  allowed  for.  The  combustion  pressure  varies  from  460  to  600  pounds  per  square 
inch.  In  high-speed  engines  and  IeJso  when  heavy  tar  oils  are  used  700  pounds  per  square 
inch  is  developed;  assimiing  an  average  pressure  of  510  pounds'  per  square  inch  of 
piston  area,  the  pressiire  on  piston  (P)  would  be: 

P  =  510  XO .  785/)«  -  400/>*, 

where  Z)»=  diameter  of  cylinder. 

The  thickness  (S)  of  cylinder  liner  may  be  taken  as: 

iS=0.07Z)inch. 

To  this  add  }  inch  to  thickness  of  metal  as  allowance  for  reboring  the  liner  when  it 
becomes  worn.  With  more  than  15  inches  diameter  the  liner  thickness  of  metal  may  be 
gradually  decreased  toward  the  open  end  to  75  per  cent  of  S, 

The  cylinder  casing  or  jacket  wall  has  to  withstand  in  the  direction  of  its  axis  a  pulling 
force  P=4.Q0d\    The  cross-sectional  area  A  ^xDs,    The  stress  per  square  inch 

and  let  p  » 1800  pounds  per  square  inch. 

We  get  5=0.071^. 

Valves. — ^The  inlet  valve  is  designed  for  a  mean  velocity  of  120  to  140  feet  per  second. 

a  «  —  square  feet, 

V 

FXc  .    ^ 

or  a = square  feet, 

V 

1  Reproduced  from  the  Dieeel  Engine,  by  H.  Haas,  published  by  U.  S.  Bureau  of  Bfines. 
*  Guldner  takes  combustion  pressure  as  equal  to  600  pounds. 
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where    F^^  displacement  of  cylinder  in  cubic  feet  per  second; 
v»mean  velocity  in  feet  per  second; 
a»area  of  valve  in  square  feet; 
c» piston  speed  in  feet  per  second; 
^=area  of  piston  in  square  feet. 

The  exhaust  valve  is  usually  made  of  the  same  size  as  the  air-inlet  valve. 

Exhaust  ports  with  two-cycle  engines  generally  occupy  half  the  circumference 
of  the  cylinder  and  are  of  such  height  as  to  allow  proper  opening  and  closing  by  the 
piston. 

Cylinder-head  bolts  should  be  of  good  wrought  iron  or  soft  steel  with  an  allowable 
tensile  stress  of  5500  to  6500  pounds  per  square  inch.  Size  of  bolts  is  determined  by 
maximimi  pressure  (Pt)  »400  D\  20  to  30  per  cent  added  for  tightening. 

Cylinder  cover. — Owing  to  considerable  trouble  in  older  types  of  Diesel  engines 
great  attention  has  been  devoted  to  the  design  of  this  part  in  modem  engines.  The 
cover  is  usually  composed  of  tough,  close-grained,  soft  charcoal  iron.  In  the  four- 
cycle type  the  air-inlet  and  exhaust  valves,  fuel-inlet  valve  and  starting  valve  housings 
are  inserted  into  the  cylinder  cover,  and  great  care  has  been  exercised  to  allow  proper 
water  circulation  around  these  parts  and  also  to  arrange  that  the  casting  be  as  simple 
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Fia.  63. — Cylinder  cover. 


Fio.  54. — Crankshaft  stationary  Diesel  engines. 


as  possible.    Thickness  of  metal  {S)  of  the  cover  is  difficult  to  compute  because  of  the 
complexity  of  its  form  and  unknown  casting  strains.    A  simple  design  has, 


where  jSf = thickness  of  metal  of  the  inner  wall  of  cover; 

r= radius  of  the  largest  circle  it  is  possible  to  describe  on  the  plain  surface  of 
metal  existing  between  the  different  supports  for  valves,  etc.,  as  shown  in  the 
sketch  Fig.  53. 

Crankshaft. — The  design  and  construction  of  Diesel  engine  crankshafts  is  treated 
very  fully  in  different  treatises  ^  and  as  it  requires  considerable  space  will  be  only  briefly 
referred  to  here.  Fig.  54  shows  a  representative  crankshaft  for  stationary  engines.  It 
is  forged  in  one  piece  and  composed  of  material  having  ultimate  tensile  strength  oi 
80,000  pounds  per  square  inch  minimum,  its  elastic  limit  being  not  less  than  48,000 
pounds  per  square  inch  with  a  limit  of  elongation  in  2  inches  of  25  per  cent  and  reduc 
tion  in  area  being  not  less  than  45  per  cent. 


^  Guldner,  Bach,  Haeder. 
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The  following  formula  is  derived  from  good  average  stationaiy  Diesel  engine  prac- 
tice.    (See  Fig.  55.) 

a=2.2D.         d'=0.55/).  d=0.60A 

D 


1  = 


1.65 


L=0.85D.  A=0.6d.  6  =  Utol}d. 


The  dimensions  h  and  b  assume  that  the  crankshaft  has  also  an  outboard  bearing. 
Some  makers  are  now  employing  built-up  crankshafts  for  stationary  practice.  A 
representative  built-up  shaft  for  a  horizontal  Diesel  engine  is  shown  at  Fig.  56. 

Crankshafts,  either  forged  in  one  piece  or  "built  up,"  on  both  hot  surface  (low 
compression)  and  Diesel  engines  of  various  designs  have  the  following  dimensions: 


B. 


Fia.  55. — Diesel  engine  crankshaft. 


Fia.  56. — Built-up  crankBhaft 


Type  engine | 

H.P.  (one  cyl.) 

Type  shaft 

Diameter  crank  pin .... 

Length  crank  pin 

Diameter  main  bearing . 
Length  main  bearing. . . 
Dia.  flywheel  section .  . 
Dia.  outboard  bearing. . 
Length  outboard  bearing 
Thickness     crank     web 

forged 

Do.  built  up 

Width  crank  web  forged 

Do.  built  up 

Dia.  coupling  end 


Ix)w 
compression 
25 
Forged 
4" 
4J" 
4" 
9" 
4" 


2  J" 
5" 

Atf 


Low 

compression 

40 

Forged 

54" 

64" 

4  J" 

114" 

51" 
.    34" 
7" 

3J" 


74 


ft 


34 


// 


Low 
compression 
65 
Either 
64" 
74" 
6" 
134" 
7" 
6" 
8" 

4}" 
5" 

8" 

12" 
6" 


1  Diesel 

Diesel 

Diesel 

50 

100 

140 

Forged 

Either 

Either 

74" 

8" 

10" 

7" 

84" 

11" 

63" 

8i" 

10" 

94" 

144" 

174" 

74" 

94" 

111" 

6" 

7" 

8" 

8" 

10" 

11" 

3|" 

54" 

6J" 

■   •    •    • 

51" 

7" 

15"  dia. 

124" 

13" 

circular 

•    ■    ■    ■ 

18" 

10" 

•    •   «    • 

7" 

8" 

Diesel 

180 
Either 
13" 
10^' 
II" 
18J" 

111" 
9" 
15" 

er 

7|" 

15" 

26" 
9" 


Marine  Diesel  crankshafts. — Lloyd's  rules  require  the  following  dimensions:  Where 
the  maximum  pressure  in  the  cylinder  does  not  exceed  500  pounds  per  square  inch, 
the  diameters  of  the  crankshaft  are  not  to  be  less  than  those  given  by  the  foUowing 
formula: 

Diameter  of  crankshaft  =  V^D« X{AS-\-BL), 

where  D  =  diameter  of  cylinder; 
5= length  of  stroke; 
L = span  of  bearings  adjacent  to  a  crank  measured  from  inner  edge  to  inner  edge. 
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The  values  of  (AS-^BL)  are  as  follows: 

i-cyde  S.  A.  engine  2-cycle  S.  A.  engine  Values  of  coefficient 

4  or  6  cylinders  2  or  3  cylinders  .  089iS  + .  056L 

8  cylinders  4  cylinders  .  0995  + .  054L 

10  or  12  cylinders  5  or  6  cylinders  .  1 1 1*S  + .  052L 

16  cylinders  8  cylinders  .  1315  + .  0501/ 

For  the  auxiliary  Diesel  engines,  diameters  may  be  5  per  cent  less  than  above.  In 
solid  forged  shafts  the  breadth  of  the  webs  should  not  be  less  than  1.33  times  and  the 
thickness  not  less  than  0.56  times  the  diameter  of  the  shaft  as  found  above,  or,  if  these 
proportions  are  departed  from,  then  the  webs  must  be  of  equivalent  strength.  Where 
no  flywheel  is  employed,  diameter  of  intermediate  shaft  must  not  be  less  than  that  given 
by  this  formula. 

Diameter  of  intermediate  shaft  =  coefficient  v  D^XaS, 

where  D»  diameter  of  cylinder; 
iS==  stroke  of  piston. 

The  value  of  the  coefficient  is  given  below: 

4-cycle  S.  A.  engine  2-cycle  S.  A.  engine  Value  of  coefficient 

4  cylinders  2  cylinders  .456 

6,  8,  10  or  12  cylinders  3,  4,  5,  or  6  cylinders  .436 

16  cylinders  8  cylinders  .466 

Where  the  stroke  is  between  1.2  times  to  1.6  times  the  diameter  of  the  cylinder 

(.7351) +.2735)  may  be  substituted  for  V  D*X5.  If  the  maximum  pressure  in  the 
cylinders  exceeds  500  pounds  per  square  inch  the  diameters  of  shafting  throughout 
must  be  increased  in  the  proportion: 

V Maximum  pressure  in  pounds  per  square  inch 
500  • 

In  a  paper  read  in  July,  1916,  before  the  Diesel  Engine  Users'  Association  (London) 
Mr.  H.  P.  Smith  reconmiended  the  following  dimensions  of  Diesel  crankshafts  with 
material  composed  of  steel  with  75,000  pounds  tensile  strength  and  with  proper  care  in 
design  to  preserve  correct  bearing  alignment,  the  imit  being  the  cylinder  bore. 

Diameter  of  crank  pin  and  journal:  0 . 525  to  0 .  54 

Length  of  journal:  0.75   to  0.80 

Length  of  crank  pin:  0 .  524  to  0 .  54 

Thickness  of  web:  0.32  minimum. 

Balancing  of  the  reciprocating  and  rotating  parts  reconmiended  by  Haeder  &  Hus- 
kisson  is  as  follows,  taking  account  of  the  inertia : 


For  horizontal  engines: 


and  for  vertical  engines: 


Wi^0.7(W2+W3)^  pounds, 


r 

Wi  =  W2—  pounds, 

R 
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where    TTg  ^Weight  of  the  balance  weight  in  pounds; 

R = Radius  of  the  center  of  gravity  of  the  balance  weight  in  feet ; 

(f,3>Weif;ht  of  the   cmck   pin  and  the  big  end   of  the  connecting  rod+haU 
the  weight  of  the  body  of  the  connecting  rod  in  pounda; 
c "Throw  or  radiiiBof  the  crank  in  feet; 

TTi  — Weight  of  the  [liaton  and   piston   pin  in  pounds+half   the  body  of  the 
rod  and  small  end. 

Tmnk  pistons  are  used  with  numerous  stationary  Diesel  aigioes  as  well  as  with 
marine  type  of  21  inch  diameter,  both  uncooled  and  with  water  or  oil  cooling  arranged 
to  circulate  internally;  but  for  marine  work  the  croashead  type  as  ehown  in  Fig.  105  is 
always  preferred,  except  in  casee  such  as  high-speed  submarine  types  where  total  hei^t 
of  engine  ncceesitatM  lowest  limits  of  this  dimension.  For  horiiontid  engines  unoooled 
the  design  of  the  trunk  piston  ^own  in  Fig.  57  is  considered  good  representative  prao- 
tice.    Here  the  thickness  of  metal  (hard,  close-grained  cast  iron)  of  the  concave  head 


Flo.  67,— Trunk  piMon  uncooied. 

is  approximately  5  inches.  The  piston  is  constructed  in  two  parts  with  ground  joint 
and  bolted  together.  The  dimensions  of  the  I'srious  parts  of  the  piston  shown  in 
Fig.  57  are  for  Oiesel  engines  or  hot  surface  type: 

D,,  diameter  of  wrist  pin 0,3-0,4D 

in,  length  wrist-pin  bearbg 0.5D 

Ln,  length  wrist-pin  bearing in  piston  0.25D 

Dt,  diameter  of  wrist-pin  boss 0.2D 

r,  thick  head  of  piston 0.08-0. 125D 

Thickncfls  of  metal  must  be  sufficient  to  insure  proper  cross-section  of  metal  to 
allow  for  radiation  whether  ribs  reinforce  it  or  not. 

Ti,  thickness  of  barrel-head  end 0.09-0.  ID 

T,,  thickness  of  barrel-crank  end 0.06-0.0760 

No,  of  piston  rings 6-7 

Width  of  piston  rings \"-V 

Depth  of  piston  rings,  grooves \"-\" 
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Vertical  engiiiM  cany  a  wiper  ring  aa  shown  at  rear  end  of  piaton;  also  an  oil 
catcher.  Clearance-head  end  taper  to  rear  of  laat  piaton  ring  for  eKpansion-hesd  end 
2}/1000  per  inch  diameter  tapering  off  to  1)/1000  per  inch  diameter  on  body. 

Piston  with  croaahmd  shown  in  Fig.  105  is  made  of  such  length  as  to  accommodate 
the  piston  rin^  only.  The  method  of  circulating  the  cooling  medium  in  the  four-cycle 
engine  is  shown  in  Fig.  91.  In  the  twoHiycle  type  the  existence  of  air-inlet  and  exhaust 
ports  (see  Fig.  88)  neceesitates  the  lengthening  of  the  piston  so  as  to  prevent  the 
uncovering  of  such  ports  when  the  piston  is  at  the  top  center. 

WaMr  or  oil  cooling  of  piston  is  necessary  when  its  diameter  is  over  21  inches  ot  there- 
abouts. Some  builders  prefer  cooling  smaller  pistons  than  21-inch  diameter,  but  the 
proecM  of  conducting  the  water  to  and  from  the  moving  piston  has  been  troublesome 
and  has  received  great  attention  from  designeis  to  avoid  the  constant  wear  of  the  tele- 
scopic or  sliding  surfaces  which  necessitates  frequent  adjustment  to  prevent  leakage 
of  the  water.  The  types  of  apparatus  of  this  description  seen  in  Fig.  91  and  F^.  117 
have  had  greater  success  tbaa  otheia. 


Fia.  6S,— ThrH^alase  air  compmsor  (Snav). 

Croashead. — Oil  engines  of  all  types  developing  over  180  B.H.P.  in  one  cylinder  are 
better  arranged  with  croashead  and  guidES  than  with  trunk  piston.  The  advantages  of 
the  croeshead  are: 

1.  The  guides  are  maintained  at  an  even  temperature  and  are  not  affected  by  the 
contraction  and  expansion  of  the  cylinder  as  is  found  with  the  trunk  piston. 

2.  Lubrication  of  the  croeshead  b  umpler  as  it  does  not  come  in  contact  with  the 
heated  parts  of  the  engine  as  does  the  trunk  piston. 

■  3.  As  the  guides  become  worn  they  can  easily  be  adjusted. 

4.  Possibility  of  piston  seizing  through  overheating  or  from  improper  lubrication  is 
minimised  where  a  croeshead  ■■  employed.  These  remarks  apply  to  the  ein^e-acting 
type.    The  croeshead  is  always  employed  with  the  double-acting  type. 

Air  compressors. — ^A  very  important  pait  of  all  Diesel  engines  (except  in  those  types 
having  solid  injection)  is  the  air  compressor  furnishing  the  injection  air  at  700  to  1200 
pounds  pressure  per  square  inch  to  the  sprayer  or  pulverizer.  This  sir  is  injected  into 
the  combustion  space  with  the  fuel.  An  excellent  and  representative  type  of  three-stage 
compressor  is  shown  in  Fig.  58,  as  built  by  the  Worthington  Pump  and  Machinery  Cor- 
poration and  attached  to  their  horizontal  Snow  Diesel  Engine.  It  is  equipped  with  Laid- 
law  feather  valves  which  consist  of  strips  of  light  steel  restrained  at  the  ends  and  free  to 
lift  from  the  flat  seat  in  the  center,  thus  permitting  the  passage  of  air  to  the  VsJve  seat  by 
contact  and  not  by  impact.  The  intercoolere  for  the  low  and  intcrmediat*  stages  are  pro- 
vided by  the  water  jacket  and  that  for  the  high-pressure  stage  is  provided  by  the  coil  of 
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pipe  placed  in  the  water  chamber.  The  method  of  actuating  the  compreaaor  direct  from 
the  main  crankshaft  is  illustrated  in  Fig.  87.  In  some  larger  stationary  installations  the 
air  compressor  forma  a  separate  unit  operated  by  an  auxiliary  engine.  Frequently  two 
units  of  this  description  are  installed  so  as  to  insure  continuous  service.  In  Fig.  59, 
Ulusttating  the  De  Ia  Vergne  Diesel  Ekipne,  the  air  compressor  is  a  separate  unit 
and  is  actuated  from  the  main  crankshaft  through  a  flexible  coupling.  This  arrange- 
ment is  very  accessible  and  has  proved  to  be  satisfactory.  The  displacement  of  the  low- 
pressure  stage  of  the  compressor  with  four-cycle  single-acting  engines  should  exceed 
0.3  cubic  foot  per  minute  per  B.H.P.  or  18  cubic  feet  per  B.H.P.  per  hour.  Small  high- 
speed type  Diesel  engines  require  a  somewhat  greater  amount  of  air  and  two-cycle  type 
about  10  per  cent  more  air.  With  a  three-stage  compressor  the  volume  of  the  difierent 
stages  varies  from  1  :  4  ;  4  to  I  :  5  :  6.  The  area  of  the  air-inlet  valve  can  be  approx- 
imately one-tenth  of  the  area  of  the  pieton  and  the  area  of  the  discharge  valve  approi- 


Fio.  ea.— De  Ls  Veraae  Die«el  en^oe  so 

imately  one-eeventh  that  of  the  piston.  To  avoid  carbonization  or  other  troubles 
with  the  air  compressor  valves  piping,  etc.,  it  is  hi^y  important  that  the  cooling  effect 
of  the  water  jackets  and  of  the  intercoolers  be  amply  provided  tor. 

Brake  or  actual  HJ>. — To  ascertain  the  capacity  of  an  existing  Diesel  engine  the 
following  formula  can  be  used  for  average  conditions. 

1.  Four-cycle  single-acting  Diesel  engine, 

FXaXn 

A'=  ■     -     -, 
810 

or  if  the  B.H.P.  is  known,  then  the  dimension  of  Ihe  cylinder  can  be  found  thus, 

2.  Two-cycle  single-acting  Diesel  en^nes, 

,^    FX«Xn 


^ 
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and  similarly  the  cylinder  dimensions  are  found, 

n 
where     iV^=B.H.P.; 

n  » Revolutions  per  minute; 
F» Piston  area  in  square  inches; 
8  =  Piston  stroke  in  feet. 

The  camshaft  is  made  of  cold  rolled  steel  having  diameter 

^^ 

"5.5' 
where  Z)= diameter  of  cylinder. 

Flywheels. — ^The  general  design  and  construction  of  the  flywheel  of  a  Diesel  engine 
is  seen  in  Fig.  GO.  It  is  usually  built  in  two  halves  connected  by  a  circular  link  in  the  rim 
and  with  the  hub  bolted  together,  for  stationary  installations.  The  peripheral  speed  for 
cast  iron  should  not  exceed  6000  feet 
per  minute,  and  for  cast  steel  8000  feet 
per  minute.  The  fimction  of  the  fly- 
wheel is  to  maintain  a  degree  of  uni- 
formity of  speed  within  specified  limits 
during  each  cycle  of  operation  of  the 
engine.  Its  weight  will  therefore  vary 
inversely  with  the  number  of  impulses 
given  per  revolution  of  the  crankshaft. 
With  a  four-cycle  single-acting  Diesel 
engine  the  flywheel  will  necessarily  be 
heaviest  and  as  the  niunber  of  impulses 
are  increased  or  the  impulses  per  revo- 
lution are  increased  the  weight  will  be 
decreased  to  give  the  same  effect.  The 
governor  controls  the  speed  of  the 
engine  while  the  flywheel  controls  the 
cychc  variation  and  the  degree  of  un- 
steadiness from  the  imiform  speed  of 
rotation  during  each  cycle.  The  twist- 
ing moment  diagrams,  Fig.  61  and  Fig. 
62  (reproduced  by  permission  of  the 
XT.    S.    Bureau   of   Mines,    from   the 


Fig.  60. — Flywheel  design  and  construction. 


"  Diesel  Engine  Bulletin  No.  166  "  by  Herbert  Haas),  show  how  the  cyclic  variation  is 
affected  in  both  two-  and  four-cycle  engines  with  one  or  more  cyUnders  and  with  different 
setting  of  the  crank  pins  in  relation  to  each  other.  The  periods  in  the  cycle  during  which 
the  forces  act  are  denoted  by  the  abscisssB,  and  the  ordinates  indicate  the  forces  acting 
tangentially  on  the  crank  pin.  The  number  of  cylinders  and  the  different  setting  of 
the  crank  pins  are  shown.  The  shaded  areas  in  the  diagram  represent  the  excess  of 
power  developed  during  periods  of  maximum  work  which  is  periodically  stored  in  the 
flywheel  to  be  given  off  again  by  it  during  the  negative  period.  The  area  shown  between 
the  base  line  and  M  represents  the  mean  effort  of  the  crank  pin.  The  six-  and  eight- 
cylinder  engines,  two-cycle  tjrpe,  are  shown  with  a  setting  by  which  two  impulses  are 
transmitted  to  the  crankshaft  simultaneously,  which  correspondingly  increases  the 
excess  work  to  be  stored  in  the  flywheel  which  then  is  proportionately  heavier. 

V  Max.  -  V  Min. 
V  Average 
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where        T~D^ree  of  uneteadiuees; 

V  Max.  =  Maximum  velocity  of  shaft  during  cycle; 

V  Min.  =  Minimum  velocity  of  shaft  during  cycle; 

V  Avg.  =  Average  velocity  of  shaft  during  cycle. 


Pio.  ei.— Twiatlng 


The  value  of  T  may  be  taken  as  follows: 
For  factory  use 

For  D.C.  Generators  belt-driven 
For  A.C.  Generatnre  belt-driven 
For  A.C.  Generalore  direct  connected 


:30   tol 

40 

:70   tol 

80 

:  12.5  to  1 

im 

:  17.5  to  1 

200 

TTie  weight  of  the  flywheel,  neglecting  that  of  the  hub  and  artna  of  the  wheel,  may  be 
found  by  the  following; 

where     n'=Weight  of  rim  in  tons  (2000  pounda); 

D=Diftnieter  of  rim  in  feet  at  center  of  gravity; 
n  —  Revolutions  per  minute; 
JV  =  ActualorB.H.P.; 

C—Conatant. 

The  values  of  C  given  by  Glildner  are: 

C"712,000  fof  fouiHsycIe  sin^e-acting  with  impulse  each  720° 
-312,000  when  the  impulse  is  each  360° 
>  178,000  when  the  impulse  is  each  240° 
=  44,SO0  when  the  impulse  is  each  180°. 


Fta.  83.— Mcintosh  *  8eymmir  ipray  valw.  (A)  Air  inlet  puuie.  ( 
inlet  valve.  IB)  Air  puuge.  (F)  Inlet  noiile.  (H)  CoUar  on 
Flange*.  [J)  Valve  ipriDg.  iU)  and  (N)  EipandiDg  air  puaagi 
iP)  Annular  apace  (or  ruel.     (R)    Parts  lor  fuel  passage.     ISI    Slott 


Operation  of  an  air  compressor  of  proper  size  for  furnishing  injection  and  starting 
air  is  included  in  this  formula. 

Sprayers. — The  fuel-injection  valve  or  the  sprayer  or  pulverizer  ia  one  of  the  most 
important  features  of  a  Diesel  engine.  Three  different  methods  of  fuel  injection  are  in 
use  in  practically  all  types:  (o)  "  sohd  injection  "  of  the  fuel  into  the  combustion  space, 
that  is,  without  air  blast,  the  fuel  being  forced  into  the  cylinder  under  great  pressure 
(about  4000  pounda  per  square  inch)  as  in  the  Vickers  Engine  (McKechnie's  patented 
system),  also  the  De  la  Vergne,  the  Ruston  and  the  Worthington  (vertical  stationary 
type),  all  of  which  are  described  in  detail  or  illustrated  hereafter;  (b)  air-blast  injection 
where  the  fuel  meets  a  blast  of  air  compressed  to  about  1000  or  1200  pounda  at  the  sprayer 
and  both  fuel  and  air  are  injected  together  simultaneously  into  the  combustion  space, 
thus  thoroughly  pulverizing  or  spraying  the  particles  of  hydrocarbon  or  vapor.  The 
chief  types  of  this  system  are  (1)  the  Hesselman  design,  first  employed  in  the  Polar 
Swedish  Diesel  Engine  and  made  in  the  United  States  by  the  Mcintosh  &  Seymour 
Coipotstion,  and  illustrated  at  Fig,  63;  (2)  The  Lietzenmayer  or  "  open  "  type  found 
in  the  Dingier,  Koertii^;  and  other  European  engines,  and  in  the  United  States  in  Snow 
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5B 


Horizontal  Diesel  Engine  and  Allis-Chalmers  illustrated  in  Fig.  64.  (3)  The  Deuti 
sprayer  provided  with  two  fuel  inlet  passages  connected  to  two  different  fuel  supply 
pumps  and -suitable  for  using  heavier  crude  oils  and  tar  oils  is  shown  at  Fig.  65.  (c) 
The  Sabath6  fuel-injection  valve  where  two  distinct  phases  of  fuel  injection  are  used, 

the  first  occurring  when  the 
piston  is  at  or  near  the  inner 
dead  center  and  the  second 
later,  is  shown  at  Fig.  66.  The 
chief  functions  of  the  sprayer 
are:  (1)  that  of  a  valve  to 
introduce  the  fuel  into  the 
combustion  space  at  the  cor- 
rect moment,  and  (2)  that  of 
a  sprayer  to  divide  the  fuel 
into  minute  particles.  Ideal 
fuel  injection  requires  velocity 
of  the  injection  proportional  to  the  speed  of  the  piston,  the  atomization  of  the  particles 
of  fuel  allowing  their  maximum  surface  to  be  exposed  to  and  combined  with  the  oxygen.* 
Solid  injection  of  fuel  is  one  of  the  latest  developments  in  the  Diesel  engine  industry. 
The  attention,  upkeep  and  other  disadvantageous  features  of  the  air  compressor  operat- 
ing at  1000  to  1200  pounds  pressure  are  eliminated,  as  is  also  the  power  (about  8  to  10 
per  cent)  absorbed  by  the  compressor  itself.  The  fuel  consumption  of  this  type,  as  will 
be  observed  from  the  table  of  tests,  is  approximately  the  same  as  that  with  the  air-blast 
injection.  That  is,  the  power  absorbed  by  the  compressor  being  eliminated,  the  fuel 
consumption  is  reduced  in  the  same  ratio.  In  some  types,  however,  the  combustion, 
especially  with  heavier  grades  of  fuel,  may  not  be  as  perfect  as  with  the  air-blast  type. 


FiQ.  64. — Snow  sprayer. 


Flo.  65. — Deuts  sprayer. 


Fig.  66. — Sabath^  sprayer. 


Nevertheless  among  the  lowest  records  of  fuel  consumption  will  be  found  those  with 
the  solid  injection  ty|)e. 

The  Vickers  system  (McKechnie's  patent).  This  fundamental  and  pioneer  system 
of  solid  injection  type,  has  the  charge  of  fuel  first  pumped  into  a  reservoir  forming  an 
accumulator  which  consists  of  an  oval  steel  tube.  The  pressure  at  which  the  fuel  is 
stored  therein  is  approximately  4000  pounds  per  square  inch.  When  the  spray  valve 
is  mechanically  opened  at  the  proper  period  of  the  cycle  the  fuel  is  discharged  into  the 
combustion  space  in  a  spray  of  exceedingly  fine  character  which  instantly  ignites  with  a 
lower  compression  pressure  than  is  necessary  with  the  air  blast,  because  the  cooling 
effect  of  the  injection  air  entering  at  1000  to  1200  pounds  and  expanding  to  approx- 
imately 500  poimds  is  eliminated.  The  nozzle  through  which  the  spray  enters  is  provided 
with  a  number  of  fine  holes  about  -j^  inch  diameter.     With  the  multi-cylinder  type 

'  Full  and   detailed  description   of   Diesel  engme  sprayers,  by  tlio    author,  will    be  found    in 
!*  Motorship  "  of  May,  July,  and  September,  1918. 
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the  aceumuUtoT  is  made  of  a  loDg  pipe  from  which  a  smaller  pipe  connection  is  made 
to  the  spray  valve  on  each  cylinder.  The  fuel  supjJy  to  the  accumulator  in  this  case 
is  furnished  by  one  or  two  supply  pumps  tmly,  J.  L.  Chalnor  '  refers  t«  100  H.P.  per 
cylinder  Vickers  engine  as  having  spray  nouleo  with  five  holes  each  of  O.OlS-inch  bore. 
Messrs.  Vickers  claim  advantages  for  their  system  in  addition  lo  those  mentioned  SB 
{□)  saving  in  weight  (in  a  600  H.P.  engine  for  instance,  this  reduction  is  approximately 
5000  pounds),   (6)  saving  in   space,  of  approximately  3  feet  in  the    over-all    length, 

(c)  reduced   cost   of    production   by   eliminating   the    compresaor   and   connections, 

(d)  lower  fuel  consumption,  as  0.38  pound  per  B.H.P.  has  been  recorded  with  their 
design  in  ordinary  official  trials,  (e)  less  attention  required  and  lower  cost  of  up-keep 
and  (f)  less  air  consumed  for  starting  purposes. 

De  La  Vergne  soUd  injection  of  fuel  design  is  shown  in  Fig.  67.  In  this  arrangement 
two  sprayers  are  employed  and  are  placed  directly  opposite  each  other.  The  vaporized 
fuel  sprays  meet  in  the  center  of  the  combustion  space  which  is  situated  in  the  center 


Ds  La  Vercne  8.  L  D>  La  VergDC  S.  I. 

beyond  the  position  of  travel  of  the  piston.  The  sprays  impinging  or  colliding  with 
each  other  tend  to  form  a  highly  atomized  mass  of  fog  or  vapor,  and  the  air  rushing 
into  the  vapor  forced  by  the  return  stroke  of  the  piston  produces  a  turbulence  and 
thorough  mixture  which  is  highly,  inflanunable,  easily  becoming  ignited  with  a  com- 
pression preiBUre  of  350  pounds  per  square  inch,  without  other  means  of  heat  being 
required.  The  fuel  is  furnished  direct  to  the  sprayers  by  a  fuel  supply  pump  for  each 
cylinder.  Regulation  of  speed  is  effected  by  opening  a  by-pass  valve  bo  arranged  as  to 
varj'  the  period  of  the  spray  valve  openuig.  At  lighter  loads  the  beginning  of  the  spray 
is  retarded  and  the  point  at  which  the  bpraying  is  completed  is  cut  oS  or  hastened. 
The  fuel  consumption  and  other  particulars  are  shown  in  the  table  of  tests  and  the 
periods  in  the  cycle  of  valve  movements  are  shown  in  the  diagram,  Fig.  68.  An  indicator 
diagram  is  reproduced  in  Fig.  69. 

The  Rnston  and  Homsby  sprayer  which  is  employed  on  their  1915  type  of  high- 
compression  solid-injection  engine,  having  a  compression  pressure  of  420  pounds  is 
shown  in  Fig,  70,'    In  this  design  for  tar  oils  a  pilot  ignition  is  arranged  in  which  about 

I  Molonhip,  N.  Y.,  Feb..  1921. 

'  Eitractad  by  permiHioa  from  the  paper  ol  Mr.  F.  II.  Liveiu,  Iiiat.  of  Mechsoii^Bl  Eneiaaen, 
July,  1020. 
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5  per  cent  of  lighter  ofl  ia  firat  injected  into  the  combustion  apace  followed  by  the  injec- 
tion of  the  heavier  crude  or  tar  oil.  The  method  of  operation  is  shown  by  the  sectional 
view.  The  atomizing  of  the  fuel  is  effected  by  forcibly  compelling  the  liquid  fuel  to 
lift  from  its  seat  the  spring-loaded  needle  inlet  valve  which  closes  the  opening  leading 
to  the  injection  notile.  This  action  is  due  to  the  motion  of  the  steep  cam  actuating 
tlie  fuel  supply  pump  plunger.    The  pQot  oil  is  discharged  by  a  needle  valve  placed 


Fin.  71.— Burmeutei 


holdim 


inside  the  main  inlet  valve  which  is  made  hollow  to  receive  same.  The  pilot  oil 
pump  is  actuated  by  the  impulse  of  the  fluid  acting  on  a  stepped  plunger  placed  on  the 
main  fuel  pump,  thus  precedence  of  this  injection  is  perfectly  secured. 

The  Bunnelster  &  Wain  sprayer,  shown  in  Fig.  71,  unUke  the  other  types  referred 
to,  has  the  valve  itself  opening  outwards.  This  special  feature  of  this  design,  which 
is  also  found  in  the  Craig  engine  and  in  one  or  two  othera,  b  so  arranged  as  to  thoroughly 
distribute  the  fuel  inlet  spray  throughout  the  whole  volume  of  the  combustion  space 
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and  equalize  the  temperature  of  the  gases  and  avoid  unequal  heating  of  the  piston 
crown  piece.  The  Craig  sprayer  made  for  the  James  Craig  Diesel  Engine  where  the 
valve  opens  outwards  is  shown  in  Fig.  72. 

The  Hvid-Brons  spra3ring  device  is  shown  in  Fig.  73.  It  differs  from  the  Diesel 
sprayer  in  that  the  fuel  is  first  delivered  to  the  cup  placed  below  the  fuel  injection 
valve  during  the  air  suction  period.  As  the  compression  proceeds^  the  air  at  increasing 
pressure  is  forced  through  the  small  holes  drilled  through  the  sides  of  the  cup  at  C 
and  the  increasing  temperature  due  to  the  friction  of  the  air  passing  through  these 
small  apertures,  together  with  the  temperature  caused  by  compression  to  about  450 


Bssssa 


FiQ.  73. — HYid-BroDB  sprayer. 


Fia.  74. — Hvid-Brons  indicator  card. 


pounds  is  sufficient  to  cause  ignition  of  the  vapor  first  in  the  cup  and  afterwards  in  the 
whole  mass  of  vapor  in  the  combustion  space.  An  indicator  diagram  taken  from  the 
Hvid-Brons  engine  is  shown  in  Fig.  74. 

Torbtdence. — ^The  two  features  for  Diesel  engine  tar-oil  spraying  devices,  (a)  atomi- 
jsation,  (6)  turbulence,  are  described  in  detail  by  P.  H.  Smith.  ^  The  former  term  refers 
to  the  degree  of  fineness  of  the  spray  at  the  moment  it  leaves  the  flame  plate  or  nozzle, 
while  the  latter  term  refers  to  the  degree  of  swirling  which  occurs  in  the  combustion 
space  as  the  spray  enters  and  which  produces  thorough  and  intimate  mixture  of  fuel 
and  air. 

Governing. — With  stationary  installations  the  system  most  generally  used  for  the 
regulation  of  the  speed  of  the  engine  is  that  accomplished 
by  varying  the  amount  of  fuel  delivered  to  the  sprayer 
by  altering  the  point  in  the  stroke  of  the  pump  plimger 
at  which  the  suction  or  cut-off  valve  is  allowed  to  come 
in  contact  with  its  seat.  Thus  at  full  load  with  the  valve 
seating  earlier  a  greater  amount  of  fuel  is  delivered  to  the 
sprayer  and  at  lighter  loads  with  the  valve  seating  later, 
less  fuel  (in  accordance  with  the  load  on  the  engine)  is 
delivered  to  the  sprayer.  Such  an  arrangement  is  shown 
in  Fig.  75.  The  pump  plunger  is  operated  with  con- 
stant length  of  stroke,  actuated  by  eccentric  or  by 
cam  motion,  and  the  governor  directly  controls  the  suction  or  cut-off  valve. 

The  fuel  pump  with  Diesel  engines  is  of  massive  proportions  as  the  plunger  operates 
against  a  pressure  of  600  to  1000  pounds  air  pressure  which  meets  the  fuel  supply  at 
the  sprayer  (except  in  those  designs  having  the  "  open  "  type  nozzle  where  only  the 
resistance  due  to  friction  in  pipes,  etc.,  has  to  be  overcome).  The  steel  plunger  passes 
through  a  carefully  packed  gland  for  which  asbestos  cord  packing  greased  with  tallow 
and  graphite  is  often  used.  The  valves  are  of  bronze  or  steel  with  conical  seatings  held, 
in  position  by  springs  and  so  situated  as  to  be  readily  accessible  for  cleaning  or  re-grinding 
into  their  seats.  The  displacement  of  the  plunger  is  greater  than  necessary,  frequently 
being  equivalent  to  four  times  the  actual  fuel  supply  required.  In  this  way  possible 
leakage  or  other  improper  working  conditions  are  taken  care  of,  allowance  for  temporary 

1  Paper  read  before  Diesel  Engine  Users  Association,  London,  England,  1918, 


Fio.  75. — Governing  arrangement 
(pump  suction  valve) . 
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overloads  is  made  and  the  volumetric  efficiency  of  the  pump,  only  about  70  per  oent^ 
is  provided  for.  Some  engines  have  one  pump  for  each  cylinder,  others  have  the 
fuel  conducted  to  the  cylinders  through  a  distributor  supplied  by  one  pump  only  for  two 
or  more  cylinders. 

Safety  valve. — ^All  Diesel  engine  cylinders  should  be  equipped  with  a  safety  valve  so 
as  to  relieve  imdesirable  high  pressures  which  may  be  developed.  It  should  open  at 
about  570  poimds  pressure  per  square  inch. 

Air  tank  for  injection  air  should  have  a  capacity  of  approximately  0.035  cubic  foot 
per  B.H.P.  of  engine.  The  air  tanks  for  starting  purposes  should  have  a  total  capacity 
of  0.2  to  0.35  cubic  foot  per  B.H.P.    At  least  two  tanks  are  usually  installed. 


Fuel  Oil 
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Fia.  76 — Two  1000  B.H.P.  vertical  Diesel  installations.  (A)  Exhaust  pipe,  cast  iron,  12  inehcB 
diameter.  (B)  Cooling  water  inlet  w.  i.  4  inches  diameter.  (C)  Cooling  water  outlet  c.  i.  6  iocbea 
diameter.  (D)  Water  discharge  from  pumps  6  inches  diameter.  (B)  Suction  to  water  pampa 
6  inches  diameter.  (F)  Fuel  supply  piping  to  pumps  2  inches  diameter.  (G)  Kerosene  piping 
to  pumps  1}  inches  diameter.  (H)  Lubricating  oil  piping  from  tank  to  engines  1}  inches  diameter. 
(J)  Lubricating  oil  piping  to  filter  1  inch  diameter.  (K)  Lubricating  oil  piping  filter  to  pump 
1  inch  diameter.  (L)  Lubricating  oil  piping  pump  to  tank  f  inch  diameter.  (M)  Piping  to 
lubricant  overflow  1  inch  diameter.     (JV)  Lubricating  oil  drain  from  engine  li  inch  diameter. 


Installation,  Operation  and  Correction  of  Stationary  Type  Diesel  Engines 

Preliminary. — The  engine  room  correctly  designed  and  arranged  allows  ample 
space  aroimd  each  engine  erected  in  it  both  for  proper  attendance  and  for  the  removal 
of  any  part  of  the  engine  that  may  require  inspection  or  repairs.  Where  it  is  neceflsaiy 
with  the  vertical  type,  sufficient  head  room  should  be  provided  for  withdrawing  the 
piston  and  connecting  rod  from  above.  A  traveling  crane  overhead  is  advantageous 
both  during  installation  and  when  necessity  for  repair  arises.  The  engine  room 
should  be  well  lighted  and  ventilated,  and  free  from  injurious  gases,  the  floor  should 
be  of  dust  proof  material  and  the  engine  room  should  be  properly  heated  especi- 
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ally  in  colder  climates  so  as  to  prevent  freezing  of  the  circulating  water  pipes  or  pas- 
sages of  the  engine,  etc.  A  representative  installation  of  stationary  Diesel  engines  is 
shown  in  Fig.  76.  The  foundation  for  the  engine  is  built  of  the  best  concrete,  a  mixture 
for  which  can  be  composed  of  one  part  Portland  cement  and  six  to  seven  parts  of  sand 
and  broken  stone.  For  horizontal  engines  the  weight  of  foundation  should  not  be  less 
than  2000  pounds  per  B.H.P.,  for  single  cylinder  types,  and  slightly  less  per  B.H.P. 
for  twin-cylinder  engines.  With  vertical  multi-cylinder  engines  this  weight  can  be 
decreased  slightly.  GUldner  advises  weight  of  1750  pounds  with  two-cylinder  vertical 
engine  and  1300  poimds  per  B.H.P.  with  three-cylinder  types  and  1100  poimds  with 
a  four-cylinder  engine.  The  depth  of  the  foimdation  should  not  be  less  than  5D  when 
D  equals  diameter  of  cylinder.  The  above  dimensions  are  for  use  when  the  foimdation 
is  built  on  solid  groimd.  Where  wet  ground  or  quicksand,  etc.,  is  enooimtered  piling 
or  other  special  arrangements  must  be  made  to  make  the  ground  the  equivalent  of  solid 
ground  before  the  building  of  the  foimdation  is  commenced.  Usually  the  engine  foun- 
dation is  thoroughly  insulated  from  the  foundation  of  the  building  or  other  founda- 
tions near  it  so  as  to  prevent  vibrations  being  transmitted  from  the  engine  foimdation 
to  them. 

Exhaust  pipes. — ^Arrangements  of  these  pipes  are  shown  at  Fig.  76  and  Fig.  105. 
With  the  horizontal  type  that  part  of  the  piping  which  is  above  the  floor  line  is  usually 
water  jacketed  to  prevent  radiation  of  heat  to  the  engine  room.  With  the  vertical 
type  the  manifold  and  sometimes  other  connections  are  also  water  jacketed.  Between 
the  engine  valve  box  or  outlet  and  the  silencer  the  exhaust  pipe  should  have  an  area  of 
1.15  to  1.3  times  the  area  of  the  exhaust  valve.  From  the  silencer  to  the  atmosphere 
with  four-cycle  engines  the  size  of  piping  may  be  slightly  decreased  but  with  two-cycle 
type  the  area  of  the  exhaust  pipe  should  be  as  large  as  possible.  Arrangements  should 
be  made  to  allow  for  the  expansion  and  contraction  of  the  exhaust  pipe  near  the  engine 
and  where  it  becomes  greatly  heated  in  operation.  A  separate  exhaust  pipe  was  always 
formerly  recommended  for  each  combustion  spa^^  in  a  multi-cylinder  engine,  but  with 
present  practice  the  separate  exhausts  have  been  satisfactorily  replaced  by  one  pipe  for 
all  cylinders  arranged  as  shown  in  Fig.  76.  In  every  installation  a  test  cock  should 
be  inserted  in  the  piping  of  each  cylinder  so  that  the  color,  etc.,  of  the  exhaust  from  each 
cylinder  can  be  tested  whenever  required. 

Air-inlet  pipes  should  be  of  the  following  sizes  for  four-cycle  engines, 

•^      120' 
For  two-cycle  engines: 

.FXc 

^       60  ' 


when    /» area  of  inlet  pipes  in  square  inches; 
F»area  of  piston  in  square  inches; 
c  >=  piston  speed  in  feet  per  second. 


Cooling  arrangements. — Reference  to  the  heat  balance  of  a  Diesel  engine  shows  that 
about  33  per  cent  of  the  total  B.t.u.  supplied  in  the  fuel  is  carried  away  by  the  cooling 
water,  and  the  importance  of  proper  arrangements  to  accomplish  this  efficiently  is  evi- 
dent. The  different  methods  of  cooling  are:  (a)  Continuous  water  supply  passing 
through  the  cooling  jackets  and  then  going  to  waste.  (6)  Re-cooling  the  water  (where 
it  is  scarce  or  expensive  but  of  good  quality)  by  means  of  an  open  screen  type  of  cooling 
tower,  of  simple  construction,  or  other  similar  apparatus  which  will  accomplish  the  same 
result.    A  considerable  amount  (one-half  to  one  gallon  per  B.H.P.  hour)  of  make-up 
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water  will  have  to  be  added  and  this  should  be  of  Buch  quality  as  la  hare  no  tend* 
ency  (o  form  scale  iu  the  pasaages  of  the  engine,  (e)  Use  of  clean  sea  water  pumped 
ao  as  to  allow  rapid  circulation  through  the  passages  of  the  engine,  (d)  Enclosed 
cooling  eyatem,  an  arrangement  of  which,  ae  recommended  by  the  De  Ia  Vergne  Machine 
Company,  is  shown  in  F^.  77.  This  system  is  necessary  where  only  hard,  scale-forming 
or  otherwise  poor  cooling  water  is  available.  All  the  cooling  piping  and  engine  jackets 
are  first  filled  with  soft  water.  The  heated  water,  after  dischai^  through  a  visible  out- 
let into  the  sump  tank,  is  pumped  through  a  series  of  cooling  coils  up  to  the  overhead 
tank.  The  coils  are  showered  outside  with  any  available  water  and  only  the  cooling 
water  of  suitable  composition  circulates  within  the  engine  pasaages.  With  this  system 
only  a  slight  amount  of  make-up  rain  or  soft  water  is  required  and  where  necessary  tbe 
outside  cooling  water  can  itself  be  recooled  in  an  open  cooHi^  tower.    Scale  formed 


Fiu.  77. — De  La  Vergne  enclosed  ooDlinB  ayatem. 

necessary  will  vary  with  different  dcsigoa  of  engines.  The  outlet  water  temperature  as 
recommended  by  some  makers  should  be  about  120°  F.  and  with  others  may  be  as  hi^ 
as  160°  F.  Usually  with  the  initial  temperature  of  the  water  at  50°  F.  and  a  discharge 
temperature  less  than  160°  F.,  with  a  four-cycle  engine,  4  to  5  gallons  per  B.H.P.  hour 
ia  sufficient.  The  outlet  temperature  with  a  two-«ycle  engine  should  not  exceed  120°, 
and  then  at  least  8  gallons  per  B.H.F.  hour  should  be  fumi^ed.  All  cooling- 
water  devices  should  be  of  ample  capacity  so  as  to  allow  additk>nal  cooling  medium 
in  emergencies.  With  all  arrangements  the  cooling  water  should  flow  from  a  tank, 
placed  20  feet  or  more  above  the  engine,  to  which  the  cooling  water  is  first 
supplied  and  from  which  it  giavitates  to  the  various  parts  of  the  engine.  The  method 
of  connecting  the  piping  varies  in  different  deeigns.  In  some,  the  cooling  wat«r  is  first 
passed  through  the  jackete  and  intercooleis  and  aftercooler  of  the  air  compressor,  then 
through  the  main  cylinder  jacket  and  then  the  cylinder  head;  in  others,  separate  water 
connections  are  employed  with  hmnches  to  each  cylinder  as  well  as  to  the  compressor. 
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With  any  system  the  flow  of  water  £rom  each  ouUet  should  always  be  visible  to  the 
attendant  and  thermometers  should  be  placed  wherever  necessary  so  that  it  will  be  easy 
to  note  that  proper  temperatures  are  always  maintained  in  operation.  The  cooling  water 
should  never  be  cut  off  inmiediately  after  the  engine  is  stopped.  Circulation  should 
continue  until  the  parts  of  the  engine  have  cooled  off.  Cold  water  should  not  be  turned 
on  suddenly  to  an  engine  already  heated. 
In  frosty  weather  where  the  engine  room 
is  insufficiently  heated,  water  jackets, 
etc.,  should  be  drained  to  prevent  freez- 
ing when  the  engine  is  standing  idle. 

Silencer. — A  cast-iron  silencer  having 
a  cubical  area  of  6  to  8  times  that  of  the 
piston  displacement  is  used  where  com- 
plete silencing  is  unnecessary.  When 
the  noise  of  the  exhaust  is  objectionable 
a  silencing  arrangement,  as  shown  in 
Fig.  78,  can  be  used. 

Air-inlet  silencer  consisting  of 
wrought-iron  pipe  with  two  rows  of 
slots  cut  in  the  end  is  shown  in  Fig.  105. 
Operation. — Diesel  engines  probably 
require  more  careful  and  skilled  attend- 
ance than  any  other  prime  mover.  The 
durability  and  low  cost  of  maintenance 
are  dependent  on  this  treatment.  The 
attendant  should  also  be  capable  of 
remedying  any  defect  as  soon  as  it  is 
shown  to  exist.  To  develop  its  maxi- 
mum efficiency  a  Diesel  engine  must  be 
kept  in  the  best  possible  working  condi- 
tion. 

Starting  preparation. — If  any  repairs 
have  been  made  since  it  was  previously 
operated,  the  flywheel  should  be  turned 
over  once  or  twice  by  auxiliary  power  or 
by  hand  to  ascertain  that  all  moving 
parts  are  dear  and  that  no  obstruction 
can  prevent  its  proper  operation.    The 

following  remarks  must  be  taken  as  only  general  instructions.  The  attendant  should 
first  carefully  study  the  specific  instructions  which  accompany  the  engine.  These 
are  suppUed  by  all  builders  and  relate  to  their  particular  design.  In  a  general  way 
the  following  method  of  starting  sUUianary  engines  may  be  followed. 

1.  Fill  all  lubricating  devices  with  the  proper  lubricant  as  hereafter  referred  to  and 
exercise  great  care  that  each  lubricating  device  is  operating  and  is  in  proper  working 
order,  so  that  all  moving  parts  have  a  supply  of  lubricant  before  the  engine  is  started 
or  as  soon  as  it  starts. 

2.  Examine  air-pressure  tanks  and  see  that  they  are  charged  to  the  proper  pressure 
(200  to  300  poimds)  or  as  recommended  by  the  engine  builders. 

3.  Test  the  cooling-water  supply  and  see  that  the  cooling  medium  is  properly  fur- 
nished to  all  parts  requiring  to  be  cooled.  Where  necessary,  prime  the  circulating  water 
pump  and  see  that  all  valves  for  the  discharge  of  cooling  water  are  open  or  properly 
adjusted. 


PiQ.  78. — Concrete  pit  silencer. 
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4.  Turn  the  crankshaft  so  that  the  crank  pin  is  about  30"*  after  the  inner  dead 
center. 

5.  Place  the  exhaust  cam  on  the  low-compression  pressure  side  or  manipulate  such 
parts  as  are  required  to  obtain  the  same  effect. 

6.  Ascertain  that  the  air  injection  valves  are  in  proper  operating  condition;  open 
wide  the  air  inlet  to  the  low-pressure  side  of  the  air  compressor. 

Starting  proper. — (a)  Test  the  fuel  supply  to  insure  that  the  fuel  connections  are 
fiUed  with  oil,  by  hand  operation  of  fuel  supply  pump,  until  fuel  flows  through  the  by- 
pass. 

(&)  Open  all  valves  in  the  starting  air  line  between  air  tank  and  engine,  also  all  valves 
in  the  air  Une  between  compressor  and  tank. 

(c)  When  the  engine  has  attained  sufficient  speed  the  starting  valve  lever  is  put  out 
of  action  and  the  valve  on  the  starting  air  tank  closed,  the  injection  air  valve  being 
left  wide  open. 

(d)  The  fuel  supply  can  be  fully  opened.    Where  heavy  and  Ught  fuels  are  used. 


Fig.  70. — Representative  Diesel  valve  sotting  diagram. 

the  heavy  fuel  can  now  be  brought  into  action.  (Heavy  fiiel  will  probably  require 
pre-heating  to  about  120''  F.) 

Operation. — ^An  engine  running  in  good  condition  will  have  absolutely  invisible 
exhaust  gases,  when  working  with  load,  and  possibly  slightly  bluish-white  colored 
exhaust  g&ses  at  light  loads.  There  will  be  no  knocking  or  hammering  and  the  engine 
will  run  smoothly  and  evenly. 

Stopping. — 1.  Shut  off  the  fuel  supply  to  the  fuel-injection  valve. 

2.  Close  the  suction  air  valve  to  the  high-pressure  stage  of  air  compressor. 

3.  Close  £he  valves  at  the  air  tanks  to  avoid  loss  of  air. 

4.  Close  all  lubricating  devices  to  prevent  waste  of  lubricant. 

5.  When  the  engine  has  had  sufficient  time  to  become  properly  cooled,  shut  off  the 
oooling-water  supply. 

6.  If  there  is  danger  of  freezing,  drain  the  water  from  jackets,  etc. 

General  remarks. — (a)  Allow  the  pressure  in  the  starting  air  tanks  to  be  brought 
up  to  normal  as  quickly  as  possible. 
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(6)  The  pressure  of  the  injection  air  should  be  correct.  Too  low  injection  air  pres- 
sure may  cause  poor  combustion  in  the  cylinder  or  late  ignition.  Too  high  injection 
air  pressure  may  cause  too  early  ignition  and  possibly  slight  knocking. 

(c)  With  two-cycle  tsrpes  it  is  very  necessary  to  observe  that  the  scavenging  air 
pressure  is  always  maintained  at  approximately  four  pounds  or  at  that  pressiu^  recom- 
mended by  the  builders. 

(d)  With  water-  or  oil-cooled  piston  the  attendant  should  be  sure  that  the  cooling 
medium  circulates  properly  and  starts  to  flow  immediately  the  engine  is  in  operation. - 
Improper  cooling  of  piston  will  result  in  carbonizing  of  lubricant  on  piston  and  piston 
rings. 

(e)  The  fuel-injection  valve  stem  can  be  packed  with  metallic  packing  or  with 
I  inch  round  high-pressure  asbestos  packing  cut  in  rings  and  thoroughly  impregnated 
with  graphite.  When  the  engine  is  stopped  a  small  amount  of  kerosene  can  be  forced 
around  the  valve  stem  to  clean  the  valve  and  facilitate  starting. 

(f)  The  correct  setting  of  the  air  and  exhaust  valves  and  the  periods  of  fuel  injection 
with  a  representative  Diesel  engine  are  shown  on  the  diagram,  Fig.  79. 

Improper  operation  at  starting  may  be  due  to  faulty  working  of  the  starting  valve 
and  examination  of  this  valve  will  be  necessary.  Leakage  by  the  piston  rings  or  by 
the  inlet  or  exhaust  valves  may  cause  loss  of  compression  pressure  and  then  the  temper- 
ature of  compression  may  be  too  low  to  cause  ignition.  Failure  of  proper  fuel  supply 
may  also  cause  faulty  ignition.  Sometimes  an  air  pocket  in  some  part  of  the  fuel  supply 
system  may  be  the  cause.  In  other  cases  leakage  of  the  suction  or  discharge  valves  of 
the  fuel-supply  pump  has  been  the  cause  of  the  trouble.  Careful  examination  of  air- 
supply  and  fuel-supply  mechanism  in  detail  will  then  be  necessary.  Fuel  must  never 
be  pumped  by  hand  when  the  engine  is  in  operation. 

If  leakage  of  compression  pressure  is  suspected  and  cannot  readily  be  detected  the 
indicator  should  be  attached  and  a  few 
diagrams  taken.  If  the  pressure  is  below 
the  normal;  careful  examination  of  all 
valves,  piston,  etc.,  must  be  made  to 
ascertain  the  cause  of  leakage.  If  the 
pressures  are  correct  the  diagram  should 
appear  similar  to  that  shown  in  Fig.  d4. 
A  light  spring  diagram  as  shown  in  Fig.  80, 
can  if  necessary  be  talcen,  as  leakage  of 
the  valves  is  more  readily  detected  with  it.  j^q  80.— Light  spring  diagram. 

Knocking  or  uneven  running  of  the 
engine  may  be  due  to  incorrect  timing  of  the  fuel  injection;  that  is,  the  fuel  and  spray 
may  reach  the  combustion  space  too  early  and  ignition  begin  too  soon  in  the  cycle.     It 
may  also  be  due  to  loose  main  bearings  or  connecting-rod  bearings  which  may  require 
adjustment. 

Air  compressors  should  have  the  least  possible  amoimt  of  lubrication  and  that  of 
the  right  composition  as  hereafter  referred  to.  Trouble  with  air  compressors  most  fre- 
quently results  from  too  much  lubricating  oil.  The  low-stage  compression  pressure 
should  not  exceed  90  pounds  per  square  inch.  With  this  pressure  and  with  the  suction 
valves  on  the  high-pressure  stage  open  wide,  the  injection  pressure  will  be  about  1000 
pounds.  Throttling  the  suction  .to  the  low-pressure  cylinder  should  be  avoided;  other- 
wise a  vacuum  will  be  created  which  will  result  in  more  lubricating  oil  being  drawn  into 
the  compressor  cylinder. 

Lubricants. — The  main  cylinder  and  piston  should  be  lubricated  with  a  light  mineral 
oil  having  a  viscosity  of  300°  to  750**  Saybolt  at  100°  F.,  having  a  high  flash  point 
(about  370°  F.)  and  free  from  animal  matter.     The  air-compressor  cylinder  should 
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have  little  or  no  lubrication.  When  any  lubricant  is  applied  it  should  be  similar  to  th&t 
used  on  the  main  piston. 

The  parallel  operation  of  alternators  direct  connected  to  internal-combustion  engines 
is  a  subject  that  has  been  widely  discussed  everywhere.^  The  requirements  of  manu- 
facturers of  electrical  apparatus  for  proper  paralleling  are  that  the  total  flyivheel  effect 
should  be  such  that  the  angular  deviation  from  the  uniform  speed  of  rotation  within 
the  cycle  does  not  exceed  3}  electrical  degrees.  A  mechanical  degree  is  equivalent  to 
an  electrical  degree  divided  by  half  the  number  of  poles  of  the  alternator.  For  instance, 
with  an  alternator  having  48  poles,  6  electrical  degrees  would  be  equivalent  to  0.25 
mechanical  degree. 

Everest'  gives  the  permissible  limit  of  speed  irregularity,  thus: 

Degree  of  irregularity  =  - 


6  X  (number  of  poles) 


where  /iT^  number  of  impulses  per  revolution. 

The  flywheel  effect  to  avoid  resonance  in  foot-tons  of  stored  energy  at  normal  speed 
per  one  K.  W,  equals 

1 . 3  X  poles  X  (strokes  per  engine  cycle) ' 

R.P.M. 

For  stationary  installations  the  great  advantage  of  the  Diesel  engine  lies  in  its  unsur- 
passed high  thermal  efficiency  and  fuel  economy  and  its  ability  to  operate  with  cheap 
and  low  grades  of  fuels  having  high  boiling  points.  This  result  is  achieved  with  all  sizes 
of  engines.  Being  a  self-contained  unit,  its  only  auxiliary  ia  the  air  compressor  for 
furnishing  starting  air.  It  occupies  less  8f>ace  than  other  prime  movers,  its  fuel  is  easily 
transported  and  handled  and  can  be  stored  underground  in  a  minimum  of  space.  The 
absence  of  ashes  and  smoke  make  it  cleanly,  and  the  odorless  and  colorless  exhaust 
from  it  can  be  almost  entirely  silenced  wherever  necessary.  Full  power  can  be  instantly 
developed  after  starting  from  cold,  and  the  fuel  consumption  ceases  as  the  eng;ine  is 
stopped;  thus  there  are  not  the  standby  losses  incidental  to  steam  plants.  Its  reliability 
of  operation,  if  properly  designed  and  constructed  and  given  proper  attention,  is  equiva- 
lent to  that  of  any  other  prime  mover. 

Table  7  (Herbert  Haas)  shows  the  thermal  efficiency  of  different  prime  movers  with 
continuous  full  load.  The  larger  figures  for  fuel  consumption  refer  to  small  installations 
and  the  smaller  figures  to  larger  plants  equipped  with  the  best  machinery.' 

Table  8  on  the  following  page  presents  fuel-cost  data  covering  the  operation  of 
the  prime  movers  represented  in  Table  7. 

Cost  of  Fuel 

Cost  data  covering  the  various  types  of  fuel  used  in  the  prime  movers  represented 
in  Tables  7  and  8  are  presented  in  Table  9,  following: 

The  cost  of  converting  1,000,000  B.t.u.  into  work  on  the  basis  of  2545  B.t.u  =  1  B.H.P. 
may  be  found  as  follows — (Haas) : 

Cost  of  1,000,000  B.t.u. 


Over-all  thermal  efficiency  of  engine 

1  Parallel  Operation  of  Alternators,  Inst.  E.  E.,  1008,  Dr.  E.  Rosenberg;  Design  of  Fisrwheels,  etc 
by  R.  E.  Doherty  and  R.  F.  Fianklin,  A.S.M.E.,  1920. 

2  Journal  Inst.  E.E.  (London)  p.  530,  1012. 

*  Tables  7,  8,  9,  and  diagrams  Figs.  81,  82,  83,  are  reproduced  from  Diesel  Engine,  by  H.  Haas,  by 
permission  of  Bureau  of  Mines. 


FUEL  COST 


583 


Table  7 

Heat  Consumption  and  Thermal  Efficiencies  of  Different  Types  of  Prime  Movers  at 

Continuous  FuU  Load 


Type  of  prime  mover 


Non-oondensing  steam  engine  f 

Condensing  steam  engine  using  superheated 

steam  f 

Locomobile  engine  with  superheated  steam 

and  reheater,  condensing  f 

Steam  turbine,  superheated  steam,  200  to 

2000H.P.t 

Steam  turbine,  superheated  steam,  2000  to 

10,000  H.P.t 

Gas  engine  without  producer 

Suction  gas  engine  t 

Diesel  engine 


Heat  consump- 
tion per  brake 
horse-power- 
hour,  B.t.u. 


40,000-28,000 

28,000-16,500 

17,000-15,200 

24,000-15,500 

15,000-14,000 

10,400-  9,300 

14,000-11,200 

8,000-  7,200 


Over-all 

thermal 

efficiency 


6.30-  9.1 

9.1  -15.4 

14.9  -16.7 

10.6  -16.2 

16.2  -18.1 
24.4  -27.5 
18.1  -22.7 
32.     -^5.3 


Superiority 
of  Diesel 
engine  * 


5.6  -3.6 
3.6  -2.3 
2,4  -2.1 

0 

3.2  -2.2 

2.2  -1.95 
1.33-1.28 
1.95-1.65 


*  Inures  in  this  oolumn  are  to  be  uaed  as  factors  with  which  to  multiply  values  in  preceding  column, 
t  Figures  include  boiler  losses.  X  Figures  include  producer  losses. 


Table  8 
Comparative  Cost  Data, — Cost  of  Operation 


Type  of  prime  mover 


Kind  of  fuel 


Non-condensing  steam  engine  *.. . 

Condensing  steam  engine  using 
superheated  steam  * 

Locomobile  engine  with  super- 
heated steam  and  reheater, 
condensing  * 

Steam  turbine,  superheated  steam, 
200  to  2,000  H.P* 

Steam  turbine,  superheated  steam, 
2,000  to  10,000  H.P.* 

Gas  engine  without  producer 


Suction  gas  engine  t 
Diesel  engine 


Average 

cost  per 

1,000,000 

B.t.u. 


Coal 
Coal 


Coal 
( Coal  and 
I  anthracite 
r  Coal  and 
I  anthracite 
Natural  gas 
coke-oven 
gas  or  blast 
furnace  gas 
Anthracite 
Petroleum 


{ 


Cents 
12 

12 


12 
12 
11 
12 
11 

15 

7 

11 
15-18 


Cost  of 
1,000,000 

B.t.u. 

effective 

work 


Cents 
191-132 

132-78 


81-72 

113-74 

104-68 

74-67 

68-61 

62-55 
27 

61-49 
56-43 


Heat  cost 
per  one 
effective 
horse-power- 
hour 


Cent 
0.48-0.34 

.34-  .20 


21- 
29- 
27- 
19- 
17- 


.18 
.19 
.17 
.17 
.155 


16-  .14 
.7 

16-  .14 
14-  .11 


*  Figures  include  boiler  losses. 


t  Figures  include  producer  losses. 
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Table  9 
Cost  of  Various  Types  of  Fuel 


Absolute 

Average 

heat  cc^t 

heat  cost 

Kind  of  fuel 

Price  of  fuel 

Heating  value 

• 

per  pound 

per 

1,000,000 

B.t.u. 

per 

1,000,000 

B.t.u. 

B.t.u. 

Cents 

Cents 

Lisnite 

$1.00  to  $2.50 

ton  of  2000  pounds 

5,000-  9,000 

10    -14 

12 

Bituminous  coal .... 

$2.00  to  $4.00 

* 

ton  of  2000  pounds 

11,000-14,200 

9    -14 

12 

Anthracite 

$2.50  to  $4.00 

ton  of  2000  pounds 

14,500 

8.6-13.8 

11 

Fuel  oil  (petroleum). 

$.75  to  $2.25  barrel 

18,000-19,000 

12.5-37.6 

15-18 

Natural  gas 

$.10  to  $.75  1000  cu.  ft. 

900-  1,000 

11    -75 

15 

Blast  furnace  gas . . . 

$.05  to  $.10  1000  cu.  ft. 

90 

5.5-11 

7 

Ck)ke-oven  gas 

$.02  to  $.05  1000  cu.  ft. 

450 

4.4-11 

7 

Cost  per  B.H.P.  hour  is: 


Cost  of  1,000,000  B.t.u.  X2545 


Over-all  thermal  efficiency  X  1,000,000 

The  heat  balance  of  various  prime  (movers  as  prepared  by  Haas)  is  reproduced 
in  Fig.  81. 

In  estimating  the  cost  of  generating  power  the  following  items  must  be  considered : 
The  thermal  efficiency  and  cost  of  fuel,  the  space  occupied,  the  load  factor,  interest  and 
depreciation,  cost  of  labor  and  attendance,  lubrication  and  supplies. 

The  influence  of  these  different  items  with  small  Diesel  engines  is  shown  clearly  in 
Diagrams  Fig.  82  and  Fig.  83  here  reproduced.  Diesel  engines  with  80  per  cent  load 
of  100  and  200  H.P.  rating  operating  industrial  plants  are  referred  to.  lAbor  at  $3.00 
for  8  hours,  total  installation  cost  of  $100  per  B.H.P.  for  the  100  H.P.  and  $90  for  the 
200  H.P.  are  taken.    All  costs  refer  to  a  unit  of  1  H.P.  operating  8760  hours  per  year. 

The  four-cycle  **Busch  Sulzer"  Diesel  engines,  as  shown  in  Fig.  84  and  Fig.  85, 
are  all  buDt  with  four  cylinders,  vertical  single-acting.  They  are  designed  for  heavy 
duty  service.  The  bed-plate  is  made  in  one  piece,  bored  to  receive  the  main-bearing 
shells.  The  crankcase  is  of  the  enclosed  box  type,  with  the  cylinder  jackets  bolted 
directly  to  it.  The  cylinders  are  made  in  two  pieces,  the  outer  jacket  which  carries  all 
axial  stresses,  and  the  liner,  the  upper  end  of  which  seats  on  a  shoulder  in  the  jacket  and 
thus  makes  a  water-tight  joint,  the  liner  being  free  to  expand  downward.  The  upper 
face  has  a  groove,  into  which  a  male  part  of  the  head  registers.  The  cylinder  heads 
are  made  of  sjmmietrical  design,  and  contain  pockets  for  the  inlet-air  valve,  exhaust 
valve,  fuel  valve,  and  air-starting  valve,  all  in  a  vertical  position.  The  inlet  and  exhaust 
valve  levers  are  split  to  facilitate  removal  of  the  valve  complete  with  its  cage.  The 
exhaust  valve  housings  are  water-cooled.  The  fuel  valve  is  of  the  "  closed  "  tjrpe  and 
opens  upward  as  shown  in  Fig.  86.  The  seats  for  the  fuel  inlet,  air  inlet,  and 
exhaust  valves  are  renewable.    The  horizontal  cam  shaft  is  carried  in  an  enclosed  casing 
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Fis,  S2. — Compantive  ooiU  of  the  diRen 
il«M  of  a  200  H.P.  Dieeel  engine  open 
ing  *t  80%  load  average. 


Fio.  83.— Comparative  ooat  of  differeni 
a  100  HP,  Dim]  engine  operkting 
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alcmg  tbe  top  of  the  cjlinden  and  is  «ctuat«d  (rom  tbe  cnnkahaft  by  two  seta  of  hciieal 
geaa,  one  at  the  lower  end  and  tbe  other  at  the  top  of  the  vertical  lay  shaft,  kicftted  at 
the  flywheel  end  of  the  engine  and  geared  off  the  cnnltshaft  betwetm  tlw  coupUng 
flaoge  and  fint  joumaL  All  geara  work  in  oil,  and  are  endoned  in  oiMi^t  bouangB. 
Hie  governor  ta  of  the  spriog^oaded  centrifugnl  type,  eudoaed  and  adf-lubricating, 
provided  with  ^nchraniiing  attachmoit.  It  is  aimoged  to  control  the  amount  of  fuel 
delivered  to  each  cylinder;  in  tbe  larger  siies  it  alao  automatically  coDtroU  tbe  air- 
injecticHi  presuie  and  the  lift  and  duration  of  opening  of  the  fud  needle  valve.  Safety 
stop  governors  prevent  ovenpeeding  on  the  laqter  siiee.    Tbe  goTEmor  varies  the 


Pia.  S4.— BtMcb-SaUct'  (our-erda  saciDe  KctioD.        Flo.  &S.— BuKb-8alKr  tom-ercle  aaaiBa  (wtioa. 

amount  of  fud  ddivered  by  the  fud  pomp  to  each  cylinder  by  oontroUing  tbe  time  of 
seating  of  tbe  suction  valve  of  tbe  pump  in  tbe  usual  way.  On  the  520  H.P.  engine  tbe 
ptitona  are  water-cooled  by  a  patented  systcni  of  tdeaoopic  tubes,  requiring  do  awing 

The  four-throw  crankshaft  with  additional  crank  ftH'  tlie  air  ctmipnmor  is  made 
of  solid  open-bearth  sted  forged  in  one  piece  with  coujding  flange  at  flywheel  end.  Tbe 
throe-atage  air  compressor  shown  in  Fig.  87,  mounted  on  tbe  crankcaee  in  line  with 
tbe  working  cylindeis.  is  direct  driven  and  is  provided  with  adequate  intescoolers  and 
aftercoolen.  Tbe  compressor  valves  operate  without  sprinf^  and  are  of  unifonn 
design,  mounted  m  removable  cages.     A  pn^nuc  luteicating  syiit«n  is  provided,  and 
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Fio.  SA. — Buwb-SuliH  ■pny«r.  (B)  BImts  holding 
pUtn  aod  duUnoe  [uecea.  (O  CoD»«biiped  nut. 
cn»Ted.  ID)  Fu«l  inlet  Tilve.  (F)  Annulur  glot. 
(0)  Inkt  noule.     <fi)  Pud  dutributor.  pl*t«  type. 
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— Bnwili-SuUer  two-eyiSt  gn^ns. 
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lubricates  all  main  bearings,  cmnk  pin  and  piston  pin  boxee,  vertical  shatt  thrust  beat- 
ing, and  an  lower  helical  gears,  with  a  continuous  supply  of  oil,  under  pressure.  Twio 
oil  filt«is  and  tubular  coolers  are  employed.  A  gear-driven  poejtive  dlsplacemeot 
pump  delivers  clean  and  cooled  oil  to  the  system  at  a  pressure  of  from  10  to  20  pounds 
per  square  inch.  The  cylinders  are  lubricated  by  a  force-feed  oil  pump,  direct  drivm 
from  the  cam  shaft.  A  reserve  of  oil  in  the  cam-shaft  housing  supplies  oil  to  cams,  caJD 
rollers,  and  cam-shaft  bi 


Flo.  89.— Busch-Sultcr  two-cycle  sDcilw. 

The  two-cycle  "  Busch  Snlzer  "  Diesel  engines  (see  Figs.  88  and  89),  are  of  the  ver- 
tical four-  or  six-cylinder,  single-acting,  crosshead  type,  having  an  impulse  per  cylbder 
per  revolution  of  the  crankshaft.  They  are  built  for  heavy  duty,  stationary  work,  or 
tor  marine  installations,  i)eing  then  directly  reversible.  The  injection-air  compressors 
in  bU  types,  arc  directly  driven  from  cranks  which  are  an  extension  of  the  main  crank- 
shaft. The  scavenging  air  pumps  on  some  typea  are  directly  driven,  but  for  others 
turbo  blowers  are  tumished  to  supply  the  scavenging  air.  The  bedplate  is  built  in 
sections  (with  bridges  between  the  two-cylinder  units),  containing  bored  seats  for  the 
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main  bearing  slieDs.  The  crankcase  is  oil-and  gas-tight,  o!  the  enclosed  type,  built 
up  in  sections,  is  rigidly  bolted  to  the  top  of  the  bedplate  and  carriee  the  croeehead 
guides;  the  cylinder  jackets  are  bolted  directly  to  it.  The  separate  liner  is  provided 
with  slots  or  ports,  in  its  wall  for  the  Bdmission  of  the  Bcavenging  air,  and  discharge  of 
the  exhaust  gases.  This  conatniction  allows  free  expansion  of  both  parts.  The  space 
between  the  liner  and  the  jacket  constitutes  the  cooling-water  space.  The  cylinder 
beads,  Fig.  90,  are  of  very  simple  and  symmetricai  design,  the  head  containing  only  one 
center  opening,  of  relatively  small  diameter,  to  receive  the  combined  fuel  valve  and 


Fia.  01.— Buscb-SuiMI  piiton  cooling  uiBngemant. 

Starting- valve  c^e;  this  insures  freedom  from  casting  and  heat  stresses  and  offere  the 
greatest  resistance  to  all  working  Btresses.  The  heads  do  not  contain  any  scavenging 
ot  exhaust  vaives.  Ample  circulating  water  space  is  provided,  and  the  ring  of  relatively 
cool  metal  mrrounding  the  hot  center  portion — common  to  some  other  designs — has 
been  ehniinatcd.  The  under  side  of  the  head  is  concave,  forming  in  conjunction  with 
the  concave  face  of  the  piston  a  symmetrica!  combustion  space  of  ideal  shape.  Scaveng- 
ing air  enters  and  the  exhaust  gases  are  discharged  through  ports  in  the  cylinder  wall, 
which  ports  are  opened  and  closed  to  the  cylinder  by  the  piston  which  uncovers  the  ports 
OD  the  down  stroke,  and  covers  them  on  the  up  stroke,  near  the  lower  end  of  its  stroke. 
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On  Hk  scavenging  ude  of  the  cylinder  there  are  two  tiere  of  ports.  The  uppn  tier  m 
oontroUed  by  a  timed  rotary  acavengiiig  valve  driven  from  the  vertical  shaft  of  the 
engine;  the  lower  tier  has  a  tree  opening  into  the  scavenging  air  receiver.  This  patented 
arrangement  insures  excellent  scavenging  and  the  complete  charging  of  the  cylinder 
with  pure  air,  while  the  Bcavenging  valve  is  out  of  range  of  the  hot  gaaeB.  The  tnarine 
engines  are  provided  with  double  seta  of  starting  and  fuel  cams  and  the  necessary  levers 
and  gear  to  permit  the  direction  of  rotation  of  their  crankshafts  being  promptly  reversed. 
The  gear  is  air-operated,  and  interlocking  devices  are  provided  to  saf^uard  against 
Starting  or  reversing  except  when  in  proper  position.  Governors  are  inovided  on  the 
marine  engines  to  prevent  racing  of  the  engine  by  cutting  off  the  supply  of  fuel  to  the 
cylinder  when  the  speed  exceeds  a  predetermined  limit.  The  supply  of  fuel  is  auto- 
matically re-established  as  soon  as  the  speed  of  the  engine  falls  to  normal.  In  the 
stationary  engines  a  suitable  centrifugal  spring-loaded  governor  regulat«s  the  speed  by 
controlling  the  amount  of  fuel  delivered  to  the  cyUndeis  and  also  the  pressure  of  the  injec- 
tion air.  With  this  type  the  multiple-fuel  plunger  pump,  having  one  plunger  for  eadi 
cylinder,  is  operated  from  the  vertical  shaft.  The  amount  of  fuel  delivered  to  each  cyl- 
inder is  determined  by  varying  the  seating  point  of  the  suction  valve,  either  automatically 
by  the  governor  or  by  hand  from  the  control  levers  in  the  case  of  the  marine  engine. 
The  piston  proper  is  ^ort,  being  merely  long  enough  to  accommodate  the  piston  rin^ 
as  all  guiding  is  performed  by  the  croasheads.  It  is  provided  with  a  water  jacket  imme- 
diately under  its  upper  face  and  is  water-cooled  by  an  arrangement  of  telescopic  tubes 
in  which  all  stuffing  boxes  or  swing  joints  are  eliminated,  while  oil  and  water  leakage 
is  prevented.     See  Fig.  91. 

Immediately  below  the  piston  is  fitted  a  sldrt,  the  sole  function  of  which  is  to  cover 
the  scaver^ing  and  exhaust  ports  in  the  cyUnder  wall.    The  crossheads  are  of  the 
double-center  guide  type.     The  lower  end  of  the  piston  rod  is  forked.     The  connecting 
rods  are  forged  with  marine  type  crosshead  and  crank  ends.     The  crankshaft  is  in  three 
sections,  each  being  made  from  a  single  open-hearth  bestr-treated  forging.     The  two 
main  sections  are  interchangeable  with  one  another;  the  tliird  section  carries  the  cranks 
for  driving  the  scavenging  pumps  and  air  compressor  and  is  provided  with  an  integral 
flange  to  bolt  to  the  main  section.    Hie  shaft  is  bored  to  permit  examination  of  the 
material  and  to  afford  passage  for  the  lubricating  oil.    The  scavenging  pumps,  where 
directly  driven,  for  providing  low-pressure  scavenging  and  charging  air  for  the  working 
cylinders,   are    mounted   vertically   on   the 
crankcase  at  the  opposite  end  from  the  fly- 
wheel, next  to  the  forward  working  cylinder, 
and  in  line  with  same.    They  are  directly 
driven  from  the  crank  on  the  extension  to 
the  main  crankshaft,  and  are  provided  with 
cross  head  and  guide  similar  to  those  of  the 
main  cylinders.    The  suction  and  discharge 
valvee  are  of  simple,  automatic  "  shutter  " 
type,  mounted  in  cages.    The  compressor 
for  providing  compressed  air  for  fuel  injec- 
tion and  starting  is  mounted  vertically  on 
F.c.92.-Bu«h.8ai«rtw».»ydetad«B.        "*  crankoase  at  the  forward  end  of  the 
luiuption  curvs.  eugme  m  line  with  main  cylinders.    The 

compressor  is  three-stage,  water-jacketed, 
and  provided  with  adequate  intercooleis  and  aftercoolers,  to  maintain  the  air  at  a  low 
temperature.  The  general  lubrication  is  a  pressure  system  providmg  all  main  bearings, 
crank  pin  and  crosshead  pin  bearings,  crossheads,  vertical  shaft  thrust  bearings  and 
lower  helical  gears,  with  a  continuous  supply  of  coot  clean  oil,  underpressure. 
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The  fad  oomimptim  at  vuknu  loads  of  the  Sulier  two-eyde  t^pe  is  shown  at 
Fig.  92. 

Tb«  Snow  horitonUl  fowcyeie  EHeeel  ei^ine  ia  shown  in  section  at  Fig.  93.  It  is 
built  in  siHS  up  to  23-iiicb  diameter  cylinder  and  36-inch  stroke  devdopiiig  000  B.H.P. 
in  three  cylindere,    It  is  equipped  with  croBBhead  and  short  piston  instead  of  a  trunk 


Fla.  03.— Sddw  DiiKl  Kction. 

piston  <the  advaDtageB  of  the  croeahead  have  been  referred  to  previously),  The  spray 
valve  is  of  the  open  noiile  or  Lietsenmeyer  type,  where  the  fuel  ia  depoeited  in  a  pocket 
formed  in  the  sprayer  and  ia  driven  into  the  combustion  space  by  the  spraying  air  at 
hi^  pressure.  The  fuel  doee  not  pass  the  spr^  valve  seat  and  thus  it  is  preserved. 
This  type  is  illustrated  at  Fig.  M.    The  thie»fitage  air  compressor  attached  to 


tdintor  diacrmm  (Snow) 


this  engine  ia  iUustrated  at  Fig.  58.    The  regulation  of  the  speed  of  the  engme  is 
accomplished  by  varying  the  length  of  the  suction  stroke  of  the  fuel  supply  pump 
plunger  by  means  of  a  wedge  which  in  under  the  control  of  the  governor,  and  as  the  fuel 
has  only  to  be  lifted  to  the  spray  valve 
without  opposing  the  injection  air  pressure      S 
the  resistance  to  the  governor  is  reduced  to      ? 
An  indicator  diagram  and  a     J 


card  taken  under  similar  conditions  but  with 
the  indicator  drum  with  90°  lead  is  shown 
in  Pig.  94,  and  the  fuel  consumption  curve     A 
is  shown  in  Fig.  95.  fl^, 

Hie  De  La  Vergne  Diesel  horiiontal      i  ^ 
built  in  sizes  of  180,  in  smgle-cylinder  units,     jj 

to  1080  H.P.  in  six  cyhnders,  is  shown  ui         F,o.95.-Fud  oomumptioD  curve  C8m.w). 
section  at  Fig.  96.    The  trunk  piston  con- 
structed in  two  parts  ia  made  of  such  length  as  to  allow  sufficient  surface  in  contact  with 
the  wat«rHx>oled  surface  of  the  cylinder  liner,  so  that  internal  coolwg  is  unnecessary. 
The  diameter  of  the  cylinder  ia  21  inches  and  341-inch  stroke;   164  R.P.M. 

With  the  multi-cylinder  units  the  frames  are  interlocked  and  bolted  together  so  as  to 
insure  perfect  alignment  of  all  crankshaft  bearings. 
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The  air  compr<<seor  furnishing  high-preasure  air  tor  injection  purposes  to  itself  eelf- 
oontained  and  is  operated  through  a  flexible  coupling  from  the  engine  crankshaft. 

The  Hclntosh  &  Seymour  four-cyde  vertical  Diesel  engine  ia  shown  in  section 
at  Pig.  97,  illustrating  the  design  and  construction  of  the  cylinder,  air  and  cxhaujrt 
valves  and  cylinder  head  and  three-stage  air  compreesor  actuated  from  the  main  crank- 
ehaft.  These  engines  are  built  for  stationary  purposes  from  100  B.H.P.  in  twin-cylinder 
units  to  2300  B.H.P.  in  eight^iylinder  units.  Engines  developing  over  1000  B.H.P. 
are  of  the  crosshead  type  with  water-cooled  pistons  and  built-up  crankshafts.  The 
marine  engines  are  built  in  sizes  from  390  I.H.P.  to  3000  I.H.P.  with  six  and  eight  cylin- 
ders. The  arrangement  of  the  piston  is  similar  to  that  of  the  stationary  type.  Revers- 
ing of  direction  of  rotation  is  by  the  usual  method  of  longitudinal  movement  of  the  cam 
shaft,  on  which  are  keyed  two  sets  of  cams  for  ahead  and  astern,  controlled  by  an 


Fia,  DB. — De  Lb  Vprgns  DicacI  Hctkinal  view. 

interlocking  device  insuring  correct  sequence  of  the  various  operations.  .\n  air-starting 
valve  is  provided  for  each  cylinder.  The  valve  motion  consisting  of  rocking  levers 
b  operated  on  stationary  engines  from  the  overhead  cam  shaft  actuated  through  gears 
and  vertical  shaft  from  the  crankshaft.  In  the  stationary  type  the  speed  is  controlled 
by  lengthening  or  shortening  the  stroke  of  the  fuel-supply  pump  plungers,  one  for  each 
cylinder.  The  action  of  the  governor  alters  the  relative  position  of  the  two  eccentrics, 
one  of  which  floats  on  the  other  which  actuates  the  pumps.  The  fuel-inlet  spraying 
valve  is  shown  in  Fig.  63.  The  makers  state  that  these  engines  are  operating  suo- 
cessfillly  on  14°-I8''  B&.  gravity  fuel,  having  3  to  4  per  cent  sulphur  content.  Table  23 
shows  a  test  made  on  the  earlier  engines  and  in  Table  10  are  given  the  results  of  a 
test  recently  made.  In  Fig.  76  arc  shown  details  of  an  installation  of  two  1000  B.H.P. 
Mcintosh  &  Seymour  Diesel  engines  direct  connected  to  generators. 


Mcintosh  and  seymour  diesel 
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Fia.  97. — Mcintosh  A,  Sesrmour  Bectional  view. 
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Table  10 
Tal  of  600  HP.  Melnloih  &  Seymour  Stalionary  Dietel  Engine 


Percentage  of  rat«d  load 

RevolutkmB  per  mioute 

Brake  horse-power 

Time  of  test  in  bouis 

Fuel  consumption  per  B.H.P.- 

hour^  pounds, 

InjectioD  pressure,  pounds 

£xbaust  gss  appearance- ....... 

Inlet    temperature    of    oooling 

water,  degrees  F 

Outlet  temperature  of  cooling 

water,  degreee  F 

Temperature     in     t«sting-room. 


25-ft 

51.0 

16S 

167 

128.2 

i 

255 

* 

.584 

.432 

750 

rib 

Clear 

Clear 

69 

69 

150 

150 

73 

73 

Mabine  Dibbel  Enoinbs 
The  success  of  the  marine  I>i<»el  engine  is  evinced  by  the  many  hundreds  of  ship* 
propelled  by  this  method  in  continuous  operation  on  every  ocean  and  by  the  number- 
leas  manufactureTB  who  are  building  them  in  all  countries  of  the  world. 

Some  of  &te  advantages  of  Diesd  engine  ship  propulsion  in  comparison  with  that 
of  Steam  may  be  summarized  as  follows;  (a)  thespaceoccupiedisless  than  that  required 
for  the  steam  en^ne  and  boiler  with  coosequent  greater  space  available  for  cargo;  (b) 
the  number  of  attendants  necesBarj'  ia  reduced,  as  stokeis  and  coal  trimmem  are  not 
required;  (c)  there  is  greats  economy  of  fitd  (the 
fuel  cDuaumptioD  of  a  Diesel  engine  is  less  than  0.45 
pound,  and  0.3S  pound  has  been  recorded  per 
B.H.P.  per  hour);  (d)  the  liquid  fuel  is  eaaier  to 
store  than  coal;  (e)  a  ship  so  equipped  can  travel  a 
greater  distance  as  lem  fuel  Is  consumed;  (/)  snioke 
and  large  funnels  are  eliminated;  (g)  it  is  poasible 
to  start  quickly  and  develop  full  power  at  a 
moment's  notice;  (h)  standby  losses  are  etiminated 
or  reduced  (fuel  consumption  ceases  as  the  engines 
are  stopped);  (i)  thestoreof  fuel  can  be  replenished 
in  less  time  and  if  neccnary,  fuel  can  be  transfmed 
to  the  ship  at  sea. 

Among  the  disadvantages  of  the  Diesel  marine 

engine  the  following  may  be  named:    (a)   Skilled 

attention.     Diesel  engines  require  bigber-grade  and 

speciatiied  engineers  who   may   be   unavailable  or 

difficult  to  replace  in  cases  of  emergency  in  foreign 

ports;   (b)    Unreliability:    Diesel  enPLines    built    in 

previous  years  were  wanting  in  reliability  for  COD- 

Fia.  93. — Junkers.  seciioiuJ  virir.  tlnuous  operation,  but  nKxiem  Diesel  engines  have 

proved  themselves  as  reliable  as  steam  engines. 

The  Jnnken  design  of  the  two^yde  opposed-piston  type  Dkad  oil  engine  is  shown 

in  Fig.  98.    E^h  cyUnder  has  two  pistons  which  move  simultaneously  in  opftasiVe  direc- 
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tioDS.  The  upper  piston  has  a  crosshead  attached  to  its  upper  end  working  in  guides 
with  long  connecting  rods  attached  to  the  two  outboard  cranks  placed  at  180°  from  the 
center  crank  which  actuates  the  lower  piston.  The  fuel  is  injected  into  the  combustion 
space  formed  between  the  opposing  pistons  when  they  come  closest  to  each  other.  The 
exhaust  ports,  visible  in  Fig.  98,  are  first  uncovered  by  the  movement  of  the  lower 
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Flo.  99. — Fullcgar  type  section. 


piston,  and  afterwards  the  upper  piston  uncovers  the  air  inlet  ports,  allowing  pure  air 
at  a  slight  pressure  to  enter  the  combustion  space  and  thoroughly  scavenge  it  of  prod- 
ucts of  combustion.  Absence  of  cylinder  head,  elimination  of  strains  transmitted 
through  the  cylinder,  complete  balance  of  reciprocating  parts,  ideal  combustion  space 
and  decreased  loss  of  heat  to  the  cylinder  water  jackets  are  the  advantages  claimed  for 
this  design. 

1  Fig.  99  ia  reproduced  from  Motorship,  April,  1920,  where  a  detailed  description  of  this  type  is  given. 
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The  CammellaiTd-Funegar  opposed-piston  two-cycle  Diesel  marine  engine,  shown  in 
Fig.  99,  operates  on  the  same  principle  as  the  Junkers  or  Ochelhauser  engine  above 
referred  to,  but  in  this  type  the  upper  piston  in  the  one  cylinder  is  connected  by  dia^nid 
tie-rod  to  the  lower  piston  in  the  other  cylinder,  as  illustrated.  The  side  thnist  of  these 
diagonal  rods  is  taken  by  the  upper  and  lower  croesheads,  the  one  placed  above  also 
forming  the  piston  in  the  scavenging  air  pump.  *  The  great  advantage  of  this  design  ts 


SoetioB 


Fig.  100. — Ahead  diafcram  valve 
periods  four  cycle. 


Fia.  101. — Astern  diaicram  valve 
periods  four  cycle. 


the  saving  in  weight  and  space  as  compared  with  other  types  of  Diesel  engines.  For 
instance,  a  500  H.P.  engine  is  15  feet  6  inches  in  length  over  all,  with  hei^t  40  feet  9 
inches  above  the  shaft  centers  operating  at  120  R.P.M. ;  its  total  weight  is  approximately 
45  long  tons  or  about  190  pounds  per  B.H.P.  The  claim  is  made  for  this  design  that 
2.22  times  the  power  can  be  placed  in  the  same  space  as  is  occupied  by  a  two-cycle 
Diesel  engme. 

Reversuig. — ^The  feature  of  greatest  importance  foimd  in  the  marine  Diesel  engine 


^^^ 


Fig.  102, — Valve  sottings  ahead  two  cycle. 


unnecessary  with  the  stationary  type,  is  that  of  direct  reversing  of  the  direction  of  rota- 
tion of  the  crankshaft,  which  has  to  be  performed  in  a  few  seconds  of  time.  With  the 
four-cycle  type  the  periods  of  air  inlet,  exhaust,  combustion,  etc.,  shown  in  diagram.  Fig. 
100,  when  the  engine  is  going  "  ahead,"  have  to  be  changed  to  those  periods  shown  in 
Fig.  101  when  going  "  astern."  As  the  profiles  of  the  cams  in  the  proper  positions  for 
each  direction  cannot  be  superimposed  this  change  cannot  be  effected  by  simply 
rotating  the  cam  shaft  through  an  angle  relatively  similar  to  the  crankshaft  and  so  the 
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most  accepted  and  simple  method  is 


Fta.  lOe.— Burmeiitar  A  Wain  cyiintic] 
reversing,  nor  does  the  scavenging 
period.  The  fuel-injection  period,  aa 
also  the  period  of  opening  and  closing 
of  the  scavenging  valves  if  placed  in 
the  cylinder  head,  do  require  reversing. 
The  diagrams  of  valve  settings,  shown 
in  Fig.  102  and  Fig.  103,  indicate  the 
different  valve  Bettings  for  two-cycle 
type  "  ahead  "  and  "  astetn." 

Hie  Biumeister  It  Wain  four-cycle 
aingle-acting  Diesel  marine  engine  is 
shown  in  section  at  Fig,  104.  It  was 
built  first  in  Copenhagen  and  now  also 
in  England  and  in  the  United  Statee  by 
Wm.  Cramp  &  Sons,  Philadelphia.  It 
is  installed  in  numerous  motor  ahips. 
The  largest  siie  thus  far  built  is  3200 
I.H.P.,  having  cylinders  2flt  inches  in 
diameter,  451-inGh  strolce,  operating  at 
120  R.P.M.  and  developing,  with  88 
M.E.P.,  approximately  2400  B.H.P.  in 
eight  cylinders.  The  substantial  con- 
struction of  this  design  is  seen  in  Fig. 
104  and  Fig.  105.  Three  cyhnder 
casings  are  cast  in  one  piece  each  with 
separate  liners.  The  strain  due  to  the 
impulse  in  the  cylinders  is  absorbed 
by  the  through-bolts  passing  from  the 
cylinder  top  to  the  under  side  of  the 
main  bearing.  The  cooling  water  cir- 
culating in  the  piston  is  furnished 
through  telescopic  tubing.    The  cylin- 


)  provide  two  sets  of  cams,  one  for  "  ahead  " 
and  the  other  for  "astam.'' 
These  cams  are  each  keyed  to 
the  cam-flhaft,  which  is  moved 
longitudinally  so  that  either 
set  of  cams  is  brought  in  con- 
tact with  its  set  of  rollers  as 
reversal  of  direction  is  to  be 
effected.  Compressed  air  fur- 
nishod  by  an  auxiliary  unit  is 
employed  to  start  the  engine 
and  for  maneuvering,  as  de- 
scribed in  detail  with  some  of 
the  different  types  referred  to 
hereafter.  With  the  two-cycle 
type  the  proces  of  revereal  is 
simpler  than  with  the  four- 
cycle engine ;  the  exhaust  which 

^^  ^_^^  issues  through  the  ports  in  the 

cylinder  wall  does  not  require 


1.  107.— M.  A.  N.  vertioJ  two  cyOt  m 
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der  head  is  shown  in  Fig.  106  and  contains  the  spray  valve  opening  downward,  the 
air  inlet,  the  cast-iron  exhaust,  and  starting  valves.  The  exhaust-valve  housing  is 
thoroughly  water-cooled.  The  process  of  reversing  is  effected  by  an  auxiliary  motor. 
T%e  two  sets  of  cams,  one  for  "  ahead  **  and  one  for  "  astern,''  first  have  their  rollers 
lifted  by  means  of  the  layshaft;  then  the  cam  shaft  is  moved  lengthwise,  as  desired,  to 
come  in  contact  with  the  cams  as  required.  An  interlocking  device  prevents  the  regu- 
lator and  reversing  lever  from  operating  simultaneously.  No  fuel  or  high-pressure 
air  can  enter  the  cylinder  while  the  starting  air  is  allowed  to  enter.  Each  cylinder  is 
suppUed  by  a  separate  fuel  pump.  Force-feed  lubrication  is  furnished  to  all  bearings, 
croeshead  and  piston. 

The  M,  A.  N.  vertical  two-cycle  marine  type  Diesel  engine  of  1350  B.H.P.  having 
four  cylinders  25f  inches  in  diameter  and  36;^  inch  stroke,  having  120  R.P.M.  is  shown 
in  Fig.  107.  The  method  of  reversing  peculiar  to  this  design  is  to  allow  sufficient 
"play"  in  the  clutch  on  the  intermediate  cam  shaft  so  that  the  cams  have  a  backward 
movement  of  30**.  The  different  positions  of  the  valve  openings  on  this  engine  for 
"  ahead  "  and  "  astern  "  are  shown  in  Fig.  108. 


Fia.  108. — (1)  Fuel  inlet  valve  opeDS.  (2)  Fuel  inlet  valve  dosee.  (3)  Exhaust  port  opens.  (4) 
Exhaust  port  closes.  (5)  Scavenging  air  valve  opens.  (6)  Scavenging  air  valve  closes.  (7) 
Starting  air  valve  opens.     (8)  Starting  air  valve  closes. 


The  Vickers  marine  Diesel  engine  with  solid  fuel  injection,  as  installed  in  the  motor- 
ship  "  Narragansett,"  is  shown  in  Fig.  109.  The  patented  method  of  fuel  injection  has 
already  been  described  with  other  sprayers.  The  main  frame  construction  of  this  design 
consists  of  hollow  cast-iron  columns  straddling  the  main  bearings  and  bolted  to  the 
bed  plate.  The  cylinders  are  bolted  to  the  tops  of  these  colunms.  The  cylinder  casings 
are  bolted  in  two  groups  of  three  each,  bore  24}  inches  diameter  and  39  inches  stroke, 
and  the  engine  develops  in  six  cylinders  1250  B.H.P.  at  118  R.P.M.  The  forged  steel 
crankshaft  is  divided  into  three-throw  parts  coupled  together  with  crank  pins  set  at 
120"  apart.  In  order  to  obviate  trouble  from  torsional  vibration  the  sequence  of 
impulses  in  the  cylinders  is  1,  5,  3,  6,  2,  4.  The  columns  support  the  single  slipper 
crosshead  guides,  and  while  they  impart  rigidity  to  the  engine,  the  stresses  from  each 
impulse  are  not  carried  through  them  but  are  absorbed  through  the  sixteen  steel  tie- 
rodB  that  pass  through  the  columns.  The  cam  shaft  placed  horizontally  at  the  top  of 
cylinders  is  actuated  from  the  crankshaft  through  spur  and  bevel  gearing,  which  mech- 
anism is  placed  in  the  center  of  the  engine.  Two  sets  of  cams  for  "  ahead ''  and 
"astern"  are  mounted  on  the  cam  shaft,  and  above  the  cam  shaft  is  placed  the  shaft 
which  carries  the  fulcrum  levers.  These  are  mounted  eccentrically  so  that  by  partial 
rotation  of  the  shaft  the  rollers  in  contact  with  the  air  inlet  and  exhaust  cams  can  be 
raised  to  clear  them. 
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The  process  of  revereing  the  direction  of  rotation  of  the  enpne  is  effected  by  a  sem>- 
motor  which  ie  fumiBhed  with  an  oil  buffer  cylinder  and  is  operated  by  compreseed  air 
from  the  air  receivers.  The  piston  rod  of  this  aervo-mot«T  ia  equipped  with  a  toothed 
rack  which  engages  with  a  spur  wheel  which  turns  a  crank  through  one  complete  revolu- 
tion when  reversal  takes  place.    This  crank  imparts  to  a  fulirunt  shaft  a  motioa  to  and 


fro  during  its  tiavel.  The  inlet  and  exhaust  valve  levers  are  mounted  eccentrically 
on  this  fulcrum  shaft.  A  roller  rotating  on  a  pin  attached  to  the  back  of  this  rack 
engages  in  a  suitably  shaped  slot  formed  in  one  end  of  the  lever  (arranged  for  aliding 
the  cams)  fuicrumed  at  its  center,  the  other  end  engages  that  part  carrying  the  carw- 
The  action  of  this  mechanism  is  as  follows:  During  the  first  part  of  the  stroke  the  air 
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piston  of  the  aeiro-motor  through  the  agency  of  the  rack,  spur  wheel,  crank,  connecting 
rod,  etc.,  turns  the  eccentric  fulcra  on  which  the  inlet  and  exhaust  valve  levers  are 
mounted  and  thereby  raises  the  rollers  attached  to  these  levers  from  contact  with  the 
cams.  When  they  are  free  (the  air  piston  still  continuing  its  stroke)  the  roller  on  the 
back  of  the  rack  leaves  the  straight  part  and  enters  the  curve  in  the  slot  formed  in  one 
end  of  the  lever,  which  action  causes  the  cams  to  move  longitudinally  until  the ''  astern  " 
cams  corns  under  the  rollers  and  are  in  the  position  previously  occupied  by  the  "  ahead  '' 
cams.  Still  further  movement  of  the  air  piston  causes  the  roller  on  the  rack  to  enter  the 
straight  part  of  the  slot,  and  then  no  further  longitudinal  movement  of  the  cams  is 
possible  as  the  cam  shaft  becomes  locked  in  position.  The  fiuiJier  travel  of  the  air  piston 
causes  such  a  movement  of  the  eccentric  fulcra  as  results  in  the  rollers  of  the  inlet  and 
exhaust  valve  levers  engaging  the  cams  again.  A  pneumatic  stop  prevents  the  gear 
from  "  creeping,"  should  the  air  pressiure  fail.  The  starting  wheel  remains  locked  at 
the  position  "  stop  "  unless  the  lever  (for  ahead-astem)  is  placed  in  the  correct  position 
for  ''  ahead  "  or  ''  astern  "  and  until  the  reversing  mechanism  has  completed  the  order 
thereby  indicated.  The  exhaust  gases  from  all  six  cylinders 
of  each  engine  are  conducted  to  a  common  manifold  which  Jsoo 
is  properly  insulated.  The  pistons  are  cooled  internally  by  i^*^ 
sea  water  passing  to  and  fro  through  telescopic  connections,  m. 
The  exhaust  valve  is  also  water  cooled.  Lubrication  to  all  | 
moving  parts  is  effected  by  force-feed  pumps  operated  from 
the  crossheads.  An  indicator  diagram  from  this  engine  is 
reproduced  in  Fig.  110.  The  fuel  consumption  was  0.385 
pound  per  B.H.P.  hour  during  a  2i-hour  maximum  speed  trial  using  fuel  27°  B^.  (0.894 
specific  gravity). 

The  motorship  **  Narragansett "  has  the  following  dimensions,  etc. 


■900 

MO 

'100 

0 

PlO. 


110. — Vickere  indicator 
diagram. 


Table  11 

Displacement 14,000  tons 

Dead  weight  capacity  (maximum) 10,500  tons 

Dead  weight  capacity  (normal) 10,050  tons 

Cargo  capacity  on  26  feet  draft 9,450  tons 

Fuel  capacity 750  tons 

Cruising  radius 68  days 

Cruising  radius 18,000  nautical  miles 

Capacity  of  main  tanks 434,000  cubic  feet 

Capacity  of  Summer  tanks 52,000  cubic  feet 

Total  cargo  capacity 486,000  cubic  feet 

Length 425  feet 

Breadth  (molded) 56  feet  8  inches 

Depth  (molded) 33  feet 

Draft  (molded) 26  feet 

Contra  t  speed 10 .  50  knots 

Trial  speed  (26  feet  2  inches  draft) 11 .24  knots 

B.H.P 2,500 

Cylinders  and  R.P.M 24|X39  inches,  118  R.P.M. 


Auxiliary  machinery — Steam — Auxiliary  oil  engine  Vickers,  Fetters.  Messrs. 
VickerSy  Limited^  give  the  following  information  regarding  trips  made  by  the 
"  Narragansett." 
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New  Orleans 
Liverpool 

Barrow 
New  York 

Now  York 
London 

Liverpool 
New  York 

7-7-20 
22-7-20 
4528 

402 
11.1 

118 

9.61 
2.13 
11.74 

25-9-20 
9-10-20 

3013 
325i 

9  25 
lU 

9.36 

2,16 

11.52 

lfr-10-20 
30-10-20 
3204 

313 
10.2 

117,3 

10.51 
1.71 
12.22 

16-11-20 
30-11-20 
2985 

317 
9.41 

114.4 

9,23 
2,95 
12.18 

Distance,  milBfl 

Running  time,  hours. . . 
Av.  speed,  actual  knots 
Mean  rev.  of  engine.  . . 
Engine  fuel  used   per 

3028 
289 
10-48 
117-9 

Boiler  fuel  usod  por  day, 

Total  fuel  consumption 
per  day,  tons 

12  79 

Fio,  III,— Vioken 


The  owners  Btat«  that  nith 
a  similar  oil-fired  steam  vewd 
the  average  speed  being  10.25 
knots,  the  daily  consumptioti  of 

'■It*     oQ    is    approximately    35    l<U)s, 

^^  while  the  daily  oonsumption  ol 

fuel  in  a  coal-fired  steam  tanker 

'jL  ^'^T  slightly  lai^er  than  the 
"  Nairagansett "  is  55  tons  at  9,8 
knots  speed. 

The  Vickers  submarine 
twdve-cylinder  high-speed  Diesel 
engine  is  shown  in  section  at 
Figs,  111  and  112,  The  con- 
struction of  the  main  frames  and 
the  method  by  which  the  main 
bearings  are  carried  m  separate 
steel  castings  recessed  into  longi- 
tudinal beams  is  illustrated.  The 
columns  consist  of  boiler  pkte 
approximately  H  inch  thick  with 
a  forged  steel  head  placed  on  the 
top  into  which  these  plat«8  are 
rabbeted,  while  the  forging^  are 
riveted  at  the  bottom.  On  the 
column  head  is  placed  a  distanoe 
piece  which  takes  the  weigjit  of 
the  liner  and  to  which  the  cyl- 
inder cover  is  bolted  by  six  1  )- 
inch  bolts.  This  construction  is 
of  minimum  weight,  wry  accessi- 
ble for  in^>ection  or  repairs  and 
permits  close  determination  of 
iwg.  stresses.    The  cylinder  oorer  is  a 
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Bimplesteel  eastii^with  ait^inlet  and  exhaust' valve  housings  ineerted  which  are  thoroughly 
wAter-cooled.  These  valves  are  of  nickel  steel,  the  exhaust  valve  being  also  water- 
cooled  internally.  The  cylinder  liner  is  of  cast  iron  surrounded  by  a  corrugated  8t«el- 
jacket  forming  the  water-circulating  space.  The  cast  iron  trunk  pisten  has  concave- 
bead  and  is  fitted  with  six  piston  rin^  and  also  a  wiper  ring  at  its  lower  end.  The  piston 
gudgeon  pin  bearing  consists  of  a  non-adjustable  bronie  bushing  babbitt-lined  and  lubri- 
cated throi^  the  hollow  coonecting  rod.  The  crankshaft  is  in  four  sections,  three 
cr«nks  fonniug  one  section  composed  of  nickel  chrome  7}  inches  in  diameter  with  hollow 
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journals  and  crank  pins.  The  exhaust  manifold  is  water-jacketed  and  is  connected  to 
each  six  cylinders.  The  order  of  firing  is  1,  7,  3,  0,  2,  8,  6,  12,  4,  10,  6,  11,  and  is  so 
arranged  to  eliminate  or  minimize  danger  from  torsional  vibration.  The  method  of 
fuel  injection  b  described  elsewhere.  In  this  type  injection  commences  about  16° 
before  the  inner  dead  center. 

This  eng^e  develops  1200  to  1400  B.H.P.  at  380  R.P.M.  and  400  R.P.M. 
respectively.  In  Table  13  are  shown  the  results  obtamed  during  a  six-hour 
test.  (Full  detailed  description  of  this  design  will  be  found  in  "  Engineering  "  July 
4tb,  1919.) 


604 


INTERNAL  COMBUSTION 


Table  13 
Six  Hours'  Official  Test  on  Vickers  Svhmarine  Engine  1200  B.H.P.,  September  5,  1918 


, 

Circu- 

Lubricating Oil 

R.P.M. 

B.H.P. 

Fuel  used 

Fuel 
pressure 

Controls  at 

lating 
water 

Time 

Press- 
ure 

Temp.  F. 

Atmo»- 
pherie 

Lb. 
per 

Lb.  per 
B.H.P.- 

Fuel 

Spray 

Pressure 

tempos 

ature 

Hour 

Hour 

pump 

valves 

In 

Out 

Lb.  per 

Lb.  per 

Lb.  per 

sq.  m. 

sq.  in. 

sq.  in. 

Deg. 

Deg. 

D«g. 

Ist  hour 

379.8 

1209.9 

461 

0.381 

4500 

9 

18.5 

10 

12 

68 

87 

60 

2d  hour 

382.5 

1218.5 

461 

0.379 

4500 

9 

18.5 

10 

12 

71 

101 

62 

3rd  hour 

381.0 

1213.9 

461 

0.380 

4500 

9 

18.5 

8 

10 

72 

106 

64 

4th  hour 

381.8 

1216.3 

457 

0.376 

4500 

9 

18.5 

8 

8 

87 

109 

62 

5th  hour 

381.4 

1215.0 

479 

0.394 

4500 

9 

18.5 

10 

12 

98 

116 

63 

6th  hour 

381.7 

1216.0 

461 

0.380 

4500 

0 

18.5 

10 

12 

104 

114 

63 

Average 

1 

381.3 

1215.0 

463 

0.381 

— 

— 

— 

— 

— 

— 

Indicated  horse-power,  1520. 

Insi>ecting  Officer's  Report:    "The  engine  ran  steadily  and  well,  and  no  trouble  of  any  sort 
experienced  throughout  the  trial.     The  crank  pits  remained  clear  of  gases,  and  the  exhaust  was  light 
and  good.     The  trial  is  considered  satisfactory." 


Official  Starting  and  Reversing  Trial,  April  26,  1919 


To 

Condition 

of 

engine 

Volume 
of  com- 
pressed 
air  in  use 

Air  pressure 

Time 
to 
start 

Revolu- 

From 

Before 

After 

Difference 

tions  to 
start 

Cu.  ft. 

Lb. 

Lb. 

Lb. 

Sec. 

Stop 

Ahead 

Cold 

30.4 

550 

525 

25 

5 

8.0 

Stop 

Ahead 

Cold 

36.4 

525 

510 

15 

3 

4.0 

Stop 

Ahead 

Cold 

36.4 

510 

495 

15 

3 

4.0 

Stop 

Ahead 

Cold 

36.4 

495 

485 

10 

3 

4.0 

Stop 

Astern 

Cold 

36.4 

480 

465 

15 

2 

3.0 

Stop 

Astern 

Cold 

36.4 

465 

450 

15 

2 

2.5 

Stop 

Astern 

Cold 

36.4 

450 

440 

10 

2 

2.5 

Stop 

Astern 

Cold 

36.4 

440 

425 

15 

2 

2.5 

Astern 

Ahead 

36.4 

400 

380 

20 

15 

Ahead 

Astern 

.  Slightly . 

36.4 

380 

365 

15 

16 

Astern 

Ahead 

1    warm 

36.4 

365 

355 

10 

16 

Ahead 

Astern 

J 

36.4 

355 

345 

10 

15 

NoTK. — Load  condition  is  at  full  power. 

The  fuel  system  was  primed  by  hand  for  the  first  start  to  approximately  400  pounds  pressure. 
This  was  not  necessary  for  the  subsequent  starts,  as  there  was  sufficient  residual  pressure  in  the  system. 
For  reversing  no  hand  priming  was  carried  out. 

Of  the  time  taken  to  reverse  the  engine,  from  13  seconds  to  14  seconds  were  absorbed  in  hand 
manipulation  of  shutting  off  and  opening  the  controls  and  actuating  the  reversing  wheel.  Number 
of  turns  of  reversing  wheel  from  full  ahead  to  full  astern  equals  23. 
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Loss  in  air  pressure  due  to  working  of  servo-motor.  With  air  at  380  pounds  per 
square  inch  in  five  receivers  of  50  cubic  feet  capacity  each  the  reversing  gear  was  moved 
from  ahead  to  astern  and  back  12  times.  The  air  pressure  dropped  to  350  pounds  per 
square  inch;  i.e.,  24  movements  of  servo-motor  caused  a  loss  of  30  poimds  per  square 
inch  in  the  starting  air  pressure. 

Time  taken  to  reverse. — The  engine  was  reversed  from  full  power  ahead  to  full 
power  astern  in  6  seconds. 

Table  14 

Standard  Table  of  Comparison  of  Steam  and  OUrEngined  Vessels 

Compiled  by  Messrs.  Vickers,  Limited 


Diesel  engine 

Reciprocating 
steam  engines 

Type  of  propelling  machinery 

Four-cycle  sinele 

acting  reversible, 

crosshead.    Steam 

driven  auxiliaries 

Triple  expansion 

engines,  cylindrical 

boilers.     Howden 

forced  draught. 

Superheat  50**  F. 

T*otal  deadweijcht  in  tons 

10,050 
9,357 

Oil-fired  boilers 
10,235 

Freicht  eaminK  cartro  in  tons 

8,555 

Averaire  sea  power,  horse-power 

2,500 

(shaft) 

2,800 

(indicated) 

Radius  of  action  in  miles 

10,500 

10,500 

Fuel  consumption  per  brake  horse-power- 
hour,  including  auxiliaries,  in  pounds 

* 

.  55  estimated 

1.4 

Fuel  consumption  per  dav  in  tons 

14.7 

37.5 

Fuel  consumption  per  voyage  of  16  days  in 
tons 

235 

600 

Comparative  Costs  of  Working  £1  =  $4.86 


Provisions,  total  per  month 

£251.5.0      $1,221 
£631.10.0    $3,068 

£260.5.0      $1,264 

Waires,  total  per  month 

£637.10.0    $3,098 

Fuel,  per  16  days  sailine 

£2,704         $13,141 

(£11.10              $56 

per  ton) 

£6,223         $30,243 

(£10.7.6             $52 
per  ton) 

Fuel,  per  month  of  24  days  sailins 

£4,056         $19,710 

£9.334         $45,163 

Cost  of  running  for  one  year  of  288  days' 
sailing 

£76,536     $371,962 

£137,764    $669,533 

Tons  of  freight  earning  cargo  carried,  as- 
suming 9  round  voyages  per  year,  each  of 
32  days'  total  sailing  out  and  home 

168,426 

153,990 

Cost  per  ton  of  cargo  carried  per  16  days 
saihng  out  and  home 

9/ld. 

17/lld. 

Cost  per  ton  ipile      .  .  ,          .       

.027d 

.053d. 
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The  above  table  has  been  prepared  to  ehotr  the  comparison  between  oil-  and  eteam- 
engined  veaaels,  the  size  of  vessel  under  comparison  being  one  of  tbe  "  NanHf^ansett  " 
dimensions.  It  will  be  understood  that  the  values  used  in  tbe  preparation  of  this  table 
are  coostantiy  vaiying,  but  an  approximat«  idea  can  be  obtained  at  any  time  by  allow- 
ing  for  such  fluctuations,  the  fuel  costs  on  which  the  table  is  based  being  gjven.  Actual 
results  as  quoted  above  show  that  considerably  greater  fuel  saving  is  effected  in 
actual  practice. 

Tbe  figures  pveu  on  this  sheet  will,  of  course,  vary  with  the  particular  siie  of  veoeel 
under  consideration.    In  a  typical  case  of  a  vessel  of  2500  tons  deadweight  capacity 


Fio.  113. — Worttungton  ni-cylindcr  tnuine  sniiiie. 

and  1 500  shaft  H.P.  similar  calculations  show  the  total  running  costs  for  a  voyage  of  20 
days,  allowing  for  fuel,  wages  and  provisions,  etc.  to  be  as  follows: 

£2,650  for  the  motor  vessel 

£4,780  for  the  same  ship  with  oil-fired  steam  plant. 
A  comparison  of  the  saving  in  cost  of  fuel  alone  for  the  voyage  to  and  from  New 
Orleans  of  the  M.  V.  "  Narragansett, "  as  compared  with  a  vessel  of  the  same  dimensiona 
having  oil-fired  boilers,  is  given  hereunder: 

Tasle  15 
M.  V.  " NarraganteU" 

Oil-fired  steamship,  1289  tons  of  oil  fuel  at  £10-7-6  per  ton £13,373 

M.  V,  "Narragansett,"  386  tons  of  oil  fuel  at  £lI-ltM)per  ton £4,439 

Actual  saving  effected  in  oil  fuel  alone  in  one  return  voyage £8,934 

The  consumptions  taken  in  the  above  comparison  are  for  main  engines,  auxiliaries, 
beating,  steering,  etc. 


WORTHINGTON  MARINE  ENGINE 


r^ 


iMH 


Fio.  llS.^Worthington  lin-cylinder  marine, 
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The  Worthington  marine  six-cylinder  four-cycle  single-acting  Diesel  engine  is  shown 
in  Fig.  113.  It  develops  2400  I.H.P.  (1750  shaft  H.P.)  at  120  R.P.M.  The  sectional 
view,  Fig.  114,  shows  the  details  of  construction,  including  crosshead  and  the  5-inch 
diameter  through  bolts  which  pass  through  the  A  frames  to  the  lower  side  of  the  bed 
plate  and  which  absorb  the  stresses  due  to  the  impulses  in  the  cylinders.  The  A  frames 
are  provided  with  a  removable  section  at  their  lower  end  so  as  to  facihtate  the  removal 
of  the  crankshaft  if  necessary  after  raising  the  tension  rod.  The  cylinders  are  each  cast 
separately,  with  separate  liners  inserted  in  the  usual  manner.  The  cylinder  head  is  pro- 
vided with  four  valves.  The  air-inlet  and  exhaust  valves  (as  shown  in  Fig.  115)  have 
housings  interchangeable  with  each  other.  The  fuel-inlet  valve  and  the  automatic 
check-valve  for  air  starting  are  so  arranged  as  to  allow  ample  circulation  of  cooling  water. 
Reversing  is  accomplished  by  longitudinal  movement  of  the  cam  shaft  and  two  sets  of 
cams,  one  for  ''ahead''  and  one  for  '^astern''  being  provided.  The  reversing  arrange- 
ment is  actuated  by  a  compressed-air  reversing  motor.  The  interlocking  mechanism  and 
cam  shaft  gear  drive  are  illustrated  in  Fig.  116,  and  are  so  arranged  that  it  is  impossible 
to  shift  the  reverse  gear  when  either  the  starting  air  or  fuel  is  being  supplied.  Neither 
can  the  engine  be  started  when  the  reverse  gear  is  off  the  correct  position  for  going 
"  ahead  "  or  ''  astern."  The  crankshaft  is  of  the  builtmp  design  constructed  in  two 
sections,  each  having  three  cranks,  each  crank  pin  being  forged  integral  with  its  two 
webs.  It  is  con^x>sed  of  open-hearth  steel.  The  piston  is  cooled  internally  by  water 
circulation  introduced  through  a  telescopic  tube  as  illustrated  in  Fig.  117.  Force  feed 
lubrication  to  all  principal  moving  parts  is  furnished  by  an  independent  motor-driven 
pump.  Lubricant  for  the  crosshead  guides  and  pin  is  conducted  to  them  through  the 
hollow  connecting  rod. 

The  following  are  the  principal  dimensions  and  other  particulars  of  this  engine. : 


Table  16 

Indicated  H.P 2400 

Shaft  H.P 1750 

Mean  indicated  pressure 85 . 5  pounds 

Mean  effective  pressure  (brake) 64  pounds 

Mechanical  efficiency 75  per  cent 

Cylinder  bore  and  stroke 29  inches  by  46  inches 

Number  of  cylinders 6 

Ck>mpression  pressure 500  pounds  per  square  inch 

Fuel-injection  air  pressure 900  pounds  per  square  inch 

Starting  air  pressure 375  pounds  per  square  inch 

Weight,  complete 339  long  tons 

Weight  per  I.H.P 327  pounds 

Length  with  compressor 45'feet 

Length  with  flywheel  and  thrust  block 55  feet  6  inches 

Height  from  crank  center  to  top  of  valve 

motion 23  feet  10  inches 

Crankshaft  (weight) 36§  tons 

Thickness  of  crank  webs llf  inches 

Main  bearings 17}  inches  diameter  by  24  inches  long 

Crank  pins 18    inches  diameter  by  15  inches  long 

Crosshead  pins  (twin) 10}  inches  diameter  by  9}  inches  long 

Piston  rod 9  inches  diameter 

Thrust  block Kingsbury  type 


COMPARATIVE  EFFICIENCIES 


The  following  table  shows  the  comparison  of  the  space  occupied  by  v 
The  space  is  given  in  M|uare  feet  per  working  B.H.P.' 


Table  17 

Floor  Spate 


RAt«d  working  load  B.H.P. 


Diesel  engine 

SI.  engine ) 

Suction-gB8  engine i 

Town-gBS  engine -' 

Locomobile 

Producer  plant  (coal) 

Producer  plant  (wood) 


1.35 
1-65 


1  TnnaBGtians  d(  Inst.  Moch.  Ei*  ,  by  Oswald  Wang,  1917. 

Table  18 

Contpomon  of  Efficiericia  of  Various  Types  of  Power  Plantt '  . 

Heat  Units  in  Fuel  Consumed  per  Brake  Horse-power  per  Hour 


For  steam  plants  add  atlowance  for  standby,  according  to  character  of  load. 
To  obtain  equivalent  pounds  of  coal  divide  B.t.u,  by    12,500 
To  obtain  equivalent  pounds  of  fuel  oil  divide  B.t.u.  by    18,800 
To  obtain  equivalent  gallons  of  fuel  oil  divide  B.t.u.  by  143,000 

iCompilsd  by  Biucfa  8ul»r  Bros.  DUsel  EnfiDe  Co, 
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Table  19 
De  La  Vergne  OH  Engines  f  Various  Types 


m 

Type 

Rated 
B.H.P. 

Cyl- 
inder 
diam- 
eter, 
inches 

Stroke 
inches 

R.P.M. 

Load 

Fuel 
pounds 

per 
B.H.P. 

hour 

Com- 
pres- 
sion 
pres- 
sure, 
pounds 

Max- 

imum 
pres- 
sure, 
pounds 

Dura- 
tion 
of 
test 

Outlet, 

water 
temp- 
erature 

op 

Date 

of 

test 

"DH" 

05 

14 

24 

240 

Full 

0.485 

1Q5 

465 

1  hour 

130 

Nov.  1.  '20 

"DH" 

65 

14 

24 

240 

10  per  cent 
overload 

0.502 

105 

465 

1  hom- 

130 

"DH" 

65 

14 

24 

240 

}load 

0.485 

105 

465 

1  hom- 

130 

"DH" 

65 

14 

24 

240 

*load 

0.53 

1Q5 

465 

1  hour 

130 

"FH" 

140 

20 

34J 

164 

Full 

0.48 

275 

475 

1  hour 

180 

Nov.27.*19 

"FH" 

140 

20 

34* 

164 

10  per  cent 

overload 

0.483 

275 

445 

1  hour 

180 

"FH" 

140 

20 

34* 

164 

}load 

0.468 

275 

445 

1  hour 

180 

•*  FH  " 

140 

20 
(Twin) 

34  J 

164 

*load 

0.5 

275 

445 

1  hour 

180 

"sr* 

200 

17 

27J 

200 

FuU 

0.420 

320 

540 

1  hour 

150 

Oct.  5/20 

«g|,. 

200 

17 

27* 

200 

10  per  cent 

overload 

0.421 

320 

540 

1  hour 

150 

"81" 

200 

17 

27* 

200 

iload 

0.410 

320 

540 

1  hour 

150 

"sr 

200 

17 
(3-cyl.) 

27* 

200 

*load 

0.458 

320 

540 

1  hour 

150 

Diesel 

540 

21 

34* 

164 

Full 

0.40 

440 

550 

1  hour 

125 

Oct.  5,  '20 

Diesel 

540 

21 

34* 

164 

10  per  cent 

overload 

0.40 

440 

550 

1  hour 

125 

Diesel 

540 

21 

34* 

164 

Iload 

0.43 

440 

550 

1  hour 

125 

Diesel 

540 

21 

34* 

164 

*load 

0  470 

440 

550 

1  hour 

125 

The  above  engines  operate  on  fuel  oil  or  crude  oil  produced  in  the  United  States 
or  Mexico,  containing  not  leas  than  18,000  B.t.u.  and  not  more  than  1  per  cent  water. 
The  fuel  oil  used  in  some  of  the  above  tests  was  as  follows: 


Specific  gravity 0.8794 

Saybolt  viscosity  at  100**  F 67 

Flash  point  Cleveland  open 200*"  F. 

Fire  point  Cleveland  open  cup 230°  F. 


Tar  (Asphalt) 0.542  per  cent 

Moisture 1  per  cent 

Ash 16 

B.t.u 18,677 


D£  LA  VERGNE  OPERATING  RECORD  611 


Table  20 

Operating  Record  cf  Type  F.  H.  ISO  HP,  De  La  Vergne  Oil  Engine,  Direct  Connected 
through  Flexible  Coupling  and  Friction  Clutch  to  a  Horizontal  Geared  Oil  Pump 
for  a  Period  of  8  Years,  from  1912  to  1919,  Indueive 

_  Hours        Fuel  oil  consumed 

run  (gallons) 

1912 8,264  49,525 

1913 8,040  41,826 

1914 6,288  37.378 

1915 6,608  36,360 

1916 8,454  54,392 

1917 8,333  57,130 

1918 8,052  69,368 

1919 8,011  60,641 


Total 62,040  406,620  Avg.  6.55  per  hour 

Fractional  hours  omitted. 

Number  of  hours,  Jan.  1,  1912,  to  Dec.  31,  1919 70,128 

Hours  engine  run 62,040 


Hours  engine  idle 8,088 

Hours  idle  account  of  repairs 3,802 


Hours  idle  from  various  causes 4,286 


Total  cost  of  repairs.  Jan.  1,  1912,  to  Dec.  31,  1919* $3,685.79 

Total  cost  of  lubricating  oils,  Jan.  1,  1912,  to  Dec.  31,  1919. .         955.71 

*  IneludeB  repun  during  high  cost  period  of  war.     The  average  cost  of  repairs  for  such  engines 
in  continuous  yearly  operation  varies  and  may  be  approximated  between  2.0%  and  3.5%  per  year. 

The  operating  force  consists  of  six  men,  three  engineers  and  three  assistants,  working 
in  ei^t-hour  shifts.  The  plant  operates  twenty-four  hours  a  day  and  while  one  man 
is  capable  of  handling  the  plant,  the  nature  of  the  business  is  such  as  to  demand  two  men 
for  the  margin  of  safety. 
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Table  22 
Test  on  Busch-Stdzer  Bros.  225  B.HJ^.  Diesel  Engine* 


Number  of  test. 


Date  of  test 


Duration  of  test,  hours 

KW.  switchboard  reading 

C!omp.  motor  gross  KW 

Net  KW.  output 

Efficiency  of  generator 

Net  B.H.P.  load 

Speed  R.P.M 

Pounds  cooling  water  per  hour . . . 

Jacket  inlet  temperature  °¥ 

Jacket  outlet  temperature  °F .  .  .  . 
Injection  air  pressure  atmospheres 
Fuel  oil-pounds  per  net  KW.  hour 
Fuel  oil-pounds  per  net  B.H.P.  hour 
Fuel  oil-gallons  per  100  net  B.H.P 

hour 

Thermodynamic  efficiency  (based 

upon  net  useful  output) 


4-20-12 


3.00 


2.25 
171.1 
3187 

61.8 
116.3 

39 


4-20-12 


3.00 
37.42 

6.9 
30.52 
85% 
49.7 
169.1 
3037 
62.4 
127.9 
45.6 

1.25 
0.769 

10.8 

17.4% 


4-21-12 


3.00 

SO. 42 
9.09 

71.14 
87% 
111.39 
167.4 
4875 

61.9 
115.5 

56 
0.7555 
0.482 

6.8 

27.8% 


4-21-12 


3.00 
117.5 
8.93 
108.57 
90% 
162.97 
164.4 
6300 

62.6 
118.9 

59 
0.681 
0.454 

6.4 

29.5% 


4-22-12 


3.00 
160 

10 
150 
92% 
219.63 
164.8 
4537 

61.7 
156.6 

66 

0.646 

0.441 

6.2 
30.3% 


6 


4-22-12 


3.00 
180.1 

11.4 
168.7 
92.5% 
245.6 
161.9 
5175 

66.7 
173.1 

77 

0.644 

0.444 

6.2 
30.2% 


Analyses  of  the  Exhaust  Gases 


Carbon  dioxide 

Oxygen 

"Illuminante" 

Carbon  monoxide 

Methane 

Hydrogen 

Nitrogen  and  water  vapor 


Totals. 


No.  1 

No.  2 

No.  3 

No.  4 

No.  5 

% 

% 

% 

% 

% 

1.50 

3.05 

3.92 

4.70 

6.46 

18.42 

16.03 

14.95 

14.70 

9.93 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

80.08 

80.92 

81.13 

80.60 

83.61 

100.00 

100.00 

100.00 

100.00 

100.00 

No.  6 

% 

8.40 
8.93 
0.00 
0.00 
0.00 
0.00 
82.67 

100.00 


Analysis  of  Fuel  Used 

British  thermal  units 18,986 

Specific  gravity  (25.5**  C.  to  27^  C.) 0.8531 

Viscosity  33.3°  C.  (92°  F.) 1.63 

flash  point 143.6°  F. 

Burning  (fire)  point 181 .4°  F. 

Sulphur 0.2  per  cent 

Water Trace 

Free  acid None 


*From  Marine  and  Stationary  Diesel  Engine  by  A.  H.  Goldingham. 
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Table  23 

Test  on  500  B.H.P.  Mclntosh-Seymour  Cor.  Diesel  Engine* 

Stroke  28}  inches,  Cylinder  diameter  18}  inches 


Test  No. 


Date,  1915 


Load  on  brake,  pounds 

Constant  K 

Number  of  R.P.M 

Brake  H.P 

Load,  per  cent 

Time  of  test  in  hours 

Fuel  consumption  during  test,  pounds. 
Total    fuel    consumption    per   hour 

pounds 

Fuel  consumption  per  B.H.P.  hour, 

poimds 

Injection  pressure,  pounds  per  square 

inch 

Exhaust  gas  appearance 

Inlet  temperature  of  cooling  water,  F°. 

Outlet  temperature  of  cooling  water, 
F® 

Temperature  in  testing  room  F** 


Jan. 11 


1651 . 5 
497.7 
171 
567 
113.4 

i 
115.0 

230.0 

0.405 

925 
Clear 
56** 

145° 
62** 


2 

3 

Jan. 11 

Jan.  11 

1513.5 

1150,0 

497.7 

497.7 

165 

172 

502 

397 

100.4 

79.4 

1 

1 

204.7 

163.8 

204.7 

163.8 

0.407 

0.412 

925 

815 

Clear 

Clear 

56** 

56** 

147** 

145** 

62** 

1 

62** 

750.0 
497.7 
174 
262 
52.4 

i 
58.9 

117.8 

0.449 

785 
Clear 
66** 

147** 
62** 


Jan. 11     Jan. 11 


370.0 
497,7 
170. 
126 
25.2 

J 
41.1 

82.2 

0.652 

775 
Clear 
56** 

150" 
62** 


Analysis  of  Fuel  Oil 

Gravity 60*  F.  .8550 

Baum6 60*^  F.    33** 

Flashing  point 190**  F. 

Burning  point 246**  F. 

Viscosity  at 68**  F.  1 .  677  per  cent 

Tar  test Negative 

Suspended  matter 005  per  cent 

Water 051 

Sulphur 187 

Distillation  test — naphtha 1 

Lamp  oil 50 . 1 

Lubrication 6 

Heavy  lubrication 42 . 5 

Carbonization 6.4 

Heat  value 19,266  B.t.u. 


*  From  Marine  and  Stationary  Diesel  Engines,  by  A.  H.  Goldingbam. 
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Gasoline  Enoineb 

In  the  gasoline  or  petrol  engine  so  extensively  in  use  in  automobiles,  aeroplanes 
and  motor  boats,  as  well  as  for  stationary  installations,  the  feature  probably  of  greatest 
interest  is  the  carburetter,  the  function  of  which  device,  when  attached  to  the  suction 
or  intake  part  of  an  internal  combustion  engine,  is  to  receive  air  and  liquid  fuel  and 
deliver  to  the  i^linder  of  the  engine  an  explosive  mixture.  The  highly  volatile  products 
of  petroleum,  such  as  gasoline  and  petrol,  are  generally  the  fuels  used,  but  keroeeue  ia 
also  vaporised  in  some  devices  of  this  description.  Dugald  Clerk  '  in  referring  lo  the 
principles  of  carburetion  pointed  out  that  for  all  intermJ  combustion  engines  there  ia  a 
"  best  mixture  "  giving  for  each  engine  nmiinnim  power  and  highest  thermal  efhciency, 
and  it  is  the  function  of  the  carburetter  to  so  vary  the  quantities  of  air  and  vapor  that 
this  "  best  mixture  "  ia  at  all  times  and  under  all  different  running  conditiona  properly 
maintained.  The  numerous  designs  of  this  apparatus  have  been  classified  and  analyied 
at  great  length  m  the  reports  of  the  Na-  AajoBiM 

tional  Advisory  Committee  for  Aeronautics 
of  the  United  States  Government,  and  the 
theory  of  carburetion  is  very  fully  treated  of 
in  Vol.  11  of  "  Gas  Petrol  and  Oil  Engines  " 
by  Dugald  Clerk,  1913,  as  well  as  in  other 
treatises  on  this  subject.'  Brid  reference 
will  here  be  made  to  representative  types 
of  carburetters.  Fig.  llSahowsaaingle  jet,  vmMt 
raised  needle,  automatic  type  of  carburetter 
which  ia  in  use  on  automobiles  and  in  which  ^^ 
the  air  valve  controla  the  lift  of  the  needle  i> 

and  automatically  proportiona  the  amount 

of  gasoline  and  air  at  all  engine  speeds.   The        Fio.  118.— Scbebbtor  e»rburelnjr  (jetton), 
fuel  flows  by  gravity  to  it,   and  on  the 

various  sectional  views  of  this  and  other  designs  illustrated  the  various  parts  are  dearfy 
indicated. 

Tke  Standard  Marine  GaaoUne  engine,  as  manufactured  by  the  Standard  Motor 
Construction  Company  of  Jersey  City,  U.  S.  A.,  is  shown  in  section  at  Fig,  119.  The 
abc-cylmder  design  having  10-inch  diameter  and  11-inch  stroke  develops  220  B.H.P. 
at  480  R.P.M.     It  operates  on  the  four-cycle  plan  and  is  direct  reveraii^t. 

The  sectional  view  shows  the  comparatively  light  yet  rigid  eonatruction  of  the  C.  I. 
bed  plate  in  which  the  main  crankahaft  bearings  are  fitted.  It  is  connected  to  the 
cylinder  casing  and  liner  (cast  in  one  piece)  by  forged  tie-rods.  The  trunk  piston, 
connecting  rod  and  other  details  are  also  shown.  The  air-inlet  valve,  placed  in  the 
cylinder  head,  is  automatic  and  is  equipped  with  dashpot  to  produce  noiseless  operation. 
The  exhaust  valve,  actuated  by  a  cam  in  the  usual  way,  is  cast  iron  and  internally  water- 
cooled,  the  upper  part  of  the  valve  is  piston-ehaped  and  has  four  piaton  rings  inserted 
as  shown.  The  method  of  reversing  the  direction  of  rotation  of  the  crankshaft  ia  that 
of  loi^tudinal  movement  of  the  cam  shaft  to  which  ia  attached  "  ahead  "  and  "  aatem  " 
cams  and  ignition  timing  mechanism.  Maneuvering  is  effected  by  compressed  air 
fumiahed  from  the  air  compresaor  placed  in  line  with  the  main  cylinders  and  actuated 
from  the  crankshaft  as  shown  in  Fig.  119.  The  gasoline  flowa  by  gravity  from  the 
tanks  to  the  float-box  and  strainer  shown  in  Fig.  120,  placed  below  the  carburetter  or 

1  Principle  ol  Cubuntler  u  DeUimined  by  Eibaiut  Ou  Anslysis,  Dugald  Clerk,  Pioc.  tut. 
A.  E.,  1M7. 

•  CuburetioD,  br  R.  W.  A.  Brewer:  CnrboretUri  snd  C&rburetion  by  Douilu  I.«chnimn;  Petrol 
Motors  and  Petrol  Cui  by  P.  Btiicklsnd;  Farm  Gai  Engina,  by  Henchlield  aod  Utbricht. 
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VAporiier  of  the  engiiie.  The  carburetter  is  of  the  oonstant^Taeuum  deaign,  which  auto* 
matioally  r^ulatea  the  mixture  of  gasoline  aad  air  at  all  Hpeeds.  It  is  water-jacketed 
for  circulation  of  heated  water  as  shown  in  Fig.  121.  In  its  mixing  chamber  are  uumer- 
ouB  Hprsyer  tubes,  each  having  a  spraying  noule  and  placed  so  that  the  shutter  in  its 
movement  to  and  fro  coven  or  uncovers  such  spreyen  aa  are  required.  The  grayer 
shutter  is  worked  automatically  by  the  varying  volume  of  air  entering  the  intake  pipe, 
being  attached  by  connecting  link  to  the  piston  of  the  vacuum  chamber.  The  operator 
manipulate  the  throttle  vaJve  which  also  causes  a  variation  in  the  vacuum  chamber 


Fio.  120. — Standard  Molar  Co.  Boat  tank  and  at 


with  consequent  movement  of  the  shutter,  which  in  turn  varies  the  numbo-  of  noHlea 
allowed  to  be  exposed  aa  may  be  required.  The  electric  ignition  is  of  the  low-tension 
system,  both  magneto  and  battery  being  used,  the  latter  for  sttLrttng  and  "  astern  " 
movement,  the  former  for  "  ahead  "  operation.  The  ignitor  is  of  the  "  make-and- 
brcak  "  type  actuated  by  the  ignition  cams  for  both  "  ahead  "  and  "  astern."  Lubri- 
cation is  accomplished  by  force-feed  pumps  funushiug  lubricant  to  all  moving  parts. 
The  cooling  of  the  cylinders  and  other  parts  is  caused  by  circulation  of  salt  water  supplied 
by  the  pump  operated  from  the  crankshaft  by  gearing  and  running  at  the  speed  of 
the  crankshaft' 
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The  Thomas  Horse  Liberty  engine  is  illustrated  in  Fig.  122.  Having  six  cylindeis, 
each  5  inches  in  diameter  and  7-inch  stroke  and  operating  at  1700  R.P.M.,  it  develops 
210  B.H.P.  It  operates  on  the  fourniycle  plan  and  is  of  the  vertical,  direct-drive,  fixed- 
cylinder  water-cooled  type;  its  cylinders  are  of  built-up  steel  oonstniction  with  over- 
head valves  and  valve  motion.    The  crankcase,  made  in  two  parts,  is  of  an  aluminum 


Fio.  132.— TboD.  Mone  Liberty  eii«iUB. 

alloy  and  contains  the  bearings  (or  the  forged  steel  crankshaft.  The  connecting  rods 
are  of  "  H  "  section  forged  steel  with  babbitt-lined  split  bronze  bearings.  The  aluminum 
pistons  each  have  three  cast-iron  piston  rings.  E^h  individual  forged  steel  cylinder 
has  forged  steel  valve  housing  and  a  two-piece  steel  stamping  which  forms  the  water 
jacket  welded  to  it.  Two  spark  plugs  are  inserted  in  bosses  on  each  cylindar.  Cooling 
water  ia  circulated  by  a  centrifugal  pump  placed  at  the  rear  end  of  the  crankcase  and 


Flo.  123— ThoB,  Mor»e  Liberty  csrburoltor  (sectioD). 

actuated  by  the  oil-pump  shaft  operated  by  bevel  gears  from  the  crankshaft.  The 
senith  type  carburetters  placed  on  the  left-hand  side  of  the  engiDe  each  feed  three  cyl- 
inders. Each  carburetter  has  a  main  and  compensating  jet  both  deUveiing  throuj^ 
a  single  Venturi  noide  at  the  center  of  the  choke.  For  idling,  a  pssBsge  above  the  butt«x- 
*lv  throttle  valve  is  arranged  with  variable  adjustment  (see  Fig.  123).    Altittide  control 
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eooaeta  of  a  small  valve  connecting  the  gasaline  paaaage  between  the  Venturi  noiile 
and  the  meteriug  jets  to  the  top  of  the  float-chamber.  A  baffle  plate  placed  in  the 
manifold  leading  from  the  carburetter  to  each  cylinder  allows  proper  distribution  of 
the  vapor.  The  ignition  is  caused  by  a  low-voltage  generator  and  a.  small  eight-volt 
storage  battery;  the  former,  placed  in  line  with  the  crankshaft,  furnishes  current  for 
general  running,  while  the  latter  is  required  for  starting  only.  The  total  weight  of 
the  engine  is  approximately  570  pounds. 

Eagle  Aero  Engine  manufactured  by  the  Rolls-Royce  Co.  of  England,  is  shown 
in  Fig.  124.  It  has  12  cylinders  4i-inch  diameter,  6fMnch  stroke.  Its  weight  Vt 
aj^roiimately  847  pounds  and  operating  at  1800  to  2000  RP  M.  maximum,  350  to 


Pio.  124. — E:Bsle  A<ro  en^ae  R.  R.  Co. 

365  H.P.  is  developed.  This  engine  was  used  in  the  Viekers  Vimy  machines  which 
crossed  the  Atlantic  Ocean  and  in  many  other  notable  long  distance  flights  and  is  con- 
sidered, at  the  present  time,  a  model  of  the  very  best  design  and  construction.  The 
arrangement  of  the  cylindetB  is  shown  in  Fig.  124.  The  one  crankpin  transmits  the 
power  of  2  <^linders;  one  connecting  rod  being  articulated.  The  system  of  lubrication 
consists  of  a  high-pressure  circuit  at  35  to  45  pounds  per  square  inch  lubricating  chief 
moving  parts,  and  a  low-pressure  circuit  at  approximately  2  pounds  per  square  incb 
feeding  overhead  cam  shafts,  timing  gears,  and  other  parte. 

The  CUudel-Hobaon  Carburetter  used  on  the  above  engine,  is  shown  in  section 
in  Fig.  125.  The  diffuser  consists  of  3  concentric  tubes,  the  upper  end  of  which  cornea 
within  a  short  distance  of  the  head.  The  fuel  level  stands  below  the  top  of  the  guard 
tube  and  varies  as  the  velocity  of  the  air,  through  the  choke,  increases;  such  holea 
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as  are  required  being  uncovered  in  the  depressioD  tube  and  admitting  more  air.  The 
ratio  of  petrol  and  air  is  tbue  maintained  for  varying  enpne  speeds.  The  various 
parts  of  this  apparatus  are  described  in  the  expltmatory  paragraph  below  the  iUus- 
tration. 

AUTOMOBILES 

The  automobile  or  motor-road  vehicle  ia  built  either  (a)  for  passenger  servioe, 
which  is  of  light  constniction  built  for  speed  and  comfort,  or  (6)  for  commercial 
vehicles  constructed  for  transporting  heavy  loads  and  to  travel  at  comparattvety 
slow  speeds.  If  classified  according  to  their  propelling  power  plants,  they  are  (a) 
steam,  (6)  dectric,  (c)  gasoline  or  gasoline-electric.    The  vehide  propelled  by  the 


Fia.  13a.— CUudcl  HobKm  nrbunller,  (i»  Depranon  lube  hsvinc  numeroua  dhlltd  hda  {M). 
(fi)  Plus  Id  orbuietter  body  euryins  mun  jet  IJ).  (O)  Ouard  tuba.  (10  Emulnon  ht«d  wilh 
bolM«;).  (Bi  Caimeetiii(bal«aloBtDi«|ilwnatbueof  tabe(0).kild>irfaalM(J).  {K)  81am- 
runninc  jet.  IT)  Throttle  burel  hivinc  ilot  (L)  fonnins  shoke  sraund  jnlot  jot  wheo  thntllc 
1*  eloaed.  IS)  "Air  Km"  iot  wljiiatiDC  atnoctb  of  miiture  wbsn  niDDiui  alow.  (A}  Air  bole. 
(O)  Outsr  tube.  (F)  Hols  at  bi»  of  jet.  (X)  RMriction  lepilitiiic  uaount  of  fuel  vm^ng. 
(n  Air  ftdmiagioD  bolee.     (0)  ThrM-woy  cock.     (K)  Fud  cooneclion. 

gasoline  intemal-combustion  engine  is  now  most  generally  in  use  and  of  greatest  in- 
terat.  It  will  be  briefly  referred  to  here.  The  subject  is  treated  at  great  length 
and  in  detail  in  many  works  devoted  to  this  subject.  For  example:  The  Gasoline 
Automobile  by  P.  M.  Heldt;  The  Modem  Gasoline  Automobile  by  V.  W.  Page; 
Text  Book  on  Motor  Car  Construction  by  Clark;  The  Gasoline  Automobile  by  Hobfaa, 
Elliott  and  Consoliver;  and  Putnam's  Automobile  Handbook. 

The  Chassis  of  a  representative  pleasure  car  consists  of  (a)  the  frame  usually 
composed  of  channel  section  pressed  steel;  (b)  the  engine,  which  is  built  of  both  the 
two-  and  four-cycle  type  operating  with  processes  of  valve  movements  similar  to  those 
described  on  page  529.  It  is  provided  with  carburetter,  electric  ignition  systom,  cooling 
and  lubrication  systems;  (c)  friction  clutoh  necessary  to  disconnect  the  engine  shaft 
from  the  driving  mechanism,  thus  eliminating  the  necessity  of  stopping  the  engine 
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each  time  the  car  is  stopped;  (cQ  speed  change  or  transmission  gear  allowing  various 
speeds  of  travel  independent  of  the  engine  speed;  (e)  rear  axle  with  its  differential 
gear  allowing  each  rear  driving  wheel  to  revolve  at  different  speeds  when  necessary; 
(f)  the  front  axle  with  its  requisite  steering-gear  devices;  isf)  springs;  (h)  wheels; 
(t)  speed  control  lever  assembly;  (j)  jointed  propelling  shaft  with  universal  joints; 
(I;)  fuel  tank  and  piping;  and  (Q  the  radiator  for  cooling. 

Engine. — ^The  general  theory  of  the  operation  of  the  gasoline  motor  conforms  to 
that  outlined  on  page  527.  For  conmiercial  vehicles  the  four-cylinder  design  is  more 
frequently  used.  For  the  pleasure  car,  motors  have  four,  six,  eight  or  more  cylinders. 
The  cylinders  composed  of  gray  cast  iron  and  provided  with  ample  water-circulating 
space  on  the  upper  part  are  made  in  pairs  or  cast  in  one  block  of  four.  With  the  four- 
cycle type  (most  generally  in  use)  the  air  inlet  and  exhaust  valves  are  all  placed  either 
on  one  side  of  the  cylinder  head  or  the  air  inlet  is  found  on  one  side  and  the  exhaust 
valves  on  the  other  side.  The  trunk  piston  is  provided  with  three  or  four  cast-iron 
piston  rings  and  internal  bosses  for  carrying  the  gudgeon  pin  somewhat  similarly  to 
the  construction  outlined  previously  for  the  heavy  oil  engine.  The  connecting  rod, 
generally  of  I  section  drop-forged  steel,  is  equipped  with  a  bronze  bushing  at  its  piston 
end  and  an  adjustable  bearing  at  its  crank  end. 

The  lift  of  the  poppetrair  inlet  and  exhaust  valves  is  restricted  to  allow  noiseless 
operation  usually  being  \  its  diameter  plus  \  inch.  Carburetters  have  already  been 
referred  to  on  page  615  and  of  the  numerous  types  in  use  representative  examples 
have  been  there  described  and  illustrated.  The  various  diagrams  of  valve  movements 
shown  of  the  oil  and  Diesel  engines  do  not  apply  to  the  autonK>bile  engine.  Here  the 
periods  of  opening  and  closing  vary  in  different  designs  and  the  opening  of  the  air- 
inlet  valve  in  many  fou]>cycle  types  does  not  commence  till  the  crankpin  has  reached 
10^  to  15**  past  the  inner  dead  center  and  remains  open  till  approximately  30*^  past  the 
outer  dead  center.  The  exhaust  valve  opens  about  45**  before  the  crankpin  reaches 
the  outer  dead  center  and  closes  about  10^  after  the  inner  dead  center  is  passed  by 
the  crankpin.  The  ignition  of  the  explosive  mixture  in  the  cylinders  is  caused  by 
different  methods,  in  some  types  from  high-tension  magnetos  which  fiunish  the  current 
in  ordinary  operation  with  the  current  supplied  from  batteries  at  starting.  The 
igniting  spark  plugs  are  inserted  in  the  spark-plug  shell  screwed  into  or  near  the  inlet- 
valve  cap.  Detailed  descriptions  of  the  different  ignition  systems  will  be  found  in  the 
treatises  already  referred  to. 
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Four-stroke  Cyde  Engines 
Authority  Formula 

X.  vi ,  A.  v/.  \j.  riiAT 

(Formerly  A.  L.  A.  M.)  — — =H.P. 

Royal  Auto.  Club  ^^ 

2.  Brit.  Inst,  of  Auto.  Engrs.  0.45(D+L)(D-1.18)=H.P. 

T.  „  T>  ,_  D*LRN    „  „ 

8.  E.P.Roberta  =H.P. 

18,000 

D= diameter  of  cylinder  in  inches; 

L = length  of  stroke  in  inches; 

A = revolutions  per  minute  of  crankshaft; 

iV= number  of  cylinders. 
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Derivalion  of  the  N.  A.  C.  C.  (formerly  A.  L.  A.  M.)  Horse-power  Formula 

The  indicated  horse-power  of  a  single-cylinder,  four-cycle  engine  is  equal  to  one- 
quarter  times  the  mean  effective  pressure  P,  acting  throughout  the  working  stroke, 
times  the  area  of  the  piston  Aj  in  square  inches,  times  the  piston  speed  S  divided  by 
33,000,  thus: 

33,000 

Multiplying  this  by  the  number  of  cylinders  N  gives  the  I.H.P.  for  an  engine  of  the 
given  number  of  cylinders,  and  further  multiplying  by  the  mechanical  efficiency  of 
the  engine  E  gives  the  brake  horse-power.  Therefore  the  complete  equation  for 
B.H.P.  reads: 

33,000X4 

The  A.  L.  A.  M.  assumed  that  all  motor-car  engines  will  deliver  or  should  ddiver 
their  rated  power  at  a  piston  speed  of  1000  feet  per  minute,  that  the  mean  effective 
pressure  in  such  engine  cylinders  will  average  90  pounds  per  square  inch,  and  that 
the  mechanical  efficiency  will  average  75  per  cent. 

Substituting  these  values  in  the  above  B.H.P.  equation,  and  substituting  for  4  its 
equivalent,  0.7854D*,  the  equation  reads: 

90X.7854D«Xl000XArx.75 
33,000X4  ' 

and  combining  the  numerical  values  it  reduces  to: 

B.H.P.  =  - , 

2.489' 

» 

or,  in  round  numbers,  with  a  denominator  2.5. 

Nominal  Tractor  Engine  and  Drawbar  Ratings 

(General  information  only) 

The  following  tractor  horse-power  formula  was  developed  by  the  1919  Tractor 

Division,  but  was  not  adopted  by  the  S.  A.  £.,  as  it  is  considered  a  commercial  rather 

than  an  engineering  formula: 

^,      .     ,        .      ^  0.7854D*L/2Ar 

Nommal  engme  horse-power = rr-rr::^ , 

13,000 

where  D» piston  diameter  in  inches; 

L« stroke  in  inches; 

/2=R.P.M.  of  crankshaft; 

iV^s  number  of  cylinders. 

The  formula  is  based  on  a  piston  displacement  of  13,000  cubic  laches  per  minute  per 
horse-power,  as  this  is  considered  the  best  average  factor  for  stationary  and  tractor- 
engine  practice.  The  formula  is  considered  satisfactory  for  tractors  and  stationary 
engines  burning  either  kerosene  or  gasoline,  although  various  mechanical  arrangements 
would  influence  actual  results. 

The  results  obtained  using  this  formula  are  almost  exactly  80  per  cent  of  the  brake 
horse-power  under  average  good  conditions,  which  provides  the  desired  20  to  25  per 


J 
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csent  of  reserve  power.    It  is  not  intended  that  this  empirical  formula  shall  be  used  in 

engiDeering  calculations. 

The  tractor  drawbar  rating  developed  is  50  per  cent  of  the  nominal  tractor  engine 

horse-power  rating. 

,       ^  .        0.7S54D^LRN 

Tractor  drawbar  ratmg  = :zt-zx:: . 

26,000 

The  drawbar  pull  in  pounds  may  therefore  be  expressed  by  the  following  formula: 

Rated  drawbar  horse-power  X  375 


Drawbar  pull 


miles  per  hour 


Automobiles  in  Use  in  the  United  States 

AiUomobiles  in  Use  in  the  United  Staiea 

Tlie  registration  of  automobiles,  motor  trucks  and  other  vehicles  for  the  year  1920 
does  not  indicate  the  exact  number  of  such  in  actual  use  in  the  United  States,  but  it 
furnishes  a  very  reliable  index  of  the  total  number  of  cars  in  each  state  as  shown  in 
Table  24. 
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Motor  Vehicle  Regiatraliansy  1916  to  1920 


Motor  Car  Registration  ^ 


Alabama 

Arizona 

Arkansas 

California 

Colorado 

Connecticut 

Delaware 

District  of  Columbia 

Florida 

Georgia 


Idaho 

lUinoiB 

Indiana 

Iowa 

Kansas 

Kentucky. .  . . 

Louisiana 

Maine 

Maryland 

Massachusetts 


Michigan 

Minnesota 

Mississippi  * 

Missouri 

Montana 

Nebraska 

Nevada 

New  Hampshire. . . 

New  Jersey 

New  Mexico 


New  York 

North  Carolina . . 
North  Dakota .  . 

Ohio 

Oklahoma 

Oregon 

Pennsylvania.  . . 
Rhode  Island.  .  . 
South  Carolina  '. 
South  Dakota. . . 


Tennessee . . . . 

Texas* 

Utah 

Vermont 

Virginia 

Washin^n . . 
West  Vu-ginia. 
Wisconsin . . . . 
Wyoming 


Total 


1915 


11,634 

7,753 

8,021 

163,797 

28,894 

41,121 

5,052 

8,009 

» 10,850 

25,000 

7,071 

180,832 

96,915 

145,109 

72,520 

19,500 

11,380 

21,545 

31,047 

102,633 

114,845 
93,269 

9,669 
76,462 
14,540 
59,000 

2,009 
13,449 
81,848 

5,100 

256,242 
21,000 
24,908 

181,332 
25,032 
23,585 

160,137 
16,362 
15,000 
28,724 

'  7,618 
40,000 

9,177 
11,499 
21,357 
38,823 
13,279 
79,741 

3,976 


1916 


2,445,664 


21,636 
12,300 
15,000 
232,440 
43,296 
56,048 
7,102 
13,118 
20,718 
46,025 

12,999 

248,429 

139,065 

198,587 

112,122 

31,500 

17,000 

30,972 

44,245 

136,809 

160,052 
*  46,000 

25,000 
103,587 

25,105 

101,200 

4,919 

17,508 

109,414 

8,228 

314,222 
33,904 
40,446 

252,431 
52,718 
33,917 

230,578 
21,406 

•25,000 
44,271 

•30,000 

125,000 

13,507 

15,671 

35,426 

60,734 

20,571 

115,645 

7,125 


1917 


I 


32,873 
19,890 
28,693 

306,916 
87,460 
74,645 
10,700 
15,493 

•27,000 
70,324 

24,731 

340,292 

192,194 

254,462 

159,343 

47,420 

28,394 

41,499 

60,943 

174,274 

247,006 
'54,009 

36,600 
147,528 

42,749 

148,101 

7,160 

22,267 
141,918 

14,086 

406,016 
56,950 
62,993 

346,772 

100,199 
48,632 

325,163 
37,046 
38,332 
67,158 

48,000 
192,961 
24,076 
21,633 
65,661 
91,337 
31,300 
168,637 
12,523 


3,512,996  14,983,340 


1918 


46,171 
23,905 
41,458 

407,761 
83,244 
86,067 
12,955 
30,490 
54,186 

104,676 

32,289 

389,620 

227,160 

278,313 

189,163 

65,884 

40,000 

44,572 

74,666 

193,497 

262,125 
204,458 

48,400 
188,040 

51,063 

173,374 

8,169 

24,817 
165,519 

17,647 

459,292 
72,313 
71,678 

412,775 

121,600 
63,324 

394,186 
35,218 
56,492 
90,621 

63,000 

251,118 

32,273 

22,563 

72,228 

117,278 

38,760 

196,253 

16,200 


1919 


6,146,617 


58,898 

29,676 

49,450 

477,450 

104,865 

102,410 

16,162 

35,400 

66,400 

137,000 

42,220 

478,438 

227,265 

364,043 

228,600 

90,008 

61,000 

63,426 

96,634 

247,182 

326,813 
269,741 

69,000 
244,363 

69,324 

200,000 

9,306 

31,626 
190,873 

18,082 

566,511 
109,017 

82,886 
511,031 
144,600 

83,332 
482,117 

44,833 

70,143 
104,628 

80,422 

331,310 

36,236 

26,807 

94,100 

148,776 

60,203 

236,290 

21,371 


7,566,446 


1920 


74,637 

34,601 

59,082 

683,623 

129,265 

119,134 

18,300 

34,161 

73,914 

146,000 

60,861 
668,924 
333,067 
437,378 
294,169 
112,683 
73,000 
62,907 
102,841 
274,498 

412,717 
324,166 

68,486 
297,008 

60,660 
219,000 

10,464 

34,680 
227,737 

22,100 

676,205 

140,860 

90,840 

621,390 

212,880 

103,790 

570,164 

60,477 

93,843 

120,395 

101,852 
427,693 

42,616 

31,625 
115,470 
173,920 

80,664 
293,298 

23,926 


9,231,941 


♦  Reprinted  from  "Public  Roads,"  Vol.  3,  No.  25. 
1  Does  not  include  motor  cycles  nor  dealers'  and  manufacturen'  lioenaea. 

*  State  registrations  only.  *  Estimated. 

4  Cars  registered  during  1016;  total  number  of  cars,  approximately  138,000. 

*  Cars  registered,  1917.  <  £2stimated  number  pf  cat«  in  9tat9. 
7  Registration^  1915  only. 


LUBRICATION 

BY 

JOHN  D.  GILL 


INTRODUCTION 

How  to  select  a  lubricant  for  a  given  set  of  conditions  is  the  principal  theme  of. 
this  chapter.  It  is  belieyed  that  only  that  part  of  the  subject  of  lubrication  which  is 
susceptible  of  mathematical  analysis,  or  at  least  of  approximately  quantitative 
diacusBion,  has  much  practical  application  and,  therefore,  deserves  a  place  in  this 
volume.  It  is  assumed  that  the  reader  is  familiar  with  the  science  of  mechanics, 
especially  with  the  subject  of  friction,  is  acquainted  with  the  operation  of  machinery, 
has  a  knowledge  of  engineering  test  methods  and  is  cognisant  of  the  importance  of 
lubrication  as  a  matter  of  practical  national  economics. 

Confusion  in  the  selection  of  lubricants  has  arisen  from  three  causes:  (1)  The 
quantitative  significances  of  the  various  factors  involved,  though  clearly  defined  in 
the  theoretical  treatises,  have  not  been  practically  applied.  (2)  The  variety  of  factors 
has  made  it  difficult  to  "  weight "  their  relative  importance  and  combine  the  **  weighted 
significances ''  to  airive  at  a  conclusion  which  could  be  expressed  in  terms  of  the 
principal  characteristics  of  the  lubricant.  (3)  Insignificant  factors  have  been  permitted 
to  cloud  the  main  issues.  An  attempt  will  be  made  in  what  follows  to  eliminate  all 
causes  of  confusion.  In  the  case  of  the  last  named  cause,  this  will  be  accomplished 
by  omitting  unimportant  matters  from  consideration. 

There  is  no  reason  to  hesitate  longer  in  the  expression  of  a  rational  form- 
ula for  the  selection  of  lubricating  oils,  particularly  bearing  oils,  if  we  are  willing 
to  accept  approximations  based  on  good  theoretical  considerations  and  practical 
experience — approximations  which  answer  the  requirements  of  lubrication  quite 
as  satisfactorily  and  as  accurately  as  the  approximations  employed  in  the 
design  and  construction  of  the  machine  to  be  lubricated. 

Stated  in  more  detail,  the  purpose  of  this  chapter  is  to  set  down: 
1.  Definite  rules  to  enable  an  engineer  to  make  suitable  selections  of  lubricants 
for  any  of  a  large  range  of  operating  conditions.^  Methods  of  selection  described  are 
based  on  the  known  laws  of  lubrication  and  on  successful  experience,  and  apply 
primarily  to  the  common  types  of  power-plant  and  shop  machinery.  The  principles 
given  are,  however,  applicable  to  special  machinery,  e.g.,  silk-spinning  spindles  revolving 
up  to  15,000  R.P.M.,  in  the  lubrication  of  which  the  hazard  of  the  splash  of  very  fluid 

1  The  problem  of  the  lubricating  engineer  is  to  lubricate  machinery — rotating  bearingSt  recip- 
rocating bearings,  etc. — as  it  is  found,  accepting  as  a  matter  of  course,  the  imperfections  of  machine 
parts,  due  to  poor  design,  poor  construction  or  careless  operation.  He  cannot  reconstruct  the  machine. 
Occasionally  he  may  find  it  necessary  to  change  the  methods  of  api^ication  of  the  lubricant;  and 
by  the  nature  of  his  experience  is  in  position  to  point  out  needed  changes  is  desi^  of  th^  rubbing 
p«rtt  of  machinery. 
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oil  out  of  the  bearing  upon  the  fabric  becomes  of  more  importance  than  the  economic 
factors  of  wear  and  tear  on  machinery  and  of  the  loss  of  power. 

2.  Some  typical  examples  of  the  practical  solution  of  lubrication  problems. 

3.  Reference  to  the  literature  of  lubrication  as  a  guide  to  the  further  study  of 
related  problems,  to  original  experiments  and  to  theoretical  treatises.     (See  page  678.) 


RELATIONSHIPS  WHICH  GOVERN  SELECTION 

Unless  the  mechanical  factors  of  lubrication,  e.g.,  bearing  pressures,  rubbing  speeds, 
bearing  clearances,  etc.,  are  discussed  quantitatively  in  their  relation  to  the  selection 
of  correct  viscosity,  the  discussion  has  little  or  no  practical  value.  Non-mechanical 
factors  of  lubrication,  by  way  of  present  illustration,  include  the  ability  of  the  lubri- 
cant to  separate  quickly  from  water  in  which  it  is  suspended. 

However,  it  sufiBces  to  approximate  the  quantitative  relationships  of  the  several 
factors;  rigid  mathematical  analyses  are  more  reOned  than  the  conditions  ordinarily 
met  in  practice  warrant. 

We  mtuU  begin  the  science  of  lubrication  by  practicing  the  art  of  lubrication. 

The  quantitative  relationships  should  enable  us  better  to  understand  the  physical 
facts. 

For  the  foregoing  reasons  the  quantitative  relationships  discussed  herein  will  ap- 
proximate the  facts  closely  enough  for  all  engineering  demands. 

An  understanding  of  the  physical  significance  and  definite  mechanical  character- 
istics of  the  viscosity  of  liquids  in  terms  of  engineering  units  (feet,  pounds,  minutes), 
is  essential  to  the  solution  of  problems  of  selection  of  lubricants. 

Suppose  a  film  of  oil  0.002  inch  thick  and  120  square  inches  in  area  to  lie  between 
two  smooth  parallel  plates,  the  lower  of  which  is  fixed  and  the  upper  one  susceptible 
to  linear  movement  by  a  force  which  is  measurable  by  a  spring  dynamometer,  and  that 
the  temperature  is  held  constant.  Suppose,  further,  that  the  movable  plate  is  pulled 
with  a  velocity  of  2}  feet  per  second  and  the  dynamometer  indicates  a  force  of  13 
pounds.  This  force  of  13  pounds  is  a  direct  measure  of  the  viscosity  of  the  oil,  i.e., 
the  magnitude  of  the  resistance  to  motion  offered  by  the  particles  of  which  the  oil 
is  made.  If  the  oil  film  had  been  only  0.001  inch  thick  the  force  would  have  been  26 
pounds.  Or,  if  the  area  had  been  only  60  square  inches,  or  the  speed  only  1}  feet 
per  second,  the  force  would  have  been  only  6}  pounds.  The  force  of  resistance  of 
the  oil  is  inversely  proportional  to  the  thickness  of  the  film,  and  directly  proportional 
to  the  area  of  the  film  and  to  the  speed  of  motion. 

In  the  case  above,  the  viscosity  of  the  oil,  in  terms  of  the  scientific  or  c.g.s.  (centi- 
meter, gram,  second)  system  of  units  is  0.5  dyne  per  square  centimeter.  This  is 
equivalent  to  a  viscosity  of  about  256  on  the  Saybolt  Universal  Standard  Visooeimeter 
as  measured  by  this  instrument  in  seconds  of  flow  (see  Chapter  on  Testing)  r^sardleas 
of  temperature,  the  specific  gravity  of  the  oil  being  taken  as  0.90. 

Viscosity  is  a  definite  physical  property  of  a  liquid,  being  essentially  the  resistance 
which  the  particles  of  the  liquid  offer  to  a  force  tending  to  move  them  relatively.  This 
viscous  resistance  can  be  measured  in  terms  of  pounds  of  force.  When  the  viscous 
resistance  in  poimds  is  known,  together  with  the  film  thickness  and  area,  and  speed 
of  motion,  it  can  be  converted  into  ''  absolute  ''  viscosity  (c.g.s.  system  of  nomencla- 
ture) or  the  exact  scientific  measure  of  viscosity;  and  the  absolute  viscosity,  in  turn, 
can  be  converted  into  terms  of  our  ordinary  laboratory  methods  of  measuring  viscosity. 

The  measure  of  viscosity  of  a  liquid,  or  for  our  purpose,  the  resistance,  in  iwunds, 
offered  to  the  relative  motion  of  two  parallel,  or  nearly  parallel,  surfaces,  sepanted 
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by  the  liqiiid  which  adheres  to  both  suifaoeB,  is  expiessed  by  the  following  formula, 
which  converts  "  absolute ''  into  "  engineering  "  viscosity: 

F= 0.00291  pound  for  each  square  inch  of  oil  film  separating  the  surfaces  and 
affected  by  the  relative  motion;  for  esjchfoot  per  minute  of  relative  motion; 
for  an  oil  film  0.001  inch  thick,  of  unit  "  absolute  "  viscosity  as  measured 
by  the  c.g.s.  system. 
Or, 

Resistance  (pounds)  =»  0.00291  X  area  (square  inches)  X motion  (feet  per  minute) 

X viscosity  (absolute  or  c.g.s.) -i- film  thickness  (thou- 
sandths of  an  inch). 

We  may  d^ne  the  engineering  ''  unit  of  viscosity  "  as  that  viscosity  which  offers 
a  resistance  of  0.00291  pound  to  the  relative  motion,  at  the  rate  of  1  foot  per  minute, 
of  opposite  faces  of  a  film  of  the  viscous  liquid,  1  square  inch  in  area  and  0.001  inch 
thick.  On  this  basis,  the  viscosity  of  an  oil  making  a  film  0.001  inch  thick  over  an  area 
of  2  square  inches  between  two  surfaces  moving  relatively  1  foot  per  minute  would  be 
0.00582  pound.  Or,  an  oil  of  one-half  the  unit  viscosity  would  offer  a  resistance  of 
0.001455  pound  for  the  standard  conditions  given. 

The  surfaces  of  a  journal  and  its  bearing,  for  the  condition  of  perfect  lubrication, 
may  be  looked  upon  as  two  nearly  parallel  (for  the  concentric  condition  which  obtains 
at  very  high  speeds,  they  are  parallel)  surfaces  separated  by  a  film  of  oil,  of  appreciable 
thickness,  which  adheres  to  the  surfaces,  the  surfaces  moving  relatively  with  the 
velocity  of  the  circumferential  speed  of  the  journal. 

Disregarding  the  influence  of  the  passage  of  oil  in  and  out  of  the  bearing,  and  of 
eccentricity  of  the  journal  and  bearing,  and  assuming  that  the  average  thickness  of 
the  oil  film  is  one-half  the  bearing  clearance,  the  formula  for  the  resistance  to  the 
motion  of  a  journal  offered  by  an  oil  of  unit  viscosity  is: 

0.0024ArZ)«L 
Clearance 


in  which    iV^= speed  of  the  journal  in  revolutions  per  minute; 
D= diameter  of  the  journal,  in  inches,  and 
L— length  of  the  journal,  in  inches. 

For  the  foregoing  conditions  the  frictional  power  loss  of  the  bearing  will  be; 

0.000,000,01904i\r»i)'L 


Horsepower =' 


Clearance 


For  straight-line  motions,  e.g.,  pistons  and  crossheads,  the  formula  for  resistance 
or  frictional  force  is: 

0.00291  XilX5 


F  = 


i 


in  which    Fsfrictional  resistance  in  poxmds  for  unit  of  absolute  viscosity; 
ii  »film  area  in  square  inches; 
t— average  film  thickness  in  thousandths  of  an  inch; 
iS= relative  motion  of  surfaces  in  feet  per  minute. 
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Frictional  resistance,  or  power  loss,  in  each  of  the  foregoing  formulae  for  a  visoofiity 
other  than  unity,  is  obtained  by  multiplying  the  right  side  of  the  equation  by  the 
number  of  units  of  absolute  viscosity. 

Fig.  1  represents  graphically  the  relation  between  "  absolute  "  viscosity  and  Say- 
bolt  Universal  viscosity.  Fig.  2  gives  the  conversion  of  **  absolute ''  viscosity  into 
engineering  units  of  pounds,  feet  and  minutes. 

In  the  case  discussed  on  page  626  the  performance  of  work  was  at  the  rate 

.  13  pounds  X2JX60  feet  per  minute        ^  ^^^  ,  r,^  ,... 

of : ; : — ; —  or  0.065  horse-power.    The  conditions  approxH 

33,000  foot-pounds  per  mmute 

mate  those  for  a  journal  4  inches  in  diameter  and  10  inches  long,  revolving  oonoentrio- 

ally  with  the  bearing,  with  a  radial  clearance  of  0.002  inch,  at  a  speed  of  150  R.P.M., 
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Fig.  1. — Abflolute  visooeity.    Scientific  uxkito. 


supplied  with  sufficient  oil  of  256  seconds  Saybolt  viscosity  to  maintain  a  perfect  film 
between  the  journal  and  bearing. 

Suppose  we  place  a  weight  of  12  pounds  on  the  movable  plate  and  manage  somehow 
to  keep  the  film  area,  temperature  and  thickness  the  same.  The  force  required  to  draw 
the  plate  150  feet  per  minute  will  still  be  13  pounds.  Indeed,  so  far  as  is  known,  we 
may  weight  the  plate  to  120  pounds  or  1200  pounds,  or  to  a  load  equivalent  to  a  unit 
pressure  of  several  thousand  pounds  per  square  inch,  and  so  long  as  we  maintain  the 
film  area,  temperature  and  thickness  constant  the  frictional  force  will  remain  practi- 
cally the  same.  This  load-eanying  ability  probably  follows  the  law  of  the  oompreBsi- 
bility  of  liquids. 

In  our  ordinary  experience  we  find,  however,  that  the  load  forces  the  oil  from 
between  the  plates;  the  heavier  the  weight,  the  faster  the  expulsion  of  oil;  likewise 
the  lower  the  viscosity  of  the  oil  the  faster  it  is  expelled.  For  the  same  basic  reason, 
the  higher  the  visooeity  of  the  oil  the  greater  the  resistance  offered  to  the  motioD, 
and  the  slower  the  rate  of  expulsion  from  the  bearing. 
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Suppose,  furtlier,  that  a  feeding  device  were  arranged  to  maintain  the  original 
quantity  of  oil  between  the  plates,  keeping  the  film  of  constant  area  and  thickness. 
It  ia  obvious  that  the  force  required  for  motion  at  the  given  speed  will  remain  constant. 
The  additional  factor,  "  rate  of  feed,"  has  entered  the  problem. 

These  several  factors,  properly  expressed,  constitute  the  elemental  laws  of  lubri- 
cation for  the  condition  of  complete  separation  of  bearing  surfaces  by  a  film  of  appre- 
ciable thickness  (which  is  the  only  condition  which  should  be  countenanced  to-day 
in  the  operation  of  machinery). 
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It  is  appreciated  that  there  are  other  factors  which  would  have  to  be  considered 
m  a  complete  mathematical  treatise;  but  the  effect  of  some  of  these  factors  is,  for 
engineering  purpose,  negligible,  and  the  quantitative  effect  of  others,  assumed  to  be 
of  low  magnitude,  is  unknown.  It  is  believed  that  the  influential  factors  are  considered 
in  the  discussion. 

For  all  practical  engineering  purposes,  the  laws  of  lubrication  are  expressed  with 
sufficient  accuracy  as  follows: 

1.  The  force  of  friction  increases  directly  with  the  true  or  absolute  viscosity  of  the 
lubricant. 

2.  The  force  of  friction  increases  directly  with  the  area  of  the  lubricating  film. 

3.  The  force  of  friction  increases  directly  with  the  linear  speed  of  relative  motion 
of  the  lubricated  surfaces. 
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4.  The  force  of  friction  incressee  inversely  as  the  thiclmess  of  the  lubricating  fibn.< 

5.  The  force  of  friction  is  practically  un&ffected  by  the  pressure  placed  upMi  the 
film,  if  the  film  is  kept  conBtani  in  tbickncee,  area,  and  viecoeity.* 

6.  Loss  of  lubricant  from  between  the  surfaces  is  nearly  directly  proportional 
to  the  effective  unit  pressure  on  the  bear- 
ing and  versely  proportional  to  the  true 
viscosity  of  the  lubricant,  particularly  few 
thick  films  (}aigg  bearing  ctearancesO 

There  are  no  laws   governing   the   re- 

Fio.  3. — oa  dynaaioBietor.  lation    between    friction    and   the   several 

other  [actors  in  cases  in  which  the  lulni- 

cat«d  bearings  have  metallic  contacts  with  their  journals.     For  such  bearing,  friction 

is  variable  and  generally  excesBive. 

The  laws  relating  friction  with  viscoaity,  area  of  film,  thickness  of  film,  linear  speed 
and  load  have  been  roughly  approximated  in  experiments  with  plates  (Fig.  4),  made 
under  the  direction  of  the  writer.  More  elaborate  experiments,  extending  over  a 
period  of  months  of  continuous  work  were  made  by  the  writer  on  a  specially  deaigned 
bearing-friction  machine,  abown  in  the  illustration  (Fig.  9). 


Fio.  *. — Eip«"iiieiit*l  Tiscoeity.     Friclion  reUtians. 

This  machine  was  capable  of  a  range  of  speeds  from  60  to  S60  feet  per  mmute, 
of  pressures  from  zero  to  666  pounds  per  square  inch,  of  temperatures  from  that  of 
faucet  water  to  upwards  of  200°  F.  When  operating  under  best  conditions  it  had  a 
sensibility  of  0.1  inch-pound  (the  frictional  moment  at  the  circumference  of  a  21-incb 
diameter  shaft).  fVictional  values  obtained  with  this  machine  in  the  spring  of  1913 
under  a  given  set  of  conditions,  were  checked  in  the  autumn  of  the  same  yeai  by 

1  Conbining  Um  1  ftnd  4.  it  b  avldcat  that  ws  may  hsre  b  oombiiutlDn  ol  hich   TiaoOBtr  ■hI 

lus>  clunnn  Bhieh  will  mult  in  laa  [riition  thui  k  combiiuitioii  of  low  Tiaooiity  nnd  nry  dm  fit. 

■The  latat  meucha  indiuto  that  the  Twxwity  ol  liquicU  iaeraan  with  prseaurCh  fat  miDenl 

pflr  fequftre  inch,  and  directJy  proportional  to  the  prH«iir«  increase.     9ee  tho  Report  of  Uk«  AdTiaory 
Council  of  tha  Britiih  Department  of  Scientific  and  Induatrial  Roearch. 
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tbe  nine  operator  working  under  the  same  set  of  ooaditionB  and  with  the  atmis  oil, 
to  within  an  error  of  5  per  cent. 

Fig  .  4  to  8,  dnwn  from  expenmental  data,  and  Figs.  10  and  11  ilIuBbat«  the  laws 
of  lubrication  and  their  aupplementa.  The  curves  do  not  portray  the  laws  with 
precision  becsuae  of  experimental  errors.  However,  the  experimental  data  approxi' 
mate  the  bws  which  have  been  mathematically  derived,  with  sufficient  closeness  to 


Fid,  e.—EiperimenUl  prcHurc.     Friction 

be  a  reaaonable  eitperimental  verification  of  them.  Furtbermore,  in  practice,  because 
of  conditions  which  cannot  be  studied  so  closely  aa  in  the  laboratory,  e.g.,  "  clearance," 
"  Uve  load,"  etc.,  approximations  within  a  reasonable  limit  of  error  are  the  best  that 
we  can  hope  for.  If  theee  principles  are  fully  recognized  it  is  feasible  to  proceed  to 
the  solution  of  problems  in  the  selection  of  "  viscosity  "  with  the  degree  of  assurance 
common  to  engineering  practice. 

The  following  are  important  supplements 
to  the  foregoing  principles.  ^. 

Viscosity  of  oil  lubricsjits  decreases  rapid- 
ly with  increasing  temperature.     Therefore,      g  ■" 
selections  of  viscosity  must  be  made  with     1 .» 
reference  to  the  temperature  to  which  the     ^ 
lubricant  will  be  subjected  and  not  simply  to     Z 
an  arbitrary  "  t«eting  "  temperature.  c  -" 

biflnence  (rf  Hie  arc  of  contact — Goodman     |  „ 
found  that  the   friction   decreased  when  the      ° 
arc  of  contact  decreased,  being  roughly  one-         '°' 
third  aj>  muidi  at  29°  as  at  180°. 

Be«riDC    metals.— With    complete    film  '     "    pmiB7>  •h'b.i.iih-ui. 

lubrication  the  practical  influence  of  the  Fia.  7. — Chuige  of  coeffident  oi  friction  with 
materials  of  journals  and  bearings  on  fric-  pressure. 

tion  is  negligible,  there  being  no  appreciable 

differences  between  hard,  mild  and  nickel  steel  joumals  using  white  metal  bearings. 
Little  difference  was  found  between  white  metal,  soft  amalgam  alloys  and  gun  metal 
bearings  with  nickel-steel  journals.' 

Tests  by  O.  lAsche  >  with  joumals  of  open-hearth  machinery  steel,  tool  and  nickel 
a(«el  and  with  bearings  of  white  metal  and  gun  metal  gave  the  same  frictional  values, 

I  Fnm  "  Friotion  and  Labriution, "  Profenor  Q.  F.  Cbuowk.  M«lunicki  World,  18W,  p.  363. 
■  Bd|.  Hag.,  Vol.  34,  March.  1M3,  pp,  filS-lT. 
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showing  that  the  material  of  the  rubbing  surfaces  does  not  constitute  a  factor  in 

f notional  values.^ 

Within  the  limits  of  their  abrasion,  various  metals  have  nearly  the  same  friction.* 
Breakdown  (Critical)  Pressures. — Fig.  12  shows  the  method  of  determining  the 

breakdown  (critical)  viscosity  for  a  given  bearing  load.    The  critical  viscosity  is  taken 


2^ 
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90  100  110  120  130  140  160  160  170  180  190  200  210 

Temperature  Degrees  F. 

Fio.  8. — Change  of  viscodty  with  temperature.     "Bearing"  cala. 


at  the  point  at  which  friction  changes  from  "  decreasing ''  to  "  increasing/'  as  the 
viscosity  was  decreased — conditions  of  load,  speed  and  feed  remaining  constant.  In 
the  series  of  experiments  from  which  Fig.  12  was  taken,  the  increase  in  friction  was 
not  sufficient  to  cause  serious  abrasion  of  the  bearing  but  did  indicate  a  decided 
weakening  of  the  oil  film. 

I  Eng.  Mag.,  Vol.  24,  March,  1003,  pp.  915-17. 

*  George  Rennie,  PhUoe.  Trans,.  Vol.  110,  1820,  pp.  143-170. 
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The  Compoeite  Breakdown  Curve,  Fig.  13,  ahows  the  genenl  relation  between 
Tiscosity  and  breakdown  presauree  for  the  particular  conditions  of  apeed,  etc.,  given. 
From  previous  experimento  it  was  detamuDed  that  the  feed  was  ample  to  supply  the 
bearing  with  lubricant  to  equal  that  normally-expelled;  breakdown  is,  therefore, 
construed  as  resulting  from  lack  of  the  viscosity  needed  to  wedge  into  the  bearing 
at  the  point  of  the  minimum  film  thickness,  resulting  in  a  gradual  and  alanning 
thinning  of  the  film.  Wheth^  abrasion  occurs  or  not,  breakdown  viscoaity  is  regarded 
as  that  viscoeity  at  which  the  film  becomes  dangerously  thin.  Faetora  of  aafety,  to 
be  given  hereafter,  are  calculated  for  critical  pressures  determined  in  this  way.    Here 


Fid,  9.— BcuiDf-fricliou  tcstios  machine. 

again,  the  omisgion  of  mathematical  refinements  is  entirely  in  harmony  with  our  de- 
terminations of  influential  factors,  which  at  best  are  but  approximations. 

One  point  which  atands  out  very  clearly  is  that  lubricating  oils  of  permanent 
character  have  a  remarkable  load-carrying  power  and  that  the  factors  of  safety  we  have 
been  using,  more  or  leas  unconsciously,  have  frequently  been  excessive. 

NoTK. — "  The  limit  of  safe  load  for  complete  lubrication  is  that  which  causes  the 
least  separating  distance  to  be  one-half  the  difference  in  radii  of  the  journal  and  bearing."' 

According  to  Somerfeld  and  Herahey  the  minimum  coefiicient  of  friction  occurs 
at  a,  film  thickness  equal  to  0.20  of  the  clearance. 

OH  film  pressure. — "  The  oil  film  doea  not  immediately  form  even  with  an  abundant 
supply  of  lubricant;  and  between  the  time  of  starting  and  until  the  oil  film  is  established 
there  is  friction  between  the  solid  surfaces,  and  there  is  some  wear  of  the  brasses.     If, 
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on  the  other  hand,  the  BUppty  of  oil  is  limited  when  BtartiDg,  the  oil  film  will  sometiinM 
take  hours  to  form,  forminf;  and  breciking  alternately."  ' 

llie  preaaure  of  the  oil  film  at  the  center  of  the  bearing  increases  faeter  than  the  load. 


Load,  pounds  Oil  film  pTcaaure, 

per  square  inch  pounds  per  square  inch 


Pia.  10.— ESMt  ot  an*  U  rubbing  oD  Iriotioo. 


Fia.  11. — FBed-fHctioD  nlmtlona,  far  delennin«tJOD  of  minlmiiBi  Ised  lor  perfect  film  lubHcstion. 

Effect  of  Speed  on  Abiutt  of  Vibcositv  to  GAnitv  Loads 

The  relation  between  tbe  breakdown  pressuree  and  the  velocities  of  rubbing  hai 
been  determined  experimentally  for  certain  (x>nditionB  by  H.  F.  Mooi«.  Preauue 
varies  as  the  square  root  of  the  rubbing  velocity;  for  some  conditions  the  allowable 
pressures  vary  nearly  with  the  velocity. 

'  Umt.  O.  J.  Mcran,  Prictiou  uid  LubriMtlan;   Pnxs,  A.  B.  Kkv,  Engi.,  p.  GOO.  May,  Ifill. 
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Professor  Moore's  fonnula,  applicftble  to  a 
very  specific  set  of  conditions  is: 


in  which    P  =  bearing  pressure  in  pounds  per 

square  inch  of  projected  area; 

11= rubbing  velocity    in    feet    per 

Modifying  the  forraula  for  more  general 
appUcatioD,  we  have: 


1                   Fiukdovm  Load 

T-        - 

_l_              IT 

VL      ' 

T       -i 

T=r" 

"T            T 

1  1  1  1 

TtKoallT-lKimdl  •■JMU 
12.— IHuitntJna  method  ol  dotermin*- 
tion  of  oritical  bcftrioA  IouIl 


Fio.  13, — CritiMl  n 


:y  knd  b«*ring  pmaur 


Fio.  M, — The  rclotion  between  v 


i  coUHtant  for  any  gjven  viscosity,  P  and  v,  beug  variable  at  will. 
Further  generalising: 

P  =  Ky/v, 

K  being  a  factor  expressing  the  influence 
of  viscoeity,  bearing  fit,  smoothness  and 
grooving.  In  Fig.  14,  which  gives  the  rela- 
tion between  K  and  viscosity,  it  has  been 
assumed  that  for  ordinary  journal-bearings 
which  have  been  worn  in,  viscosity  is  the 
dominating  factor,' 

M.  D.  Hershey  has  shown  mathematio- 
ally  that  for  low  speeds  the  relationship  is 
direct  while  tor  high  speeds  it  cloeely  ap- 
proaches the  cube  root  relation. 
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For  the  purpose  of  selection  of  lubricants  for  the  majority  of  journal  bearincpB  it 
will  be  quite  satisfactory  to  assume  that  the  breakdown  pressure  increases  with  the 
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Flo.  15. — Viscosities  applicable  to  a  specific  gravity  of  0.91.      Corrected  viscosities  obtained  by 
multiplying  viscosity,  as  read  from  curves,  by  (O.OlH-actual  specific  gravity  of  oil). 

square  root  of  the  speed.  The  curve,  Fig.  15,  has  been  built  up  upon  the  basis  of 
P  =  K\/vt  in  which  P  is  the  breakdown  pressure,  K  a  constant,  for  a  given  viscosity, 
but  varying  with  viscosity  as  shown  in  Fig.  14.* 

1  See  also  M.  D.  Hcrshey,  Jour.  Wash.  Acad.  Sc.,  Vol.  IV,  p.  549,  1914. 
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Effect  of  speed  on  thickness  of  oil  film. — ^Professor  W.  F.  Pullen,^  found  that  film 
thickness  is  proportional  to  the  surface  speed. 

y  a. J  4- A  V,  in  which  F  ^film  thickness  in  feet,  and  j  and  h  are  constants. 


ou 

Speed  V 

h 

Heaw  eninne.  ..,..--, 

between  1'  and 
6 . 3'  per  sec. 

between  6 . 3'  and 
8.5'  per  sec. 

0.000038 
0.0000605 

0.00001283 
0.00000927 

Ordinary  enidne 

between  1'  and 
5 . 5'  per  sec. 

between  5.5' and 
9.0'  per  sec. 

0.000031 
0.0000445 

* 

0.0000100 
0.0000075 

Thickness  of  oH  films  varied  from  0.0013  to  0.0029,  increasing  with  speed.* 
Albert  Kingsbury  found  film  thickness  to  vary  from  0.0021  to  0.0023  for  pressures 
from  27  pounds  per  square  inch  to  270  poimds  per  square  inch.' 

Effect  of  capillarity. — The  wetting  fluid  exerts  considerable  force  to  fill  continu- 
ously the  narrowest  places  (area  of  closest  approach  of  journal  and  bearing)  and  so 
prevents  contact  of  the  rubbing  surfaces.^ 

Fundamental  Requisites 

The  purposes  of  lubrication  are  (a)  to  protect  the  sliding  surfaces  from  abrasion; 
(5)  to  attain  the  maximum  economy  of  operation  consistent  with  ample  protection  by 
minimizing  friction.  It  is  expected  that  the  bearings  are  properly  designed  to  prevent 
deformation  by  pressure. 

The  first  consideration  in  the  selection  of  a  lubricant  arises  from  the  question, 
"  What  viscosity  of  lubricant  will  be  needed  to  keep  the  bearing  surfaces  apart  (since 
this  is  the  primary  object  of  lubrication)  for  the  particular  '  feed  '  (supply  of  lubricant 
to  make  up  for  that  expelled  from  the  bearing)  possible  under  the  system  at  hand." 

Every  other  consideration  hangs  on  the  anpwer  to  this  question. 

The  problem  is  complicated  by  the  fact  that  the  viscosity  which  will  successfully 
carry  a  bearing  varies,  not  only  with  the  load  on  the  bearing  but  with  the  speed  of 
rotation  and  possibly  on  the  oil  groove  arrangement  which  enables  the  oil  to  be 
pumped  by  the  journal  to  the  point  of  maximum  pressure  in  the  bearing.  (See 
"  Method  of  supplying  lubricant  to  the  bearing.")  Furthermore,  the  object  sought 
is  not  only  protection  for  the  bearing  by  complete  separation  of  the  metallic  surfaces, 
but  also  the  minimum  of  frictional  loss,  which  increases  with  the  viscosity. 

Moreover,  high  frictional  loads  may  arise  not  only  from  excessive  viscosity  of 
lubricant,  but  also  from  abrasion  permitted  by  imperfections  in  the  oil  film,  arising 
from  insufficient  viscosity.  In  all  events  it  takes  much  greater  forces  to  shear  (abrade) 
the  metal  surfaces  of  bearing  and  journal,  if  the  abrasion  is  appreciable,  than  to  over- 
come the  resistance  due  to  a  reasonably  selected  viscosity.  It  is,  however,  quite  possi- 
ble to  have  higher  frictional  resistance  and  greater  power  loss  with  a  lubricant  of  high 
viscosity,  wUhout  abrasion,  than  with  a  fluid  lubricant  with  abrasion,  if  the  lubricant  is 
nearly  viscous  enough  to  carry  the  film  without  breakdown,  except  at  the  lower 
speeds,  and  if  the  wear  is  occasional  and  superficial.     (See  also  Note  1,  page  629.) 

1  Mech.  Eng.,  Oct.  15,  1009. 

<  Teats  of  J.  Goodman,  Proc.  Inst.  C.  E.,  Vol.  85,  Part  III,  pp.  376-92,  1885-1886. 

«  Trans.  A.  S.  M.  E.,  Vol.  24,  pp.  143-60,  1903. 

*  L.  Ubbelohde,  Zur  Theorie  der  Reibung  Geschmierter  Maschinenteile:   Petroleum  7:  773. 
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To  illuBtrate:  The  critical  (breakdown)  viscosity  to  cut;  the  load  of  120  pounds 
per  square  inch  on  the  main  bearing  of  a  steam  engine  whose  nonnal  speed  ia  150 
R.F.M.  is  60  Saybolt  Universal.  The  usual  factor  of  safety  has  been  disregarded  and 
an  oil  of  80  viscosity  at  the  (highest)  working  temperature  has  been  selected  and 
applied,  kt  the  start  the  film  does  not  hold  up  fast  enough  to  prevent  some  abrasion 
before  the  spe«d  has  reached  a  point  making  for  a  protecting  film.  (See  Fig.  15.) 
When  the  engine  is  stopped  the  film  breaks  down  as  the  speed  approaches  lero.  At 
"  start  "  and  "  stop  "  the  friction  is  excessive  and  irregular,  some  abrasion  occun 
(this  can  be  shown  by  analysis  of  the  used  oil) — but  only  for  a.  few  moments.  During 
the  hours  of  running,  the  frictional  loss  of  the  bearing  was  practically  a  minimuio, 
say  0.2  H.P. 

Now  suppose  a  factor  of  safety  of  5,  far  beyond  the  needs  of  the  case,  had  been 
employed.  The  lubricant  would  have  a  viscosity  of  approximately  300  Saybolt.  The 
power  loss  would  be  approximately  0.6  H.P.  continuing  every  moment  of  operation 
of  the  machine.  We  can  have  too  much  protection  for  economy's  sake.  On  the  other 
hand  it  is  possible  to  have,  in  bearings  of  great  clearance,  lower  frictional  value  with 
higher  viscosities  even  though  the  lower  viscosities  are  above  the  critical  point  and 
carry  a  reasonable  (actor  of  safety. 

The  MtUvtion  of  the  problem  of  aeiecting  auUabie  vuconty  for  bearing  IvbricatUm  retalret 
ilidf  into  thie:  Find  the  minimum  vUcomly  requigiU  to  support  the  load  at  the  normal 
ipeed  of  operation  under  tite  condition  of  feed  for  the  particular  <xue,  then  apply  a  factor 
of  safety  which  vnll  Hrike  a  good  balance  betiveen  any  "  abraticn  at  starting  and  stopping  " 
of  the  machine  and  the  "  loss  occurring  corUinv/Uly  from  the  uee  of  a  iriscosiiy  giving  too 
wide  a  margin  of  safely." 

The  starting  condition  m  more  rigorous  than  the  stopping  one,  because  time  has 

usually  permitted  a  more  complete  oozing  of  the  lubricant,  from  between  the  metal 

surfaces,  under  dead  load,  but  to  apply  the  rule  of  "  higher  viscosity,  for  lower  velocity  " 

to  fit  the  starting  speeds  (fixed  load),  especially  for  machines  of  high  normal  speed, 

would  be  most  wasteful  of  power.    It  is  necessary,  therefore,  to  be  guided  by  experience 

in  the  selection  of  factors  of  safety;   this  has  been  done  by  drawing  upon  numerous 

cases  in  which  operation  has  been  successfully  carried  on  for  long  periods  without 

any  noticeable  wear  or  serious  heating  of 

the  bearings,  both  conditions  pointing  to 

extremes  of  viscosity. 

Factors  of  safety  for  flood  feed  (i.e.,  a 

quantity  of  lubricant  somewhat  in  excess 

of  the  quantity  needed   to  replace  that 

expelled  from  the  bearing  by  the  action  of 

the  load)  based  on  satisfactory  and  proved 

operation  are  given  in  Fig.  16.     It  will  be 

noted  that  the  factor  of  safety  varies  with 

the    kind   of   work   done   and   particulariy 

with  the  range  of  velocities,   and  with  the 

method  and   quantity  of  feed.     The  para- 

Tupanur*  Diii»<>ii|C*  ^>n«  Air  ud  BHiim      niount  requisite  is  a  viscosity  sufficient  for 

Fia.  IS.— Theoretical  bearioc  bnt-loaH  reasonable    protection     at     "  start  "     and 

"  stop "    of  the  machine;    otlierwise  the 

minimum  of  viscosity.    A  factor  of  safety  has  significance  only  when  the  supply  of 

lubricant  is  ample  to  replace  that  forced  from  the  bearing  by  the  load. 

It  is  evident  that  when  a  factor  of  safely  is  applied  to  care  for  the  start  and  stop 
conditions  the  viscosity  will  be  more  than  ample  to  give  full  protection  under  the 
working  speed,  provided  the  supply  of  oil  is  without  interruption. 
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Bearings  should  be  flooded  with  aU  hejore  sUxrtingy  and  copiously  supplied  on  shvUing 
down.    Such  a  procedure  permits  of  a  lower  factor  of  safety,  and  therefore  economy  of  power. 

Regardless  of  the  desire  to  secure  imxneiiBe  safety  to  bearings  and  regardless  also 
of  power  loss,  there  are  practical  limitations  to  the  factor  of  safety  to  be  employed  in 
ajiy  case.  For  example,  an  oil  as  viscous  as  cylinder  oil,  say  3000  seconds  Saybolt 
Universal  at  100**  F.,  will  not  feed  uniformly  and  continuously  through  some  types  of 
lubricators;  again,  the  low  demulsibility  and  high  foaming  qualities  of  an  exceedingly 
viscous  oil  render  it  unsuitable  for  the  lubrication  of  a  tiurbine  in  a  force-feed  circulating 
system.  The  factors  of  safety  in  practice  to-day  are  commonly  too  high^  especially  for 
hearings  supplied  copumsly  with  lubricant. 

The  possibiUty  that  the  supply  of  lubricant  may  be  cut  off,  particularly  to  high- 
speed journal-bearing?,  should  be  provided  for  by  "  tell-tale  "  mechanical  appliances 
which  shut  down  the  machine  at  once  on  cessation  of  flow  of  lubricant,  and  not  by 
providing  a  lubricant  of  great  body  to  protect  the  bearings  (the  oil  film  quickly  becoming 
dangerously  thin)  imtil  the  stoppage  of  the  oil  flow  is  discovered. 

According  to  F.  E.  Cardullo,^  commercial  lubricating  oils  will  support  pressures 
of  500  to  1000  pounds  to  the  square  inch  before  rupture.  Two-thirds  of  these  maxi- 
mum pressures  are  allowable.    Cardullo  gives  the  formula: 

P'^PK-h(DN+K) 

in  which      p= approximate  unit  pressiu-e  without  seizure; 
D  — diameter  of  bearing  in  inches; 
iV= revolutions  per  minute; 

P  s  the  maximum  safe  unit  pressure  for  the  given  circumstances  at  dow 
speed,  e.g.,  200  for  collar-thrust  bearings;    400  for  shaft  bearings; 
800  for  car  journals;   1200  for  crank-pins;   1600  for  wrist-pins; 
X  =  is  a  factor  depending  on  the  method  of  oiling  and  the  care  of  the  journal; 
K  —  7Q0  for  drop-feed  lubrication,  ordinary  care; 
1000  for  drop-feed  lubrication,  excellent  care; 
1200-1500  for  ring-oiling  and  force-feed; 
2000  for  air-cooling  and  perfect  lubrication. 

For  crossheads,  CarduUo  gives: 

p  =  PiC -5- (240  V+K), 

in  which     F= velocity  of  rubbing  in  feet  per  second. 

All  other  conditions  being  constant,  a  car  journal  will  carry  twice  the  pressure  of 
a  flywheel  journal — due  to  the  fact  that  in  the  former  case,  irregularities  in  the  road 
cause  frequent  separations  of  the  journal  and  bearing  with  simultaneous  renewals  of  the 
oil  film.  When  rotation  is  over  a  limited  arc,  as  with  wrist-pins,  or  the  point  of 
application  of  the  resultant  bearing  pressure  varies,  as  in  the  case  of  crank-pins,  con- 
ditions making  for  the  renewal  of  the  oil  film  are  most  favorable;  such  bearings  will 
carry  with  safety  three  to  four  times  the  maximum  pressures  carried  by  a  bearing 
continuously  loaded. 

It  is  suggested  that  the  correctness  of  the  viscosities  of  oils  in  use  be  checked  against 
the  factors  of  safety  given  on  page  649.  It  is  desirable  that  operating  engineers  know 
that  the  journals  of  their  machines  run  safely  and  economically, 

1  Machinery,  February,  1907. 
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If  there  is  a  suspicion  that  the  factor  of  safety  in  a  particular  case  is  insufficient — 
a  condition  which  may  be  true  for  a  bearing  having  a  rough  wavy  surface,  occasioning 
excessive  local  pressures, — it  is  advisable  to  make  a  careful  examination  of  the  used 
oil  for  the  presence  of  bearing  metal. 


Importance  of  Sufficent  Oil  Supply 

A  journal-bearing  may  be  considered  as  a  tube  nearly  filled  with  a  plunger,  the 
space  between  being  filled  with  the  lubricant.  The  load  acting  on  the  plimger  tends 
to  expel  the  oil;  the  capillary  and  viscous  properties  of  the  oil  resist  the  expulsion  of 
the  liquid,  the  latter  property  acting  over  the  entire  area  of  the  bearing;  the  space 
between  the  closely  adjacent  surfaces  of  the  journal  and  bearing,  and,  to  a  slight 
degree,  the  open  ends  (orifice)  of  the  bearing,  offer  opportunity  for  exercising  the 
capillary  (surface  tension)  characteristic.  Capillarity  decreases  as  clearance  increases. 
Conversely  as  the  journal  approaches  the  bearing  the  force  of  capillarity  tends  to  force 
the  oil  into  the  narrowest  spaces.  With  cessation  of  **  feed  "  both  properties  succeed 
in  keeping  the  surfaces  of  the  journal  and  bearing  moist  for  a  time;  but  the  bulk  of 
the  lubricant  is  expelled  by  the  dominating  factor,  ''load'';  the  film  thickness  is 
dangerously  reduced  and  friction  losses  extravagantly  increased.  Obviously,  too, 
the  greater  the  clearance,  the  more  rapid  the  expulsion  of  oil.  It  is  considered  good 
practice  to  give  the  main  bearings  of  steam  engines  a  clearance  of  0.005  inch  for 
bearings  6  to  12  inches  in  diameter,  and  0.004  inch  for  crank-  and  wristrpins  up  to 
6  inches. 

For  electrical  machinery,  clearances  for  horizontal  bearings  are  given  0.002  inch 
for  i  inch  journals;  add  to  0.002  inch,  0.001  inch  for  each  inch  of  journal  diameter  up  to 
5  inches;  0.009  inch  total  clearance  for  6-inch  journal;  add  to  0.004  inch,  0.001  inch 
for  each  inch  of  diameter,  for  diameters  from  7  inches  to  16  inches;  and  from  16  inches 
to  24  inches  diameter  a  clearance  of  0.02  inch  is  given. 

Lasche  found  that  friction  decreased  with  increase  of  clearance  up  to  0.06  inch 
and  thereafter  remained  constant.  His  experimental  bearing  had  a  diameter  of  10 
inches. 

The  curves  shown  in  Fig.  11  illustrate  the  fact  that  a  definite  feed  is  required  to 
maintain  a  film  of  maximum  thickness;  that  a  feed  above  the  minimum  required 
for  a  complete  film  gives  no  frictional  advantage;  flood  feed,  of  course,  gives  greater 
safety  and  by  its  cooling  action  permits  the  use  of  a  lower  initial  viscosity.  Fig.  11 
also  shows  that  for  a  given  set  of  conditions,  the  higher  the  viscosity  the  less  rapid 
the  expulsion  of  oil  from  the  bearing;  and,  of  course,  the  greater  the  frictional  loss. 

Method  of  determining  the  minimum  feed  of  oil  to  a  journal-bearing  required 
for  safety  and  ntinlmiiTn  power  loss. — Apply  the  oil  selected  for  use,  copiously,  but  in 
measured  quantity.  Determine  the  bearing  temperature  rise  for  the  condition  of 
equilibrium  by  means  of  a  thermometer  inserted  into  a  hole  drilled  in  the  bearing 
close  to  the  rubbing  surface;  take  simultaneous  readings  of  bearing  and  atmospheric 
temperatures  until  a  constant  difference  is  noted.  Decrease  the  feed  and  repeat. 
Continue  the  reduction  in  feed  until  a  slight  increase  in  the  temperature  difference  of 
the  bearing  above  room  temperature  is  noted.  The  minimum  required  feed  is  between 
the  two  feeds  last  used  in  the  test.  It  will  be  obvious  to  experimenters  that  conclu- 
sions should  only  be  drawn  when  all  conditions,  except  the  variables  imder  examination, 
are  the  same  or  are  brought  to  the  same  basis  of  comparison. 

Bearing  temperatures  and  power  losses. — It  almost  goes  without  saying  that  a 
bearing  not  artificially  cooled  will  become  warmer  than  the  surrounding  atmosphere. 
In  most  cases  of  machine  operation  this  temperature  rise  is  due  entirely  to  friction 
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within  the  bearing,  froin  metallic  contact,  from  the  fluid  raiistaiice  of  the  lubricant 
or  from  both  causes.  The  heat  bo  generated  is  the  direct  equivalent  of  the  power  loss, 
following  the  laws  of  the  mechanical  equivalent  of  heat.     See  Figs.  16  and  17. 

Unfortunately,  perhape,  most  machines  are  so  constructed  that  all  the  heat  generated 
cannot  be  measured.  For  a  t«Ht  bearing  it  is  possible  to  approiciniate  the  total  heat 
generated  by  measuring  the  heat  radiated  from  a  given  area  (say  of  bearing  surface 
whoee  temperature  can  be  measured  accurately)  which  has  been  calibrated  against 
the  total  heat  calculated  from  the  power  loss,  determined  dynamically. 

It  happens  that  for  certain  of  the  more 
important  types  of  machines,  notably  steam 
turbines  and  engines,  some  internal-com- 
bustion engines  and  electrical  machinery, 
heat  of  external  origin  is  conducted  to  tho 
bearings  through  the  machine  frame  or 
shafts.  This  external  heat  taken  into  a 
bearing  makes  flifficult  the  apphcation  of 
knowledge  of  the  temperature  of  a  bearing 
in  studying  the  quality  of  lubncation. 

Theoretically,    every    bearing    has     a 
temperature   equilibrium    which    indicates 
an  ideal  condition  of  operation.    And  un- 
less  the   bearing  is  heated   externally  this       i™pJr«o«  i>iNt«BM'»i"fi*i?M(rDMMnT 
temperature  rise  should  be  so  slight  as  to  '=  o^tmt 

necessitate  no  artificial  cooling,   either  by        *"'"■  17.— Theoreti<al  beuioc  poweMoawg. 
water,  air  or  ejcesa  of  lubricant.     Obviously 

with  this  premise,  a  hot  bearing  is  an  alarming  sign,  but  as  pomted  out  above,  a  hot 
bearing,  to  warrant  anxiety,  must  be  hot  from  friction. 

Excessively  high  bearing  temperatures  are  serious  because  of  the  effect  of  tem- 
perature in  very  rapidly  reducing  the  viscosity  of  the  oil  and  therefore  decreasing  the 
protection  to  the  bearing.  It  is  also  common  experience  that  as  temperature  increaaea 
and  abrasion  begins,  the  temperature  increases  more  and  more  rapidly  and  abrasion 
proceeds  very  fast.    Moreover,  the  fire  hazard  must  not  be  overlooked. 

Because  in  the  past  the  systems  of  application  of  lubricants  were  inadequate  and  the 
selection  of  lubricants  haphazard,  the  fear  of  abrasion  caused  designers  to  make  journal- 
bearings  as  large  as  possible  to  give  very  low  bearing  pressures  and  large  areas  for  the 
radiation  of  heat.  The  result  has  been  excessive  power  losses,  the  frictional  force 
increasing  directly  with  the  bearing  area,  other  things  being  equal.  These  large 
bearings  have  permitted  the  use  of  low  viscosities;  but  sufficiently  tow  viscosities 
have  not  generally  been  used,  especially  in  modem  high-speed  machinery  using  flood- 
feed  lubrication,  because  the  ability  of  the  oils  to  supimrt  heavy  pressures  has  not  been 
appreciated  or  accepted. 

The  influence  of  bearing  area  on  friction  is  shown  in  Fig.  10. 
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Bearing  Unit  Pressures 

(Approximate:  collected  from  yarioias  Bouroes) 


Pressure, 

Type  of  bearing 

Class  of  machine 

square  inch 

Remarks 

Main  bearings 

Corliss  enipnes  and  other 

80  to    140 

Crank-pins 

slow-speed  engines 

800  to  0400 

Maximum  for  steam  load 

Wrist-pins 

1500 

Slide  blocks 

25  to    125 

SUde  blocks 

30to      60 

Main  bearings 

High-speed  steam  engines 

50  to    150 

Cases  below  50 

Crank-pins,  overhung 

900  to  1500 

Maximum  for  steam  load 

Crank-pins*  center 

400  to    600 

Maximum  for  steam  load 

Wrist-pins 

1800 

Maximum  for  steam  load 

Main  bearings 

Marine  engines 

275  to    400 

600  maximum  for  slow 

Crank-pins 

400  to    500 

engines 

Wrist-pins 

SUde  blocks 

100 

Main  bearings 

Marine  turbines 

85  maximum 

Horisontal 

Main  bearings 

Stationary  turbines 

60 

Horisontal 

Main  bearings 

Hydraulic  turbines 

30 

Horisontal 

Step  bearings 

Vertical  turbines 

200  to  1000 

400-450  average 

Car  journals 

Railroad  passenger  car     ) 

300  to    400 

Variable  speed;  occasional 

Car  journals 

Railroad  freight  car          / 

release  of  pressure 

Locomotive  driving  journals 

Passenger 

190 

Locomotive  driving  journals 

Freight 

200 

Locomotive  driving  journals 

Switching 

220 

Locomotive  crank-pins 

1500  to  1700 

Locomotive  wrist-pins 

3000  to  4000 

Propeller  thrust  bearings 

50  to      70 

Pivots  of  drawbridges 

7000  to  9000 

Slow;    incomplete  revolu- 

Crank -  pin,     shearing     and 

tion 

punching  machine 

3000 

Maximum  momentary 

Main  bearings 

Gas  engines 

500  to    700 

Maximum  with  engine 

Crank-pins 

1500  to  1800 

loaded 

Wrist-pins 

1500  to  2000 

do 

Motor  bearings 

Electric 

aOto      80 

Occasional    high    pressure 

Dynamo  bearings 

due  to  excessive  belt  ten- 
sion 

Bearings  line  shafts,  heavy 

100  to    150 

Bearings  line  shafts,  light 

15  to      25 

• 

Main  bearings 

Air  compressors 

122  to    220 

Crank-pins 
Wrist-pins 

Belt-driven,  100  pounds  of 
air 

244  to    402 
400  to    785 

Main  bearings 

Air  compreaaors 

160  to      237 

Crank-pins 

Steam-driven,  100  pounds 

of  air 

565  to    700 

Wrist-pins 

628  to    820 

Figures  from  the  table  should  be  employed  only  for  making  rough  approximations  of  required 
viscosities.  Bearing  pressurrs  arc  best  obtained  from  the  manufacturer  of  the  equipment.  Lacking 
data  from  the  maker,  graphic  methods  are  suggested  for  the  determination  of  bearing  preasurss. 
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NON-MECHANICAL  CONDITIONS  INFLUENCING  SELECTION 

The  need  for  specifications  supplementing  the  '^  viscosity  "  specification  will  appear 
in  the  following  examples: 

Case  I. — ^The  writer  has  lubricated  a  journal-bearing  without  abrasion  and  at  a 
low  coefficient  of  friction  with  a  viscous  solution  of  water  and  cane  sugar.  As  the 
operation  continued,  however,  the  water  evaporated,  the  viscosity  of  the  lubricant 
increased,  the  friction  increased,  and  finally  the  bearing  ran  altogether  dry;  the  water 
having  completely  evaporated,  the  sugar  was  left  as  a  coating  of  crystalline  solids  over 
the  journal  and  bearing. 

Case  n. — Glycerin  was  similarly  employed  as  a  lubricant  and  economically  supported 
the  load  on  the  bearing  for  certain  velocities — ^but  with  variable  and  decreasing  friction. 
Glycerin  absorbs  moisture  from  the  air,  which  decreases  its  viscosity.  Obviously, 
permanent  changes  of  viscosity  are  undesirable;  a  decreasing  viscosity  jeopardizes 
the  bearing;  an  increasing  viscosity  unduly  raises  the  friction  load,  and  may  ultimately 
prevent  the  feeding  of  sufficient  lubricant  to  the  bearing.  (The  experiments  described 
were  made  in  an  effort  to  determine  whether  the  property  of  surface  tension  really 
affected  the  coefficient  of  friction  or  made  for  greater  load-carrying  capacity  for  a 
given  viscosity.) 

Case  m. — Concentrated  sulphuric  acid  has  been  used  as  a  lubricant.  Its  viscous 
property  enables  it  to  meet  the  mechanical  requirements  of  bearings  for  certain 
combinations  of  pressure  and  velocity.  But  sulphuric  acid  absorbs  moisture,  which 
reduces  its  viscosity.  Further,  it  is  corrosive  and  attacks  the  metal  of  machinery, 
foundations,  wood  floors,  and  the  skin  and  clothing  of  persons  on  whom  it  falls. 


Requirements  Other  than  Viscosity 

1.  Stability  or  permanence  of  properties; 

2.  Passivity  or  harmlessness; 

3.  Mobility  at  low  temperatures; 

4.  Minimum  volatility  at  high  temperatures; 

5.  Minimum  affinity  for  other  substances,  e.g.,  low  emulsifying  qualities; 

6.  Miscellaneous  requirements. 

It  will  be  evident  that  many  conditions  of  lubrication  do  not  demand  that  the 
lubricant  meet  all  the  specifications  that  can  be  formulated;  for  example,  many 
cases  do  not  require  that  the  lubricant  pass  a  demulsibility  specification.  Obviously, 
the  fewer  and  simpler  the  specifications  the  better. 

Determination  of  the  possession  of  the  desirable  properties  by  the  lubricant  is 
made  by  ordinary  laboratory  testing  methods.  In  what  follows,  mention  will  be 
made  of  tests  suitable  for  such  determinations,  and  reasonable  minimum  or  maximum 
requirements  will  be  given.  It  is  costly,  and  sometimes  ridiculous,  to  propose  speci- 
fications more  elaborate  than  the  conditions  of  operation  require. 

1.  Stability  or  permanence  of  properties  of  the  lubricant  is  essential  to  the  successful 
operation  of  all  systems  of  lubrication  in  which  the  lubricant  is  used  for  a  long  and 
indefinite  time.  The  significance  of  "  stability  "  decreases  as  the  time-use  of  the 
lubricant  decreases.  Permanence  of  properties  requires  that  the  essential  qualities 
of  the  lubricant,  viscosity,  mobility  at  low  temperature,  harmlessness,  ability  to 
demulsify  quickly,  etc.,  shall  not  change  appreciably  during  the  time  the  lubricant 
is  in  service.  This  is  indeed  a  general  and  paramount  requirement,  which  is  discussed 
below  in  more  detail.  Generally,  the  specification  that  the  lubricant  be  a  pure  mineral 
oil  (for  bearings)  of  proper  flash  test  (see  section  on  volatility),  will  suffice  to  insure 
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the  stability  necessary  to  satisfy  the  condition  of  ''  short-time  "  use,  as  for  example, 
in  many  drop-feed  systems  of  lubrication  unaccompanied  by  any  recoveiy  system. 

For  conditions  demanding  a  non-emulsifying  lubricant,  the  combination  of  demulsi- 
bility  and  flash  tests  will  ordinarily  serve  as  an  adequate  check  to  give  the  maximimi 
of  "  permanence  "  necessary. 

Stability  of  the  lubricant,  then,  within  the  Umits  demanded  by  any  particular  set 
of  conditions,  becomes  a  requisite  of  the  same  order  of  importance  as  correct  initial 
viscosity.  It  is  of  little  avail  to  determine  carefully  a  safe  and  economical  viscosity, 
if  the  lubricant  finally  selected  changes  in  viscosity  (at  a  given  temperatiu^e)  during 
the  period  of  use. 

2.  Harmlessness  or  passivity,  signifying  the  inability  of  the  lubricant  to  do  per- 
manent or  irremediable  harm  to  bearing  metals,  containers,  clothing,  skin,  etc.,  is  a 
requirement  of  prime  importance.  However,  it  is  met  almost  universally  by  manu- 
facturers of  lubricating  oils  without  the  necessity  of  a  specification.  The  corrosive 
propensities  of  a  lubricant  are  quickly  discernible;  therefore,  reputable  manufacturers 
see  to  it  that  finished  oils  are  free  of  corrosive  constituents,  or  that  such  constituents 
remain  in  the  oil  to  a  negligible  degree. 

It  is  unnecessary  to  propose  a  detailed  specification  or  a  test  to  insure  "  passivity," 
other  than  the  general  statement  that  the  lubricant  shall  not  have  a  harmful  action 
on  the  metals  of  bearings,  or  on  other  substances  with  which  it  may  normally  come 
in  contact. 

3.  Mobility  at  the  lowest  working  temperature  is  a  required  quality,  equal  in 
importance  to  viscosity,  stability  and  passivity,  because  continuity  of  lubrication 
and  therefore,  of  protection  to  bearings  and  economy  of  operation  depend  upon  this 
property. 

Some  lubricants  become  soUd  (or,  at  least,  reach  a  very  high  viscosity)  at  compara- 
tively high  atmospheric  temperatures.  Unless  great  care  is  exercised  to  see  that 
lubricating  devices  and  feed  tubes  holding  such  lubricants  and  conducting  them  to  the 
friction  surfaces  are  heated  to  temperatures  above  these  critical  temperatures,  the 
supply  of  lubricant  to  the  bearing  ceases,  or  becomes  insufficient,  and  high  friction 
and  all  of  its  evil  consequences  follow.  As  a  specific  example:  Petrolatum  is  quite 
fluid  at  temperatures  above  its  melting  point;  if  kept  molten  it  makes  a  good  lubricant 
for  medium  to  high-speed  bearings  operating  at  low  or  medium  precsures.  In  such 
a  state  it  easily  feeds  through  ordinary  oil  ducts.  If  the  temperature  drops  below 
its  melting  point  (say  120^  F.)  it  freezes  in  the  oil  passages;  lubrication  presently 
ceases  except  for  that  continued  by  the  durability  of  the  film  of  semi-solid  petrolatum 
left  in  the  bearing. 

Mobility  is  satisfactorily  determined  by  the  "  cloud  test  "  for  transparent  oils  and 
the  "  pour  test "  for  translucent  and  opaque  oils.  The  cloud  test  should  be  at  least 
10**  F.  and  the  pour  at  least  15**  F.  below  the  lowest  "  working  temperature  "  to  satisfy 
the  requirements  for  mobility.  By  "  working  temperature  "  is  here  meant  the  lowest 
temperature  to  which  the  oil  is  subjected  in  its  passage  from  the  feeding  reservoir  to 
the  bearing.  Occasionally  it  may  be  necessary  to  specify  a  maximum  viscosity  at  the 
"  working  temperature  "  instead  of  "  cloud  "  or  "  pour  "  test,  because  excessive  vis- 
cosity may  prevent  the  feeding  of  a  sufficient  quantity  of  lubricant. 

The  specification  suggested  above  has  particular  application  to,  and  is  generally 
necessary  only  for  oils  working  at  temperatures  under  60**  F.  However,  even  for 
working  temperatures  above  60**  F.  it  is  quite  proper  to  apply  oils  having  cloud  or 
pour  tests  below  40^  F.    Such  oils  should  be  easily  obtainable  without  additional  cost. 

4.  Minimum  volatility  is  a  requirement  which  is  properly  specified  for  the  insurance 
of  stability  of  the  viscous  property  and  as  a  measure  providing  against  excessive  loss 
of  the  lubricant  in  use  by  evaporation,  and  against  fire. 
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High  bearing  temperatures  necessitate  attention  to  the  volatility  of  the  lubricant, 
a  property  which  is  measured  with  sufficient  accuracy  by  the  flash  and  fire  tests.  When 
possible,  and  with  few  exceptions  it  is  always  possible,  the  oil  should  have  a  flash 
point  of  at  least  100^  F.  above  the  temperature  of  the  bearing.  Generally,  oils  testing 
above  300**  F.  flash  are  easily  available. 

Volatilization  or  evaporation,  being  essentially  a  process  in  which  the  more  volatile 
and  less  viscous  constituents  of  the  oil  pass  off  first,  causes  the  lubricant  to  increase  in 
viscosity;  it  creates  a  fire  hazard  because  of  the  explosive  nature  of  mixtures  of  air 
and  oil  vapor,  and  causes  a  haze  in  the  atmosphere  in  which  the  oil  evaporates.  Ulti- 
mately, the  vaporized  oil  condenses  and  deposits  as  a  fine  film  on  the  machinery,  sur- 
rounding objects,  windows,  etc.  The  same  harmful  effects  or  tendencies  are  produced 
by  the  mechanical  atomization  of  oil  which  is  subjected  to  violent  agitation. 

Chemical  changes,  particularly  oxidation,  proceed  more  rapidly  at  elevated  tempera- 
tures; high  temperatures  therefore  demand  oils  of  superior  stability. 

It  is  noteworthy  that  all  oils  approach  a  minimum  and  practically  constant 
viscosity  at  their  fire  test.  Oils  of  low  fire  test  lose  viscosity  rapidly  with  increased 
temperature. 

5.  Ability  to  demulsify  quickly  and  completely  is  demanded  of  oils  used  in  the 
lubrication  of  many  steam  turbines  and  in  the  enclosed  crankcase  type  of  steam 
engine.  Water  of  condensation  may,  and  often  does,  come  in  contact  with  the  lubri- 
cating oil,  and  is  churned  with  it,  subjecting  the  oil  to  conditions  conducive  to  emulsi- 
fication.  If  the  admixed  water  is  free  of  demulsifying  agents,  e.g.,  fatty  oils,  and 
the  oil  will  pass  the  "  resistance  to  emulsification  "  test  with  a  score  of  50,  or 
the  Herschel  demulsibility  test  with  a  score  of  600  for  oils  of  viscosity  below  150 
Saybolt  at  100°  F.  (400  Herschel  demulsibility  for  oils  of  200  viscosity),  and  especially 
if  the  lubricating  system  provides  suitably  large  and  heated  settling  tanks,  the  oil 
will  separate  completely  from  the  water  before  it  returns  to  the  bearings  of  the  turbine 
or  reciprocating  engine. 

Unfortunately,  the  water  with  which  the  oil  is  thrown  in  contact  sometimes  carries 
alkali  which  accompanies  the  steam  on  priming  of  the  boilers;  or  compoimded  cylinder 
oil,  which  has  been  used  for  piston-cylinder  lubrication.  Such  substances  contaminate 
the  lubricating  oil,  induce  emulsification  and  make  the  complete  separation  of  oil 
and  water  practically  impossible. 

Certain  circulating  lubricating  systems  for  prime  movers  or  process  machinery 
are  provided  with  settling  or  clarifying  tanks  in  which  advantage  is  taken  of  the 
clarifying  effect  produced  by  the  passage  of  the  oil  upward  through  water.  Obviously, 
oil  employed  in  such  a  system  must  have  good  demulsifying  or  non-emulsifying 
qualities. 

"  The  constituents  of  turbine  oil  (oil  of  good  demulsifying  quality)  which  cause  it 
to  become  resinous  or  gummy  in  use  are,  in  general,  resin-like  hydrocarbons  con- 
taining oxygen  and  sulphur,  of  high  density  and  refractive  index.  They  are  unsatu- 
rated terpene-like  compounds  and  are  easily  absorbed  by  boneblack."  ^ 

6.  Miscellaneous  requirements. — There  are  nimierous  practical  conditions  in  the 
operation  of  machinery  which  bear  strongly  on  the  selection  of  the  lubricant.  After 
the  fundamental  requirements  of  the  bearing  itself  have  been  determined  in  terms  of 
oil  properties — such  requirements  fixing  primarily  the  characteristics  of  "  viscosity  " 
at  the  working  temperatures,  "  cold  test  "  for  feeding  and  "  flash  test  "  for  fire  hazard 
and  loss — some  incidental  conditions  may  further  require  specific  incorporation  into 
the  oil  specification.  In  this  chapter  it  is  scarcely  possible  to  do  more  than  point  out 
the  existence  of  such  conditions. 

I  From  "Testing  and  Judging  of  Steam  Turbine  Oils/'  by  F.  Schwartz  and  J.  Marcuason,  Z.  Angew 
Chem.,  26:  385-9. 
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For  example,  the  possibility  of  oil  stains  on  certain  fine  tesctile  fabrics,  caused  by 
the  falling  of  oil  from  an  overhead  line  shaft,  may  determine  that  no  liquid  lubricant 
shall  be  employed  overhead.  Again,  the  presence  of  steam  about  a  bearing  wiU 
influence  not  only  the  viscosity  selected,  but  also  the  character  of  the  oil  with  respect 
to  emulsification.  Clouds  of  abrasive  powder  about  a  bearing,  getting  into  a  bearing 
with  the  oil,  may  demand  a  flood  (and  flushing)  feed  of  oil  of  low  viscosity  and  the 
installation  of  a  filtration  systom  through  which  the  oil  will  pass  frequently.  In  a 
word,  the  problems  of  lubrication  are  eminently  those  of  engineering  and  are  to  be 
solved  on  the  basis  of  all  the  fimdamental  principles  which  can  be  brought  to  bear, 
tempered  with  abundance  of  observation  of,  and  experience  with,  all  associated 
conditions. 


CONDITIONS   INFLUENCING   THE   CHOICE   OF   FACTORS  OF  SAFETY 

FOR  VISCOSITY 

1.  The  method  and  quantity  of  feed,  more  often  than  any  other  condition,  neces- 
sitates a  modification  of  the  viscosity  selected  to  suit  the  mechanical  conditions  of  the 
bearing.  A  lubricating  device,  or  an  "  economical  turn  of  mind,''  which  Umits  the 
feed  of  oil  to  a  point  below  that  necessary  to  maintain  the  complete  film  (which  would 
obtain  if  an  ample  feed  of  an  oil  of  correct  viscosity  were  suppUed),  of  course,  requires 
the  selection  of  a  lubricant  that  will  be  expelled  very  slowly  from  the  bearing.  In 
other  words  a  higher  viscosity  must  be  used. 

The  problem  of  selection  in  the  case  of  restricted  feed  is  this:  to  find  the  point  of 
balance  between — (a)  a  determined  feed ;  (b)  some  viscosity ;  (c)  the  minimum  of  hazard 
from  abrasion;  and  (d)  minimum  of  power  loss.  This  condition  is  often  met  in 
machinery  operation;  it  is  the  case  of  the  semi-lubricated  bearing,  which,  for  the 
lack  of  a  system  of  copious  flow,  collection,  purification  and  return  of  the  oil  to 
the  machine  permits  some  abrasion  and  excessive  friction. 

In  this,  as  in  numerous  other  lubricating  problems,  practical  experience  is  the 
only  guide.  Operating  results,  temperatiu-e-of-bearing  tests,  and  power-loss  tests 
prove  the  correctness  of  the  selections.  As  a  simple  guide,  we  know  that  the  flow 
of  oil  under  gravitational  or  other  forces  is  proportional  to  its  viscosity.  Therefore, 
in  a  plain  bearing,  fed  by  a  sight-feed  gravity  lubricator,  we  may  expect,  roughly,  to 
decrease  the  feed  as  we  increase  the  viscosity;  of  course,  the  power  loss  increases  with 
the  viscosity.  Here  again,  economy  and  not  theoretical  considerations,  must  control 
the  selection — ^the  problem  is  to  find  the  balance  between  the  cost  of  the  lubricant 
(including  the  cost  of  application)  and  the  cost  of  power  losses. 

Reference  to  the  Feed-friction  Curve,  Fig.  11,  will  show  that  good  lubrication 
can  be  obtained  without  flood  feed  and  indeed  with  a  very  hmited  feed  of  high  vis- 
cosity oil  if  the  power  loss  is  disregarded.  Factors  of  safety,  as  used  to  modify  the 
critical  viscosities,  must  be  made  especially  large  for  reduced  speeds,  as  shown  in 
the  table  on  page  649,  bearings  consequently  run  hotter  and  consmne  more  power 
when  the  feed  is  limited. 

2.  Temperature  changes. — The  working  temperature  of  a  bearing  may  change, 
even  under  the  condition  of  good  lubrication,  because  of  change  in  the  atmospheric 
temperature  or  change  in  the  amoimt  of  heat  conducted  to  the  bearing  from 
external  sources.  If  these  temperature  changes  are  of  small  magnitude  they  carry 
with  them  little  significance  in  influencing  the  selection  of  viscosity.  If,  however, 
the  temperature  changes  are  appreciable,  one  of  two  courses  may  be  followed:  the 
lubricant  may  be  varied  with  the  change  in  the  temperature  condition;  pr  9^  yiscosity 


COMPOSITION  RELATIONS 


647 


may  be  chosen  suitable  for  the  severest  set  of  conditions,  and  this  viscosity  made  to 
serve  for  all  conditions.    The  operator  must  make  his  own  choice. 

The  relation  between  viscosity  and  the  flash  test  has  been  previously  mentioned. 
The  change  of  viscosity  with  temperature  is  less  marked  with  hydrocarbons  of  the 
CmH2i«+2  series,  than  with  the  CnH2n  compoimds.^ 

The  viscosities  of  a  few  of  the  more  viscous  hydrocarbons  are  given  below  as  a  guide 
to  the  relations  between  boiling  points,  gravities,  viscosities  and  chemical  constitution:* 


Hydrocarbons 

Boiling  point 

Specific  gravity 

Specific  viscosity 

CicHji 

174-5 

0.753 

0.95at20*'C. 

CiiHn 

212-214 

.769 

1.49  at  20°  C. 

CisHji 

158-159  (50  m.m.) 

.793 

2.79  at  20°  C. 

CisUm 

174r-175  (50  m.m.) 

.799 

3.35  at  20°  C. 

CisHjg 

199-200  (50  m.m.) 

.813 

5.97  at  20°  C. 

C«  H2fi+2 

274r-296  (50  m.m.) 

.775 

8.51  at  60°  C. 

CnHaa 

274-296  (50  m.m.) 

.835 

15.63  at  60°  C. 

CnH2n+2 

294-276  (50  m.m.) 

.781 

10.88  at  60°  C. 

CnH2» 

294-276  (50  m.m.) 

.841 

21.23  at  60°  C. 

3.  Grouping  the  results  of  lubrication  analyses. — The  most  practical,  but  imfortu- 
natdy  also,  the  most  abused,  principle  of  the  choice  of  lubricants  is  the  one  which 
dictates  that,  for  the  purpose  of  minimising  the  cost  and  trouble  of  handling  a  large 
number  of  different  lubricants  and  for  preventing  confusion  in  the  application  of  lubri- 
cants, the  results  of  the  analyses  of  the  mechanical  requirements  of  machinery  must  be 
condensed  so  that  a  very  limited  variety  of  oils  will  be  employed. 

For  example,  the  complete  analysis  of  the  equipment  of  a  machine  shop  and  its 
adjacent  power  plant  may  very  logically  point  to  the  need  for  eight  or  ten  bearing  oils 
ranging  in  viscosity  from  60  seconds  to  500  seconds  Saybolt.  For  convenience  the 
requirements  are  collected  into  several  groups,  the  highest  viscosity  needed  for  any 
particular  equipment  in  any  group  being  assigned  to  that  group.  By  this  means 
the  variety  of  oils  may  be  reduced  to  four  or  less. 

It  is  obvious  that  the  method  of  grouping  viscosities  results  in  higher  power  losses 
for  all  units  of  equipment  which  logically  require  a  viscosity  lower  than  that  selected 
for  the  group.  The  factor  of  safety  for  the  most  severe  condition  in  any  group,  which 
determines  the  viscosity  of  the  lubricant  used  for  that  group,  may  be  reduced  cautiously. 
The  most  satisfactory  arrangement  is,  however,  to  strike  a  balance  between  the  costs 
of  (a)  handling  and  application;  (b)  power  lost  by  the  application  of  unnecessarily 
viscous  oils  in  some  places;  and  (c)  excess  cost  of  the  more  viscous  lubricant.  All  of 
the  conditions  in  any  particular  case  must  be  brought  together  and  a  practical  solution 
reached  on  the  basis  of  the  foregoing  principles. 

4.  Excessive  bearing  clearance  properly  constitutes  a  good  reason  for  modifying 
the  viscosity  of  an  oil  selected  to  meet  the  pressure-velocity  conditions  for  normal 
clearance. 

Excessive  clearance  may  be  due  to  radical  design,  inferior  workmanship,  wear 
accompanying  mistreatment  of  the  bearing,  or  to  bearing  metal  which  is  too  soft  to 
withstand  the  bearing  loads  without  distortion. 

>  See  alao  "Relations  between  ViBcoeity  of  Liquids  and  Their  Chemical  Natures,"  Thorpe  and 
Rodgers,  PhOos.  Trans.,  Royal  Society,  February  22,  pp.  397-710,  1894. 

s  From  C.  F.  Mabery  and  J.  H.  Mathews.  Jour.  Am.  Chem.  Soc,  Vol.  30,  pp.  992-1001.  1908. 


648  LUBRICATION 

In  geneial,  excessive  bearing  clearance  permits  the  use  of  high  viscosity  without 
unduly  raising  the  friction  coefficient;  in  cases  of  bearing  pressures  of  high  magnitude 
and  variable  direction,  excessive  clearance  demands  the  selection  of  viscosity  above 
that  normally  to  be  selected.  High  speeds  of  rotation,  particularly,  on  account  of  the 
tendency  to  concentricity  of  journal  and  bearing,  make  the  use  of  higher  viscosity 
practicable  and  desirable,  when  the  clearance  is  excessive. 

The  conditions  of  any  specific  case  must  determine  the  amount  of  modification 
of  the  "  normal  "  viscosity. 


ANALYSIS  OF  TYPICAL  UNITS  FOR  THE  DETERMINATION 

OF  BEARING  OILS 

The  factors  to  be  kept  in  mind  are:  (a)  imit  bearing  pressure;  (b)  circumferential 
velocity  of  journal;  (c)  working  temperature;  (d)  method  and  amount  of  application 
of  lubricant;  (e)  bearing  clearance;  (/)  special  conditions,  e.g.,  dust,  moisture,  two- 
fold function  of  lubricant,  etc. 

Case  I. — ^Unit:  15  H.P.  Westinghouse  type  C.C.L.  induction  motor,  220  volts, 
60  cycles. 

Bearing  area — 2  inches  X  2  inches  X  5  inches  >=  20  square  inches. 
Bearing  pressure — Rotor  weight  155  poimds;   belt  pull  horizontal  on  one  bear- 
ing, 256  pounds;  resultant  load  268  pounds » 26.8  pounds  per  square  inch. 
Speed — 845  R.P.M.  =  445  feet  per  minute. 
Room  temperature — 75*  F. 
Method  of  feed — Ring-oilers. 

The  factor  of  safety  is  3.65.  The  equivalent  load  is  26.8X3.65  ==97.8  pounds 
per  square  inch.  The  viscosity  at  the  working  temperature,  say  80  **  F.,  is  28  for 
97.8  pounds  per  square  inch  and  444  feet  per  minute,  taken  from  Fig.  15.  As 
a  matter  of  fact,  oils  of  28  viscosity  are  not  manufactured.  Indeed  this  viscosity  is 
below  the  viscosity  of  kerosene.  But  the  viscosity  of  kerosene,  if  the  lubricant  of  this 
viscosity  is  supplied  copiously,  is  ample  to  support  pressures  of  low  magnitude  at 
high  speed. 

According  to  common  experience  very  great  factors  of  safety  are  employed  in  the 
lubrication  of  such  units,  giving  rise  to  the  use  of  oils  of  upwards  of  100  viscosity. 
Indeed  the  motor  described  was  lubricated  with  an  oil  of  almost  206  viscosity  at  100*  F. 
The  bearing-temperature  rise  with  this  oil  was  9°  F. ;  an  oil  of  140  seconds  viscosity 
on  the  same  bearing  gave  a  temperature  rise  of  6.3*  F.,  and  a  power  saving  over  the 
more  viscous  oil  of  120  watts  or  approximately  6  per  cent  of  the  no-load  input.  The 
analysis  indicates  that  a  much  more  fluid  oil  could  be  used  with  safety. 

Case  n. — Unit:  Marine  turbine  for  high-speed  ship. 

Bearing  area — ^27.5  inches  DX  44.75  inches,  L  =  1230  square  inches. 

Bearing  pressure — 98,400  poimds  =  80  pounds  per  square  inch. 

Speed— 187  R.P.M.  =  1350  feet  per  minute. 

Temperature — oil  from  bearing  130*  F. 

Lubrication — circulating  force  feed. 

Factor  of  safety  4.2;  equivalent  load,  80X4.2-336  pounds  per  square  inch. 
From  the  formula  P-Ky/v,  in  which  P=336  pounds  per  square  inch  and  p  = 
1350  feet  per  minute,  /C=9.14.  The  corresponding  viscosity,  determined  for  the 
working  temperature,  from  Fig.  14,  is  60  seconds  Saybolt  Universal.    By  interpola- 
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tion  (Fig.  8),  the  viscosity  of  the  oil  at  100°  F.,  converted  from  the  working  tempera- 
ture of  130°  F.,  is  93  seconds. 

Theoretically,  the  power   loss  in  this  bearing,  lubricated  with  the   oil  selected 
(sp>ecific  gravity =0.865)  above  will  be: 


0.000,000,019X27.5'x44.75Xl87'x.0865 

12 

assuming  the  clearance  to  be  0.024  inch. 


= 4 .  43  horse-power, 


TMe  of  Factors  of  Safety 
(Applicable  to  Fig.  15) 


Sight-drop  feed 

Speed, 

Flood- 
feed 

Ring- 
oilers 

Feet  per 
minute 

Rapid  and 

Slow  and 

regular 

interrupted 

50 

2.0 

2.5 

3.0 

4.0 

100 

2.2 

2.75 

3  3 

4.4-5.0 

200 

2.4 

3.0 

3.6 

4.8-5.8 

300 

2.6 

3.2 

3.9 

5.2-6.4 

400 

2.8 

3.5 

4.2 

5.6-6.7 

500 

3.0 

3.8 

4.5 

6.0-7.0 

600 

3.3 

4.1 

5.0 

800 

3.6 

4.5 

5.4 

1000 

4.0 

5.0 

1500  • 

4.3 

5.4 

2000 

4.6 

3000 

5.0 

4000 

5.3 

5000 

5.5 

6000 

5.7 

If  greater  safety  were  desired  a  factor  of  8  might  be  used.  The  pertinent  values 
would  then  be:  equivalent  pressure,  640  pounds  per  square  inch;  1^=17.4;  viscosity 
at  130°  F.  =  113;  viscosity  at  100°  F.=230.  The  friction  horse-power  would,  of 
course,  be  about  twice  as  great  as  before — in  the  writer's  opinion,  without  justification. 

The  oil  selected  should  have  a  flash  test  of  at  least  250°  F.,  preferably  upwards 
of  300°  F.,  the  latter  being  easily  obtainable.  It  should  pass  the  R.E.^  test  with  a 
reading  of  50.  A  cloud  test  below  the  lowest  room  temperature,  say  60°  F.,  will 
suffice. 

Case  m. — ^Unit:  Tandem  compound  rolling  mill  engine,  46  inches  X  80  inches  X 
60  inches. 

Bearing  area — 2X30  inches  DX52  inches,  L=3120  square  inches. 

Bearing  pressure — Fljrwheel,  110,000  pounds,  shaft,  55,000  pounds  « 53  poimds 

per  square  inch  dead  load.    Combined  loads  approximated  at  96  pounds 

per  square  inch. 

1  Resistance  to  emulsification. 


660  LUBRICATION 

Speed~80  R.P.M.  =628  feet  per  minute. 

Lubrication — ^automatic  sight  drop  feeder. 

Temperature — room  95**  F.;  bearing,  approximately  130°  F. 

The  safety  factor  is  5.1;  equivalent  load  is  96X5.1=490  pounds  per  square 
inch.  At  628  feet  per  minute  (Fig.  15),  the  required  viscosity  at  the  working 
temperature  is  118;  the  viscosity  at  100**  F.  by  interpolation  from  Fig.  8  is  235  seconds 
Saybolt  Universal. 

Case  IV. — Unit:  150  K.W.  rotary  converter.  The  continuously  high  temperature 
of  the  bearing  on  the  alternating-current  side  had  given  alarm  and  started  investi- 
gation. The  converter  operates  in  a  clean  atmosphere  at  a  room  temperature  of 
105°- 110**' F. 

Bearing  area-— 4  inches  DXlO  inches,  I/=40  square  inches. 

Bearing  pressure — Assiuned  one-half  of  rotor  weight  of  5200  pounds =65  pounds 

per  square  inch. 
Speed— 900  R.P.M.  =  1047  feet  per  minute. 
Temperature  of  bearing— 140° -150°  F. 
Lubrication — One  ring-oiler. 

Factor  of  safety  5;  equivalent  pressiure,  65X5=325  pounds  per  square  inch. 
Value  of  iT  is  325 -7-\/ 1047  equals  10;  corresponding  viscosity  at  the  working 
temperature  (Fig.  14),  is  63. 

The  room  temperature  varies  between  105°  and  110°  F.,  but  the  temperature  of 
the  hot  bearing  varies  between  140°  and  150°  F.  when  lubricated  with  an  oQ  of  280 
seconds  Saybolt  at  100°  F.  (103  seconds  at  145°  F.)  By  interpolation  (Fig.  8)  the 
selected  viscosity  of  63  at  145°  F.  will  be  150  Saybolt  Universal  at  100°  F. 

As  a  matter  of  fact,  the  elevated  bearing  temperature  was  due  in  large  measure  | 

to  electrical  losses  in  the  machine,  transformed  to  heat  which  was  conducted  to  the 
bearing  on  the  alternating-current  side.  The  difference  between  the  conVerter  frame 
temperature  (taken  in  the  hole  tapped  for  the  eye-bolt)  and  the  bearing  was  13°  F.,  , 

for  the  oil  of  280  Saybolt  Universal  at  100°  F.,  and  was  reduced  to  6°  F.  when  the 
bearing  was  lubricated  with  an  oil  of  140  Saybolt  Universal  at  100°  F. 

The  oil  selected  should  have  a  flash  test  of  at  least  250°  F.  and  a  cloud  test  of  bdow  | 

60°  F.  It  should  be  an  easy  matter,  however,  to  obtain  a  flash  test  of  upwards  of 
300°  F.  and  a  cloud  test  below  40°  F.  It  should  pass  the  Waters  oxidation  test  with  a 
result  below  2  per  cent  for  the  reason  that  operating  continuously  in  the  bearing  for 
several  months  at  an  elevated  temperature,  it  should  be  proof  against  gumming  or 
appreciably  thickening. 

Because  of  the  length  of  the  bearing  and  the  restriction  in  lubrication  to  one  ofl- 
ring,  a  factor  of  safety,  up  to  50  per  cent  above  that  given  in  the  table,  page  649  may 
be  used  advisedly. 

! 

POWER  CYLINDER  LUBRICATION  | 

There  are  sufficient  experimental  data  to  justify  the  assumption  that  the  laws 
of  friction  of  lubricated  surfaces  apply  to  piston-cylinder  friction  quite  as  weU  as 
to  journal-bearing  friction.    But  our  knowledge  stops  with  the  qualitative  relation-  I 

ships;   we  are  not  in  possession  of  the  necessary  constants  to  enable  us  to  determine  j 

the  exact  quantitative  relationships  between  the  pertinent  factors,  e.g.,  between  the 
load,  the  supporting  power  of  the  viscosity  and  the  velocity  of  piston  traveL 

The  difficulty  is  further  increased  by  the  variableness  of  the  conditions,  for  even 
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in  the  same  engine  the  temperature  (and,  therefore,  the  ▼isoosity)  will  vary  with  the 
power  load  carried  by  the  engine,  with  the  cylinder-jacket  temperatures,  etc. 

However,  for  the  general  range  of  piston  loads  and  speeds,  assuming  for  the 
moment  that  steam  pressures  and  temperatures  and  cylinder-wall  temperatures  are 
constant,  we  are  able  to  make  selections  of  viscosity  that  follow  the  direction  of  the 
qualitative  relationships  of  friction,  pressure,  and  speed  with  a  fair  degree  of  proba- 
bility. Furthermore,  the  temperature  condition,  which  does  vary  considerably 
and  greatly  affects  the  decrease  of  viscosity  from  the  ordinary,  convenient  testing 
temperatures  of  100^  F.  or  210''  F.  to  the  working  temperature,  is  a  matter  of  fairly 
definite  knowledge,  so  that  with  regard  to  this  important  condition  we  are  able  to 
make  reasonably  accurate  selections  of  viscosity. 


Steam  Cylinder  Lubbication 

The  importance  of  correct  cylinder  lubrication  lies  in  the  fact  that  more  than 
20  per  cent  of  the  total  friction  of  a  steam  engine  is  developed  in  the  cylinder  and 
piston-rod  stuffing  box,  and  as  much  more  power  may  be  absorbed  at  the  valve-faces.' 
Beyond  question  or  doubt,  the  lubrication  of  the  piston  reduces  very  considerably 
the  power  lost  by  friction  in  the  cylinder.*  Cylinder  lubrication  further  functions  in 
preventing  loss  of  steam  by  leakage  past  the  rings  and  to  some  degree  decreases 
the  loss  of  heat  by  conduction  through  the  cylinder  walls. 

1.  Selection  of  cylinder  oil. — ^The  method  of  arriving  at  the  basic  properties  of 
cylinder  oil  for  a  given  set  of  conditions,  as  presented  below,  is  very  open  to  the  criticism 
of  being  arbitrary,  because  the  constants  necessary  for  accurate  variation  of  these 
basic  properties  have  not  been  determined  by  systematic,  deliberate  experimentation. 
Scientifically,  such  a  criticism  is  entirely  justified;  but  it  is  believed  that  the  figures 
and  charts  will  be  of  real  assistance  to  engineers,  who  may  properly  place  confidence 
in  them  for  the  following  reasons: 

1.  The  methods  presented  have  been  checked  by  numerous  cases  of  the  successful 
lubrication  of  steam  engine  cylinders; 

2.  The  variations  in  properties  as  given  follow  the  results  of  qualitative  experi- 
mentation; 

3.  The  method  involves  such  factors  of  safety  as  to  permit,  with  safety,  reasonable 
deviation  from  the  exact  figures  arrived  at; 

4.  The  method  is  as  acciurate  in  its  application  to  the  selection  of  lubricants  as  the 
methods  employed  in  the  design  of  the  machine  parts  involved. 

It  is  to  be  appreciated  that  fairly  liberal  limits  of  variation  of  viscosity  and  com- 
pounding must  be  accepted  at  this  time  in  the  recommendation  of  specifications  for 
steam-cylinder  oils,  as  for  example,  6  per  cent  to  10  per  cent  on  viscosity  (measured 
at  210®  F.),  and  from  nothing  to  5  per  cent  on  compounding.  Analysis,  to  date,  of 
the  significance  of  the  several  factors  entering  into  **  selections  "  do  not  warrant  closer 
approximations. 

1  Professor  R.  H.  Thurston  found  the  distribution  of  friction  in  steAin  enfrines  to  be  as  foHows: 

21'tneh  hy  20~inch  eonderuing  engine. — Main  journals,  46  per  cent;  piston  and  rod,  cross  head 
and  pins,  21  per  cent;  valve-rod  and  eccentric,  21  per  cent;  air  pump,  12  per  cent. 

7-inch  bv  10-inch  20  horse-potpcr  engine. — Main  journals,  35.2  per  cent;  piston  and  rod,  16  per  cent; 
piston  rings,  6.5  per  cent;  crosshead,  crank-  and  wrist-pina,  13.1  per  cent;  eccentric  and  links,  8.2 
per  cent;  slide-valve  and  rod,  no  steam,  1.5  per  cent;   40  pounds  steam,  19.5  per  cent. 

12-ineh  by  IS-inch  100  horse-power  atUomalic. — Main  journals,  41.6  per  cent;  valve  and  gear, 
including  eccentric,  9.3  i>er  cent;  piston,  crosshead,  crank-  and  wrist-pins,  49.1  per  cent. 

sSee  T.  C.  Thomsen  in  "  Engineer,"  April  9,  1909. 
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Conditions  to  be  Considered  in  the  SeijEction  of  Ctundeb  Oil 

The  factors  controlling  selection  may  be  divided  into  four  classes: 

1.  Those  mechanical  conditions  affecting  the  determination  of  viscosity; 

2.  Those  conditions  determining  the  character  of  the  oil,  e.g.,  pure  mineral  or 

compounded  oil; 

3.  Conditions  tending  to  modify  selections  of  viscosity  and  character,  e.g., 

method  of  feed,  quality  of  steam,  usage  of  exhaust,  etc. ; 

4.  Conditions  determining  the  chemical  character  of  the  lubricant. 

1.  Mechanical  conditions  in  the  cylinder  comprise  essentially: — (a)  The  weight 
of  the  piston  (horizontal  machines);  or  piston  thrust  on  the  cylinder: 
(6)  The  diameter  of  the  cylinder  and  length  of  the  piston: 

(c)  The  velocity  of  the  piF*x)n  travel : 

(d)  The  temperature  of  the  steam  and  cylinder  walls. 

The  form,  number,  width  and  tension  (approximately  2  poimds  per  inch  of  cir- 
cumference) of  the  piston  rings;  quality  and  condition  of  the  cylinder  and  piston  sur- 
faces, and  alignment  of  the  piston  with  the  cylinder  imdoubtedly  have  a  strong  influence 
on  the  operation  of  the  piston  in  the  cylinder;  but  ordinarily,  for  obvious  reasons, 
they  can  have  little  influence  on  the  selection  of  the  lubricant.  They  often  assert 
themselves  by  preventing  satisfactory  operation  of  the  piston,  with  the  possible  sequel 
of  condemnation  of  a  good  and  well-«elected  lubricant.  Change  of  lubricant  is  not 
the  remedy  for  glaring  mechanical  defects. 

The  weight  of  the  piston  is  an  important  element  in  determining  the  unit  pressure 
on  the  cylinders  of  horizontal  engines,  particularly  those  of  the  crosshead  type. 
Pistons  are  commonly  made  hollow  to  permit  superior  construction  (in  the  trunk 
type),  to  decrease  inertia  effects,  to  lessen  the  cost,  and,  most  important  from  a  lubri- 
cation standpoint,  to  minimize  the  friction  load.  Piston  loads  are,  of  course,  exerted 
only  against  the  lower  surface  of  the  cylinder  of  horizontal  engines,  for  the  most  part 
extending  from  the  lowest  longitudinal  line  of  the  cylinder  surface  up  the  side  in  both 
directions  for  a  distance  of  about  one-tenth  of  the  circumference — ^the  pressure  varying 
from  maximum  at  the  lowest  point  to  zero  at  the  highest  point. 

In  vertical  engines  of  the  crosshead  type,  and  in  horizontal  engines  with  tail  rods, 
carried  on  crossheads,  the  weight  of  the  piston  has  little  influence  on  cylinder  friction, 
although  it  plays  a  more  or  less  important  part  in  the  frictional  values  at  the  wrist- 
pins  and  connected  portions  of  the  mechanism  of  vertical  engines. 

The  diameter  of  the  cylinder  and  the  leng  h  of  the  piston  give  the  bearing  surface 
of  the  piston,  which  is  essential  to  the  determination  of  the  \mit  load  to  be  supported 
by  the  lubricant  (for  a  piston  without  a  tail  rod),  and  inform  us  of  the  total  area  of  oil 
film,  the  resistance  of  which  must  be  overcome  as  the  piston  is  pushed  from  end  to 
end  of  the  cylinder. 

The  imit  load  on  the  cylinder  is  determined  by  dividing  the  weight  of  the  piston 
plus  half  the  weight  of  the  rod  by  the  area  of  contact,  determined  by  the  formula: 

0.65  cylinder  diameter  X  length  of  piston  in  contact  with  the  cylinder  (including 
piston  rings). 

The  weights  of  the  piston  and  rod  are  best  obtained  from  the  engine  maker;  the 
load  on  the  cylinder  may  be  approximated  by  the  formula: 

^    66,500D« 

W—  — 

LN*    ' 

in  which     W—pvsUyn  load  in  pounds; 

D  =  diameter  of  cylinder  in  inches; 

/>  =  stroke  in  feet; 

^= revolutions  per  minute. 
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The  length  of  the  piston  may  be  approximated  by  the  formula: 

L.P.  ==0.46D,  for  high-speed  engines, 

and     L.P.  =  0.32Z),  for  low-speed  engines  of  the  Corliss  type; 
D  =  cylinder  diameter  in  inches; 
L.P.  :=  length  of  piston  in  inches. 

The  velocity  of  piston  travel  in  feet  per  minute,  as  measured  by  the  product  of 
the  length  of  stroke  and  the  number  of  strokes  per  minute,  has  a  decided  influence 
on  the  character  and  rate  of  feed  of  the  lubricant  for  non-abrasive  and  economical 
lubrication.  Piston  speeds  vary  greatly:  for  steam  engines,  speeds  below  100  feet 
per  minute  are  found,  while  for  the  modem  high-speed  engine  the  piston  may  travel 
up  to  1200  feet  per  minute.  The  principle  of  **  low  viscosities  for  high  speeds  "  applies 
equally  as  well  to  cylinders  as  to  rotating  bearings.  The  friction  coefficient  may  indeed 
be  less  for  an  oil  of  lower  viscosity  when  the  oil  is  fed  in  sufficient  quantities  to  maintain 
a  perfect  film  and  the  load  is  not  great  enough  to  break  this  film. 

Whereas  the  frictional  losses  at  lubricated  surfaces  increase  directly  with  the  velocity, 
other  conditions  remaining  constant,  higher  velocities  at  times  assist  materially  in 
building  up  a  film  of  lubricant  of  appreciable  (or  even  maximum)  thickness.  The  effect 
of  velocity  on  breakdown  load  has  been  discussed.  Velocity  functions  similarly  in  the 
lubrication  of  reciprocating  parts.  The  viscosity-pressure-velocity  relations  appli- 
cable to  the  selection  of  lubricants  for  bearings  probably  hold  for  cylinder  lubrication 
tempered,  of  course,  by  the  fact  that  piston  speed  drops  to  zero  twice  each  revolution. 
Provided  the  ends  of  the  pistons  and  edges  of  the  piston  rings  are  properly  chamfered, 
the  greater  velocities  function  to  build  up  pressure  under  the  piston  and  rings  on 
reversal  of  the  strokes  so  that  a  satisfactory  film  separates  the  rubbing  surfaces.* 

The  form  of  piston  rings  and  their  fit  in  the  piston  grooves  have  no  doubt  a 
material  influence  on  the  coefficient  of  friction,  on  the  consumption  of  the  lubricant 
and  on  the  life  of  the  rings  and  the  cylinder.  When  operating  properly  the  piston 
rings  should  tend  to  build  up  a  film  of  lubricant  between  themselves  and  the  cylinder 
waUs.  For  this  purpose  their  outer  edge  should  be  slightly  rounded — somewhat  like 
the  front  end  of  the  runner  of  a  sleigh — so  that  the  ring  may  ride  over  the  oil  film 
rather  than  plow  through  it.  Should  the  edges  of  the  rings  be  left  square,  it  is  evident 
that  oil  will  be  pushed  before  the  ring,  accumulate  in  a  pocket  at  the  end  of  the  stroke 
and  pass  out  with  the  exhaust,  unused.  The  rings,  furthermore,  should  have  an  easy, 
free,  floating  fit  in  their  grooves.  A  tight  ring  not  only  functions  poorly  but  is  a  positive 
danger.  Tight  rings,  whether  poorly  fitted  or  clogged  in  place  by  some  foreign  sub- 
stance, tend  to  increase  greatly  the  friction  coefficient  and  often  badly  score  the  cylinders. 
It  is  impossible,  indeed,  to  lubricate  satisfactorily  a  piston  with  poorly  fitted  rings. 
No  quantity  of  any  lubricant,  regardless  of  chemical  stability,  high  viscosity  and 
sufficient  compounding,  will  prevent  contact  between  the  cylinder  and  the  sharp  edges 
of  misad justed  rings.  Misalignment  of  the  piston  and  cylinder  will  cause  the  same 
trouble. 

The  temperatures  of  the  cylinder  walls  and  steam  temperatures  constitute  an 
important  element  of  consideration  in  the  selection  of  adequate  viscosity  because  the 
viscosity  at  the  working  temperatures  determines  both  the  factor  of  safety  of  load- 
canying  capacity  and  the  film  friction,  and  the  viscosity  at  the  working  temperature 
may  be  very  different  from  the  viscosity  of  the  oil  at  the  standard  (and  only  convenient) 
testing  temperature  of  210°  F. 

I  Professor  Osborne  Reynolds  found  that  continuous  lubrication  and  reciprocating  motion  are  not 
incompatible  if  the  surfaces  be  curved. 
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It  is  to  be  recognized  that  for  conditions  of  good  lubrication  the  effect  of  frietional 
heat  on  the  reduction  of  viscosity  is  small  compared  to  the  effect  of  heat  from  the 
steam. 


•3 
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Temperature  "*  F. 

Fxa.  18. — Change  of  viscosity  with  temperature.     Cylinder  oils. 

The  viscosity-temperature  relation  for  several  commercial  cylinder  oils,  compounded 
and  pure  mineral,  is  shown  in  Fig.  18. 

The   rate  of   decrease  of  viscosity  with   increasing  temperature,  from   210°  F., 
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is  important  and  should  not  be  materially  in  excess  of  that  given  in  the  curves.  No 
special  emphasis  is  laid  on  this  point  in  the  oil  specifications  to  be  made  hereafter 
for  the  reason  that  if  the  oils  meet  the  necessary  requirements  of  a,  ''  pure  or  slightly 
compounded  (see  below)  petroleum  oils  "  and  h,  the  precipitation  ''  asphaltum  "  test, 
their  change  of  viscosity  with  temperature  will  approximate  that  of  the  oils  given. 
Note  that  the  rate  of  change  of  viscosity  increases  with  the  initial  viscosity. 

Obviously,  for  purposes  of  specification,  the  viscosity  determined  at  the  working 
temperature  must  be  converted  into  viscosity  at  the  standard  temperature.  iShould 
the  steam  pressure,  or  degree  of  superheat  of  steam  supplied  to  a  given  engine,  be 
changed  materially,  it  is  equally  obvious  that  a  proportional  change  must  be  made  in 
the  viscosity  of  the  oil  in  order  to  continue  safe  and  economical  lubrication. 

Figs.  19  and  20  supply  the 
method  of  determining  the 
viscosity  of  oil  requisite  for  a 
given  set  of  conditions  inside 
the  cylinder.  Any  necessary 
modifications  of  this  deter- 
mination will  be  discussed  in 
the  following  sections: 

How  to  use  the  charts. 
Case  1. — ^The  dead  load  on 
the  lowest  0.66  of  circum- 
ference of  a  highnspeed  auto- 
matic engine  is  2.96  pounds 
per  square  inch.  The  piston 
speed  is  600  feet  per  minute; 
the  initial  steam  pressure,  100 
poimds  per  square  inch. 

The  viscosity  curve  passing 
through  2.96  poimds  per  square  inch  (taken  as  3)  and  600  feet  per  minute,  is  115 
seconds  Saybolt  at  210^  F.  for  100  poimds  of  steam. 

Case  2.  Conditions. — (Dorliss  engine  30  inches  by  60  inches  making  65  R.P.M. 
The  piston  load  is  10.7  pounds  per  square  inch;  piston  speed  650  feet  per  minute; 
initial  steam  pressure,  150  pounds  per  square  inch. 

The  curve  passing  through  10.7  pounds  per  square  inch  piston  pressure  and  650  feet 
per  minute  piston  speed,  is,  by  interpolation,  the  curve  for  129  viscosity  at  210**  F.  and 
100  pounds  of  steam.  To  correct  to  150  poimds  of  steam,  refer  to  Fig.  20.  Note  the 
intersection  of  the  coordinates  for  129  viscosity  and  100  pounds  per  square  inch  steam; 
from  this  point,  follow  upward,  parallel  to  the  adjacent  curve,  to  the  150  pounds  per 
square  inch  steam  line.  The  viscosity  corrected  from  100  pounds  to  150  pounds  steam 
is  found  on  the  viscosity  base  line  immediately  below  this  point,  156  seconds  Saybolt 
at  210**  F. 

Case  3. — ^A  vertical  engine  operates  at  a  piston  speed  of  550  feet  per  minute;  175 
poimds  per  square  inch  steam,  carrying  at  150**  F.  superheat. 

Pressure  due  to  piston  weight  ntZ;  from  Fig.  19,  by  interpolation,  a  viscosity  of  95 
at  210®  F.,  applicable  to  100  pounds  of  steam  is  taken.  (Allowance  made  for  piston- 
ring  tension.)  (Converting,  by  Fig.  20,  to  175  pounds  per  square  inch  as  before,  gives 
138  viscosity.  Correcting  for  150**  F.  superheat,  by  adding  one  second  of  viscosity  for 
each  4**  superheat,  138+^^  =  176  seconds  Saybolt  at  210**  F. 

The  need  for  careful  selection  of  viscosity. — There  are  some  who  insist  that  lubri- 
cation of  steam  cylinders  using  moist  steam  is  unnecessary.  Their  argument  is  based 
on  the  fact  that  the  lubricant  decreases  friction  only  by  a  negligible  amount.    If  the 
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FiQ.  19. — Variations  of  viscooity  of  cylinder  oil  with  piston 
pressures  and  velocities. 
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lubricant  is  excessively  viscous,  especially  when  the  unit  piston  load  is  low,  this  argu- 
ment is  logical.  The  large  film  area,  if  lubrication  is  used,  demands  careful  selection  of 
the  lubricant  to  avoid  power  loss  caused  by  fluid  friction.  Even  slight  differences  in 
viscosity  will  be  evident  if  the  effect  is  followed  over  a  period  of  time.  But  it  must 
not  be  overlooked  that  the  hazard  of  abrasion  is  too  great  to  make  it  advisable  to 
operate  without  lubrication. 

The  following  examples  will  make  clear  the  relative  friction  losses,  with  and  without 
lubrication.  It  is  appreciated  that  the  ideal  conditions  assumed  for  the  examples 
ore  probably  met  but  seldom  in  practice, 


o 
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ViBOOBity  at  210'' F.  Say  bolt 

Fia.  20. — For  the  conversion  of  viscosities  of  cylinder  oils,  determined  for  steam  of  100  |x>unds  to  the 

square  inch  pressure,  viscosities  applicable  to  other  pressures. 


The  frictional  resistance  offered  to  the  motion  of  the  piston  by  the  oil  film  may  be 
determined  from  the  formula: 


f  = 


0.0029lX(T)DXLX2i\rXiSXl7 


in  which     f= pounds; 

D  =  the  diameter  of  the  cylinder  in  inches; 
I/= length  of  piston  (including  rings)  bearing  on  the  cylinder; 
iV= revolutions  per  minute; 
/S  =  stroke  in  feet; 
(7  =  absolute  viscosity  of  the  oil  at  the  working  temperature; 

t^"  average  thickness  of  oil  film  in  thousandths  of  an  inch,  for  practical 
computations  approximating  half  of  the  difference  between  cylinder 
and  piston  diameters. 
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Example,  Assuming  /)= 20  inches;  I/= 8  inches;  iS=3feet;  iV  =  150; 

t/=* .  15  (assumed  92  viscosity  Saybolt  Universal); 
t=6  (assumed  concentric;  radial  difference  average  0.012 

inch). 

„    0.00291X3.14X20X8X2X150X3X0.15     „^ 

p= =.32  pounds. 

The  frictional  loss  for  these  conditions  will  be  found  by  the  formula: 

„  FX2NS    32X2X150X3    288    ^  „^^  ^ 

Horse-power  =  -rz-rrz-  = ^^  ^^^ = ;;;;:;; = 0 .  872  horse-power. 

33,000  33,000  330 

For  an  unlubricated  dry  cylinder  the  frictional  resistance,  neglecting  friction  due 
to  ring  tension,  would  be: 

F=/XTF, 
and  the  power  loss, 

Horse-power  =  f  X  2^iS, 

where  /=the  coefficient  of  friction  (0. 15  assumed;  maximum  0.30); 

TK  =  the  piston  load  on  the  cylinder  (395  pounds). 
F=0. 15X395=59. 3  pounds; 
Horse-power  =  59 . 3  X2  X3  X 150  =  1 . 6. 

The  power  loss  with  lubrication,  in  terms  of  horse-power,  is  not  greatly  below  that 
without  lubrication  because  of  the  considerable  drag  due  to  an  expansive  rubbing 
surface;  but  it  is  obvious  that  the  lubrication  has  minimized  the  real  and  imminent 
danger  of  abrasion,  which  when  once  started  proceeds  at  an  alarming  rate  with  the 
expenditure  of  much  energy.  Protection  and  decrease  in  power  loss  may  both  be 
attained  under  the  lubricated  condition  with  careful  selection  of  the  lubricant. 

How  to  check  the  accuracy  of  the  selection  of  viscosity. — ^The  following  method  is 
difficult,  tedious  and  time-consuming  and  requires  expert  manipulation.  It  is,  however, 
the  only  known  way  to  determine  quickly  and  quantitatively  the  relative  lubricating 
qualities  of  oils  but  slightly  different  in  properties.  The  ''  Indications  of  Poor  Lubri- 
cation," discussed  in  the  succeeding  section  should  be  considered  in  connection  with 
the  method. 

With  a  fixed  "  feed  "  (see  Section  5,  below,  on  "  The  Quantity  of  Lubricant  Neces- 
sary ")  and  ''  compounding  "  of  the  selected  oil,  operate  the  engine  under  normal 
load  conditions,  keeping  the  load  constant  by  a  Prony  brake  or  a  dynamo  working 
against  an  adjustable  resistance.  Determine  the  indicated  horse-power  (I.H.P.). 
Repeat  with  an  oil  lower  in  viscosity  by  10  per  cent,  at  210°  F.;  then  with  an  oil 
higher  in  viscosity  by  10  per  cent.  Should  the  lower  viscosity  give  a  higher  frictional 
load  than  the  selected  viscosity  the  latter  may  be  insufficient  to  carry  the  load  properly. 

If  the  lower  viscosity  gives  a  frictional  load  below  that  with  the  selected  viscosity, 
but  not  so  much  below  a^  to  make  the  difference  in  power  loss  significant,  the  selected 
viscosity  is  satisfactory. 

If  the  power  loss  with  the  selected  viscosity  is  higher  than  with  the  viscosity  10 
per  cent  above,  the  viscosity  of  the  selected  oil  is  insufficient  and  trial  should  be  made 
with  an  oil  20  per  cent  higher  to  supply  data  to  permit  a  choice  between  the  oils  10 
per  cent  and  20  per  cent  above  the  original  selection. 
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Indicatioiu  Of  poor  hMeatkm  are  vibration  of  the  engine,  the  sound  of  metallie 
contact  (groaning),  scar  marks  on  the  cylinder  (assuming  mechanical  adjustments 
are  right),  and  difficulty  in  the  manipulation  of  the  valves. 

(Dorrect  operation  and  good  lubrication  will  be  proved  by  absence  of  vibration 
or  sound,  accurate  operation  of  valves,  the  presence  of  oil  on  the  piston  rod  and  on  the 
cylinder  walls  (cylinder  head  off)  and  the  minimum  friction  load  as  previously 
described. 

2.  Whedier  oil  should  be  compounded,  and  to  what  extent,  is  determined,  so  far  as 
the  piston-cylinder  needs  are  concerned,  by  the  amount  of  moisture  in  the  steam, 
although  methods  of  feed  have  an  influence.  In  answering  this  question,  experience, 
with  a  little  aid  from  the  principle  of  surface  and  interfacial  tension  of  liquids  and 
solids  is  our  only  guide. 

A  wet  surface  is  difficult  to  lubricate  because  water  and  metal  surfaces  have  a 
strong  mutual  affinity  and  pure  mineral  oil  floats  on  the  water.  It  then  becomes 
necessary  to  arm  the  oil  with  the  means  of  breaking  through  the  water  film,  displacing 
the  water  spread  over  the  cylinder  walls.  Mineral  oils  compounded  with  fatty  oils 
containing  a  small  percentage  of  free  fatty  acid  or  other  emulsifying  agent  will  mix 
with  water  more  or  less  readfly.  So  far  as  lubrication  is  concerned  the  fatty  oil  has 
performed  its  function  when  the  lubricant  has  completely  covered  the  cylinder  waUs. 
Subsequently  it  becomes  difficult  for  condensation  to  displace  the  oil,  althou^  probably 
it  would  be  more  difficult  if  the  oil  film  on  the  cylinder  walls  contained  no  fatty  oils 
or  other  emulsifying  agent. 

It  is  of  advantage  that  water  on  the  cylinder  walls  evaporates  readily,  leaving  a 
dean  surface  to  which  oil  will  adhere;  also  that  well-refined  oil  with  a  hi|^  flash  point 
evaporates  but  slowly  and  once  spread  over  the  cylinder  waUs  is  easily  maintained 
by  very  limited  additions,  unless  the  piston  and  rings  have  sharp  edges  and  scraping 
(pushing)  the  oil  before  them  fail  to  mount  the  oil  and  ride  in  the  lubricated  condition. 

Oils  for  use  in  dry  (saturated)  steam  conditions  and  particularly  with  steam  carrying 
appreciable  superheat,  may  be  successfully  used  without  compounding.  Conversely, 
the  greater  the  amoimt  of  moisture  and  the  greater  the  need  for  emulsification  within 
thR  cylinder,  the  greater  the  percentage  of  compound  required.  But  it  should  be 
borne  in  mind  that  the  good  effects  of  emulsification  do  not  increase  directly  with  the 
percentage  of  fatty  oil  added,  but  at  a  lower  rate. 

The  essentials  for  a  satisfactory  fatty  oil  for  compounding  are  that  it  shall  contain 
no  non-volatile  material  because  of  the  danger  of  acctunulating  in  the  cylinder;  that 
it  shall  contain  sufficient  fatty  acid  to  accelerate  the  speed  of  emulsification,  but  not 
so  much  as  to  endanger  the  metallic  surfaces  by  corrosion  (fatty  acids  attack  iron  and 
steel  quite  rapidly  at  elevated  temperatures  300**  F.  and  above) ;  and  that  its  viscosity 
shall  be  such  as  to  cause  the  least  lowering  of  the  viscosity  of  the  viscous  mineral  oil. 
Because  it  meets  these  requirements  successfully  and  is  readfly  obtainable  "  acidless*' 
(so-called)  tallow  ofl  is  most  commonly  used  as  the  compoimding  agent.  It  has  a 
viscosity  of  about  45  at  212**  F.  and  an  acid  content  of  0.5  to  1.0  per  cent.^  Five  per 
cent  of  it  wiU  reduce  the  viscosity  of  a  high-grade  mineral  cylinder  oil  of  175  seconds 
approximately  8  seconds,  measured  at  210''  F.  on  the  Saybolt  Universal  Viscosimeter. 
Reduction  for  other  viscosities  is  approximately  proportionate. 

C!)ompounding  practice  to-day  ranges  from  2  per  cent  to  15  per  cent;  most  com- 
pounded oils  contain  about  5  per  cent.  Compounding  over  8  per  cent  is  uncommon, 
and  generally  speaking,  costly  and  unnecessary.  Many  puro  mineral  cylinder  oils 
are  giving  splendid  results. 

1  Probably  a  much  larger  percentage  of  fatty  acid,  even  up  to  10  per  cent,  would  function  more 
satisfactorily  without  haaard  of  corrosion. 
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If  a  copious  supply  of  a  mineral  cylinder  oil  were  fed  at  the  beginning  of  a  run 
it  would  make  an  excellent  film  over  the  cylinder  surface  and  could  be  maintained  under 
correct  methods  of  application  with  the  minimum  of  feed.  When  conditions  for 
making  a  film  on  the  cylinder  walls  are  good,  the  best  film  possible  under  the  conditions 
is  formed  much  more  quickly  by  a  copious  supply  of  oil  at  the  beginning  of  a  run  than 
the  time  required  for  destroying  the  film  on  cessation  of  oil-feed. 

Condensation  of  steam  carrying  no  superheat  takes  place  within  the  cylinder  to 
the  extent  of  about  25  per  cent  of  the  total  fluid  delivered  to  the  engine.  This  con- 
densation probably  does  little  harm  to  a  well-formed  lubricating  film,  as  shown  b}' 
the  successful  lubrication  of  cylinders  receiving  dry  saturated  steam  with  oil  containing 
little  or  no  compound. 

Priming  of  boilers  may  account  for  the  presence  of  as  much  as  3  or  4  per  cent  of 
moisture  in  the  steam.  Condensation  along  the  steam  line  may  produce  a  considerable 
amount  of  moisture.  It  is  apparently  this  initial  moisture  carried  into  the  cylinder 
at  the  maximum  pressure  that  plays  havoc  with  the  oil  film.  The  particles  of  water 
driven  against  the  oil  film  at  a  high  velocity  tend  to  force  the  oil  from  its  place. 

Condensation  within  the  cylinder  may  be  obtained  by  G.  R.  Bodmer's  formula: 


( 


in  which    TT^  weight  of  water  condensed  per  minute; 
r  =  mean  admission  temperature; 
("^mean  exhaust  temperatiure; 
5  =  clearance  surface,  square  feet; 
N  =  revolutions  per  second ; 

I/= latent  heat  of  steam  at  admission  temperature; 
C=* Constant =0.11  for  high  pressure,  non-jacketed  engines; 

=  0.085  to  0.11  for  condensing  non-jacketed  engines; 
=0.085  to  0.053  for  condensing  engines,  jacketed  except  at 
the  ends. 

Condensation  in  pipes  between  the  boiler  and  the  engine  (without  separator) 
may  be  calculated  with  the  help  of  the  radiation  data  determined  by  the  Mellon 
Institute  and  shown  in  the  accompanying  table. 

_    PLXHX(T-t) 
W , 

in  which    Tr= weight  of  condensate  per  horn*; 

PL = length  of  bare  pipe  of  specific  diameter;     • 
T = steam  temperature ; 
t  =  atmospheric  temperature; 
L= latent  heat  of  steam  in  pipe. 

For  a  4-inch  line,  200  feet  long,  assumed  to  be  bare  for  half  its  length  and  well 
covered  for  the  other  half,  carrying  150  pounds  of  steam  across  a  yard,  air  temperature 
50**  F.,  the  condensation  per  hour  is: 

_     100X3. 66X(366-50)     100X(3.66X -18)X(366-50) 
857  857 

IT  =  159  pounds. 
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Radialion  Loss  in  Bare  Steam  Lines 


B.T.u.  Loss  PER  Hour,  per  Linear  Foot,  per  Degree  F. 

TV            «_•     _ 

Temperature  Difference 

Pipe  size 

80  pounds, 

120  pounds, 

160  pounds, 

200  pounds, 

200  pounds, 

324°  F. 

350°  F. 

371°  F. 

388°  F. 

100°  superheat 

2 

1.916 

2.016 

2.100 

2.170 

2.625 

3 

2.688 

2.831 

2.953       1        3.053 

3.715 

4 

3.372 

3.558 

3.715 

3.840 

4.687 

6 

4.830 

5.100 

5.330 

5.515 

6.750 

8 

6.252 

6.556 

6.852 

7.090 

8.700 

10 

7.680 

8.108 

8.480 

8.770 

10 . 760 

For  well-lagged  pipe,  multiply  by  0.18. 

• 

If  this  line  carries  steam  to  an  80-hor8e-power  engine  using  20  pounds  of  steam 
(steam  and  water)  per  horse-power  hour,  the  moisture  content  due  to  line  condensation 
will  be  about  10  per  cent. 

Correction  of  lubrication  troubles  arising  out  of  this  condensation  may  be  made 
(a)  by  superheating  the  steam;  (b)  by  use  of  a  separator  in  the  line  near  the  engine; 
or  (c)  by  use  of  a  compounded  oil. 

Compounding  at  the  rate  of  1  per  cent  of  fatty  oil  for  each  1  per  cent  of  moisture 
in  the  steam  at  the  throttle  valve,  from  a  minimum  of  3  per  cent  to  a  maximum  of 
10  per  cent,  is  the  only  rational  rule  that  can  be  given.  The  advantages  of  stean^ 
separators  and  superheat  in  making  for  economical  steam  consumption  are  reflected 
in  lower  costs  of  lubrication,  as  they  reduce  the  amount  of  compounding  required 
and  the  quantity  of  oil  needed  for  satisfactory  lubrication. 

For  conditions  of  excessive  moisture,  resulting  in  pools  of  water  in  the  cylinder, 
the  value  of  expenditures  for  cylinder  lubrication  is  questionable. 

3.  Conditions  tending  to  modify  "  viscosity ''  and  "  compounding,"  as  determined 
by  methods  discussed  in  the  preceding  sections,  are: 

(a)  The  conditions  and  method  of  feed; 

'6)  The  use  to  which  the  exhaust  steam  is  put. 

The  method  of  feeding  the  lubricant  has  a  twofold  influence:  first,  it  determines 
the  quality  (viscosity  and  compounding)  of  the  lubricant;  second,  it  has  a  large  effect 
on  the  rate  of  feed  required  to  maintain  efficient  lubrication.  There  are  in  current 
practice  two  principles  of  application,  viz.,  the  "  direct,"  which  is  employed  to  but  a 
slight  extent;  and  the  "  indirect  " — the  method  of  feeding  into  the  inlet  pipe,  employed 
on  most  steam  units.  It  is  of  importance  that  a  sufficient  supply  of  oil  be  delivered  to 
that  part  of  the  cylinder  carrying  the  load — the  lowest  fifth  of  horizontal  engines. 

In  direct  feeding  the  lubricant  is  supplied  positively  to  the  point  where  it  is 
desired,  namely  the  cylinder  walls  and  valve  seats.  Two  or  more  oil  lines  are  led 
from  a  mechanical  lubricator  to  as  many  points  around  the  circumference  of  the 
cylinder,  and  enter  at  points  where  they  are  covered  by  the  piston  during  a  con- 
siderable portion  of  each  stroke.  There  is  consequently  no  direct  loss  of  unused  lubri- 
cant; all  oil  must  have  at  least  served  for  some  part  of  the  piston's  journey;  a  similar 
arrangement  is  made  for  valve  lubrication 
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By  tbe  indirect  method  oil  is  usually  fed  drop  by  drop  through  a  hydrostatic  or 
mechanical  sight-feed  lubricator  into  the  steam  line,  preferably  some  distance  above 
the  inlet  valve  and  through  an  atomizer;  it  presmnably  becomes  thoroughly  mixed 
with  the  vapor,  covers  particles  of  moisture  with  an  oil  film  and  is  carried  by  the 
steam  to  all  internal  parts  of  the  me  hanism,  being  deposited  on  the  cylinder  walls 
to  form  a  lubricating  film.  How,  after  filling  the  entire  available  volume  of  the  cylinder, 
it  can  be  economically  deposited  in  the  short  time  available  (even  for  a  slow-speed 
engine,  one  stroke  requires  but  half  a  second),  is  difficult  to  comprehend.  Certainly 
a  very  large  percentage  of  the  lubricant  must  pass  out  in  the  exhaust  on  the  return 
stroke  of  the  piston. 

The  indirect  method  of  application  is  varied  in  numerous  ways,  which  divide  them- 
selves naturally  into  two  classes — those  in  which  the  oil  is  fed  into  the  steam  or  gas 
in  a  drop  of  ^'  normal "  size,  and  those  which  have  arrangements  by  means  of  which 
the  normal  drop  is  subdivided  (atomized)  into  many  minute  globules.  The  indications 
are  that  the  latter  scheme  is  the  more  effective. 

The  method  of  feeding  oil  into  the  steam  line  through  a  hydrostatic  lubricator 
may  necessitate  a  reduction  of  viscosity,  as  selected  to  suit  the  conditions  of  load, 
speed  and  temperature,  because  the  steam  cannot  properly  atomize  the  oil,  or  the 
arrangement  of  the  oil  inlet  to  the  steam  line  does  not  permit  it  to  do  so.  Viscous  oil 
is,  of  course,  more  difficult  to  atomize  than  more  fluid  oil.  At  reduced  engine  loads 
the  atomization  naturally  becomes  inferior. 

On  the  other  hand  the  compounding  may  have  to  be  increased,  or  the  viscosity 
decreased,  or  both,  to  permit  the  oil  to  be  fed  evenly  through  the  sight-feed  lubricator, 
either  because  the  sight-glass  tube  of  the  lubricator  is  small,  or  because  the  lubricator 
is  subject  to  cool  draughts,  which  increase  the  viscosity  of  the  oil  contained  therein, 
and  consequently  increase  the  size  of  the  drops  formed  at  the  orifice.  Compounding, 
especially  with  3  to  5  per  cent  of  degras,  helps  this  condition  greatly. 

More  important  still,  as  a  condition  modifying  the  specification,  is  the  \ise  to 
which  the  exhaust  steam  may  be  put.  The  desirable  property  of  emulsification  given 
by  compounding  becomes  most  troublesome  when  the  condensate  is  used  for  ice- 
making,  for  boiler-feed  water,  for  heating  buildings,  etc.  Oil  separators  and  filters 
then  become  a  necessary  part  of  the  plant  and  the  expense  of  their  operation  increases 
with  the  ability  of  the  compounded  cylinder  oil  to  emulsify  and  stay  emulsified,  and 
with  the  quantity  of  oil  used.  In  such  cases  the  usage  of  the  condensate  decreases 
the  compounding  to  the  minimmn,  even  to  zero.  In  exceptional  cases  it  has  been  found 
that  a  cleaner  condensate  and  less  clogging  of  the  filter  are  obtained  by  the  use  of  a 
smaller  quantity  of  oil  having  as  much  as  3  per  cent  of  compounding  rather  than  by  the 
use  of  a  larger  quantity  of  pure  mineral  oil. 

4.  The  chemical  characteristics  of  cylinder  oils,  particularly  the  ability  to  resist 
decomposition  at  high  temperature  (especially  in  the  case  of  superheated  steam  engines), 
freedom  from  solids  which  tend  to  precipitate  in  the  cylinder,  and  from  excess  of  cor- 
rosive substances,  e.g.,  fatty  acids,  constitute  an  interesting  and  somewhat  important 
item  in  the  selection  of  suitable  oils. 

"  Tar  "  resulting  from  decomposition  of  oil,  boiler  compounds  carried  over  with 
the  steam  by  priming  of  the  boilers,  and  foreign  non-volatile  solids  incorporated  with 
the  oil,  all  of  which  work  to  make  the  piston  rings  bind  in  their  grooves,  are  most 
harmful,  cause  excessive  friction  and,  what  is  worse,  cause  rapid  and  ever-increasing 
scoring  of  the  cylinders. 

The  effect  of  accumulated  solids  is  disastrous;  the  remedies  are  exclusion  of  those 
substances  added  with  a  thought  of  improving  the  oil,  greater  care  in  treating  boiler 
water,  in  preventing  "  priming  "  of  boilers  and  in  separation  of  moisture,  and  the  use 
of  clean,  ashless  oiL 
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The  relation  between  the  effects  of  decomposition  of  the  oil  and  bad  operation  is 
generally  obscured  because  the  medium  binding  the  rings  contains  some  foreign  solid, 
such  as  boiler  compound. 

It  is  definitely  known  that  pure  mineral  cylinder  oil  and  compounded  cylinder 
oil  precipitate  carbonaceous,  "  tarry  "  solids  at  high  temperatures,  and  indeed,  seri- 
ously decompose  when  subjected  to  prolonged  heating  at  temperatures  above  600**  F., 
and  that  differences  exist  between  oils  made  from  different  crudes  and  by  different 
modes  of  preparation,  but,  except  in  the  lubrication  of  the  cylinders  of  internal  com- 
bustion engines,  and  in  the  condition  set  forth  in  the  preceding  paragraph,  the  harmful 
effects  resulting  from  auto-precipitation  or  decomposition  have  been  little  evident  in 
practice.  The  Germans,  who  first  made  extensive  use  of  "  superheat "  in  steam 
engines,  employing  temperatures  upwards  of  600*'  F.,  developed  many  tests,  including 
the  **  asphaltum  test,"  the  **  tar  test,"  etc.,  to  determine  the  presence  and  quantity 
of  unstable,  tar-  and  gum-forming  constituents  in  cylinder  oils.  The  tests  are  difficult 
to  make,  require  extensive  laboratory  equipment  and  for  the  most  part  have  ques- 
tionable application. 

The  precipitation  test,  to  determine  the  presence  of  suspended  solids  or  an  excessive 
quantity  of  asphaltum  and  like  (tar-forming)  substances  is  simple  and  sufficient.  It 
is  described  completely  in  the  chapter  on  testing  methods. 

The  time  element  is  of  great  importance  in  considering  the  probability  of  harmful 
oil  deposits.  The  oil  within  the  cylinder,  with  the  exception  of  some  that  becomes 
lodged  behind  the  rings,  is  constantly  changing.  If  oil  is  fed  at  the  rate  of  a  quart  a 
day,  a  quart  a  day  goes  out  in  the  exhaust  and  through  the  stuffing  box,  and  certainly 
most  of  the  old  oil  is  displaced  by  new.  How  long  any  drop  of  oil  remains  in  the  cylinder 
is  problematical;  but  our  ordinary  experience  is  that  if  it  passed  the  precipitation 
test,  it  will  function  without  depositing  any  harmful  substance. 

A  flash  point  of  lOO"*  F.,  above  the  average  of  the  initial  and  final  temp^atures 
of  the  steam  in  the  cylinder  may  properly  be  specified  to  insure  freedom  from  admixture 
with  oil  distillates  and  as  a  check  on  the  evaporative  quality  of  the  lubricant.  The 
flash  point  is  not  emphasized,  however,  for  the  reason  that  it  must  be  within  reason- 
able bounds  if  the  oil  meets  the  ''  rate  of  change  of  viscosity  with  temperature  " 
requirement. 

5.  The  quantity  of  lubricant  necessary,  for  good  lubrication  depends  on  the  method 
of  feeding,  previously  described,  on  the  compounding,  and,  to  a  degree  on  the  volatility 
of  the  oil  and  on  other  less  tangible  factors.  The  quantity  is  limited  by  the  rate  of 
expulsion  with  the  exhaust,  because  of  the  danger  of  accumulations  of  the  lubricant 
in  the  cylinders,  and  by  the  rate  of  drippage  from  the  side  walls  of  the  cylinders  to  the 
lowest  level.  However,  every  set  of  conditions  makes  for  variations  in  the  feed,  and 
the  correct  quantity  should  be  determined.     A  method  of  determination  follows: 

Feed  copiously  (the  limit  of  a  hydrostatic  lubricator)  and  take  the  indicated  horse- 
power (I.H.P.)  at  normal  load,  keeping  the  load  constant  as  outlined  in  the  method 
describing  the  check  on  the  selection  of  viscosity.  Decrease  the  feed  20  per  cent  and 
retake  the  I.H.P.  Repeat  until  '^  zero  feed  "  is  reached.  Plot  the  I.H.P.  against 
"  feed  "  to  find  the  lowest  "  feed  "  equivalent  to  the  minimum  I.H.P. 

This  method  is  accurate,  but  great  care  must  be  exercised  to  keep  all  factors, 
excepting  change  of  feed,  constant.  It  is  tedious  and  time-consmning.  Many  indi- 
cator cards  must  be  taken  to  obtain  correct  averages,  and  time  must  be  allowed  between 
changes  of  "  feeds  "  to  avoid  the  influence  of  the  higher  feed. 

If  care  were  exercised  when  starting  the  engine  to  drain  all  water  from  the  cylinder 
and  to  feed  oil  copiously  for  a  few  minutes,  the  friction  load  would  be  lighter  and  the 
oil  film  built  up  and  maintained  more  easily.  Likewise  in  stopping  the  machine,  the 
practice  of  cutting  off  the  oil  supply  before  throttling  the  engine  is  conducive  to  destnic- 
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lion  of  the  oil  film,  a  considerable  portion  of  which  would  otherwise  remain  on  the 
cylinder  walls  to  function  in  restarting. 

The  following  formulae  give  the  average  amount  of  cylinder-oil  feed  for  engines  of 
various  sizesi  and  should  serve  as  a  guide  in  determining  the  feed  for  any  particular 
engine. 

J.  H.  Spoor,  "  Power  "  January  4,  1910,  gives: 

1 .014  pints  of  cylinder  oil  per  1000  horse-power-hours; 

0.97    pint  of  oil  per  1,000,000  square  feet  of  cylinder  surface  rubbed. 

It  is  evident  that  with  "  indirect "  feeding  into  the  steam,  the  quantity  of  oil 
required  will  vaiy  with  the  stroke  and  the  square  of  the  diameter  of  the  cylinder  for  the 
reason  that  the  oil  is  dispersed  throughout  the  entire  volume  of  the  steam,  much  of  it 
not  reaching  the  surface  of  the  cylinder,  and  so  passes  out  with  the  exhaust. 

The  formula  of  Schmid,  converted  to  units  of  pints  and  inches: 

C= 0.000,002,355  DXSxN^ 

in  which  C  is  consumption  per  hour,  in  pints;  i),  cylinder  diameter  in  inches;  S,  stroke 
in  inches  and  N,  the  R.P.M. 

A  more  rational  formula,  involving  the  volume  of  the  cylinder  and  applicable  to 
"  indirect  "  methods  of  feed  is: 

C=0. 000,000,1  D*XSXN 

For  ''  direct "  feed  the  quantity  should  be  proportional  to' the  diameter  and  length 
of  the  cylinder,  being  a  function  of  the  surface  evaporation.  For  direct  feeding  the 
following  formula  is  proposed: 

C=0. 0003  Z>XiS 
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The  destructive  action  of  the  temperatures  of  combustion,  which  are  produced  in 
the  cylinders  of  oil  and  gasoline  engines  and  which  act  directly  on  part  of  the  lubri- 
cating film,  is  the  chief  factor  which  distinguishes  the  problems  of  the  lubrication 
of  the  cylinders  of  these  engines  from  those  of  steam  engines.  The  method  of  feeding 
the  lubricant  to  the  cylinder  walls  constitutes  another  difference.  In  the  case  of  the 
internal-combustion  engine  this  is  done  directly,  by  splash  or  positive  feed;  in  the 
case  of  the  steam  engine  it  is  conunonly  done  with  steam.  Finally,  nearly  all  combus- 
tion engines  carry  the  connecting  rod  thrust  directly  on  the  cylinder  walls,  whereas 
steam  engines  are  provided  practically  universally  with  slide  blocks  for  this  purpose. 

Mineral  oils  decompose  rapidly  at  temperatures  just  in  excess  of  600*^  F.,  and 
oxidize  (thicken)  slowly  at  temperatures  well  below  600°.  The  longer  the  exposure 
to  heat  the  greater  the  destruction  or  oxidation.  Time  is  a  fundamental  factor  in  the 
behavior  of  lubricating  oil  in  the  cylinder  of  an  internal  combustion  engine. 

The  volatilization  of  oils  increases  as  the  temperature  increases.  Atomization  of  oils, 
or  the  mechanical  subdivision  of  oil  into  very  small  particles  by  splashing  about,  as 
on  the  top  of  a  piston,  increases  as  the  viscosity  decreases.  The  viscosity  decreases  as 
the  temperature  increases. 

This  atomization  and  volatilization  of  the  lubricating  oil  in  the  cylinder  above  the 
piston  is  assumed  to  account  in  large  measure  for  the  consumption  of  oil  in  this  type 
of  machine.    As  long  as  it  is  found  impossible  to  prevent  oil  from  getting  into  the 
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combustion  chamber,  this  consumption  of  oil  will  be  a  necessary  condition  of  successful 
operation,  for  the  following  reason:  All  oils  decompose  at  the  temperatures  of  the 
gases  of  combustion  above  the  piston,  if  exposed  to  those  temperatures  for  a  sufficient 
time;  if  by  atomization  and  volatilization  the  oil  passes  out  of  the  cylinder  with  the 
exhaust  gases  before  the  destruction  time-period  of  the  oil  has  elapsed,  destruction, 
with  its  products,  carbon  and  ''  oil  gum  "  has  been  prevented,  and  the  cylinder,  piston, 
spark  plugs  and  valves  remain  clean  and  operative,  except  for  such  fouling  as  may 
be  due  to  incomplete  combustion  of  the  fuel.  It  is  obvious,  then,  that  an  oil  which  is 
difficult  to  atomize  or  volatilize  will  function  longer  as  a  lubricant,  but  at  the  expense 
of  the  trouble  arising  from  greater  amounts  of  decomposition  products  of  the  lubricant 
occasioned  by  its  longer  exposure  to  high  temperature. 

The  rate  at  which  a  given  oil  will  volatilize  above  the  piston  (and  so  pass  out  in  the 
exhaust,  undecomposed)  is  fairly  well  fixed  for  that  particular  oil.  Therefore,  if  oil 
is  fed  to  the  cylinders  so  fast  that  this  rate  is  exceeded,  some  oil  is  exposed  to  high 
temperatures  for  an  abnormal  period,  decomposes  and  causes  the  conmion  carbon 
trouble.  The  rate  of  feed  of  oil  is  an  important  consideration.  The  control  of  the 
amount  of  oil  fed  to  the  cylinders  of  nearly  all  stationary  oil  and  gas  engines  is  fairly 
satisfactory,  and  it  is  to  be  noted  particularly  that  troubles  arising  from  carbon  deposits 
are  much  less  common  with  this  type  of  equipment  than  with  automobile  engines, 
although  more  attention  is  given  to  the  selection  and  refining  of  oils  for  the  latter 
machines.  Unfortunately,  the  lubrication  systems  of  the  great  majority  of  auto- 
motive engines  permit  little  control  of  the  amoimt  of  oil  supplied  to  the  cylinders,  and 
some  oil  is  exposed  for  too  long  a  period  to  high  temperatures. 

No  oil  can  long  withstand  the  destructive  action  of  the  heat;  therefore  it  is  more 
satisfactory  to  employ  an  oil  with  higher  rates  of  atomization  and  volatilization  in 
order  to  enable  it  to  pass  out  of  the  cylinder  before  decomposition  has  set  in. 

The  oil  which  best  meets  this  paramount  requirement  is  an  oil  of  lowest  boiling  range, 
that  is,  one  whose  component  hydrocarbon  compounds  have  as  nearly  as  possible  the 
same  boiling  point,  or  an  oil  in  which  the  gap  is  least  between  the  lowest-  and  the 
highest-boiling  constituents.  In  order  that  it  may  volatilize  in  the  combustion  space 
above  the  piston,  it  should  be  an  oil  which  is  capable  of  being  distilled  completely, 
easily  and  quickly  in  the  ordinary  refining  process  of  distillation  with  steam,  without 
decomposition. 

Preferably  also,  for  reasons  given  above,  the  internal-combustion  engine  oil  should 
be  of  comparatively  low  viscosity.  There  are  no  known  reasons  why  the  oil  should  be 
of  high  viscosity  when  used  in  an  engine  in  good  repair. 

The  function  of  the  cylinder  lubricant  is  to  prevent  the  piston  and  cylinder  from 
"  freezing  "  and  to  do  this  without  undue  retardation  of  piston  travel.  The  ability 
of  the  lubricant  to  perform  this  function  depends  on  its  viscosity  at  the  working 
temperature.  The  viscosity  must,  of  course,  be  sufficient  to  carry  the  thnist  of  the 
connecting  rod  through  the  piston  against  the  cylinder  walls.  This  applies  only  to 
trunk-t3rpe  pistons;  in  the  horizontal  crosshead  type  of  oil  or  gas  engine  the  viscosity 
must  simply  carry  the  weight  of  the  piston  and  rod  on  the  cylinder. 

The  viscosity  necessary  to  carry  the  piston  load  (thrust)  is  very  low,  because  the 
load  is  of  small  magnitude.  The  maximum  piston  thrust*  in  automotive  types  of 
internal  combustion  engines  is  about  15  pounds  per  square  inch  for  the  full  load  con- 
dition. The  maximum  thrust  for  ordinary  operating  conditions  is  considerably  less; 
and  the  average  thrust  for  the  complete  cycle  of  piston  motion  for  ordinary  operating 
conditions  is  almost  insignificant.  It  is  to  be  remembered  that  the  mft.yimiiTn  thrust 
is  of  momentary  duration. 

The  most  fluid  household  lubricant  employed  for  the  lubrication  of  sewing- 
machines,  lawn-mowers  and  similar  equipment,  if  it  could  be  kept  at  ordinary  tern- 
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peratures,  would  be  quite  viscous  enough  to  carry,  with  a  reasonable  factor  of  safety, 
the  low  pressures  met  in  the  operation  of  automotive  and  other  internal-combustion 
engine  cylinders.  It  is  assumed,  of  course,  that  the  clearance  between  the  piston 
skirt  and  the  cylinder  walls  is  normal — ^that  there  is  no  lost  motion  perpendicular  to 
the  axis  of  the  cylinder  giving  rise  to  a  ''  slapping  "  of  the  piston. 

However,  whatever  the  viscosity  necessary  to  carry  the  piston  load,  it  must  exist 
at  the  working  temperature;  this  working  temperature  is  acquired  from  the  heat 
retained  by  the  oil  film  between  the  cylinder  and  the  piston,  which  is  the  difference 
between  the  quantity  of  heat  the  oil  receives  from  the  piston  and  that  which  it  loses 
to  the  cylinder  walls. 

It  is  very  probable  that  the  average  temperature  of  the  oil  between  the  piston  and 
the  cylinder  walls  is  well  below  the  boiling  point  of  water.  Certainly  the  oil  tempera- 
ture must  be  between  the  temperature  of  the  cylinder-jacket  water  and  the  temperature 
of  the  metallic  sides  of  the  piston.  The  temperature  of  the  jacket  water  is  easily 
determinable;  it  is,  of  course,  generally  well  below  (sometimes  150°  below)  the  boiling 
point  of  water.  Until  recently  the  temperatures  of  the  several  parts  of  the  piston 
have  been  problematical. 

Frank  Jardine  and  Ferdinand  Jelle  ^  have  published  what  is  believed  to  be  the 
first  result  of  the  actual  measurements  of  piston  temperatures  by  electrothermal 
methods.  They  show  that  the  maximum  temperature  of  the  piston  of  a  gasoline  engine 
at  the  top  of  the  skirt  is  290°  F.  and  at  the  bottom  of  the  skirt  about  170°  F.  For 
the  condition  of  oold-jacket  water  (outlet,  58°  F.)  these  temperatures  were  127°  and 
113°  respectively.  In  all  cases  there  is  a  temperature  drop  from  the  pistons  to  the 
jacket  water  through  the  oil  film  and  cylinder  walls. 

Obviously  the  oil  film  will  possess  a  lower  temperature  than  the  piston.  Oil  is  a 
poor  conductor  of  heat;  therefore,  it  is  hardly  to  be  assumed  that  an  appreciable  portion 
of  the  temperature  of  the  oil  between  the  piston  and  the  cylinder  is  due  to  the  heat 
of  combustion  except  as  obtained  from  the  piston.  According  to  the  experiments  of 
Jardine  and  Jelle  the  average  temperatiu*e  of  the  piston  skirt  is  about  200°  F.  In 
this  connection  it  is  to  be  noted  that  the  temperature  of  the  top  of  the  piston  head 
is  upwards  of  650°  F.,  a  temperature  quite  high  enough  for  producing  rapid  decom- 
position in  oil  which  persists  in  clinging  to  this  part  of  the  piston. 

The  speed  of  piston  travel,  frequently  upwards  of  1000  feet  per  minute,  is  significant 
for  two  reasons:  (1)  high  linear  velocity,  with  proper  rounding  of  the  advancing  edges 
of  the  piston,  tends  to  force  the  piston  to  ride  upon  a  film  of  oil;  (2)  friction  loss  due 
to  molecular  retardation  increases  in  proportion  to  the  viscosity  of  the  lubricant  and 
the  velocity  of  piston  travel.  Both  reasons,  therefore,  point  to  the  advisability  of  using 
an  oil  of  minimum  viscosity  consistent  with  the  ability  to  support  the  piston  load. 
The  viscosity  at  the  working  temperature  which  will  carry  the  piston  thrust  with  a 
reasonable  factor  of  safety  has  been  determined  by  the  very  satisfactory  method  of  long 
experience  in  passenger  car  and  truck  engines,  and  in  stationary  oil  and  gas  engines 
used  for  generating  electric  power,  manufacturing  ice,  etc. 

Viscosities  ranging  from  44  to  50  seconds  Saybolt  Universal  at  210°  F.  (roughly 
equal  to  185  to  280  seconds  at  100°  F.)  have  given  altogether  satisfactory  service; 
indeed  this  range  has  included  the  great  majority  of  internal-combustion  engine  cylinder 
oils  marketed  in  America.  An  oil  with  viscosity  as  low  as  40  seconds  Saybolt  at  210°  F. 
(100  seconds  at  100°  F.)  has  been  satisfactorily  employed,  and  probably  gave  a  very 
reasonable  factor  of  safety.  For  racing  engines,  using  a  pressure-feed  lubricating 
83rBtem,  an  oil  of  approximately  42  seconds  at  210°  (140  seconds  at  100°  F.)  gave  superior 
speed  and  suitable  protection  to  the  engine  when  compared  with  an  oil  of  50  seconds 
Saybolt  at  210°  F. 

1  Journal  of  the  Society  of  Automotive  Engineers,  May,  1021. 
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Broadly,  any  viscosity  between  44  and  50  seconds  Saybolt  at  210**  (185  and  280 
seconds  at  100°  F.)  is  considered  satisfactory  for  the  lubrication  of  the  cylinders  of 
Internal-combustion  engines,  if  the  piston  pressures  do  not  exceed  those  discussed  above. 

It  is  to  be  noted  that,  in  general,  particularly  for  automotive  engines,  the  cylinder 
oil  also  serves  as  bearing  oil.  The  influence  of  bearing  requirements  is  discussed  in 
the  example  which  follows: 

One  other  consideration  merits  attention:  the  differences  existing  in  the  mechanical 
conditions  which  determine  viscosity  are  greater  between  the  ''  No  load,  slow  speed  " 
(idling)  condition  and  the  "  Maximum  load,  high  speed  "  (full  load)  condition  for  any 
particular  automotive  engine  than  are  the  differences  in  the  mechanical  conditions 
(pressure,  speed,  temperature,  clearance,  feed)  between  different  makes  of  engines. 
Therefore  there  is  little  occasion  to  have  materially  different  oil  specifications  for 
engines  which  are  designed  essentially  according  to  the  same  rules. 


Lttbrioation  Analysis  op  an  Internal-combustion  Engine  Unit:    Ttpical 

Automobile  Engine 

Four-cylinder,  4i-inch  bore;  6}-inch  stroke,  1000  R.P.M. 

The  case  of  the  automotive  engine  is  of  particular  interest  because  of  the  great 
number  of  these  units — 10,000,000  engines  in  this  country  with  a  total  rated  capacity 
upwards  of  250,000,000  horse-power  compared  to  60,000,000  horse-power  generated 
by  steam,  oil,  gas  and  water  in  the  United  States  for  industrial  purposes;  also  because 
of  certain  misconceptions  concerning  automobile  lubrication,  and  because,  by  good 
lubrication,  great  economies  can  be  effected  in  the  use  of  that  important  An:ierican 
resource,  gasoline. 

The  automobile  engine  presents  an  interesting  case  becaiise  of  the  complexity  of 
the  fundamental  conditions  of  bearing  pressures,  rubbing  velocities,  temperatures 
and  method  of  feeding,  which  are  further  complicated  by  more  or  less  contamination 
of  the  lubricant  by  gasoline,  by  the  carbonaceous  products  of  decomposition,  and  by 
the  accumulations  of  road  dust. 

It  will  be  found  that  if  we  can  satisfy  the  conditions  of  lubrication  for  the  cylinders, 
crankshaft  bearings  and  crank-pins,  we  shall  have  no  difficulty  in  lubricating  other 
parts  of  the  engine,  such  as  camshaft  bearings,  where  danger  of  breakdown  or  power 
loss  is  less  imminent. 

Four-cylinder  engine  data: 

Bore,  4}  inches. 
Stroke,  6}  inches. 

Speed,  lOQO  R.P.M.=655  feet  per  minute. 
Crankshaft  diameter,  2\  inches. 

Main  bearing  lengths,  Front  — 2f  inches;  Area  =  5. 94  square  inches  (omitting 

filets). 

Center — ^3f  inches;  Area  =  8. 45  square  inches. 

Rear   — 3tV  inches;  Area  =  7 .  67  square  inches. 
Crank-pins,  2}  inches  by  2)  inches;  Area » 6. 25  square  inches. 
Temperature  of  oil  in  circulating  system  =  130**  F. 
Temperature  of  jacket  water  =  150**  F. 

According  to  an  article  by  Otto  M.  Burkhardt,^  in  which  the  method  of 
determining  total  bearing  pressure  is  given,  and  from  which  the  following  data  on 

1  Journal  of  the  Society  of  Automotive  Engineers,  April,  1919. 
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bearing  prassuree  are  selected,  the  condition  of  operation  involving  high  speed  and 
maximum  power  produces  the  greatest  average  bearing  loads.  Likewise,  this  condition 
produces  the  greatest  piston  thrust. 

The  bearing  pressures  which  are  presented  combine  the  pressures  due  to  gaseous 
mixtures,  centrifugal  forces  and  inertia  forces. 

Average  piston  pressure  during  expansion  stroke,  per  cylinder 2380      pounds 

Average  piston  pressure  during  compression  stroke,  per  cylinder 272.5  pounds 

Maximum  pressure  front  and  rear  bearings 2945      pounds 

Maximum  pressure  center  bearing 2690      pounds 

Maximum  pressure  crank-pin  bearing 4075      pounds 

Average  pressure  front  and  rear  bearings 1000      pounds 

Average  pressure  center  bearing 1700      pounds 

Average  pressure  crank-pin  bearing 1230      pounds 

Average  bearing  unit  pressures: 

Front 168  pounds  per  square  inch 

Center 201  pounds  per  square  inch 

Rear 131  pounds  per  fly  wheel  included,  145  pounds  per  square  inch 

Crank-pin 197  pounds  per  square  inch 

The  momentary  duration  of  the  maximum  pressures,  and  the  continuously  changing 
direction  of  the  resultant  of  the  several  pressures  on  the  bearing  warrant  the  use  of 
average,  instead  of  maximum,  bearing  pressures.  Further,  the  continuously  changing 
direction  and  magnitude  of  the  bearing  pressure  permit  the  reduction  of  the  ''  normal  " 
factor  of  safety,  as  discussed  on  page  639,  to  one-half  the  usual  value. 

The  engine  having  a  force-feed  system  of  lubrication,  a  factor  of  safety  of  1.7  is 
taken.  Solving  for  a  suitable  viscosity  for  the  most  severe  condition,  namely,  201 
pounds  per  square  inch  at  655  feet  per  minute  rubbing  speed,  we  obtain: 

equivalent  pressure  201 X 1 . 7  =  342  pounds  per  square  inch. 

The  corresponding  viscosity  from  Fig.  15  equals  80  seconds  Saybolt  at  130''  F.  From 
Fig.  8,  by  interpolation,  Ihe  viscosity  of  the  desired  oil  is  140  at  100°  F. 

A  larger  factor  of  safety  may  be  employed  to  compensate  for  loss  of  viscosity  by 
the  dilution  of  the  lubricating  oil  by  unbumed  fuel.^  Where  economy  of  operation 
is  desired  it  is  questionable,  however,  whether  the  factor  should  be  increased  much  in 
excess  of  50  per  cent  of  the  figure  given  in  the  present  example. 

The  piston  thrust  on  the  cylinder  walls  may  be  determined  graphically  by  plotting 
the  triangle  of  forces  thus:  the  base  of  the  triangle  proportional  to  the  total  force  on 
the  piston  at  that  point  in  the  stroke  at  which  the  crank  and  the  connecting  rod  make 
a  right  angle,  the  hypothenuse  of  the  triangle  making  an  angle  with  the  base  equal 
to  the  angle  made  by  the  connecting  rod  and  the  center  line  of  the  cylinder.  A  per- 
pendicular is  erected  to  complete  the  triangle.  The  length  of  the  perpendicular  is 
proportional  to  the  piston  thrust,  in  pounds: 

For  a  connecting  rod  14}  inches  long  we  have: 

Stroke  for  greatest  angularity  of  rod,  44.4  per  cent =79.4°. 

Maximum  total  piston  pressure  at  79°  =  1615  pounds,  explosive  stroke. 

Maximum  piston  thrust,  vertical  component  =  383  poimds,  explosive  stroke. 

1  See  Q.  A.  Kramer  on  Dilution  of  Engine  Lubricants  by  Fuel  in  the  Journal  of  the  Society  of 
Automotive  Eugineera,  February,  102(1 
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Piston  diameter,  4)  inches. 

Piston  lengthy  6  inches. 

Piston  area,  27  square  inches.     (Projected  area,  DXL). 

Maximum  unit  pressure  on  cylinder,  14.15  pounds  per  square  inch. 

The  average  unit  pressure  on  the  cylinder  for  an  entire  cycle  is  obviously  well 
below  this  figure. 

The  bearing  requirements  call  for  an  oil  of  140  viscosity  at  100°  F.  Because  of  the 
low  piston  thrust  it  is  safe  to  assume,  from  practical  experience,  that  if  this  oil  of  140 
at  100°  F.,  possesses  a  viscosity  of  42  or  higher  at  210°  F.,  the  viscosity  requirement 
of  the  cylinders  will  also  be  met. 


LUBRICATION  SYSTEMS  AND  BEARING  DESIGN 

The  selection  of  lubricating  oils,  particularly  journal-bearing  oils,  depends  in  a 
large  measure  on  the  quantity  of  the  oil  fed  to  the  bearing,  which  in  turn  is  largely 
controlled  by  the  equipment  employed  to  apply  the  lubricants.  Modem  pressure- 
flood-feed  systems  employing  some  means  of  oil  recovery  and  purification,  permit 
the  use  of  the  minimum  viscosities  consistent  with  the  bearing  pressures  and  velocities, 
at  the  same  time  insuring  safety  and  a  continuous  saving  of  power.  The  saving  of 
power  is  often  very  important  because  it  permits  increased  production  without  capital 
expenditures  for  power-generating  machinery.  Reference  should  again  be  made  to 
the  feed-friction  curve.  Fig.  11. 

The  catalogues  of  manufacturers  of  lubricating  devices  and  systems  are  suggested 
as  most  excellent  literature  for  a  study  of  available  and  proved  oil-application  equip- 
ment; standard  and  special  S3rstems  and  lubricators  are  adaptable  to  almost  any  set 
of  conditions. 

Oil  grooves  in  bearings. — Because  all  lubricants  work  more  satisfactorily  on 
rubbing  surfaces  designed  with  a  knowledge  of  lubrication,  and  because  lubricants 
correctly  selected  on  the  basis  of  accepted  theory  and  proved  practice  may  sometimes 
fail  to  give  satisfaction  because  of  omission  in  the  design  or  construction  of  a  detail  like 
oil  grooves  or  chamfered  edges,  the  following  paragraphs  on  grooving,  taken  from  The 
Textile  World  Journal  are  inserted.  Otherwise  this  section  would  be  omitted  on  the 
ground  that  the  chapter  on  lubrication  is  intended  as  a  guide  to  engineers  in  the 
selection  of  lubricants  for  existing  machinery.  The  author  realizes  that  the  engineer 
cannot  always  determine  the  character  or  extent  of  oi^  grooves,  piston-ring  bevels,  etc., 
and  usually  is  not  in  a  position  to  change  undesirable  conditions  even  when  they  are 
discovered. 

"  Some  engineers  are  of  the  opinion  that  oil  grooves  in  a  bearing  are  detrimental, 
in  that  they  reduce  the  bearing  surface  and  offer  a  means  of  escape  for  the  oil. 

"  This  theory  loses  sight  of  the  fact  that  means  have  to  be  provided  for  getting 
the  oil  to  and  distributing  it  over  the  bearing  surfaces,  and  for  retaining  the  oil  in  the 
journal. 

''  It  is  these  functions  which  oil  grooves  perform  so  successfully  that  make  them 
indispensable.  We  have  seen  many  instances  where  the  theory  that  oil  grooves  were 
unnecessary  and  detrimental  was  followed,  and  which  resulted  in  continual  trouble 
from  heating  of  the  bearings  until  the  operating  engineer  took  it  upon  himself  to  provide 
oil  grooves,  after  which  no  heating  or  kindred  troubles  were  experienced.*' 

Functions  of  oil  grooves. — ^The  functions  which  oil  grooves  are  intended  to  per- 
form are: 

(a)  To  provide  a  receptacle  for  receiving  the  oil  into  the  bearing. 
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(6)  To  distribute  the  oil  lengthwise  of  the  bearing,  so  that  the  moving  surface 
passing  the  grooves  or  chambers  is  bathed  in  and  coated  with  oil. 

(c)  To  distribute  oil  from  the  grooves  and  chambers  over  the  bearing  surface. 

{d)  To  catch  oil  which  has  squeezed  over  towards  the  ends  of  the  bearing  and 
thus  prevent  it  from  working  out  of  the  bearing  entirely;  and 

(e)  To  return  such  oil  to  the  center  of  the  bearing,  where  the  cycle  of  distribution, 
catching  and  returning  it  again  to  the  center  of  the  bearing,  is  again  started  and 
repeated. 

"  Instructions  for  grooying. — In  grooving  bearings  it  is  of  the  greatest  importance 
that  the  following  general  instructions  be  observed: 

"  1.  Do  not  groove  both  the  male  and  female  surfaces  of  a  bearing;  grooving 
one  surface  is  right;  grooving  both  surfaces  is  wrong.  The  female  or  enveloping 
surface  is  the  one  which  should  be  grooved.  There  are  a  few  exceptions  to  this  rule, 
among  them  being  the  bearing  surfaces  of  the  shoes  of  a  crosshead,  which  are  grooved, 
and  not  the  bearing  surfaces  of  the  guides;  the  bearing  surface  of  shafting  or  sleeves 
which  work  in  long  solid  bearings  and  which  are  grooved  on  account  .of  the  bearing 
being  too  small  in  diameter  and  too  long  to  permit  internal  grooving. 

"  2.  Make  the  width  and  depth  of  grooves  liberal.  It  is  customary  to  err  in  the 
direction  of  making  them  too  narrow  and  too  shallow,  with  the  result  that  they  clog 
up  readfly.  If  a  bearing  which  is  equipped  with  shallow,  narrow  grooves  heats 
slightly  at  any  time,  the  grooves  become  plugged,  lubrication  ceases,  and  it  is  then 
necessary  to  shut  the  engine  or  machine  down  and  dismantle  the  bearing  in  order  that 
the  deposit  can  be  removed  from  the  grooves.  It  is  difficult  to  fix  any  general  rule  for 
the  dimensions  of  oil  grooves  which  agree  closely  with  the  best  practice,  but  for  width 
of  groove  it  is  well  to  multiply  the  diameter  of  shaft  or  pin  in  nearest  even  inches  by 
0.01  and  add  -^  inch.  For  depths  of  groove  take  half  the  width.  Well-designed  bear- 
ings will  have  a  sufficient  thickness  of  babbitt  lining  or  bushing  to  accopunodate  safely 
the  above  depth  of  groove. 

"  3.  Round  all  comers  of  grooves  well.  This  is  important  as  it  insures  the  flowing 
or  '  wedging '  of  oil  from  the  grooves  into  the  space  between  the  rubbing  surfaces. 
An  oil  groove  having  sharp,  square  edges  will  scrape  oil  from  the  ungrooved  siirface 
of  the  journal  instead  of  allowing  a  fine  film  of  oil  to  squeeze  from  the  oil  groove  into 
the  space  between  the  rubbing  surfaces.  This  rounding  of  the  edges  of  oil  grooves 
is  one  of  the  most  important  factors  in  securing  successful  lubrication  of  a  bearing 
and  is  the  one  which,  in  so  many  instances  is  neglected  entirely.  If  an  engineer  desired 
to  provide  a  number  of  sharp  scrapers  to  remove  the  oil  from  the  ungrooved  surface  of  a 
journal,  he  could  not  do  it  more  effectively  than  by  the  use  of  sharp-edged  oil  grooves. 

"  4.  Be  careful  to  arrange  the  oil  grooves  with  particular  reference  to  the  direction 
of  motion  of  the  ungrooved  surface  on  the  grooved  one.  This  is  of  the  greatest  impor- 
tance, because  it  is  this  movement  of  one  surface  on  another  which  effects  the  movement 
of  the  oil  in  the  bearing,  and  if  a  bearing  is  grooved  for  the  wrong  direction  of  motion 
the  grooves  will  work  the  oil  out  of  the  bearing  instead  of  towards  the  center  of  it. 
Gravity  has  little  effect  on  the  movement  of  oil  in  a  journal. 

"  6.  Do  not  extend  the  grooves  too  close  to  the  edges  of  the  bearing  surfaces,  as 
this  allows  the  oil  to  escape  from  the  journal.  As  a  general  proposition,  keep  grooves 
away  from  edges  of  bearing  surfaces  from  }  to  1^  inches,  depending  on  the  size  of 
the  journal. 

"  6.  Grooves  and  chambers  should  be  smooth  and  regular." 

There  are  many  different  arrangements  of  oil  grooves  in  use;  some  of  them  are 
planned  with  due  regard  for  what  they  are  intended  to  accomplish;  others  are  planned 
without  any  conception  of  what  oil  grooves  are  intended  to  do  or  how  they  are  to  do 
it;   and  others  are  not  planned  at  all.    Oil  holes  and  oil  grooves  are  seldom  shown 
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in  the  drawings,  but  tlieir  design  is  generally  left  to  men  who,  while  they  are  good  shop 
mechanics,  know  little  or  nothing  of  the  operation  and  lubrication  of  machinery.  Is 
it  any  wonder  then,  that  bearing  troubles  are  experienced  and  that  operating  engineers 
in  many  cases  find  it  necessary  to  use  much  oil  with  less  efficiency,  when  if  oil  grooves 
had  been  correctly  designed,  a  proper  amoimt  of  suitable  oil  would  work  better  and  at 
much  less  cost. 

In  the  present  writer's  opinion  oil  grooves  are  unnecessary  and  undesirable,  provided 
the  bearings  are  well  made;  for  low-pressure  lubricating  S3rstems,  provided  that  the 
lubricant  is  fed  at  such  point  or  points  of  minimum  pressure  on  the  bearing  that  it  is 
carried  by  the  journal  to  the  area  of  greatest  pressiure  between  the  journal  and  the 
bearing;  and  for  high-pressure  systems  that  the  oil  is  applied  at  a  point  or  points 
within  the  area  of  greatest  pressure  on  the  bearing.  It  is  desirable  in  both  S3rstems 
that  at  least  one  point  of  application  be  at  the  center  of  the  length  of  the  bearing  in  order 
that  the  oil  may  have  the  TnAyimiim  effectiveness  as  it  spreads  towards  both  ends 
of  the  bearing.^ 

Books  on  machine  design  and  particularly  on  bearings  arc  cuggested  for  those  who 
are  interested  in  design  or  further  study  of  the  subject.' 

Reciprocatmg  parts  need  special  attention  with  respect  to  the  character  of  the 
"  advancing  edges  "  of  the  moving  part,  as  in  pistons,  piston  rings  and  crosshead 
shoes.  Sharp  edges  are  taboo.  Sharp  edges  act  as  scrapers;  they  clean  the  oil  from 
the  stationary  surface  and  prevent  the  insinuation  of  oil  under  the  moving  surface. 
An  icenskate  with  a  very  sharp  toe  will  not  cut  into  the  ice  and  impede  the  progress 
of  the  skater  more  readily  than  a  sharp  piston  ring  will  scrape  oil  from  a  cylinder  wall. 
For  service  both  the  toe  of  the  skate  and  the  edge  of  the  ring  must  be  rounded  slightly, 
not  so  much  as  to  appreciably  decrease  the  bearing  surface,  but  enough  to  enable 
the  movable  part  to  ride  up  and  on  the  oil  wave  created  in  front  of  the  moving  part 
as  the  latter  pushes  the  excess  oil  forward. 

There  is  considerable  pressure  built  up  just  at  the  line  of  contact  between  the 
bevel  of  the  reciprocating  part  and  the  bearing  surface,  which  increases  with  increase 
of  viscosity  and  increase  of  velocity  of  travel.  The  inertia  of  the  oil  wave  and  the 
momentum  of  the  moving  part  represent  opposing  and  therefore  cumulat've  forces; 
the  lubricant  tends  to  stay  in  the  position  in  which  the  moving  part  meets  it  when  the 
latter  starts  to  push  it  forward;  the  resultant  force  consequently  tends  to  raise  the 
moving  part,  just  as  a  wedge  whose  edge  is  inserted  under  a  block,  will  raise  the  block. 
Those  who  have  learned  the  art  of  scooping  up  oil  with  a  quick  forward  ''  snap  ''  of  a 
shovel  have  a  ready  illustration.  A  slow  motion  of  the  shovel  simply  shoves  the  oil 
ahead;  a  quick  motion  of  even  a  blunt  shovel  causes  the  oil  to  ''  build  up  "  in  front  of 
the  shovel  before  the  most  distant  part  of  the  ''  puddle  "  has  moved  from  its  position 
under  the  force  of  impact  with  the  shovel.  The  cutting  action  of  the  edge  of  the 
shovel  has  been  disregarded  in  this  illustration. 

In  conclusion,  the  essentials  of  successful  lubrication  may  be  compared  w4th  the 
familiar  and  well-imderstood  principles  of  satisfactory  personal  nutrition,  in  order 
that  the  reader  may  remember  the  former.  Both  sets  of  fundamentals  have  the  follow- 
ing points  *in  common : 

1.  Selection  of  the  grade  of  lubricant  suited  to  the  particular  conditions.  (Not 
all  foods  satisfy  or  V  agree  "  equally  with  all  individuals.) 

3  See  aleo  *'The  Lubrication  of  Bearines,"  A.  L.  Campbell,   En«.  Mac,  Vol.  36,  xyp.  4fl&-476, 

American 
pp.  46-SO 
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2.  A  sufficient  quantity  of  lubricant  to  replenish  that  lost  from  the  bearing  in  the 
course  ot  operation  (or  of  food  to  replace  energy  lost  in  work). 

3.  A  correct  application  of  lubricant  to  insure  it  **  reaching  the  spot "  (or  the 
INroper  mastication  of  food  to  permit  of  the  greatest  economy  of  aaaimilation) 


NOTES  ON  GREASE  LUBRICATION 

How  to  select  a  lubricating  grease  for  a  given  set  of  conditions  is  the  real  problem, 
for  which  the  author,  at  present,  knows  no  rational  solution  which  can  be  crystallized  in 
writing.  Even  the  laws  of  lubricated  friction,  expressed  heretofore,  and  apphcabk  to 
oil  lubricants,  can  be  apphed  to  grease  lubrication  only  in  a  general  way,  for  the  reason 
that  the  consistency  (viscosity-resistance  to  movement)  of  greases  appears  to  vary  with 
the  amount  of  motion  set  up  among  the  grease  particles  by  the  relative  motion  of  the 
bearing  surfaces. 

In  general,  it  is  inadvisable  to  employ  grease  for  lubrication  where  oil  could  be  used 
just  as  conveniently,  especially  in  high-speed  equipment  operating  continuously.  In- 
deed, in  such  machines,  it  is  frequently  desirable  to  take  some  little  pains  to  apply 
and  recover  oil  lubricants.  Where  the  cost  of  power  is  a  prime  consideration  it  is  very 
questionable  whether  grease  should  ever  be  applied,  except  to  certain  classes  of  bearings 
hereinafter  mentioned. 

The  conditions  which  warrant  the  application  of  grease  lubricants  may  be  classified 
as  follows: 

1.  In  bearings  for  which  the  total  frictional  loss,  even  with  grease,  is  a  negligible 
quantity  (compared  to  the  frictional  losses  at  other  parts  of  the  machine),  for  example 
in  the  Stephenson  reversing  gear. 

2.  When  the  operation  of  the  bearing  is  intermittent,  as  with  the  pinions  and  gears  of 
a  bascule  bridge.  It  is  obvious  that  oil  lubricants  would  flow  from  the  bearing  surfaces 
between  applications  made  at  reasonable  intervals  and  that  labor  would  be  required  to 
replace  them. 

3.  When  the  application  of  oil,  either  because  of  an  unavoidable  condition  or  inad- 
equacy of  the  lubricating  system,  creates  a  hazard,  by  splashing  or  dripping  from  the 
lubricated  surfaces,  resulting  in  injury  to  fabrics  in  process  of  manufacture,  as  in  textile 
mills,  or  source  of  discomfort  to  workmen. 

4.  When  applications  of  oil  could  be  made  only  at  such  long  intervals  as  to  permit 
abrasion  of  the  surfaces  in  the  peiiod  just  before  each  application  of  lubricant.  This 
condition  obtains  with  many  easily  accessible  bearings  because  of  lack  of  interest,  on  the 
part  of  workmen,  in  the  economical  operation  and  maintenance  of  the  machine;  and 
it  is  always  present  when  the  bearings  are  difficult  of  access.  Under  these  circumstances, 
grease  lubrication  requires  the  minimum  of  attention  and  the  mininrnim  of  lubricant. 
Naturally,  it  produces  the  poorest  results  from  a  frictional  viewpoint. 

5.  For  certain  bearings  operating  at  very  slow  speeds  or  with  great  clearances, 
wherein  the  frictional  coefficients  will  be  lower  with  grease  applications,  for  the  reason 
that  the  greater  film  thickness  maintained  by  the  grease  more  than  counterbalances  the 
greater  resistance  due  to  its  high  consistency. 

6.  In  certain  types  of  bearings,  notably  in  steel  and  paper  mill  and  chemical  factory 
equipment,  operating  at  very  high  temperatures  and  not  equipped  with  a  suitable  oil- 
applying  and  recovering  attachment. 

7.  As  a  shock  or  noise  absorber,  as  in  the  operation  of  gearing  in  sugar  and  steel 
mills,  especially  of  gearing  with  worn  or  poorly  fitted  teeth. 

The  principal  requirement  of  a  good  lubricating  grease  is: 
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1.  That  it  shall  **  stay  put.'' — ^It  must  possess  great  power  of  adhesiveness  for  the 
bearing  surfaces,  otherwise  it  loses  its  value  as  a  more  practical  lubricant  than  oil  in 
the  cases  enumerated  above. 

Supplementary  requirements  are  as  follows: 

2.  Stability. — It  should  retain  its  physical  properties  during  storage  and  use.  This  is 
a  requirement  difficult  or  impossible  for  soap  greases  to  fill  perfectly,  as  by  their  very 
nature,  they  are  subject  to  chemical  change  with  exposure  to  high  temperatures,  to 
the  oxidizing  action  of  air,  and  indeed  to  a  separation  of  the  oil  and  soap  constituents. 

3.  A  consistency  compatible  with  reasonable  **  stick-to-it-ive-ness,"  and  with  the 
minimiun  of  power  wastage. — The  lower  the  consistency  the  lower  the  power  loss,  other 
things  being  equal.  The  degree  of  hardness  (resistance  to  deformation  by  pressure)  is 
the  only  measure  available  for  "  consistency." 

4.  A  melting  point  suited  to  the  temperature  at  which  the  grease  must  function. — 
It  is  obvious  that  if  the  melting  point  is  too  low,  the  grease  will  melt,  run  off  the  bearing, 
and  be  little  more  useful  than  an  oil;  if  the  melting  point  is  too  high,  the  grease  wiU  not 
spread  itself  effectively  over  the  surfaces  to  be  lubricated. 

5.  Freedom  from  non-lubricating  ^'fillers,"  and  from  alkalies,  acids  or  gritty  sub- 
stances which  would  corrode  or  abrade  the  bearing  surfaces. — ^The  importance  of  this 
requirement,  "piuity,"  is  probably  generally  appreciated,  but  the  difficulty  of  detecting 
injurious  or  useless  ingredients  is  not  understood.  In  this  respect  grease  lubricants  are 
not  as  readily  susceptible  as  oil  lubricants  to  valuable  rough  assays  which  can  be  applied 
equally  well  by  the  chemist  or  the  lay  worker. 

The  idea  that  greases  will  carry  greater  bearmg  pressures  than  oils  has  its  only  basis 
in  the  fact  that  greases  ordinarily  have  greater  consistency  (viscosity)  than  oils.  There 
are,  indeed,  few  cases  of  lubrication  in  which  it  is  necessary  to  consider  gresse  because 
of  its  ability  to  carry  high  loads.  The  rate  of  feed,  the  attention  required  for 
applications,  the  stability,  the  freedom  from  harmful  substances  and  the  minimum  con- 
sistency permissible  with  the  foregoing  factors  are  our  basis  of  selection  of  lubricating 
greases. 

The  selection  of  lubricating  greases  for  specific  purposes  has  been  greatly  simplified 
by  the  terminology  developed  with  the  art  of  grease  lubrication.  Terms  have  been  coined 
which  describe  the  general  characteristics  of  a  grease,  and  by  custom,  the  use  to  which 
that  type  of  grease  should  be  put.  Differences  exist,  of  course,  among  the  numerous 
members  of  each  family  or  class  of  greases,  and  these  differences  permit  a  lange  of 
selection  within  several  of  the  more  important  groups  of  greases. 

The  principal  groups  or  families  of  greases  follow: 

1.  Cup  and  graphite  greases. 

2.  Gear  and  pinion  greases  and  glazes. 

3.  Elevator  and  plunger-pole  greases. 

4.  Cold  neck  greases. 
6.  Hot  neck  greases. 

6.  Axle  and  journal  greases. 

7.  Special  greases,  e.g.,  yam  and  asbestos  greases. 

To  fully  comprehend  the  principles  governing  the  proper  selection  of  a  grease  for 
specific  work  it  is  necessary  to  understand  something  of  the  general  make-up  of  greases. 

What  lubricating  greases  are. — An  ordinary'  pure  mineral  lubricating  oil,  when  chilled 
to  a  temperature  several  degrees  below  its  "pour  point,"  is  essentially  a  lubricating 
grease  in  appearance,  in  texture,  and  in  lubricating  quality.  It  wiU  behave  like  grease 
when  placed  in  a  device  designed  to  apply  lubricating  grease  to  a  bearing.  This,  of 
course,  applies  to  the  physical  characteristics  of  the  oil.    It  is  "slippery  "  (to  the  touch 
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or  when  interpofled  between  two  parallel  surfaces  moving  relatively),  it  is  solid,  i.e.,  it 
will  not  pour  from  a  container  or  flow  through  a  lubricator  without  the  application 
of  heat  or  pressure,  and  as  long  as  it  is  kept  at  a  temperature  below  its  pour  point  it 
retains  the  properties  just  enumerated.  It  does  not,  for  example,  lose  its  unctuous 
properties  by  exposure  to  a*ir,  through  the  loss  of  a  constituent  essential  to  its  greasiness, 
as  would  a  "  slippery,"  "  greasy,"  film  of  clay  and  water.  Pure  petroleum  oils  of 
very  high  viscosity  and  high  pour  point,  e.g.,  petrolatum  and  heavy  still  residuum,  con- 
stitute, indeed,  a  distinct  class  of  lubricating  greases. 

Chemically,  there  is  a  great  difference  between  most  conmiercial  lubricating  greases 
and  the  "frozen,"  oil  above  mentioned.  The  greases  are  essentially  intimate  mix- 
tures of  a  soap  and  a  fluid  lubricating  oil,  the  latter  being  held  in  the  former  somewhat  as 
linseed  oil  is  held  in  a  well-kneaded  putty.  The  soap  acts  as  a  "  sponge,"  to  the  oil; 
and  the  mixture  is  sufficiently  complete,  mechanically,  to  give  the  appearance  and  con- 
duct of  a  homogeneous  mass. 

Lubricating  greases  may  be  constituted  as  follows: 

1.  Pure  animal  fat,  e.g.,  tallow. 

2.  Pure   mineral  grease,  e.g.,  the  petrolatums  and  petroleiun  greases  of  com- 

merce. 

3.  A  mixture  of  animal  fat  and  mineral  grease  (Nos.  1  and  2). 

4.  A  mixture  of  a  soap  and  a  mineral  oil.    The  soap  may  be  made  with  lime  and 

a  fat  or  fatty  oil,  e.g.,  tallow,  cottonseed  oil,  lard  oil,  horse  oil,  etc.,  giving 
rise  to  the  so-called  calcium  or  cup  greases;  or  with  soda  or  potash  and 
the  fat,  producing  in  the  latter  case  the  fiber  or  sponge  greases,  so  called 
from  their  fibrous,  spongy  character. 

5.  A  compound  of  heavy  petroleum  residuum  with  rosin,  pine  tar  or  both. 

6.  Cup  grease  (No.  4)  to  which  have  been  added  petrolatums  (No.  2),  or  special 

waxes  for  producing  hardness,  graphite,  asbestos  or  wool  fibers  for 
producing  body,  heat-resisting  quality  or  resilience,  as  for  example,  in  a 
yam  grease  for  use  in  the  well  of  a  car  journal. 

It  is  obvious  that  a  multitude  of  variations  of  the  above  classes,  with  respect  to  char- 
acter of  constituents,  may  be  made  at  the  will  of  the  manufacturer. 

Differences  between  the  greases  belonging  to  any  one  class,  especially  to  Class  No.  4 
above,  which  is  the  conmionest,  are  produced  legitimately  by  varjring: 

(a)  The  percentage  of  soap  and  oil. 

(6)  The  viscosity  of  the  incorporated  oil. 

(c)  The  character  of  the  fatty  oil,  e.g.,  tallow,  rapesecd,  cottonseed  oil,  etc. 

These  chemical  or  constitutional  differences  produce  physical  or  lubricating  differ- 
ences. Ordinary  cup  grease  made  of  lime  soap  and  a  mineral  oil  of  approximately  100 
seconds  viscosity,  Saybolt  Universal  at  100°  F.,  will  vary  in  consistency  from  what  is 
known  in  the  trade  as  No.  0  Cup  grease  to  No.  5  Cup  grease,  and  in  melting  point  from 
approximately  120**  F.  to  185**  F.  The  soap  content  for  this  range  of  greases  will  vary 
from  approximately  13  per  cent  for  the  No.  0  Grease  to  about  24  per  cent  for  the  No.  6 
Grease,  the  remainder  of  the  grease  being  composed  of  pure  mineral  oil  and  1  to  3  per 
cent  of  moisture. 

The  miscibility  of  lime  soap  and  mineral  oil  is  much  greater  than  that  of  soda  soap 
and  mineral  oil.  For  this  reason  the  former  blends  produce  the  smooth,  unctuous 
"cup,"  greases,  and  the  latter  make  the  stringy,  doughy  "sponge,"  greases. 
Unquestionably,  the  former  are  superior  as  lubricants  in  ordinary  journal-bearings.  The 
latter  have,  however,  the  advantage  of  higher  melting  points  and  the  important  advan- 
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tage  that  upon  being  melted  and  cooled  they  return  to  their  original  consistency.  Lime- 
soap  greases  are  prone  to  separation  of  the  oil  and  soap  on  heating  to  temperatures 
approaching,  or  in  excess  of  their  melting  points.  Soda-soap  greases  or  sponge  greases 
are  to  be  looked  upon  as  shock  absorbers  for  many  gears  and  similar  equipment, 
rather  than  as  unctuous,  friction-reducing  lubricants. 

Chemical  analysis  of  greases  is  generally  of  little  avail  except  to  protect  the  buyer 
against  flagrant  attempts  at  fraud  through  the  incorporation  of  much  water  or  of 
"  fillers,"  with  the  grease,  or  to  guard  against  the  presence  of  corrosive  substances  in  the 
grease.  Fillers  which  may  be  used  and  which  are  without  lubricating  value,  or  of  neg- 
ligible lubricating  value,  are  wood  pulp,  ground  cork,  talc,  china  clay,  bar3rtes,  gypsum 
and  asbestos.  The  last-named  may  be  added  for  the  purpose  previously  mentioned. 
Mica  and  graphite,  particularly  the  latter,  have  decided  lubricating  value  and  are  some- 
times incorporated  in  greases  for  the  purpose  of  improving  the  condition  of  the  bearing 
surfaces. 

Corrosive  substances  in  grease  are  detected  readily  by  means  of  a  hi^ly  polished 
copper  plate,  which  upon  being  immersed  in  the  grease  from  one  to  several  days  at 
room  temperature,  wiU  show  by  loss  of  polish  the  presence  of  injurious  or  objectionable 
corrosivQ  substances. 

The  method  by  which  grease  is  to  be  fed  to  a  bearing  is  an  important  factor  in  the 
selection  of  the  grease;  for  example,  if  the  grease  is  to  be  fed  by  gravity,  it  must  have  a 
very  low  consistency;  if  it  is  to  be  fed  by  hand-feed  cups,  a  medium  consistency  is 
required,  while  the  use  of  powerful  screw-feed  cups  permits  higher  consistencies.  Some 
large  bearings  in  paper  mills  are  lubricated  by  a  block  of  grease  which  rests  upon  the 
journal  and  is  gradually  apphed  to  the  latter  by  abrasion.  It  is  obvious  that  such  grease 
must  have  a  high  consistency.  A  bearing  may  be  fed  through  a  cup  in  which  the  grease 
is  slowly  melted  by  the  heat  transmitted  to  it  from  the  journal  by  a  copper  rod  which 
rides  upon  the  journal.  In  this  case  the  melting  point  of  the  grease  must  be  such  as  to 
suit  the  condition.  What  this  melting  point  may  be  can  be  determined  only  by  experi- 
ment. Pinion  greases,  on  the  other  hand,  may  be  required  to  possess  such  adhesiveness, 
when  on  the  gears  in  thin  layers,  that  they  are  quite  solid  in  the  container  in  which  they 
are  delivered  and  require  to  be  heated  to  the  melting  point  before  an  economical  applica- 
tion can  be  made. 

More  specific  selections  of  lubricating  greases  follow: 

1.  For  journal-bearings  and  other  high-grade  machine  parts  in  which  friction  loss  is  a 
real  consideration — cup  greases.  These  will  be  lime-soap  greases  of  a  consistency  and 
melting  point  selected  to  meet  the  particular  conditions  of  method  of  feed  (grease  cup) 
and  temperature  under  consideration. 

2.  For  journal-bearings,  which  are  pitted  or  possess  large  clearance —  graphitized  cup 
grease,  similar  to  the  preceding  cup  grease,  but  containing,  in  addition,  from  5  to  20  per 
cent  of  flake  graphite. 

3.  For  ball-and-roUer  bearings — ^pure  petroleum  greases,  preferably  a  highly  refined 
petrolatiun  or  a  neutral  mineral  oil  of  low  viscosity  if  the  bearing  is  constructed  to 
retain  oil. 

4.  For  gears  and  pinions. — (a)  Enclosed  in  an  oil-tight  case — a  pure  petroleum  grease 
of  very  low  consistency.  Indeed,  an  oil  with  a  viscosity  of  approximately  150  seconds 
Saybolt  Universal  at  212**  F.,  fluid  at  temperatures  down  to  35°  F.,  may  be  used. 

(6)  For  gears  requiring  a  very  adhesive  grease  which  is  really  a  protective  glaze  or 
noise-reducer — ^gear  or  pinion  grease,  a  heavy,  sticky  petroleum  residuum  compoimded 
with  rosin. 

5.  When  the  grease  is  to  be  subjected  to  the  action  of  water,  as  are  elevator  and 
plunger  pole  greases — greases  carrying  these  or  similar  names  and  being  essentially  com- 
pounds of  pure  petroleum  and  pure  animal  greases.    See  No.  3  above. 
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6.  For  cold  necks  aud  other  rough  mill  bearings — cold  neck  grease,  a  viscous,  tacky, 
black  or  dark-colored  grease,  basically  a  compound  of  lime  soaps  of  resinous  acids  and 
viscous  petroleum  residuums. 

7.  For  hot  necks  and  other  rough  mill  bearings  operating  at  high  temperatures — 
hot  neck  grease,  a  grease  of  high  melting  point  and  high  consistency,  capable  of  adher- 
ing to  journals  at  high  temperatures.  It  is  similar  in  general  properties  and  make-up 
to  cold  neck  grease,  the  proportions  of  the  residuum  and  soap  being  varied  to  produce  a 
higher  melting-point  grease. 

8.  For  axles  and  rough  journals — axle  grease,  a  lime  soap  of  resinous  acids  com- 
pounded with  a  viscous  petroleum  base. 

The  variations  in  the  consistency  and  melting  point  of  greases,  within  their  minimum 
and  irntTiTniiTn  liniits,  are  infinite.  Consistencies  vary  from  those  of  the  stringy  oils 
containing  up  to  7  per  cent  of  aluminum  oleate  up  to  the  hardest,  almost  brittle,  special 
cup  grease;  melting  points  vary  from  about  100 **  F.  up  to  400^  F.  Unquestionably, 
the  selection  of  the  most  suitable  grease  for  a  given  set  of  conditions  can  be  most 
expeditiously  made  by  the  grease  manufacturer  who  has  been  supphed  with  the 
requisite  data  on  working  conditions. 


THE  FORMULATION  OF  SPECIFICATIONS 

Specifications  for  lubricating  oils  should  never  be  more  rigid  than  the  conditions  of 
use  demand.  Complete  specifications  covering  all  of  the  physical  and  chemical  charac- 
teristics of  an  oil  are  seldom,  if  ever,  needed  to  insure  a  satisfactory  lubricant.  Such 
specifications  tend  strongly  to  increase  the  cost  of  the  lubricant;  and,  unless  formulated 
by  an  oil  chemist,  may  involve  combinations  of  properties  which  cannot  be  economically 
produced  from  any  known  raw  material  by  any  known  process  of  refining. 

Specifications  should  be  based  primarily  on  the  determined  conditions  of  use,  as 
described  under  the  section  dealing  with  the  factors  involved  in  the  selection  of  lubri- 
cants; secondarily,  on  a  consideration  of  the  combination  of  physical  and  chemical 
properties  which  may  economically  be  produced  from  a  given  crude  oil;  and  finally,  on 
a  consideration  of  those  properties  such  as  "  color,''  which  permit  the  ready  determina- 
tion of  the  existence  of  water  or  dirt,  or  which  affect  the  degree  of  fire  hazard  at  storage, 
or  satisfy  the  esthetic  sense  and  idiosyncrasies  of  the  user. 

To  have  a  specification  for  an  oil  of  a  given  class,  for  example,  engine  oil,  which  is 
expected  to  cover  the  requirements  of  all  lubricants  In  that  class,  even  with  respect  to 
the  one  item  of  viscosity — and  to  expect  the  oil  meeting  this  specification  to  lubricate  all 
engines  efficiently — is  as  unreasonable  as  to  expect  a  fixed  size  of  collar  to  fit  the 
necks  of  all  men  weighing  150  pounds.  This  proposition  becomes  obvious  when 
the  lubricating-oil  requirements  of  a  variety  of  engine  bearings  are  analyzed.  Equally 
unreasonable  is  the  specification  built  up  by  piecing  together  the  highly  desirable 
properties  of  finished  lubricating  oils  from  crude  oils  of  a  paraffin  base,  with  the  low 
cold  tests  and  high  viscosities  of  distillate  oils  from  the  asphaltic — or  from  the  naphthenic 
— base  crude  oils.  Likewise  it  does  not  seem  good  business  to  insist  on,  and  pay  the 
higher  manufacturing  cost  for,  oil  of  a  very  pale  color,  if  the  color  of  the  oil  will  be 
impaired  immediately  upon  application  to  a  bearing.  The  same  may  be  said  of  any 
other  property  which  has  but  a  temporary,  and  perhaps  a  questionable  value.  On  the 
other  hand,  emphasis  must  be  placed  on  the  specifications  which  insure  the  successful 
functioning  of  the  lubricant,  for  example,  resistance  to  emulsification,  cold  test,  and  the 
combination  of  high  viscosity  and  resistance  to  destruction  by  heat.  These  are  com- 
monly the  most  difficult  specifications  to  meet  unless  free  rein  is  given  to  the  manu- 
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facturer  to  iise  suitable  raw  materialfl.    The  refiner  must  not  be  limited  in  his  choice 
of  crudes  by  arbitrary  and  unnecessary  specifications. 

The  five  commones  physical  tests  for  lubricating  oils  are  gravity  (specific  or  Baum^ 
gravity),  flash  (and  fire)  test,  viscosity,  cold  (pour  or  cloud)  test,  and  color.  The  prac- 
tical significance  of  each  of  these  properties,  excepting  gravity,  has  been  discussed  pre- 
viously. Gravity  has  little  importance  in  lubrication:  a  heavy  oil  equal  in  viscosity 
and  capillarity  to  a  light  oil  may  feed  from  a  sight  feeder  cup  a  little  faster;  gravity 
assists  in  distinguishing  the  crude  oil  from  which  the  lubricant  was  made;  gravity  may 
assist  the  shipper  in  determining  the  volumetric  contents  of  a  barrel  or  other  package,  by 
the  weight  method  of  measurement;  and  gravity,  added  to  a  specification,  may  assist  in 
**  fijdng  "  the  character  of  the  oil  desired,  but  the  real  lubricating  significance  of  gravity 
does  not  appear.    Therefore,  the  value  of  its  use  in  a  specification  is  questionable. 

A  given  crude  oil  may  be  handled  by  the  refiner  in  different  ways,  so  that  by  using 
two  methods  it  is  possible  to  produce  two  lubricating  oils  of  the  same  viscosity  which 
will  differ  in  all  other  respects.  Generally  speaking,  however,  for  each  variety  of 
crude  oil,  refiners  have  found  one  method  which  is  most  suitable  for  the  economical 
production  of  the  highest  grade  of  finished  oils  which  can  be  made  from  that  crude. 

Starting  with  several  distinct  types  of  crudes  and  refining  by  the  method  best  suited 
to  each  particular  type,  the  refiner  may  conduct  distillation  and  all  subsequent  refining 
processes  with  a  view  to  the  production  of  similar,  or  nearly  similar,  oils  from  different 
crudes.  It  has  been  found  that  if  such  oils  are  alike  in  any  one  property  their  other 
properties  wiU  be  at  variance.  This  is  not  true  of  color;  the  refiner  has  such  control  over 
this  property  that  he  can  ordinarily  make  all  oils  alike  in  color. 

If,  for  example,  the  viscosities  are  made  the  same,  the  gravities,  flashes  and  cold  tests 
will  be  different;  if  the  flashes  coincide,  the  gravities,  viscosities  and  cold  tests  will  vary. 
Paraffin-base  oils  will  be  characterized  by  their  high  flash  tests  (low  volatility)  and  high 
Baum6  gravities,  naphthene-base  oils  by  their  low  Baum6  gravities  and  low  cold  tests; 
asphaltic-base  oils  will  give  heavy  gravities,  low  flashes  and  medium  cold  tests;  and  the 
so-called  mixed-base  crude  oils  will  produce  lubricants  whose  properties  will  be  com- 
binations of  those  previously  mentioned.  Obviously,  since  the  physical  properties 
of  a  lubricant  depend  on  its  chemical  constituents,  the  latter  will  be  different  for  the 
several  finished  lubricants.  These  chemical  differences  take  on  considerable  signi- 
ficance when  oils  are  to  be  used  again  and  again,  perhaps  at  elevated  temperatures 
and  in  the  presence  of  air  and  water,  and  when  a  long  life  is  expected  of  them. 

The  table  which  follows  is  given  for  the  purpose  of  illustrating  the  differences  between 
the  several  physical  properties  of  oils  from  different  sources,  and  to  present  the  charac- 
teristics of  some  typical  oils  employed  successfully  for  specific  purposes. 
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Vis- 

Use 

Crude 

(Base) 

Gravity, 

Flash, 

op 

cosity, 

Saybolt 

Uni- 

versal 

Pour, 

op 

aoud 

op^ 

Spindle  oils 

Paraffin 

32.5 

355 

90 

32 

Paraffin 

31.0 

385 

133 

32 

American  naphthene 

22.5 

305 

100 

-0 

Mixed 

28.0 

345 

93 

30 

Mixed 

27.5 

365 

106 

32 

En^e    and    machine 
oils 

Paraffin 

31.0 

390 

140 

28 

Paraffin 

30.5 

420 

200 

28 

Paraffin 

28.5 

430 

280 

26 

Paraffin 

28.8 

430 

256 

46 

American  naphthene 

21.0 

315 

150 

0 

American  naphthene 

20.5 

325 

200 

0 

American  naphthene 

19.0 

350 

330 

0 

American  naphthene 

18.5 

360 

490 

6 

Mixed 

26.0 

385 

146 

Mixed 

25.0 

390 

206 

31 

Mixed 

'    24.9 

405 

260 

32 

Mixed 

23.5 

425 

370 

40 

Russian  naphthene 

29.1 

340 

72 

18 

Russian  naphthene 

26.1 

347 

170 

2 

Russian  naphthene 

24.4 

390 

440 

6 

Russian  naphthene 

23.7 

410 

800 

•  • 

Turbine  oils 

Paraffin 

29.6 

380 

140 

■   • 

34 

Paraffin 

28.6 

415 

205 

•   • 

32 

Paraffin 

27.6 

430 

280 

•  « 

30 

Mixed 

27.0 

386 

140 

38 

Mixed 

23.0 

385 

266 

45 

Mixed 

24.0 

400 

315 

50 

Automobile  oils 

Paraffin 

31.0 

390 

161 

38 

Paraffin 

30.1 

420 

200 

34 

Paraffin 

30.8 

420 

218 

34 

Paraffin 

28.3 

435 

275 

25 

American  naphthene 

22.3 

326 

137 

0 

American  naphthene 

20.8 

330 

230 

0 

American  naphthene 

20.0 

360 

328 

0 

Mixed 

24.6 

395 

221 

6 

Mixed 

25.4 

385 

300 

35 

Hefrigeraticn  machin- 

Mixed 

28.0 

360 

104 

0 

ery  oils 

Mixed 

26.0 

380 

155 

0 

American  naphthene 

22.5 

300 

105 

0 
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PIPE  STANDARDS  AND  USE  OF  PIPE 


BY 


F.  N.  SPELLER 


INTRODUCTION 

Pipe  and  tubing  for  oil  production  and  transportation  have  been  highly  developed 
for  the  uses  to  which  they  are  put  in  the  field,  with  modifications  from  time  to  time  to 
meet  special  requirements.  Deep  drilling  and  new  developments,  particularly  the  rotary 
drilling  process,  have  made  a  demand  on  engineers  and  manufacturers  for  stronger 
and  better  pipe  and  pipe  joints.  As  the  operators  in  certain  localities  are  often  obliged 
to  work  nearly  to  the  strength  of  the  material,  this  should  be  of  the  very  best  quality 
and  should  be  subjected  to  the  most  careful  inspection  and  tests  that  are  practicable. 

Materials. — ^Thirty-five  years  ago  wrought  iron  was  the  only  material  available  for 
pipe.  As  the  tensile  strength  of  wrought  iron  does  not  average  over  46,000  pounds  and 
apparently  cannot  be  increased,  it  was  necessary  to  get  a  stronger  metal  which  would  still 
be  sufficiently  tough  and  ductile,  and  for  this  reason  steel  came  into  use.  Welded  steel 
pipe  13  made  of  low  carbon  Bessemer  or  open-hearth  steel  usually  with  the  following 
chemical  and  physical  properties. 

Physical  and  Chemical  Properties  of  Steel  Pipe 


Beasemer, 

Open-hearth, 

Carbon 

Per  cent 

not  over  0 .  09 

0.30  to  0.60 

not  over  0.10 

not  over  0.06 

not  under  50,000  lbs.  per  sq.  in. 
not  imder  30,000  lbs.  per  sq.  in. 
not  under  20%  in  8  in. 

Per  cent 
not  over  0. 15 

Manccanese 

0.30  to  0.60 

Phosphorus 

not  over  0 .  04 

Sulphur 

not  over  0 .  05 

Tensile  strength 

Yield  point 

not  under  45,000  lbs.  per  sq.  in. 
not  under  25,000  lbs.  per  sq.  in. 
not  under  22%  in  8  in. 

Elongation 

Seamless  steel  pipe  has  more  recently  come  into  general  use  for  drill  pipe  and  other 
special  purposes,  especially  where  the  ends  are  upset.  A  higher  carbon  open-hearth 
steel  may  be  used  in  this  process  which  has  considerable  advantage  in  offering  greater 
strength  and  resistance  to  shock.  The  0.30  to  0.40  carbon  steel  usually  used  for  seam- 
less drill  pipe  will  give  the  following  physical  properties. 
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Physical  Properties  of  0.30  to  0,40  Carbon  Sted  Seamless  Drill  Pipe 


. 

Minimum 

Average 

Tensil*^  Htrenfrth 

67,500  pounds 
37,000  pounds 
28  per  cent 
30  per  cent 

75,000  pounds 

Yield  Doint 

45,000  pounds 

EloniEation  in  2  inches 

35.0  per  cent 
37.5  per  cent 

Ttftdiiction  in  areii .  .  .  .    r  r ...,..,. 

Couplings  are  made  of  welded  wrought  iron  or  steel,  or  seamless  steel. 

Welding  and  annealing. — Good  welding  quality  is  of  prime  importance  in  pipe 
steel,  both  for  the  purpose  of  sound  welding  of  the  seam  in  the  mill  and  the  welding 
requirements  of  users  of  pipe  and  boiler  tubes.  Careful  selection  of  materials  and 
their  combination  and  treatment  under  the  supervision  of  metallurgical  and  other 
technical  experts  assures  this  quality  in  modem  wrought  tubular  products.  A  i^ystem 
of  tests  and  inspections  is  maintained  to  further  safeguard  the  results  obtained. 

Welding  as  applied  in  the  manufacture  of  modem  tubular  products  is  a  hi^ily 
developed  art  in  this  country.  The  welding  heat  naturally  produces  a  larger  grain  in 
the  metal.  This  does  not  necessarily  mean  loss  of  ductility,  but,  where  a  large  margin 
of  safety  against  failure  by  shock  is  desired,  the  grain  may  be  refined  by  itnni>iLlifig 
The  method  giving  best  results  is  to  heat  the  steel  to  a  bright  orange  color  in  shop  light 
(1750°  F.)  for  a  few  minutes,  allowing  the  piece  to  cool  in  the  air.  Very  slow  cooling 
is  not  necessary.  So  treated,  the  fracture  of  the  metal  should  show  a  fine  silky  texture 
without  any  trace  of  crystallization. 

Where  the  object  of  annealing  is  only  to  remove  strain  in  the  metal,  heating  to  a 
temperature  of  about  1300^  F.  will  be  sufficient,  foUowed  by  slow  and  uniform  cooling 
without  coming  in  contact  with  anything  that  would  hasten  the  cooling  locally.  The 
welding  quality  of  modem  tubular  products  is  obtained  by  special  attention  in  the 
manufacture  of  the  steel  itself,  in  connection  with  which  uniformity  is  considered  to  be 
one  of  the  main  considerations.  To  accomplish  this  the  leading  maniifacturers  find  it 
desirable  to  make  pipe  steel  directly  from  the  ore  to  the  finished  product  with 
attention  to  each  operation  and  with  this  object  continually  in  view. 


Processes  of  Manufacture  of  Welded  Pipe  and  Tubes 

Lap-weld  process. — The  "skelp*'  or  plate  used  in  making  lap-welded  pipe  is  rolled  to 
the  necessary  width  and  gage  for  the  sise  of  pipe  to  be  made,  the  edges  being  scarfed  and 

overlapped  when  the  skelp  is  bent  into  shape,  thus  giving  a 
comparatively  large  welding  surface,  compared  with  the  thick- 
ness of  the  plate  (see  Fig.  1). 

The  skelp  is  first  heated  to  redness  in  a  "  bending  furoaoe," 
and  then  drawn  from  the  front  of  the  furnace  through  a  die, 
the  inside  of  which  gradually  assumes  a  circular  shape,  so  that 
the  skelp  when  drawn  through  is  bent  into  the  form  of  a 
tube  with  the  edges  overlapping  as  shown  in  Fig.  1.  Fcx*  the 
larger  sizes  of  pipe  where  the  skelp  is  of  heavier  proportions 
the  hot  skelp  is  run  through  a  set  of  bending  rolls  to  form 
the  rough  tube,  instead  of  being  drawn  through  a  bending  die. 

In  the  next  operation  the  skelp  so  formed  is  heated  evenly  to  the  welding  temperature 


FiQ.  1. — Lap  weld. 
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in  a  regenerative  fumaoe.  When  the  proper  temperature  is  obtained,  the  skelp  is 
pushed  through  an  opening  in  the  front  of  this  furnace  into  the  welding  rolls,  passing 
between  two  rolls  set  one  above  the  other,  each  having  a  semicircular  groove,  so  that 
the  two  together  form  a  circular  pass.  Between  these  rolls  a  mandrel  is  held  in  position 
inside  the  pipe,  the  lapped  edges  of  the  skelp  being  firmly  pressed  together  at  a  welding 
heat  between  the  mandrel  and  the  rolls.  The  pipe  then  enters  a  similarly  shaped  set 
of  rolls  to  correct  any  irregularities  and  to  give  the  outside  diameter  required.  It  will 
be  noted  that  the  outside  diameter  is  fixed  by  these  rolls;  any  variation  in  gage,  there- 
fore, makes  a  proportional  variation  in  the  internal  diameter.  (This  also  applies  to 
butt-weld  pipe.)  Finally,  the  pipe  ia  passed  to  the  straightening,  or  cross  rolls,  con- 
sisting of  two  rolls  set  with  their  axes  askew.  The  surfaces  of  these  rolls  are  so  curved 
that  the  pipe  is  in  contact  with  each  for  nearly  the  whole  length  of  the  roU,  and  is  passed 
forward  and  rapidly  rotated  when  the  rolls  are  revolved.  The  pipe  is  made  practically 
straight  by  the  cross  rolls,  and  is  also  given  a  clean  finish,  with  a  firmly  adhering  film 
of  blue  oxide. 

After  this  last  operation  the  pipe  is  rolled  up  an  inclined  cooling  table,  so  that  the 
metal  will  cool  off  slowly  and  uniformly  without  internal  strain.  When  cool  enough, 
the  rough  ends  are  removed  by  cold  saws  or  in  a  cutting-off  machine,  after  which  the 
pipe  is  ready  for  inspection  and  testing. 

In  the  case  of  some  sizes  of  double-extranstrong  pipe  (3  inches  to  8  inches)  made  by 
the  lap-weld  process,  the  pipes  are  first  made  to  such  sizes  as  will  telescope  one  within 
the  other,  the  respective  welds  being  placed  opposite  each  other;  these  are  then  returned 
to  the  furnace,  brought  to  the  proper  heat,  and  given  a  pass  through  the  welding  rolls. 
While  a  pipe  made  in  this  way  is,  in  respect  to  its  resistance  to  internal  pressure,  as 
strong  as  or  stronger  than  pipe  made  from  one  piece  of  skelp,  it  is  not  necessarily  welded 
at  all  points  between  the  two  tubular  surfaces;  however,  each  piece  is  first  thoroughly 
welded  at  the  seam  before  telescoping. 

Butt-weld  process. — Skelp  used  in  making  butt-welded  pipe  comes  from  the  rolling 
department  of  the  steel  mills  with  a  specified  length,  width,  and  gage,  according  to  the 
sise  of  pipe  into  which  it  will  be  made.  The  edges  are  slightly  beveled  with  the  face  of  the 
skelp,  so  that  the  surface  of  the  plate  which  is  to  become  the  inside  of  the  pipe  is  not 
quite  as  wide  as  that  which  forms  the  outside;  thus  when  the 
edges  are  brought  together  they  meet  squarely,  as  indicated 
in  Fig.  2.  One  end  of  the  skelp  has  been  trimmed  to  a 
V  shape  for  a  short  distance  and  slightly  turned  up  to  facili- 
tate the  grip  of  the  welding  tongs. 

The  skelp  is  then  heated  uniformly  to  the  welding  tem- 
perature, in  fiunaoes  similar  in  general  construction  to  those 
used  in  lap-welding.  When  properly  heated  the  pointed  ends 
of  the  skelp  are  gripped  by  heavy  tongs  and  drawn  from 
the  furnaces  through  funnel  shaped  dies  or  bells.    The  inside        _        _  . 

of  the  welding  bell  is  so  shaped  that  the  plate  is  gradually 

turned  around  into  the  shape  of  a  tube,  the  edges  being  forced  squarely  together  and 
welded.  For  some  sizes  of  pipe  the  skelp  is  drawn  through  two  beUs  consecutively  at 
one  heat,  one  bell  being  just  behind  the  other,  the  second  one  being  of  smaller 
diameter  than  the  first. 

After  the  skelp  has  been  welded  into  pipe,  it  passes  through  a  set  of  sizing  rolls,  where 
it  is  reduced  slightly  in  size  and  elongated.  From  the  sizing  rolls,  the  pipe  passes 
across  a  cooling  table  to  another  set  of  specially  designed  rolls  which  again  slightly 
reduce  the  size  and  elongate  the  pipe,  and  give  it  the  correct  finished  diameter  and 
circular  contour.    Any  heavy  mill  scale,  or  welding-scale,  which  may  be  present  is 
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removed  by  this  rolling  operation,  leaving  the  pipe  wall  smooth  and  clean. ^  The  pipe 
then  passes  across  a  cooling  table  and  then  to  the  cross  rolls  where  any  necessary 
straightening  is  done,  and  then  to  a  tank  of  water  where  any  loose  scale  is  washed  out;  for 
certain  sizes  the  loose  scale  is  blown  out  by  a  blast  of  compressed  air.  From  this  point 
on,  butt-weld  pipe  is  handled  in  much  the  same  manner  as  lap-weld — ^namely,  the 
rough  ends  are  removed,  each  length  is  inspected  and  tested,  and  the  pipe  is  then  ready 
for  threading  and  hydrostatic  testing.  Each  length  of  pipe  is  given  the  hydrostatic 
pressure  test. 

In  making  double-extra-strong  pipe  by  the  butt-weld  process,  the  pull  required  is 
so  great  that  it  is  foimd  necessary  to  weld  a  strong  bar  on  the  end  of  the  skelp,  thereby 
more  evenly  distributing  the  strain.  With  this  bar  the  skelp  is  drawn  through  several 
welding  bells  of  decreasing  size,  and  is  reheated  between  each -draw  until  the  seam  is 
thoroughly  welded. 

Seamless  pipe. — Seamless  pipe  is  made  from  open-hearth  steel  only,  as  this  material 
has  been  found  to  have  the  properties  best  adapted  to  the  severity  of  the  operations  used 
in  manufacture.  The  blooms  are  rolled  down  to  billets,  each  of  which  has  just  enough 
material  for  making  one  length  of  pipe.  The  billets  are  known  as  ''  rounds,"  being 
round  in  shape,  instead  of  square  as  required  for  welded  pipe.  These  billets  are  heated 
and  pierced  from  end  to  end  after  being  indented  on  the  center  of  one  end  for  about 
1  inch  in  a  hydraulic  punching  machine. 

Cold  ''  rounds  "  are  taken  from  the  stock  yard  and  fed  into  the  rear  of  a  heating 
furnace.  The  bed  of  this  furnace  is  sloped,  so  that  the  "  rounds  "  roll  by  gravity  to  the 
forward  end.  Having  reached  the  proper  temperatiue  for  piercing  dunng  their  passage 
through  the  furnace,  they  are  withdrawn  by  long  tongs  and  are  then  pushed,  centered 
end  foremost,  into  the  piercing  miU.  Here  they  are  caught  by  roUs  which  are  so  angu- 
larly disposed  as  to  catch  hold  of  the  "  round,"  rotate  it,  and  force  it  forward  over  a 
pointed  mandrel  which  is  held  stationary  near  the  center  of  the  space  between  the 
rolls.  The  "  roimd  "  or  billet  is  thus  pierced  through  its  entire  length.  At  this  stage 
the  pipe  is  rather  rough  and  thick,  but  without  seam  or  weld. 

To  obtain  the  required  diameter,  wall-thickness  and  length,  the  rough  pipe  is  roUed 
between  grooved  rolls  of  the  size  required,  and  over  another  mandrel  corresponding  in 
size  to  the  inside  diameter  of  pipe  required.  The  wall-thickness  is  usually  reduced  in 
this  operation,  the  length  increased,  and  the  approximate  size  obtained.  While  still 
at  working  temperatiu*e,  the  pipe  passes  on  through  a  reeling  machine  where  any  mill 
scale  is  removed.  The  pipe  is  given  a  smooth  surface,  and  the  outside  diameter  cor- 
rected to  some  extent.  From  this  machine,  the  pipe  passes  to  the  sizing  or  finishing 
rolls,  which  give  the  exact  outside  diameter  required. 

After  the  pipe  has  cooled  on  a  continuously  traveling  table,  the  rough  ends  are 
removed,  the  pipe  is  straightened,  inspected,  and  subjected  to  an  internal  hydrostatic 
pressure  test,  the  pressure  varying  with  the  size  of  pipe  and  the  service  intended. 

The  pipe  is  fitted  with  threads  and  couplings  or  such  other  types  of  joints  as  may 
be  required.  Seamless  pipe  for  drilling  purposes  may  require  special  operations  in 
manufacture,  such  as  the  upsetting  of  the  ends  to  make  a  joint  that  will  be  depend- 
able under  unusually  severe  service  conditions. 

Hammer-weld  process. — The  process  of  making  lap-weld  pipe  by  hammer  weld- 
ing is  relatively  new,  as  compared  to  the  butt-weld  process  and  the  lap-weld  process 
of  making  pipe,  and  the  sizes  made  are  relatively  large  in  diameter  and  proportion- 
ately thick  in  wall.    The  plates  used  are  of  open-hearth  steel  of  such  composition  as 

1  This  Bcale-removiniE  operation  ib  a  recent  improvement  introduced  in  all  the  mills  of  the 
National  Tube  Company.  The  welding,  sizing  and  straightening  operations  described  are  common 
to  all  butt  welding  mills. 
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to  give  the  best  results  in  welding  and  other  manipulations  in  manufacture.  Upon 
b»eing  received  from  the  plate  mill,  the  plates  are  inspected  and  measured,  then  charged 
into  a  plate  heating  furnace  where  they  are  brought  to  medium  red  heat  for  bending 
ajid  scarfing.  Scarfing  consists  of  slightly  beveling  or  rolling  down  the  longitudinal 
edges  of  the  plate  to  the  extent  that  they  are  to  overlap,  sufficient  thickness  being 
Skllowed  in  order  that  the  force  of  the  hammer  will  be  most  effective  in  welding  them 
together.  (See  Fig.  1,  under  description  of  lap-weld  process.)  Plate  which  are  rela- 
tively thin  are  bent  cold  and  not  scarfed. 

When  the  plates  have  been  suitably  prepared,  they  are  bent  into  rough  tubular 
form  by  several  long  horizontal  rolls,  in  much  the  same  manner  as  plates  are  bent  for 
boiler  shells  and  tank  construction;  however,  they  are  bent  completely  around,  until  the 
edges  overlap  and  the  approximate  diameter  of  tube  is  obtained.  The  rough  tube  thus 
obtained  is  taken  to  the  welding  machine  where  the  overlapped  edges  are  heated  to 
the  welding  temperature  by  water-gas  blowpipes  about  a  foot  long  placed  opposite 
to  each  other — ^inside  and  outside  of  the  pipe.  After  reaching  the  proper  tempera- 
ture this  portion  of  the  seam  is  hammer-forged  on  a  long  anvil  after  which  the 
next  portion  is  heated  and  the  forging  operation  repeated  until  the  seam  is  all 
welded. 

When  completely  welded,  the  pipe  is  placed  in  an  annealing  furnace.  After  reach- 
ing the  proper  temperature  it  is  removed  from  the  furnace  and  subjected  to  another 
rolling  operation  by  which  it  is  straightened  and  given  its  proper  circular  section.  The 
pipes  are  handled  individually  between  operations  by  an  overhead  traveling  charg- 
ing machine.     The  size  of  the  pipe  and  its  weight  require  such  a  method  as  this. 

When  the  pipe  has  been  welded,  annealed  and  straightened,  it  is  inspected,  and 
the  ends  are  trued  up  by  facing  on  a  lathe-type  of  trimming  machine. 

Each  length  of  hammer-welded  pipe  is  subjected  to  an  internal-pressure  test.  This 
test  is  given  in  a  machine  where  the  pipe  is  first  filled  with  water  and  then  a  hydro- 
static pressure  of  from  150  to  2000  pounds  per  square  inch  is  applied.  The  test  pres- 
sure varies  according  to  the  size  and  wall-thickness  of  the  pipe  and  the  service  for 
which  it  is  intended.  After  the  hydrostatic-pressiure  test  the  pipe  is  given  a  thorough 
inspection  as  to  siuface  finish  and  dimensions. 

Hammer-welded  pipe  can  be  fiunished  with  several  types  of  joints  suitable  for  dif- 
ferent service  conditions.  It  is  also  furnished  with  plain  ends,  or  with  the  ends  of  the 
pipe  specially  prepared  to  meet  any  practical  requirement  for  joining  end  to  end  as 
desired  by  the  pm'chaser.  The  joints  generally  employed  are  of  a  flanged  or  expanded 
type,  with  or  without  annular  recesses  for  holding  lead  or  other  tamping  materials. 
Plain  end  pipe  of  this  kind  is  well  adapted  for  the  use  of  Dresser  joints. 

When  desired,  two  or  more  lengths  of  pipe  can  be  welded  end  to  end,  to  make  40- 
foot  lengths,  which  can  be  tested,  and  shipped  as  one  length,  it  being  impractical  to 
make  this  large  class  of  pipe  in  lengths  longer  than  30  feet  from  a  single  plate. 

Hammer-welded  pipe  is  now  made  in  sizes  from  24  to  96  inches  outside  diameter.   . 
Because  of  the  strength  and  tightness  of  the  weld  and  the  ease  with  which  tight 
heads  can  be  attached,  this  pipe  is  particularly  suitable  for  the  construction  of  gas 
tight  tanks,  receivers,  stills  and  other  containers. 
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Weiohts  and  Dimensions  of  Wrought  Pipe,  Txtbinq,  Casino  and  Special  Deiu/- 
iNG  Material  Used  in  the  Oil  Country.  (From  National  Tube  Company's  Book 
OF  Standards  and  Other  of  their  Pubucationb  as  Revised  up  to  Dec.,  1921). 

Standard  Pipe — FilU  Standard  Weight — Black  and  Galvanised 
All  weights  and  dimensions  are  nominal 


Diameters 

Weight 

PER  Foot 

• 

Thickness 

Threads 
per  inch 

Size 

External 

Internal 

Plain  ends 

• 

Threads  and 

couplings 

i 

0.405 

0.269 

0.068 

0.244 

0.245 

27 

i 

.540 

.364 

.088 

.424 

.425 

18 

i 

.675 

.493 

.091 

.567 

.568 

18 

i 

.840 

.622 

.109 

.850 

.852 

U 

i 

1.050 

.824 

.113 

1.130 

1.134 

14 

1 

1.315 

1.049 

.133 

1.678 

1.684 

lU 

li 

1.660 

1.380 

.140 

2.272 

2.281 

111 

11 

1.900 

1.610 

.145 

2.717 

2.731 

111 

2 

2.375 

2.067 

.154 

3.652 

3.678 

Hi 

21 

2.875 

2.469 

.203 

5.793 

5.819 

8 

3 

3.500 

3.068 

.216 

7.575 

7.616 

8 

3i 

4.000 

3.548 

.226 

9.109 

9.202 

8 

4 

4.500 

4.026 

.237 

10.790 

10.889 

8 

4i 

5.000 

4.506 

.247 

12.538 

12.642 

8 

5 

5.563 

5.047 

.258 

14.617 

14.810 

8 

6 

6.625 

6.065 

.280 

18.974 

19.185 

8 

7 

7.625 

7.023 

.301 

23.544 

23.769 

8 

8 

8.625 

8.071 

.277 

24.696 

25.000 

8 

8 

8.625 

7.981 

.322 

28.554 

28.809 

8 

9 

9.625 

8.941 

.342 

• 

33.907 

34.188 

8 

10 

10.750 

10.192 

.279 

31.201 

32.000 

8 

10 

10.750 

10.136 

.307 

34.240 

35.000 

8 

10 

10.750 

10.020 

.365 

40.483 

41.132 

8 

11 

11.750 

11.000 

.375 

45.557 

46.247 

8 

12 

12.750 

12.090 

.330 

43.773 

45.000 

8 

12 

12.750 

12.000 

.375 

49.562 

50.706 

8 

140  D. 

14.000 

13.250 

.375 

54.568 

55.824 

8 

150.D. 

15.000 

14.250 

.375 

58.573 

60.375 

8 

160.D. 

16.000 

15.250 

.375 

62 . 579 

64.500 

8 

The  permifluble  variation  in  weight  is  5  per  cent  above  and  5  per  cent  below. 
Furnished  with  threads  and  oouplinga  and  in  random  lengths  unless  otherwise  ordered. 
All  weights  given  in  pounds.     All  dimensions  given  in  inches. 
For  cut  lengths,  an  extra  charge  twill  be  made  above  random  lengths. 
For  pipe  smoothed  on  the  inside,  known  as  reamed  and  drifted,  an  extra  charge  will  be 
standard  pipe. 

For  galvanised,  or  coated  pipe,  an  extra  charge  will  be  made  above  black. 


mads  aboTs 


Fta.  3. — Section  of  standard  pipe  coupling  and  Joint. 
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Extra  Siratig  Pipe — Black  and  Galvanized 
All  weights  and  dimensions  are  nominal 


Sise 

Diameters 

Thickness 

Weight  per  foot, 

External 

Internal 

plain  ends 

i 

i 

0.405 
.540 
.675 
.840 

0.215 
.302 
.423 
.546 

0.095 
.119 
.126 
.147 

0.314 
.535 
.738 

1.087 

i 

1 

il 

1.050 
1.315 
1.660 
1.900 

.742 

.957 

1.278 

1.500 

.154 
.179 
.191 
.200 

1.473 
2.171 
2.996 
3.631 

2 

2§ 

3 

3§ 

^.375 
2.875 
3.500 
4.000 

1.939 
2.323 
2.900 
3.364 

.218 
.276 
.300 
.318 

5.022 

7.661 

10.252 

12.505 

4 
4§ 
5 
6 

4.500 
5.000 
5.563 
6.625 

3.826 
4.290 
4.813 
5.761 

.337 
.355 
.375 
.432 

14.983 
17.611 
20.778 
28 . 573 

7 

8 

9 

10 

7.625 

8.625 

9.625 

10.750 

6.625 
7.625 
8.625 
9.750 

.500 
.500 
.500 
.500 

38.048 
43.388 
48.728 
54.735 

11 
12 

11.750 
12.750 

10.750 
11.750 

.500 
.500 

60.075 
65.415 

The  permiasible  yarUtion  in  weight  is  5  per  cent  above  and  5  per  cent  below. 


Double  Extra  Strang  Pipe — Black  and  Galvanized 
All  weights  and  dimensions  are  nominal 


Size 

Diameters 

Thickness 

Weight  per  foot, 
plain  ends 

External 

Internal 

i 

0.840 

0.252 

0.294 

1.714 

i 

1.050 

.434 

.308 

2.440 

1 

1.315 

.599 

.358 

3.659 

li 

1.660 

.896 

.382 

5.214 

u 

1.900 

1.100 

.400 

6.408 

2 

2.375 

1.503 

.436 

9.029 

2i 

2.875 

1.771 

.552 

13 . 695 

3 

3.500 

2.300 

.600 

18.583 

3} 

4.000 

2.728 

.636 

22.850 

4 

4.500 

3.152 

.674 

27 . 541 

4} 

5.000 

3.580 

.710 

32 . 530 

5 

5.563 

4.063 

.750 

38.552 

6 

6.625 

4.897 

.864 

53.160 

7 

7.625 

5.875 

.875 

64.079 

8 

8.625 

6.875 

.875 

72.424 

The  permieeible  variation  in  weight  is  10  per  cent  above  and  10  per  cent  below.  The  following 
notes  apply  to  both  extra  strong  and  double  extra  strong  pipe  tables:  Furnished  with  plain  ends  and 
in  random  lengths,  unless  otherwise  ordered.  All  weights  given  in  pounds.  All  dimensions  given  in 
inches.  Random  lengths  of  extra  strong  and  double  extra  strong  pipe  are  considered  to  be  12  feet  to  22 
feet,  the  maker  has  the  privilege,  however,  of  supplying  not  exceeding  5  per  cent  of  total  order  in 
lengths  from  6  feet  to  12  feet.  For  pipe  fitted  with  threads  and  couplings,  an  extra  charge  will  be 
made  above  plain  ends.  For  cut  lengths,  an  extra  charge  will  be  made  above  random  lengths.  For 
galvanised,  or  coated  pipe,  an  extra  charge  will  be  made  above  black. 
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** National'*  lAne  Pipe 


A«.AA 

w*  x^s^mjL  «AJ 

^m,MK9>K\^MM%^    ^m*  ^ 

JL 

Diameters 

Weight  per  Foot 

TM^            J 

COUPLXNGS 

Size 

External 

Internal 

Thick- 
nem 

Plain 
ends 

Threads 

and 
couplings 

Threads 

per 

inch 

Diam- 
eter 

Length 

Weight 

1 

0.405 

0.269 

0.068 

0.244 

0.246 

27 

0.682 

U 

0.043 

i 

0.540 

0.364 

.088 

0.424 

0.426 

18 

0.724 

U 

0.069 

i 

0.675 

0.493 

.091 

0.567 

0.571 

18 

0.898 

If 

0  126 

i 

0.840 

0.622 

.109 

0.850 

0.856 

14 

1.085 

U 

0.205 

i 

1.050 

0.824 

.113 

1.130 

1.138 

14 

1.316 

2i 

0.316 

1 

1.315 

1.049 

.133 

1.678 

1.688 

Hi 

1.575 

21 

0.445 

U 

1.660 

1.380 

.140 

2.272 

2.300 

Hi 

2.064 

21 

0.974 

li 

1.900 

1.610 

.145 

2.717 

2.748 

Hi 

2.294 

2i 

1.103 

2 

2.375 

2.067 

.154 

3.652 

3.716 

Hi 

2.841 

3f 

2.146 

2i 

2.875 

2.469 

.203 

5.793 

6.881 

8 

3.389 

4i 

3.387 

3 

3.500 

3.068 

.216 

7.575 

7.676 

8 

4.014 

4i 

4.076 

3i 

4.000 

3.548 

.226 

9.109 

9.261 

8 

4.628 

4i 

5.510 

4 

4.500 

4.026 

.237 

10.790 

10.980 

8 

5.233 

4i 

6.673 

4i 

5.000 

4.606 

.247 

12.538 

12.742 

8 

5.733 

4i 

7.379 

5 

5.563 

5.047 

.258 

14.617 

14.966 

8 

6.420 

5i 

11.730 

6 

6.625 

6.066 

.280 

18.974 

19.367 

8 

7.482 

51 

13.860 

7 

7.625 

7.023 

.301 

23.544 

23.976 

8 

8.482 

5i 

15.883 

8 

8.625 

8.071 

.277 

24.696 

25.414 

8 

9.696 

6J 

24.130 

8 

8.625 

7.981 

.322 

28.554 

29.213 

8 

9.596 

6J 

24.130 

9 

9.626 

8.941 

.342 

33.907 

34.612 

8 

10.596 

61 

26.838 

10 

10.750 

10.192 

.279 

31.201 

32.515 

8 

11.958 

61 

39.772 

10 

10.760 

10.136 

.307 

34.240 

35.604 

8 

11.958 

61 

39.772 

10 

10.760 

10.020 

.366 

40.483 

41.644 

8 

11.958 

6i 

39.772 

11 

11.750 

11.000 

.375 

45.657 

46.805 

8 

12.958 

6f 

43.326 

12 

12 . 750 

12.090 

.330 

43.773 

45.217 

8 

13.958 

61 

46.^8 

12 

12.760 

12.000 

.375 

49.562 

60.916 

8 

13.958 

61 

46.898 

14o.D. 

14.000 

13.250 

.376 

54.668 

56.649 

8 

15.446 

71 

65.506 

15  o.D. 

15.000 

14.260 

.375 

68.673 

60.802 

8 

16.446 

7J 

70.031 

16  o.D. 

16.000 

15.260 

.375 

62 . 679 

64.956 

8 

17.446 

7i 

74.555 

The  permiBBible  variation  in  weight  is  5  per  cent  above  and  5  i>er  cent  below. 

Furnished  with  threads  and  couplings  and  in  random  lengths  unless  otherwise  ordered. 

Taper  of  threads  is  }  inch  diameter  per  foot  length  for  all  sizes. 

The  weight  per  foot  of  pipe  with  threads  and  couplings  is  based  on  a  length  of  20  feet,  including 
the  coupling,  but  shipping  lengths  of  small  sizes  will  usiially  average  less  than  20  feet.  All  weighta 
given  in  pounds.     All  dimensions  given  in  inches. 

On  sises  made  in  more  than  one  weight,  weight  desired  must  be  specified. 
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Boston  Casing 
All  weights  and  dimensioiifl  are  nominal 


DXAMSTEBS 

Wbight  pbb  Foot 

COUPLINQS 

#««4    ■     a 

Threads 

Teat 

8iM 

Externml 

Internal 

Thick- 
neas 

Plain 
ends 

Threads 
and 

per 
inch 

Diameter 

Length 

Weight 

pressure 

in 
pounds 

oouplingB 

2 

2.250 

2.050 

0.100 

2.206 

2.340 

2.714 

2f 

1.361 

750 

2i 

2.500 

2.284 

.108 

2.750 

2.820 

2.064 

2f 

1.400 

750 

2) 

2.750 

2.524 

.113 

3.182 

3.250 

3.214 

2* 

1.804 

750 

2f 

3.000 

2.768 

.116 

3.572 

3.650 

3.464 

2* 

1.067 

750 

3 

3.250 

3.010 

.120 

4.011 

4.100 

3.771 

3* 

2.612 

750 

3i 

3.500 

3.250 

.125 

4.505 

4.600 

4.021 

3* 

2.700 

750 

31 

3.750 

3.402 

.120 

4.088 

5.^00 

4.271 

3* 

2.087 

750 

31 

4.000 

3.732 

.134 

5.532 

5.650 

4.521 

3* 

3.174 

760 

4.250 

3.074 

.138 

6.060 

6.200 

4.771 

3f 

3.023 

750 

4i 

4.500 

4.216 

.142 

6.600 

6.750 

5.021 

3f 

4.141 

750 

4i 

4.500 

4.000 

.205 

0.403 

0.500 

5.021 

3f 

4.141 

000 

41 

4.750 

4.460 

.145 

7.131 

7.250 

5.271 

3f 

4.360 

750 

4* 

4.750 

4.364 

.103 

0.303 

0.500 

5.271 

3f 

4.360 

000 

41 

5.000 

4.606 

.152 

7.870 

8.060 

5.521 

3f 

4.578 

750 

5 

5.250 

4.044 

.153 

8.328 

8.500 

5.828 

4* 

5.020 

750 

5 

5.250 

4.886 

.182 

0.851 

10.000 

5.828 

4* 

5.020 

800 

5 

5.250 

4.886 

.182 

0.851 

10.000 

11* 

5.800 

4* 

5.742 

800 

5 

5.250 

4.768 

.241 

12.802 

13.000 

Hi 

5.800 

4* 

5.742 

1000 

5 

5.250 

4.648 

.301 

15.000 

16.000 

111 

5.800 

4* 

5.742 

1200 

6A 

5.500 

5.102 

.154 

8.702 

0.000 

6.078 

4* 

6.200 

750 

51 

6.000 

5.672 

.164 

10.222 

10.500 

6.664 

4* 

7.720 

750 

61 

6.000 

5.620 

.100 

11.780 

12.000 

11* 

6.636 

4* 

7.516 

800 

51 

6.000 

5.552 

.224 

13.818 

14.000 

11* 

6.636 

4* 

7.516 

000 

51 

6.000 

5.450 

.275 

16.814 

17.000 

11* 

6.636 

4* 

7.516 

1000 

61 

6.625 

6.287 

.160 

11.652 

12.000 

7.308 

4f 

0.825 

750 

6i 

6.625 

6.255 

.185 

12.724 

13.000 

7.308 

4| 

0.825 

800 

61 

7.000 

6.652 

.174 

12.685 

13.000 

7,602 

4} 

10.407 

750 

61 

7.000 

6.538 

.231 

16.600 

17.000 

11* 

7.664 

4| 

10.225 

000 

7i 

7.625 

7.263 

.181 

14.300 

14.750 

8.317 

4f 

11.401 

750 

71 

8.000 

7.628 

.186 

15.522 

16.000 

8.788 

5* 

15.308 

750 

71 

8.060 

7.528 

.236 

10.560 

20.000 

8.788 

5* 

15.308 

800 

8i 

8.625 

8.240 

.188 

16.040 

17.500 

0.413 

5* 

16.461 

760 

8i 

8.625 

8.101 

.217 

10.486 

20.000 

0.413 

5* 

16.461 

800 

8i 

8.625 

8.007 

.264 

23.754 

24.000 

0.413 

5* 

16.461 

800 

81 

0.000 

8.608 

.106 

18.420 

10.000 

0.788 

5* 

17.153 

750 

01 

10.000 

0.582 

.200 

21.855 

22.750 

10.011 

6* 

26.136 

750 

01 

10.000. 

0.434 

.283 

20.360 

30.250 

10.011 

6* 

26.136 

000 

101 

11.000 

10.552 

.224 

25.780 

26.750 

11.011 

6* 

28.536 

750 

lit 

12.000 

11.514 

.243 

30.512 

31.500 

12.011 

6* 

31.051 

500 

121 

13.000 

12.482 

.250 

35.243 

36.500 

14.025 

6* 

37.400 

500 

131 

14.000 

13.448 

.276 

40.454 

42.000 

15.130 

6* 

44.405 

500 

141 

15.000 

14.418 

.201 

45.714 

47.500 

16.263 

6* 

52.401 

600 

151 

16.000 

15.306 

.302 

50.632 

52.500 

17.263 

6* 

56.770 

500 

The  permissible  variation  in  weight  is  5  per  cent  above  and  5  per  cent  below. 

Furnished  with  threads  and  couplings  and  in  random  lengths  unless  otherwise  specified.  Taper 
of  threads  is  |  inch  diameter  per  foot  length  for  all  sises. 

Thickness  of  walls  make  it  impracticable  to  cut  threads  of  coarser  pitch  than  shown  on  table. 
The  weight  per  foot  of  casing  with  threads  and  couplings  is  based  on  a  length  of  20  feet,  including 
the  coupling,  but  shipping  lengths  of  small  sises  will  usually  average  lees  than  20  feet.  AU  weights 
given  in  pounds.    All  dimensions  given  in  inches. 
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PIPE  STANDARDS 


Diamond  BX  Caging 
All  weights  and  dimensioiifl  are  nominal 


The  pcrmiaaible  variation  in  weight  is  5  per  cent  above  and  6  per  cent  below. 
Furnished  with  threads  and  couplinos  and  in  random  lengths  unleos  otherwise  specified. 
Taper  of  threads  is  |  inch  diameter  per  foot  length  for  all  sites. 

The  weight  per  foot  of  casing  with  threads  and  couplings  is  based  on  a  length  of  20  feet,  indudiiic 
the  coupling,  but  shipping  lengths  of  small  sises  will  usually  average  less  than  20  feet. 
All  weights  given  in  pounds.     All  dimensions  given  in  inches. 

This  casing  is  not  made  in  lighter  weights,  but  can  be  made  heavier  than  shown  above. 
When  one  sise  of  casing  is  intended  to  telesoope  with  another,  it  shoiild  always  be  speciflwL 


Diameters 

Weight  per  Foot 

COUVUMGS 

Thick- 
ne£8 

Test 
pressure 

in 
pounds 

Threads 
per 
inch 

Sise 

External 

Internal 

Plain 
ends 

Threads 
and 

Diameter 

Length 

Weiffht 

couplings 

4i 

4.750 

4.062 

0.334 

15.762 

16.000 

1800 

10 

5.364 

6t 

9.963 

41 

5.000 

4.500 

.250 

12.682 

12.850 

1400 

10 

5.491 

61 

8.683 

4! 

5.000 

4.406 

.296 

14.870 

16.000 

1700 

10 

5.491 

61 

8.533 

51 

6.000 

5.352 

.324 

19.641 

20.000 

1500 

10 

6.765 

7* 

16.748 

6i 

6.625 

6.040 

.288 

19.491 

20.000 

1400 

10 

7.390 

7f 

18.660 

6t 

6.625 

5.021 

.352 

23.682 

24.000 

1500 

10 

7.390 

7f 

18.669 

6J 

6.625 

5.855 

.385 

25.658 

26.000 

1600 

10 

7.390 

71 

18.559 

61 

6.625 

5.791 

.417 

27.648 

28.060 

1700 

10 

7.390 

71 

18.559 

61 

7.000 

6.456 

.272 

19.544 

20.000 

12U0 

10 

7.698 

7| 

17.943 

6} 

7.000 

6  336 

.332 

23.643 

24.000 

1300 

10 

7.698 

71 

17.943 

6t 

7.000 

6.276 

.362 

26.663 

26.000 

1400 

10 

7.098 

71 

17.948 

61 

7.000 

6.214 

.303 

27.731 

28.000 

1500 

10 

7.698 

71 

17.948 

61 

7.000 

6.164 

.423 

29.712 

30.000 

1600 

10 

7.608 

71 

17.943 

71 

8.000 

7.386 

.307 

26.223 

26.000 

1200 

10 

8.888 

81 

27.410 

8i 

8.626 

8.017 

.304 

27.016 

28.000 

1000 

10 

9.627 

81 

33.096 

8i 

8.625 

7.921 

.352 

31.101 

82.000 

1100 

10 

9.627 

Sk 

33.090 

8t 

8.625 

7.825 

.400 

35.137 

36.000 

1200 

10 

9.627 

Sk 

33.090 

8i 

8.625 

7.775 

.425 

37.220 

38.000 

1300 

10 

9.627 

8* 

33.006 

8i 

8.625 

7.651 

.487 

42.327 

43.000 

1500 

10 

9.627 

8i 

33.006 

91 

10.000 

9.384 

.308 

31.881 

33.000 

1000 

10 

11.002 

8* 

38.168 

10 

10.750 

10.054 

.348 

38.661 

40.000 

800 

10 

11.866 

Sk 

46.366 

10 

10.750 

9.960 

.395 

43.684 

45.000 

900 

10 

11.866 

8i 

45.366 

10 

10.760 

9.902 

.424 

46.760 

48.060 

1000 

10 

11.866 

8i 

46.366 

10 

10.750 

9.784 

.483 

62.962 

54.000 

1200 

10 

11.866 

8i 

45.365 

11 

11.750 

11.000 

.375 

45.657 

47.000 

900 

10 

12.866 

8i 

49.370 

11 

11.750 

10.772 

.489 

58.811 

60.000 

1200 

10 

12.866 

8i 

49.370 

111 

12.000 

11.384 

.308 

38.460 

40.000 

800 

10 

13.116 

8i 

60.445 

12i 

13.000 

12.438 

.281 

38.171 

40.000 

700 

10 

14.116 

8» 

54.606 

12} 

13.000 

12.360 

.320 

43.335 

46.000 

800 

10 

14.116 

8* 

54.508 

12i 

13.000 

12.282 

.359 

48.467 

50.000 

900 

10 

14.116 

81. 

54.508 

12i 

13.000 

12.220 

.390 

52.623 

64.000 

1000 

10 

14.116 

81 

54.506 

131 

14.000 

13.344 

.328 

47.894 

60.000 

800 

10 

16.151 

o» 

67.013 

151 

16.000 

15.198 

.401 

66.806 

70.000 

800 

10 

17.477 

9» 

98.140 

CASING  DIMENSIONS 


691 


South  Penn  C  cuing 
All  weights  and  dimensions  are  nominal 


DiAMSTKBA 

WmoBT  FBB  Foot 

COTTPUMOS 

Thiok- 

Test 
pressure 

Threads 

a«sA 

oiiBe 

External 

Internal 

neoa 

Plain 
ends 

Threads 
and 

in 
pounds 

per 
inch 

Diameter 

Length 

Weight 

oouplines 

AA 

5.500 

5.044 

0.228 

12.837 

13.000 

1000 

114 

6.050 

41 

6.750 

5A 

5.500 

4.802 

.304 

16.870 

17.000 

1200 

Hi 

6.155 

54 

8.840 

•i 

6.625 

6.257 

.184 

12.657 

13.000 

800 

114 

7.280 

54 

10.630 

6i 

6.625 

6.135 

.245 

16.604 

17.000 

1000 

114 

7.280 

54 

10.630 

6i 

6.625 

6.041 

.202 

10.750 

20.000 

1200 

114 

7.280 

51 

11.647 

6i 

6.625 

5.913 

.356 

23.835 

24.000 

1500 

114 

7.280 

5t 

11.647 

61 

7.000 

6.538 

.231 

16.600 

17.000 

000 

10 

7.642 

54 

11.133 

61 

7.000 

6.450 

.275 

10.751 

20.000 

1000 

10 

7.600 

64 

14.458 

61 

7.000 

6.334 

.333 

23.711 

24.000 

1200 

10 

7.600 

64 

14.458 

8* 

8.625 

8.007 

.264 

23.574 

24.000 

1000 

8 

0.358 

64 

18.577 

8* 

8.625 

8.003 

.311 

27.615 

28.000 

1200 

8 

0.358 

64 

18.577 

8* 

8.625 

7.007 

.350 

31.603 

32.000 

1200 

8 

0.358 

64 

18.577 

10 

10.750 

10.102 

.270 

31.201 

32.515 

800 

8 

11.058 

61 

30.772 

10 

10.750 

10.146 

.302 

33.600 

35.000 

000 

8 

11.058 

6t 

30.772 

10 

10.750 

10.060 

.350 

38.875 

40.000 

1000 

8 

11.058 

61 

30.772 

12 1 

13.000 

12.356 

.322 

43.500 

45.000 

700 

8 

14.085 

74 

46.464 

121 

13.000 

12.278 

.361 

48.730 

50.000 

800 

8 

14.085 

74 

46.464 

The  permissible  variation  in  weight  is  5  per  cent  above  and  5  per  cent  below. 

Furnished  with  threads  and  oouplings  and  in  random  lengths  unless  otherwise  specified. 

Taper  of  threads  is  |  inch  diameter  per  foot  length  for  all  sises,  except  the  84  inch,  10  inch,  and 
124  inch  which  are  \  inch  taper. 

The  weight  per  foot  of  casing  with  threads  and  couplings  is  based  on  a  length  of  20  feet,  including 
the  coupling,  but  shipping  lengths  of  small  sises  will  usually  average  less  than  20  feet. 

AH  weights  given  in  pouitds. 

All  dimensions  given  in  inches. 

For  illustration  showing  joint,  see  Fig.  4. 


Fia.  4. — Section  of  South  Penn  casing  coupling  and  joint. 
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PIPE  STANDARDS 


Boston  Casing — Inserted  Joint 
All  weights  and  dimensionB  are  nominal 


DlAMETSBS 

Thick- 
neae 

Weight 

per 

foot 

plain 

enda 

Threads 
per 
ineh 

Joint 

Tc»t 

Siie 

External 

Internal 

Length  of 

joint 

— "L" 

Diameter 
of  joint 
— "D" 

preasure 

in 
pounds 

2 

2.250 

2.060 

0.100 

2.296 

14 

0.967 

2.340 

750 

2i 

2.500 

2.284 

.108 

2.759 

14 

.992 

2.606 

750 

2i 

2.760 

2.524 

.113 

3.182 

14 

1.017 

2.866 

750 

21 

3.000 

2.768 

.116 

3.572 

14 

1.042 

3.122 

750 

3 

3.250 

3.010 

.120 

4.011 

14 

1.067 

3.380 

750 

3i 

3.500 

3.250 

.126 

4.505 

14 

1.092 

3.640 

750 

3i 

3.750 

3.492 

.129 

4.988 

14 

1.117 

8.898 

750 

3} 

4.000 

3.732 

.134 

5.532 

14 

1.142 

4.158 

750 

4 

4.250 

3.974 

.138 

6.060 

14 

1.167 

4.416 

750 

4i 

4.500 

4.216 

.142 

6.609 

14 

1.192 

4.674 

750 

4« 

4.750 

4.460 

.145 

7.131 

14 

1.217 

4.930 

750 

4} 

5.000 

4.696 

.152 

7.870 

14 

1.242 

5.194 

750 

6 

5.250 

4.944 

.153 

8.328 

14 

1.267 

5.446 

750 

6A 

5.500 

5.192 

.154 

8.792 

14 

1.292 

5.698 

750 

51 

6.000 

5.672 

.164 

10.222 

14 

1.342 

6.218 

750 

6i 

6.625 

6.287 

.169 

11.652 

14 

1.405 

6.853 

750 

61 

7.000 

6.652 

.174 

12.685 

14 

1.442 

7.238 

750 

7i 

7.625 

7.263 

.181 

14.390 

14 

1.605 

7.877 

750 

71 

8.000 

7.628 

.186 

15.522 

111 

1.573 

8.238 

750 

8i 

8.625 

8.249 

.188 

16.940 

11* 

1.636 

8.867 

750 

81 

9.000 

8.608 

.196 

18.429 

11* 

1.673 

9.258 

750 

91 

10.000 

9.582 

.209 

21.855 

11* 

1.773 

10.284 

750 

101 

11.000 

10.552 

.224 

25.780 

11* 

1.873 

11.314 

750 

111 

12.000 

11.514 

.243 

30.512 

11* 

1.973 

12.352 

500 

12i 

13.000 

12.482 

.259 

35.243 

11* 

2.073 

13.384 

500 

13* 

14.000 

13.448 

.276 

40.454 

11* 

2.173 

14.418 

500 

14J 

15.000 

14.418 

.291 

45.714 

u* 

2.273 

15.448 

500 

151 

16.000 

15.396 

.302 

50.632 

11* 

2.373 

16.470 

500 

The  permisBible  variation  in  weight  ia  5  per  cent  above  and  5  per  cent  bdow. 

Fumiahed  in  random  lengths  unless  otherwise  specified. 

Regular  taper  of  threads  is  |  inch  diameter  per  foot  length  for  all  sises,  but  maker  will  furnish 
I  inch,  *  inch,  or  |  inch  taper  if  so  specified. 

All  weights  given  in  pounds.     All  dimensions  given  in  inches. 

On  sises  made  in  more  than  one  weight  or  thread,  weight  and  number  of  threads  desired  must 
be  specified. 

Thickness  of  walls  makes  it  impracticable  to  cut  threads  of  ooarao-  pitch  than  shown  on  table. 

For  illustration  showing  joint,  see  Fig.  5. 


(^ 


Fia.  5. — Section  of  Boston 


joint 


FLUSH-JOINT  TUBING 
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Flushrjaint  Tvbing 
All  weights  and  dimensions  are  nominal 


DiAMKTBBS 

Test 

Joints 

Thieknees 

Wei«ht 
per  foot, 

preesure  in 
pounds 

Sue 

External 

Internal 

plain  endB 

per  inch 

Threads 
per  inch 

Length  of 
joint  "L" 

3 

3.500 

3.068 

0.216 

7.575 

1000 

14 

U 

31 

4.000 

3.548 

.226 

9.109 

1000 

14 

U 

4 

4.500 

4.026 

.237 

10.790 

1000 

lU 

u 

41 

5.000 

4.506 

.247 

12.538 

1000 

114 

u 

5 

5.563 

5.047 

.258 

14.617 

1000 

lU 

2 

6.000 

5.440 

.280 

17.105 

1000 

lU 

2 

6 

6.625 

6.065 

.280 

18.974 

1000 

lU 

2 

7.000 

6.398 

.301 

21 . 535 

1000 

11* 

2 

7 

7.625 

7.023 

.301 

23.544 

1000 

114 

2 

8.000 

7.356 

.322 

26.404 

1000 

10 

2 

8 

8.625 

• 

7.981 

.322 

28.554 

1000 

10 

2 

9.000 

8.316 

.342 

31.624 

900 

10 

2 

9 

9.625 

8.941 

.342 

33.907 

900 

10 

2 

10.000 

9.270 

.365 

37.559 

900 

10 

21 

10 

10.750 

10.020 

.365 

40.483 

900 

10 

24 

12.000 

11.250 

.375 

46.558 

800 

10 

24 

12 

12.750 

12.000 

.375 

49.562 

800 

10 

24 

14  O.  D. 

14.000 

13.124 

.438 

63.441 

800 

8 

24 

15  0.D. 

15.000 

14.124 

.438 

68.119 

750 

8 

24 

16  O.  D. 

16.000 

15.000 

.600 

82.771 

750 

8 

24 

17  0.D. 

18.000 

17.000 

.500 

93.451 

760 

8 

24 

Test  applied  on  pipe  prior  to  threading. 

The  permissible  variation  in  weight  is  5  per  cent  above  and  6  per  cent  below. 

Furnished  in  random  lengths  imleBs  otherwise  specified. 

Taper  of  threads  is  A  inch  diameter  per  foot  length  for  all  siies,  unless  otherwise  specified. 

Weights  lighter  than  those  given  in  above  table  are  not  suitable  for  flush  joints. 

All  weights  given  in  pounds.     All  dimensions  given  in  inches. 

For  illustration  showing  joint,  see  Fig.  6. 


Flo.  6. — Section  of  flush-joint  tubing. 
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AUiaon  Vanisking4hread  Tvbing — Ends  Upset 
AH  weights  and  dimensions  are  nominal 


Diameters 

Weight  i 

PER  Foot 

- 

COUFLINOS 

Thick- 
ness 

Test 
pressure 

in 
pounds 

Threads 

per 

inch 

O.  D. 
of 

upset 

Sise 

External 

Internal 

Plain 
ends 

Threads 

and 
couplings 

Diam- 
eter 

Length 

Weicfat 

2 

2.375 

2.067 

0.154 

3.652 

3.731 

1800 

lU 

2A 

3.057 

31 

2.4M 

2i 

2.875 

2.460 

.203 

5.703 

5.903 

2100 

8 

3A 

3.616 

4* 

3.845 

3 

3.500 

3.068 

.216 

7.575 

7.609 

1900 

8 

3H 

4.237 

4i 

4.657 

3i 

4.000 

3.548 

.226 

0.109 

9.287 

1500 

• 

8 

4A 

4.848 

4i 

6.036 

4 

4.500 

4.026 

.237 

10.790 

10.984 

1500 

8 

4H 

5.345 

4i 

6.768 

4i 

5.000 

4.506 

.247 

12.538 

12.744 

1500 

8 

6A 

5.842 

4i 

7.426 

6 

5. 5o3 

5.047 

.258 

14.617 

14.962 

1500 

8 

51 

6.500 

61 

11.821 

6 

6.625 

6.065 

.280 

18.974 

19.359 

1500 

8 

61 

7.627 

5i 

13.931 

7 

7.625 

7.023 

.301 

23.544 

23.957 

1200 

8 

71 

8.621 

51 

15.778 

8 

8.625 

7.981 

.322 

28.554 

29.196 

1200 

8 

8i 

.9.729 

61 

24.119 

AUison  Vanishinff4hread  Tubing — Not  Upset 
All  weights  and  dimensions  are  nominal 


Diameters 

Wbiobt  ] 

PER  Foot 

COUPUNQS 

Test 

Threads 

Siae 

External 

Internal 

Thick- 
ness 

Plain 
ends 

Threads 

and 
oouplingB 

pressure 

in 
pounds 

per 
inch 

Diameter 

Length 

Weight 

U 

1.660 

1.380 

0.140 

2.272 

2.303 

1200 

111 

2.070 

21 

1.052 

11 

1.900 

1.610 

.145 

2.717 

2.751 

1700 

11* 

2.300 

2i 

1.188 

2 

2.375 

2.067 

.154 

3.652 

3.723 

1700 

111 

2.870 

31 

2.315 

2i 

2.875 

2.469 

.203 

5.793 

5.893 

2000 

8 

3.429 

41 

3.625 

3 

3.500 

3.068 

.216 

7.575 

7.689 

1800 

8 

4.050 

4| 

4.838 

31 

4.000 

3.548 

.226 

9.109 

9.276 

1500 

8 

4.661 

41 

5.782 

4 

4.500 

4.026 

.237 

10.790 

10.973 

1500 

8 

5.158 

4i 

6.512 

41 

5.000 

4.506 

.247 

12.538 

12.733 

1500 

8 

5.655 

41 

7.171 

5 

5.563 

5.047 

.258 

14.617 

14.946 

1500 

8 

6.322 

5i 

11.456 

6 

6.625 

6.065 

.280 

18.974 

19.338 

1500 

8 

7.377 

61 

13.446 

7 

7.625 

7.023 

.301 

23.544 

23.936 

1200 

8 

8.371 

61 

15.296 

8 

8.625 

7.981 

.322 

28.554 

29.167 

1200 

8 

9.479 

61 

23.466 

The  following  notes  apply  to  both  tables: 

The  permissible  variation  in  weight  is  5  per  cent  above  and  5  per  cent  below. 
Furnished  with  threads  and  couplings  and  in  random  lengths  unless  otherwise  specified. 
Taper  of  threads  is  |  inch  diameter  per  foot  length  for  all  sixes. 

The  weight  per  foot  of  tubing  with  threads  and  couplings  is  based  on  a  length  of  20  feet,  including 
the  couplings,  but  shipping  lengths  of  small  sises  will  usually  average  less  than  20  feet. 
All  weights  given  in  pounds.     All  dimensions  given  in  inches. 
For  illustration  showing  joints,  see  Figs.  7  and  8. 


Tio.  7. — Section  of  Allison  vanishing-thread 
tubing  coupling  and  joint.    Not  upset. 


Fio.  8. — Section  of  Allison  vanishing-thrsMl 
tubing  coupling  and  joint.    Ends  upset. 


OIL  WELL  TUBING 
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External  Upset  Tvbing 
All  weights  and  dimenaions  are  nominal 


DiAMBTBBfl 

• 

Wbioht 

PES  Foot 

COUPUNOS 

TUek- 

Teet 
pressure 

Threads 

0^9 

External 

Internal 

neoB 

Plain 
endB 

Threads 
and 

in 
pounda 

per 
inch 

Diameter 

Lenctfa 

Weight 

oouplina» 

l\ 

1.660 

1.380 

0.140 

2.272 

2.300 

1800 

lU 

2.200 

2t 

1.049 

u 

1.900 

1.610 

.145 

2.717 

1.752 

1800 

11* 

2.481 

2f 

1.049 

2 

2.376 

2.041 

.167 

3.938 

4.000 

2200 

11* 

3.060 

31 

2.329 

2 

2.375 

1.905 

.100 

4.433 

4.500 

2500 

11* 

3.060 

31 

2.329 

21 

2.875 

2.441 

.217 

6.160 

6.250 

2200 

11* 

3.668 

4* 

3.891 

3 

3.500 

3.018 

.241 

8.388 

8.627 

2000 

10 

4.504 

5* 

7.627 

4 

4.500 

3.958  J 

.271 

12.240  J 

12.500 

1800 

10 

5.349 

6* 

9.511 

The  permissible  variation  in  weight  is  5  per  cent  above  and  5  per  cent  below. 
Furnished  with  threads  and  couplings  and  in  random  lengths  unless  otherwise  specified. 
Taper  of  threads  is  |  inch  diameter  per  foot  length  for  all  sises. 

The  weight  per  foot  of  tubing  with  threads  and  couplings  is  based  on  a  length  of  20  feet,  including 
the  coupling,  but  shipping  lengths  will  usually  average  less  than  20  feet. 
All  weights  given  in  pounds.     All  dimensions  given  in  inches. 
For  illuttration  showing  joint,  see  Fig.  9. 


Fxo.  9. — Section  of  external  upset  tubing  coupling  and  joint. 

OU  WeU  Tvinng 
All  weights  and  dimenisona  are  nominal 


DXAMETEBA 

WCIOHT  ] 

PER  Foot 

CoUPUNOfl 

Thick- 
ness 

Test 
pressure 

in 
pounds 

Threads 
per 
inch 

.Sise 

External 

Internal 

Plain 
ends 

Threads 
and 

Diameter 

Length 

Weight 

couplings 

1* 

1.660 

1.380 

0.140 

2.272 

2.300 

1800 

11* 

2.064 

2t 

0.974 

1* 

1.900 

1.610 

.145 

2.717 

2.748 

1800 

11* 

2.294 

2* 

1.103 

2 

2.375 

2.041 

.167 

3.938 

4.000 

2200 

11* 

2.841 

31 

2.146 

2 

2.375 

1.995 

.190 

4.433 

4.500 

2600 

11* 

2.841 

31 

2.146 

2* 

2.875 

2.469 

.203 

5.793 

5.897 

2000 

11* 

3.449 

4* 

3.636 

2* 

2.875 

2.441 

.217 

6.160 

6.250 

2200 

11* 

3.449 

4* 

3.636 

3 

3.500 

3.068 

.216 

7.575 

7.694 

1800 

11* 

4.074 

4* 

4.366 

3 

3.500 

3.018 

.241 

8.388 

8.500 

2000 

11* 

4.074 

4* 

4.366 

3 

3.500 

2.922 

.289 

9.910 

10.000 

2200 

11* 

4.074 

4* 

4.366 

3* 

4.000 

3.548 

.226 

9.109 

9.261 

1500 

8 

4.628 

4* 

5.510 

4 

4.500 

4.026 

.237 

10.790 

10.980 

1600 

8 

6.233 

4* 

6.673 

4 

4.500 

3.990 

.255 

11  561 

11.760 

1800 

8 

6.233 

4* 

6.673 

The  permissible  variation  in  weight  is  6  jier  cent  above  and  6  per  cent  below. 
Furnished  with  threads  and  couplings  and  in  random  lengths  unless  otherwise  specified. 
Taper  of  threads  is  1  inch  diameter  per  foot  length  for  all  sises. 

The  weight  per  foot  of  tubing  with  threads  and  couplings  is  based  on  a  length  of  20  feet,  including 
the  coupling,  but  shipping  lengths  of  small  sites  will  usually  average  less  than  20  feet. 
All  weights  given  in  pounds.     All  dimensions  given  in  inches. 
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Inierior  Upset  Rotary  Pipe 
All  weights  and  dimensions  are  nominal 


DlAMBTBBS 

Weight 

PER  Foot 

( 

COUPLDVOS 

Thick- 
ness 

Test 
pressure 

in 
pounds 

Threads 

per 

inch 

Sise 

External 

Internal 

Plain 
ends 

Threads 

and 
couplings 

Diameter 

Length 

Weisht 

21 

2.875 

2.323 

0.276 

7.661 

7.841 

2000 

8 

3.564 

61 

6.743 

2* 

2.875 

2.143 

.366 

0.807 

10.000 

2500 

8 

3.678 

61 

7.844 

3 

3.500 

2.900 

.300 

10.252 

10.486 

2000 

8 

4.248 

61 

8.777 

4 

4.500 

3.958 

.271 

12.240 

12.632 

1800 

8 

6.266 

71 

14.296 

4 

4.500 

3.826 

.337 

14.083 

15.323 

2000 

8 

6.256 

71 

14.206 

4i 

5.000 

4.388 

.306 

16.340 

15.737 

1600 

8 

6.756 

71 

15.787 

5 

5.563 

4.975 

.204 

16.644 

17.000 

1600 

8 

6.303 

8i 

18.472 

5 

5.563 

4.859 

.352 

10.500 

20.000 

1000 

8 

6.303 

8i 

18.472 

6 

6.625 

6.065 

.280 

18.074 

10.551 

1600 

8 

7.360 

81 

22.094 

6 

6.625 

6.937 

.344 

23.076 

23.566 

1600 

8 

7.360 

81 

22.004 

6 

6.625 

6.761 

.432 

28.673 

28.048 

1800 

8 

7.360 

81 

22.094 

In  addition  to  the  test  pressure  applied  the  pipe  is  jarred  with  a  hammer  while  under  pressure. 
The  permissible  variation  in  weight  is  5  per  cent  above  and  5  per  cent  below. 
Furnished  with  threads  and  couplings  and  in  random  lengths  unless  otherwise  specified. 
Taper  of  threads  is  |  inch  diameter  per  foot  length  for  all  sisee. 

The  weight  per  foot  of  pipe  with  threads  and  couplings  is  based  on  a  length  of  20  feet,  ineludinc 
the  coupling,  but  shipping  lengths  of  small  sisee  will  usually  average  less  than  20  feet. 
All  weights  given  in  pounds.    All  dimensions  given  in  inohest 


Diamond  BX  Drive  Pipe 
All  weights  and  dimensions  are  nominal 


Diameters 

Thick- 
ness 

Weight  per  Foot 

Test 
pressure 

in 
pounds 

Threads 

per 

inch 

COUPUNOS 

Sise 

External 

Internal 

Plain 
ends 

Threads 

and 
couplings 

Diameter 

Length 

Weicht 

41 
41 
4t 

4.760 
5.000 
6.000 

4.082 
4.506 
4.424 

0.334 
.247 
.288 

16.752 
12.538 
14.403 

16.000 
12.860 
16.000 

1800 
1400 
1700 

10 
10 
10 

6.367 
5.686 
5.023 

61 
61 
6i 

10.112 
10.734 
14.299 

The  permissible  variation  in  weight  is  5  per  cent  above  and  6  per  cent  below. 
Furnished  with  threads  and  couplings  and  in  random  lengths  unless  otherwise  specified. 
Taper  of  threads  is  i  inch  diameter  per  foot  length  for  all  sises. 

The  weight  per  foot  of  pipe  with  threads  and  couplings  is  based  on  a  length  of  20  feet,  including 
the  coupling,  but  shipping  lengths  of  small  sisee  will  usually  average  less  than  20  feet. 
All  weights  given  in  pounds.     Ail  dimensions  given  in  inches. 
In  addition  to  the  test  pressure  applied  the  pipe  is  jarred  with  a  hammer  while  under 
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Drive  Pipe 
All  weights  and  dimensions  are  nominal 


DlAMBTEBS 

Wkxqht  : 

PER  Foot 

COTTPLXNOS 

Thick- 
ness 

Test 
pressure 

in 
pounds 

Threads 
per 
inch 

Site 

External 

Internal 

Plain 
ends 

Threads 
and 

Diameter 

Length 

Weight 

couplings 

2 

2.375 

2.067 

0.154 

3.652 

3.730 

750 

111 

2.923 

31 

2.380 

2* 

2.875 

2.469 

.203 

5.793 

5.906 

750 

8 

3.486 

4» 

3.748 

3 

3.500 

3.068 

.216 

7.576 

7.705 

750 

8 

4.111 

4i 

4.493 

3» 

4.000 

3.548 

.226 

9.109 

9.294 

750 

8 

4.723 

4| 

5.973 

4 

4.500 

4.026 

.237 

10.790 

10.995 

750 

8 

5.223 

4i 

6.740 

4J 

5.000 

4.506 

.247 

12.538 

12.758 

750 

8 

5.723 

4» 

7.439 

5 

5.563 

5.047 

.258 

14.617 

14.989 

750 

8 

6.410 

6i 

11.781 

6 

6.625 

6.065 

.280 

18.974 

19.408 

750 

"8 

7.473 

6i 

13.956 

7 

7.625 

7.023 

.301 

23.544 

24.021 

750 

8 

8.474 

51 

15.955 

8 

8.625 

8.071 

.277 

24.696 

25.495 

650 

8 

9.588 

61 

24.343 

8 

8.625 

7.981 

.322 

28.554 

29.303 

750 

8 

9.588 

6» 

24.343 

8 

8.625 

7.917 

.354 

31.270 

32.334 

750 

8 

9.882 

61 

31.320 

9 

0.625 

8.941 

.342 

33.907 

34.711 

750 

8 

10.588 

6» 

27.035 

10 

10.750 

10.192 

.279 

31.201 

32.631 

650 

8 

11.950 

6» 

40.108 

10 

10.750 

10.136 

.307 

34.240 

35.628 

750 

8 

11.950 

6f 

40.108 

10 

10.750 

10.020 

.365 

40.483 

41.785 

750 

8 

11.950 

61 

40.108 

11 

11.750 

11.000 

.375 

45.557 

46.953 

750 

8 

12.950 

61 

43.664 

12 

12.750 

12.090 

.330 

43.773 

45.358 

600 

8 

13.950 

61 

47.220 

12 

12.750 

12.000 

.375 

49.562 

51.067 

750 

8 

13.950 

61 

47.220 

140.D. 

14.000 

13.250 

.375 

54.568 

56.849 

750 

8 

15.438 

7t 

66.024 

150.D. 

15.000 

14.250 

.375 

58.573 

61.005 

750 

8 

16.438 

7t 

70.533 

160.D. 

16.000 

15.250 

.375 

62.579 

65.161 

500 

8 

17.438 

71 

75.043 

17  0.D. 

17.000 

16.214 

.393 

69.704 

73.000 

600 

8 

18.675 

71 

91.746 

iso.D. 

18.000 

17.182 

.409 

76.840 

81.000 

600 

8 

19.913 

71 

109.669 

20O  D. 

20.000 

19.182 

.409 

85.577 

90.000 

500 

8 

21.913 

7i 

121.298 

The  permissible  variation  in  weight  is  5  per  cent  above  and  5  per  cent  below. 
Furnished  with  threads  and  couplings  and  in  random  lengths  unless  otherwise  specified. 
Taper  of  threads  is  }  inch  from  2  inches,  to  5  inches  and  A*  inch  from  6  inches  to  20  inches. 
The  weight  per  foot  of  pipe  with  threads  and  couplings  is  based  on  a  length  of  20  feet,  including 
the  coupling,  but  shipping  lengths  of  small  sises  will  usually  average  less  than  20  feet. 
All  weights  given  in  pounds.     All  dimensions  given  in  inches. 
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Rotary  Drill  Pipe — Lap-Wdded 
All  weights  and  dimensions  are  nominal 


Diameters 

Weight 

PER  Foot 

CotrpLiNos 

Sise 

External 

Internal 

Thick- 
ness 

Plain 
ends 

Threads 

and 
ooupUnss 

Test 
pressure 

in 
pounds 

Threads 

per 

inch 

Diameter 

Length 

Weicht 

*2| 

2.875 

2.323 

0.276 

7.661 

7.830 

2000 

8 

3.603 

51 

5.888 

•2* 

2.876 

2.143 

.366 

9.807 

10.000 

2500 

8 

3.693 

51 

7.316 

♦3 

3.500 

2.764 

.368 

12.309 

12.500 

2000 

8 

4.248 

6* 

8.777 

4 

4.500 

4.026 

.237 

10.790 

11.157 

1500 

8 

5.303 

6i 

11.768 

4 

4.500 

3.990 

.255 

11.561 

11.916 

1500 

8 

5.303 

e» 

11.768 

4 

4.600 

3.962 

.269 

12.155 

12.500 

1800 

8 

5.303 

6J 

11.768 

•4 

4.500 

3.826 

.337 

14.983 

15.000 

2000 

8 

5.303 

61 

11.768 

41 

5.000 

4.506 

.247 

12.538 

12.933 

1500 

8 

5.803 

«l 

12.088 

4i 

5.000 

4.396 

.302 

15.152 

15.500 

1600 

8 

5.803 

61 

13.088 

•41 

5.000 

4.290 

.355 

17.611 

18.000 

1800 

8 

5.803 

6i 

12.988 

5 

5.563 

5.047 

.258 

-14.617 

15.004 

1500 

8 

6.334 

7i 

16.562 

5 

5.563 

4.955 

.304 

17.074 

17.500 

1600 

8 

6.334 

7J 

16.562 

*5 

5.563 

4.813 

.376 

20.778 

21.000 

1800 

8 

6.834 

7i 

16.562 

6 

6.625 

6.065 

.280 

18.974 

19.507 

1500 

8 

7.396 

71 

19.561 

6 

6.625 

5.939 

.343 

23.012 

23.500 

1500 

8 

7.396 

71 

19.561 

•6 

6.625 

5.761 

.432 

28.573 

29.000 

1800 

8 

7.396 

71 

19.561 

The  permissible  variation  in  weight  is  5  per  cent  above  and  5  per  cent  below. 
Furnished  with  threads  and  couplings  and  in  random  lengths  unless  otherwise  specified. 
Taper  of  thread  is  f  inch  diameter  per  foot  length  for  all  sises. 

The  weight  per  foot  of  pipe  with  threads  and  couplings  is  based  on  a  length  of  20  feet,  including 
the  coupling,  but  shipping  lengths  of  small  sises  will  usuaUy  average  less  than  20  feet. 
All  weights  given  in  pounds.     All  dimensions  given  in  inches. 
*  In  these  sises  the  pipe  is  jarred  with  a  hammer  while  under  pressure. 

SearriUss  Interior  Upset  Drill  Pipe 
All  weights  and  dimensions  are  nominal 


Diameters 

Thick- 
ness 

Weight  per  Foot 

Test 
pressure 

in 
pounds 

Threads 
per 
inch 

COUPUXQS 

Sise 

External 

Internal 

Phiin 
ends 

Threads 

and 
couplingB 

Diameter 

Length 

Wei^t 

2 

21 

21 

3 

3i 

4 

4 

4 

41 

5 

5 

6 

6 

2.375 
2.876 
2.875 
3.500 
4.000 
4.500 
4.500 
4.500 
5.000 
5.563 
5.563 
6.625 
6.625 

2.000 
2.469 
2.323 
3.063 
3.500 
4.000 
3.958 
3.826 
4.500 
4.975 
4.859 
6.065 
6.761 

0, 1875 
.203 
.276 
.2187 
.250 
.250 
.271 
.337 
.250 
.294 
.352 
.280 
.432 

4.380 

5.793 

7.661 

7.665 

10.012 

11.347 

12.240 

14.983 

12.682 

16.544 

19.590 

18.974 

28.573 

4.477 

6.002 

7.841 

7.939 

10.366 

11.756 

12.632 

15.323 

13.130 

17.000 

20.000 

19.551 

28.948 

2500 
2200 
2500 
1800 
2000 
1800 
1900 
2200 
1700 
1700 
2000 
1600 
2000 

10 
8 
8 
8 
8 
8 
8 
8 
8 
8 
8 
8 
8 

2.892 
3.564 
3.564 
4.248 
4.771 
5.256 
5.256 
5.256 
5.756 
6.303 
6.308 
7.350 
7.350 

5i 
»l 
61 
6* 
7t 
71 
71 
71 
71 
8i 
81 
81 
81 

3.503 

6.743 

6.743 

8.777 

12.060 

14.296 

14.296 

14.296 

15.787 

18.472 

18.472 

22.994 

23.994 

FiQ.  10.— Seamless  interioi^npset  drill  pipe. 


The  permissible  variation  in  weight  is 
5  per  cent  above  and  5  per  cent  below. 

All  weights  given  in  pounds.  All  dimen- 
ions  given  in  inches. 

Furnished  in  threads  and  couplings  and 
n  random  lengths,  18  to  22  feet,  unless 
otherwise  specified. 

Taper  of  threads  is  )  ineh  diameter  per 
oot  length  for  all  sises. 

For  illustration  showing  joint,  see  Fig.  10. 
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Collapsing  Pressxtkes  of  Steel  Tubes 

Next-  to  the  strength  of  joints  in  tubular  material  for  drilling,  operators  are  prob- 
ably most  oonoemed  with  collapsing  pressures  and  the  protection  against  them  offered 
by  the  casing. 

The  strength  of  casing  to  resist  external  or  collapsing  pressures  is  often  of  vital 
importance  when  the  well  is  bailed  dry  and  the  water  column  around  the  casing  is  of 
considerable  height.  Such  pressure  is  represented  by  the  difference  in  height  of  the 
fluid  inside  and  outside  the  casing. 

Professor  Stewart's  investigation. — ^The  power  of  pipe  to  resist  collapsing  pres- 
sures has  been  the  subject  of  a  thorough  investigation  covering  four  years,  by 
Professor  R.  T.  Stewart.  Concerning  this  investigation,  Mr.  F.  B.  Tough  makes 
the  following  remarks  in  discussing  the  pressiures  allowable  on  conmiercial  well 
casings:* 

"The  most  authentic  information  at  hand  on  this  subject  is  that  published  by 
Stewart.'  This  paper  formed  the  basis  of  a  study  by  C.  Naramore  and  R.  S.  Hazel- 
tine,  at  Coalinga,  Cal.,  in  1911.  Later,  Hazeltine  presented  a  paper  *  on  the  results 
of  Stewart's  work  as  applied  to  the  needs  of  the  oil  industry.  All  of  these  papers  will 
repay  a  thorough  study  by  anyone  facing  water  problems  in  drilling  wells. 

"  The  following  abstract  from  Stewart's  paper  is  of  especial  interest: 

"  '  1.  The  length  of  tube,  between  transverse  joints  tending  to  hold  it  to  a  circular 
form,  has  no  practical  influence  upon  the  collapsing  pressure  of  a  commercial  lap* 
welded  steel  tube  so  long  as  this  length  is  not  less  than  about  6  diameters  of  tube. 

'  2.  The  formulae,  as  based  upon  the  present  research,  for  the  collapsing  pressures 
of  modem  lap-welded  Bessemer  steel  tubes,  are  as  follows: 

P= 86,670- -1,386, (A) 

P«50,210,000f^y, (B) 

where    P» collapsing  pressure,  pounds  per  square  inch; 
£>= outside  diameter  of  tube  in  inches; 
i  B  thickness  of  wall  in  inches. 

'  Formula  (A)  is  for  values  of  P  less  than  581  pounds,  or  for  values  of  less  than  0.023, 
while  formula  (B)  is  for  values  greater  than  these. 

'  Tliese  formulae,  while  strictly  correct  for  tubes  that  are  20  feet  in  length  between 
transverse  joints  tending  to  hold  them  to  a  circular  form,  are,  at  the  same  time,  sub- 
stantially correct  for  all  lengths  greater  than  about  6  diameters.  They  have  been 
tested  for  seven  sizes,  ranging  from  3  to  10  inches  outside  diameter,  in  all  obtainable 
oonunercial  thicknesses  of  wall,  and  are  known  to  be  correct  for  this  range.' 

**  By  the  foregoing  formulae  one  may  compute  the  probable  collapsing  pressure 
for  any  conmiercial  size  of  casing. 

"  Methods  have  been  given  for  determining  the  probable  pressure  that  will  be 
carried  on  the  water  string  of  a  particular  well,  and  also  the  method  for  computing 
the  collapsing  pressure  of  the  casing;  it  remains  to  discuss  the  proper  safety  factors 
to  use.    Quoting  again  from  Stewart's  report: 

1  National  Tube  Company,  BuU.  15,  "National  Pipe  for  Drilling  Purpoees." 

s  Tough,  F.  B.— Bui.  163,  Dept.  of  the  Interior,  "  Method  of  Shutting  off  Water  in  Oil  and  Gaa 
Wells,"  1918. 

'Stewart,  R.  T. — Collapsing  Preseuree  of  Bessemer  Steel  Lap-welded  Tubes,  3  to  10  Inches  in 
Diameter;   Trans.  Am.  Soc.  Mech.  Eng.,  May,  1906. 

*  Haxeltine,  R.  S.— Collapsing  Pressure  of  Steel  Tubes;  West.  Engineering,  Vol.  1,  July,  1912. 
pp.  295-297. 
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Tables  of  Collapsing  Pressures 

CoUapsirig  Pressures — Pounds  per  Square  Inch 
(Based  on  Professor  Stewart's  Formulae  (A)  and  (B)) 

Formulae 

P=86,670//D-1386,     .     .     (A)  P«50,210,000((/D)»,    . 

where  P= collapsing  pressure  in  pounds  per  square  inch; 

D= outside  diameter  of  tube  in  inches;  ^  =  thickness  of  wall  in  inches. 


(B) 


Thick- 

Outside diameter — inches 

ness 

1.000 

1.050 

1.125 

1.250 

1.315 

1.375 

1.500 

1.660 

0.01 

.02 

402 

347 

282 

206 

.03 

1,214 

1,090 

925 

694 

596 

521 

402 

.04 

2,081 

1,916 

1,696 

1,387 

1,250 

1,135 

925 

.05 

2,948 

2,741 

2,466 

2,081 

1,909 

1,766 

1,503 

.06 

3,814 

3,567 

3,236 

2,774 

2,568 

2,396 

2,081 

1,747 

.07 

4,681 

4,392 

4,007 

3,468 

3,228 

3,026 

2,659 

2,269 

.08 

5,548 

5,217 

4,777 

4,161 

3,887 

3,657 

3,236 

2,791 

.09 

6,414 

6,043 

5,548 

4,854 

4,546 

4,287 

3,814 

3,313 

.10 

7,281 

6,868 

6,318 

5,548 

5,205 

4,917 

4,392 

3,835 

.11 

8,148 

7,694 

7,088 

6,241 

5,864 

5,548 

4,970 

4,357 

.12 

9,014 

8,519 

7,859 

6,934 

6,523 

6,178 

5,548 

4,879 

.13 

9,881 

9,345 

8,629 

7,628 

7,182 

6,808 

6,125 

5,401 

.14 

10,748 

10,170 

9,400 

8,321 

7,841 

7,439 

6,703 

6,923 

.15 

11,615 

10,995 

10,170 

9,014 

8,500 

8,069 

7,281 

6,446 

.16 

12,481 

11,821 

10,940 

9,708 

9,159 

8,699 

7,859 

6,968 

.17 

13,348 

12,646 

11,711 

10,401 

9,818 

9,330 

8,437 

7,490 

.18 

14,215 

13,472 

12,481 

11,094 

10,478 

9,960 

9,014 

8,012 

.19 

15,081 

14,297 

13,252 

11,788 

11,137 

10,590 

9,592 

8,534 

.20 

15,948 

15,123 

14,022 

12,481 

11,796 

11,221 

10,170 

9,056 

.21 

16,815 

15,948 

14,792 

13,175 

12,455 

11,851 

10,748 

9,578 

.22 

17,681 

16,773 

15,563 

13,868 

13,114 

12,481 

11,326 

10,100 

.23 

18,548 

17,599 

16,333 

14,561 

13,773 

13,112 

11,903 

10,622 

.24 

19,415 

18,424 

17,104 

15,255 

14,432 

13,742 

12,481 

11,145 

.25 

20,282 

19,250 

17,874 

15,948 

15,091 

14,372 

13,059 

11,667 

.26 

21,148 

20,075 

18,644 

16,641 

15,750 

15,003 

13,637 

12,189 

.27 

22,015 

20,901 

19,415 

17,335 

16,409 

15,633 

14,215 

12,711 

.28 

22,882 

21,726 

20,185 

18,028 

17,068 

16,263 

14,792 

13,233 

.29 

23,748 

22,551 

20,956 

18,721 

17,728 

16,893 

15,370 

13,755 

.30 

24,615 

23,377 

21,726 

19,415 

18,387 

17,524 

15,948 

14,277 

.31 

24,202 

22,496 

20,108 

19,046 

18,154 

16,526 

14.799 

.32 

20,802 

19,705 

18,784 

17,104 

15,321 

.33 

21,495 

20,364 

19,415 

17,681 

15,844 

.34 

22,188 

21,023 

20,045 

18,259 

16,366 

.35 

22,882 

21,682 

20,675 

18,837 

16,888 

.36 

23,575 

22,341 

21,306 

19,415 

17,410 

.37 

24,268 

23,000 

21,936 

19,993 

17,932 

.38 

18,454 

.39 
.40 
.41 
.42 
.43 
.44 

18,976 

.45 
.46 
.47 
.48 
.49 

'    .  .  .  .  .\ 

1   
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CoUapsing  Pressures — Pounds  per  Square  Inch — (Ck>ntinued) 

(Based  on  Professor  Stewart's  Formulae  (A)  and  (B) 

Formulae 

P=86,67a/D-1386,     .     .     (A)  P-50,210,000(//D)», 

where  P= collapsing  pressure  in  pounds  per  square  inch; 

D= outside  diameter  of  tube  in  inches;  <  =  thickness  of  wall  in  inches. 


.     (B) 


Outside  diameter 

— finches 

Thickness 

1.750 

1.875 

1.900 

2.000 

2.250 

2.375 

2.500 

0.01 
.02 
.03 
.04 
.05 

.06 

1,586 

1,387 

1,351 

1,214 

925 

804 

694 

.07 

2,081 

1,850 

1,807 

1,647 

1,310 

1,169 

1,041 

.08 

2,576 

2,312 

2,263 

2,081 

1,696 

1,533 

1,387 

.09 

3,071 

2,774 

2,719 

2,514 

2,081 

1,898 

1,734 

.10 

3,567 

3,236 

3,176 

2,948 

2,466 

2,263 

2,081 

.11 

4,062 

3,699 

3,632 

3,381 

2,851 

2,628 

2,427 

.12 

4,557 

4,161 

4,088 

3,814 

3,236 

2,993 

2,774 

.13 

5,052 

4,623 

4,544 

4,248 

3,622 

3,358 

3,121 

.14 

5,548 

5,085 

5,000 

4,681 

4,007 

3,723 

3,468 

.15 

6,043 

5,548 

5,456 

5,114 

4,392 

4,088 

3,814 

.16 

6,538 

6,010 

5,913 

5,548 

4,777 

4,453 

4,161 

.17 

7,033 

6,472 

6,369 

5,981 

5,162 

4,818 

4,508 

•18 

7,529 

6,934 

6,825 

6,414 

5,648 

5,183 

4,854 

.19 

8,024 

7,397 

7,281 

6,848 

5,933 

5,548 

5,201 

,20 

8,519 

7,859 

7,737 

7,281 

6,318 

5,913 

5,548 

.21 

9,014 

8,321 

8,193 

7,714 

6,703 

6,277 

5,894 

.22 

9,510 

8,783 

8,649 

8,148 

7,088 

6,642 

6,241 

.23 

10,005 

9,246 

9,106 

8,581 

7,474 

7,007 

6,588 

.24 

10,500 

9,708 

9,562 

9,014 

7,859 

7,372 

6,934 

.25 

10,995 

10,170 

10,018 

9,448 

8,244 

7,737 

7,281 

.26 

11,491 

10,632 

10,474 

9,881 

8,629 

8,102 

7,628 

.27 

11,986 

11,094 

10,930 

10,314 

9,014 

8,467 

7,974 

.28 

12,481 

11,557 

11,386 

10,748 

9,400 

8,832 

8,321 

.29 

12,976 

12,019 

11,843 

11,181 

9,785 

9,197 

8,668 

.30 

13,472 

12,481 

12,299 

11,615 

10,170 

9,562 

9,014 

.31 

13,967 

12,943 

12,755 

12,048 

10,555 

9,927 

9.361 

.32 

14,462 

13,406 

13,211 

12,481 

10,940 

10,292 

9,708 

.33 

14,957 

13,868 

13,667 

12,915 

11,326 

10,657 

10,054 

.34 

15,453 

14,330 

14,123 

13,348 

11,711 

11,021 

10,401 

.35 

15,948 

14,792 

14,580 

13,781 

12,096 

11,386 

10,748 

.36 

16,443 

15,255 

15,036 

14,215 

12,481 

11,751 

11,094 

.37 

16,939 

15,717 

15,492 

14,648 

12,866 

12,116 

11,441 

.38 

17,434 

16,179 

15,948 

15,081 

13,252 

12,481 

11,788 

.39 

17,929 

16,641 

16,404 

15,515 

13,637 

12,846 

12,135 

.40 

18,424 

17,104 

16,860 

15,948 

14,022 

13,211 

12,481 

.41 

16,381 

14,407 

13,576 

12,828 

,42 

16,815 

14,792 

13,941 

13,175 

.43 

17,248 

15,178 

14,306 

13,521 

.44 

17,681 

15,563 

14,671 

13,868 

.45 

15,036 

14,215 

.46 
.47 
.48 
.49 

15,401 

14,561 
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CoUapsing  Pressures — Pounds  per  Square  Inch — (Continued) 

(Based  on  Professor  Stewart's  Formulae  (A)  and  (B)) 

FormtUae 

P= 86,670^1) -1386,     .     .     (A)  P=50,210,000(//D)», 

where  P» collapsing  pressure  in  pounds  per  square  inch; 

D= outside  diameter  of  tube  in  inches;  (» thickness  of  wall  in  inches. 


(B) 


Outside  diameter 

— finches 

Thickness 

2.750 

2.875 

3.000 

3.250 

3.500 

3.750 

4.000 

0.01 
.02 
.03 
.04 
.05 

.06 

521 

.07 

820 

.08 

1,135 

.09 

1,460 

1,327 

1,214 

1,014 

843 

.10 

1,766 

1,629 

1,503 

1,281 

1,090 

.11 

2,081 

1,930 

1,792 

1,547 

1,338 

.12 

2,396 

2,232 

2,081 

1,814 

1,586 

1387 

1214 

.13 

2,711 

2,533 

2,370 

2,081 

1,833 

1619 

1431 

.14 

3,026 

2,834 

2,659 

2,347 

2,081 

1850 

1647 

.15 

3,341 

3,136 

2,948 

2,614 

2,328 

2081 

1864 

.16 

3,657 

3,437 

3,236 

2,881 

2,576 

2312 

2081 

.17 

3,972 

3,739 

3,525 

3,148 

2,824 

2543 

2297 

.18 

4,287 

4,040 

3,814 

3,414 

3,071 

2774 

2514 

.19 

4,602 

4,342 

4,103 

3,681 

3,319 

3005 

2731 

,20 

4,917 

4,643 

4,392 

3,947 

3,567 

3236 

2948 

.21 

5,232 

4,945 

4,681 

4,214 

3,814 

3468 

3164 

.22 

5,548 

5,246 

4,970 

4,481 

4,062 

3699 

3381 

.23 

5,863 

5,548 

5,259 

4,748 

4,309 

3930 

3598 

.24 

6,178 

5,849 

5,548 

5,014 

4,557 

4161 

3814 

.25 

6,493 

6,151 

5,836 

5,281 

4,805 

4392 

4031 

.26 

6,808 

6,452 

6,125 

5,548 

5,052 

4623 

4248 

.27 

7,123 

6,753 

6,414 

5,814 

5,300 

4854 

4464 

.28 

7,439 

7,055 

6,703 

6,081 

5,548 

5085 

4681 

.29 

7,754 

7,356 

6,992 

6,348 

5,795 

5316 

4898 

.30 

8,069 

7,658 

7,281 

6,614 

6,043 

5548 

5114 

.31 

8,384 

7,959 

7,570 

6,881 

6,290 

5779 

5331 

.32 

8,699 

8,261 

7,859 

7,148 

6,538 

6010 

5548 

.33 

9,014 

8,562 

8,148 

7,414 

6,786 

6241 

5764 

.34 

9,330 

8,864 

8,437 

7,681 

7,033 

6472 

5981 

.35 

9,645 

9,165 

8,726 

7,948 

7,281 

6703 

6198 

.36 

9,960 

9,467 

9,014 

8,214 

7,529 

6934 

6414 

.37 

10,275 

9,768 

9,303 

8,481 

7,776 

7165 

6631 

.38 

10,590 

10,070 

9,592 

8,748 

8,024 

7397 

6848 

.39 

10,905 

10,371 

9,881 

9,014 

8,272 

7628 

7064 

.40 

11,221 

10,672 

10,170 

9,281 

8,519 

7759 

7281 

.41 

11,536 

10,974 

10,459 

9,548 

8,767 

8090 

7498 

.42 

11,851 

11,275 

10,748 

9,814 

9,014 

8321 

7714 

,43 

12,166 

11,577 

11,037 

10,081 

9,262 

8552 

7931 

.44 

12,481 

11,878 

11,326 

10,348 

9,510 

8783 

8148 

.45 

12,796 

12,180 

11,615 

10,615 

9,757 

9014 

8364 

.46 

13,112 

12,481 

11,903 

10,881 

10,005 

9246 

8581 

..47 

12,783 

12,192 

11,148 

10,253 

9477 

8798 

.48 

13,084 

12,481 

11,414 

10,500 

9708 

9014 

.49 

13,386 

12,770 

11,681 

10,748 

1 

9939 

9231 
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CoQapnng  Pressures — Pounds  per  Square  Inch — (Continued) 

(Based  on  Professor  Stewart's  Formulae  (A)  and  (B)) 

Formulae 

P=86,670^/D-1386,     .    .    (A)  P=60,210,000(//D)», 

where  P  » collapsing  pressure  in  pounds  per  square  inch; 

D= outside  diameter  of  tube  in  inches;  (» thickness  of  wall  in  inches. 


.     (B) 


ThicknesR 


0.50 
.51 
.52 
.53 
.54 
.55 
.56 
.57 
.58 
.59 
.60 
.61 
.62 
.63 
.64 
.65 
.66 
.67 
.68 
.69 
.70 
.71 
.72 
.73 
.74 
.75 
.76 
.77 
.78 
.79 
.80 
.81 
.82 
.83 
.84 
.85 
.86 
.87 
.88 
.89 
.90 
.91 
.92 
.93 
.94 
.95 
.96 
97 
.98 
.99 

1.00 


Outside  diameter — inches 


2.750 


2.875 


13,687 
13,988 
14,290 
14,591 
14,893 
15,194 
15,496 


3.000 


13,059 
13,348 
13,637 
13,926 
14,215 
14,503 
14,792 


3.250 


11,948 
12,215 
12,481 
12,748 
13,015 
13,281 
13,548 


3.500 


10,995 
11,243 
11,491 
11,738 
11,986 
12,234 
12,481 
12,729 
12,976 
13,224 
13,472 


3.750 


10,170 
10,401 
10,632 
10,863 
11,094 
11,326 
11,557 
11,788 
12,019 
12,250 
12,481 
12,712 
12,943 
13,175 
13,406 


4.000 


9,448 
9,664 
9,881 
10,098 
10,314 
10,531 
10,748 
10,964 
11,181 
11,398 
11,615 
11,831 
12,048 
12,265 
12,481 
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CoUapsing  Pressures — Pounds  per  Square  Inch — (Continued) 
(Based  on  Professor  Stewart's  Formulae  (A)  and  (B)) 

Formulae 
P=86,670//D-1386,     .     .     (A)  P=50,210,000(//I>)», 


(B) 


where  P  =  collapsinj|  pressure  in  pounds  per  square  inch; 
D= outside  diameter  of  tube  " 


in  inches;  (^thickness  of  wall  in  inches. 


Outside  diameter 

— inches 

Thickness 

t 

4.250 

4.500 

4.750 

5.000 

5.250 

5.500 

5.563 

0.01 

.02 

.03 

.04 

.05 

.06 

.07 

.08 

.09 

.10 

.11 

.12 

1061 

925 

.13 

1265 

1118 

986 

867 

760 

663 

.14 

1469 

1310 

1169 

1041 

925 

820 

795 

.15 

1673 

1503 

1351 

1214 

1090 

978 

951 

.16 

1877 

1696 

1533 

1387 

1255 

1135 

1107 

.17 

2081  • 

1888 

1716 

1561 

1420 

1293 

1263 

.18 

2285 

2081 

1898 

1734 

1586 

1450 

1418 

.19 

2489 

2273 

2081 

1907 

1751 

1608 

1574 

.20 

2693 

2466 

2263 

2081 

1916 

1766 

1730 

.21 

2897 

2659 

2446 

2254 

2081 

1923 

1886 

.22 

3100 

2851 

2628 

2427 

2246 

2081 

2042 

.23 

3304 

3044 

2811 

2601 

2411 

2238 

2197 

.24 

3508 

3236 

2993 

.2774 

2576 

2396 

2353 

.25 

3712 

3429 

3176 

2948 

2741 

2554 

2509 

.26 

3916 

3622 

3358 

3121 

2906 

2711 

2665 

.27 

4120 

3814 

3540 

3294 

3071 

2869 

2821 

.28 

4324 

4007 

3723 

3468 

3236 

3026 

2976 

.29 

4528 

4199 

3905 

3641 

3401 

3184 

3132 

.30 

4732 

4392 

4088 

3814 

3567 

3341 

3288 

.31 

4936 

4585 

4270 

3988 

3732 

3499 

3444 

.32 

5140 

4777 

4453 

4161 

3897 

3657 

3600 

.33 

5344 

4970 

4635 

4334 

4062 

3814 

3755 

.34 

5548 

5162 

4818 

4508 

4227 

3972 

3911 

.35 

5752 

5355 

5000 

4681 

4392 

4129 

4067 

.36 

5955 

5548 

5183 

4854 

4557 

4287 

.  4223 

.37 

6159 

5740 

5365 

5028 

4722 

4445 

4378 

.38 

6363 

5933 

5548 

5201 

4887 

4602 

4534 

.39 

6567 

6125 

5730 

5374 

5052 

4760 

4690 

.40 

6771 

6318 

5913 

5548 

5217 

4917 

4846 

.41 

6975 

6511 

6095 

5721 

5383 

5075 

5002 

.42 

7179 

6703 

6277 

5894 

5548 

5232 

5167 

.43 

7383 

6896 

6460 

6068 

5713 

5390 

5313 

.44 

7587 

7088 

6642 

6241 

5878 

5548 

5469 

.45 

7791 

7281 

6825 

6414 

6043 

5705 

5625 

.46 

7995 

7474 

7007 

6588 

6208 

5863 

5781 

.47 

8199 

7666 

7190 

6761 

6373 

6020 

5936 

.48 

8403 

7859 

7372 

6934 

6538 

6178 

6092 

.49 

8607 

8051 

7555 

7108 

6703 

6336 

6248 
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CoQapsing  Pressures — Pounds  per  Square  Inch — (Continued) 

(Based  on  Professor  Stewart's  Formulae  (A)  and  (B)) 

FormuUie 

P«86,670«/D-1386,     .     .    (A)  P=50,210,000(</D)», 

ivhere  P» collapsing  pressure  in  pounds  per  square  inch; 

I>= outside  dianieter  of  tube  in  inches;  ^= thickness  of  wall  in  inches. 


(B) 


Outside  diameter 

— finches 

Thickness 

1 

4.250 

4.500 

4.750 

5.000 

5.250 

5.500 

5.563 

0.50 

8,810 

8,244 

7,737 

7,281 

6,868 

6493 

6,404 

.51 

9,014 

8,437 

7,920 

7,454 

7,033 

6651 

6,560 

.52 

9,218 

8,629 

8,102 

7,628 

7,198 

6808 

6,715 

.53 

9,422 

8,822 

8,285 

7,801 

7,364 

6966 

6,871 

.54 

9,626 

9,014 

8,467 

7,974 

7,529 

7123 

7,027 

.55 

9,830 

9,207 

8,649 

8,148 

7,694 

7281 

7,183 

.56 

10,034 

9,400 

8,832 

8,321 

7,859 

7439 

7,339 

.57 

10,238 

9,592 

9,014 

8,494 

8,024 

7596 

7,494 

.58 

10,442 

9,785 

9,197 

8,668 

8,189 

7754 

7,650 

.59 

10,646 

9,977 

9,379 

8,841 

8,354 

7911 

7,806 

.60 

10,850 

10,170 

9,562 

9,014 

8,519 

8069 

7,962 

.61 

11,054 

10,363 

9,744 

9,188 

8,684 

8226 

8,118 

.62 

11,258 

10,555 

9,927 

9,361 

8,849 

8384 

8,273 

.63 

11,462 

10,748 

10,109 

9,534 

9,014 

8542 

8,429 

.64 

11,665 

10,940 

10,292 

9,708 

9,179 

8699 

8,585 

.65 

11,133 

10,474 

9,881 

9,345 

8857 

8,741 

.66 

11,326 

10,657 

10,054 

9,510 

9014 

8,897 

.67 

11,518 

10,839 

10,228 

9,675 

9172 

9,052 

.68 

11,711 

11,022 

10,401 

9,840 

9330 

9,208 

.69 

10,574 

10,005 

9487 

9,364 

.70 

10,748 

10,170 

9645 

9,520 

.71 

10,921 

10,335 

9802 

9,676 

.72 

9,831 

.73 

•   ■•••■   • 

9,987 

.74 

10,143 

.75 

10,299 

.76 

.77 

.78 

•   ••••• 

.79 

.80 

.81 

.82 

.83 

. 

.84 

.85 



.86 

.87 

.88 

.89 

.90 

1 

.91 

.92 

.93 

.94 

.95 

.96 

.97 

.98       ' 

.99 

1 



1  00 

'  y.'.y.'.'.  •■ 

• 
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Collapsing  Pretsurea — Pounds  par  Square  Inch — (Continued) 

(Based  on  Professor  Stewart's  Formulae  (A)  and  (B)) 

Formulae 

P=86,670//D-1386,     .    .    (A)  P  =  60,210,000(//D)»,     .     .    (B) 

where  P= collapsing  pressure  in  pounds  per  square  inch; 

D»  outside  duuneter  of  tube  in  inches;  t»  thickness  of  wall  in  inches. 


Outside  diameter- 

-inches 

Thickness 

1 

6.000 

6.500 

6.625 

7.000 

7.500 

7.625 

8.000 

0,01 

.02 

.03 

.04 

.05 

.06 

.07 

.08 

.09 

.10 

.11 

.12 

, 

.13 

.14 

636 

502 

.15 

781 

614 

583 

494 

402 

382 

331 

.16 

925 

747 

707 

600 

488 

464 

402 

.17 

1070 

881 

838 

719 

585 

556 

482 

.18 

1214 

1014 

969 

843 

694 

660 

572 

.19 

1359 

1147 

1100 

966 

810 

774 

672 

.20 

1503 

1281 

1230 

1090 

925 

887 

781 

.21 

1647 

1414 

1361 

1214 

1041 

1001 

889 

.22 

1792 

1547 

1492 

1338 

1156 

1115 

997 

.23 

1936 

1681 

1623 

1462 

1272 

1228 

1106 

.24 

2081 

1814 

1754 

1586 

1387 

1342 

1214 

.25 

2225 

1947 

1885 

1709 

1503 

1456 

1322 

.26 

2370 

2081 

2015 

1833 

1619 

1569 

1431 

.27 

2514 

2214 

2146 

1957 

1734 

1683 

1539 

.28 

2659 

2347 

2277 

2081 

1850 

1797 

1647 

.29 

2803 

2481 

2408 

2205 

1965 

1910 

1756 

.30 

2948 

2614 

2539 

2328 

2081 

2024 

1864 

.31 

3092 

2747 

2670 

2452 

2196 

2138 

1972 

.32 

3236 

2881 

2800 

2576 

2312 

2251 

2081 

.33 

3381 

3014 

2931 

2700 

2427 

2365 

2189 

.34 

3525 

3148 

3062 

2824 

2543 

2479 

2297 

.35 

3670 

3281 

3193 

2948 

2659 

2592 

2406 

.36 

3814 

3414 

3324 

3071 

2774 

2706 

2514 

.37 

3959 

3548 

3454 

3195 

2890 

2820 

2622 

.38 

4103 

3681 

3585 

3319 

3005 

2933 

2731 

.39 

4248 

3814 

3716 

3443 

3121 

3047 

2839 

.40 

4392 

3948 

3847 

3567 

3236 

3161 

2948 

.41 

4536 

4081 

3978 

3690 

3352 

3274 

3056 

.42 

4681 

4214 

4109 

3814 

3468 

3388 

3164 

.43 

4825 

4348 

4239 

3938 

3583 

3502 

3273 

.44 

4970 

4481 

4370 

4062 

3699 

3615 

3381 

.45 

5114 

4614 

4501 

4186 

3814 

3729 

3489 

.46 

5259 

4748 

4632 

4309 

3930 

3843 

3598 

.47 

5403 

4881 

4763 

4433 

4045 

3956 

4706 

.48 

5548 

5014 

4894 

4557 

4161 

4070 

4814 

.49 

5692 

5148 

5024 

4681 

4276 

4184 

3923 
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CoUapsing  Pressure — Pounds  per  Square  Inch — (Continued) 
(Baaed  on  Professor  Stewart's  Formulae  (A)  and  (B)) 

Formidae 
P=86,670e/i)-1386,     .     .     (A)  P  =  60,210,000(//D)«, 


(B) 


where  P— oollapsin^  pressure  in  pounds  per  square  inch; 
Z)— outside  diaineter  of  tube  in  i    ~ 


inches;  f= thickness  of  wall  in  inches. 


Outside  diameter- 

—inches 

Thickness 

6.000 

6.500 

6.625 

7.000 

7.600 

7.625 

8.000 

0.50 

5837 

5281 

5155 

4805 

4392 

4297 

4031 

.61 

5981 

5414 

5286 

4929 

4508 

4411 

4139 

.52 

6125 

5548 

5417 

5052 

4623 

4525 

4248 

.53 

6270 

5681 

5548 

5176 

4739 

4638 

4356 

.54 

6414 

5814 

5678 

5300 

4854 

4752 

4464 

.55 

6559 

5948 

5809 

5424 

4970 

4866 

4573 

.56 

6703 

6081 

5940 

5548 

5085 

4979 

4681 

.57 

6848 

6214 

6071 

5671 

5201 

4093 

4789 

.58 

6992 

6348 

6202 

5795 

5316 

5207 

4898 

.59 

7137 

6481 

6333 

5919 

5432 

5320 

5006 

.60 

7281 

6614 

6463 

6043 

5548 

5434 

5114 

.61 

7425 

6748 

6594 

6167 

5663 

5548 

5223 

.62 

7570 

6881 

6725 

6290 

5779 

5661 

5331 

.63 

7714 

7014 

6856 

6414 

5894 

5775 

5439 

.64 

7859 

7148 

6987 

6538 

6010 

5889 

5548 

.65 

8003 

7281 

7117 

6662 

6125 

6002 

5656 

.66 

8148 

7414 

7248 

6786 

6241 

6116 

5764 

.67 

8292 

7548 

7379 

6910 

6357 

6230 

5873 

.68 

8437 

7681 

7510 

7033 

6472 

6343 

5981 

.69 

8581 

7814 

7641 

7157 

6588 

6457 

6089 

.70 

8726 

7948 

7772 

7281 

6703 

6571 

6198 

.71 

8870 

8081 

7902 

7405 

6819 

6684 

6306 

.72 

9014 

8214 

8033 

7529 

6934 

6798 

6414 

.73 

9159 

8348 

8164 

7652 

7050 

6912 

6523 

.74 

9303 

8481 

8295 

7776 

7165 

7025 

6631 

.75 

9448 

8614 

8426 

7900 

7281 

7139 

6739 

.76 

8557 

8024 

7397 

7253 

6848 

.77 

8687 

8148 

7512 

7366 

6956 

.78 

8818 

8272 

7628 

7480 

7064 

.79 

8949 

8395 

7743 

7594 

7173 

.80 

9080 

8519 

7859 

7707 

7281 

.81 

9211 

8643 

7974 

7821 

7389 

.82 

9341 

8767 

8090 

7935 

7498 

.83 

9472 

8891 

8205 

8048 

7606 

.84 

9603 

9014 

8321 

8162 

7714 

.85 

9734 

9138 

8437 

8276 

7823 

.86 

9865 

9262 

8552 

8389 

7931 

.87 

■  •■■■■  • 

9996 

9386 

8668 

8503 

8039 

.88 

8617 

8148 

.89 

.90 

■  •■•■•• 

.91 

.92 

_ 

.93 

.94 

.95 

.96 



.97 

.98 

.99 

1.00 
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Collapsing  Pressures — Pounds  per  Square  Inch — (Continued) 

(Based  on  Professor  Stewart's  Formulae  (A)  and  (B)) 

Formulae 

P=86,670//D-1386,     .     .     (A)  P  =  50,210,000f//Z))», 

where  P= collapsing  pressure  in  pounds  per  square  inch; 

D— outside  diameter  of  tube  in  inches;  (= thickness  of  waU  in  inches. 


.     (B) 


Outside  diameter- 

—inches 

Thickness 

8.500 

8.625 

9.000 

9.500 

9.625 

10.000 

10.500 

0.01 

.02 

.03 

.04 

.05 

.06 

.07 

.08 

.09 

.10 

.11 

.12 

.13 

.14 

.15 

276 

.16 

335 

320 

282 

240 

230 

.17 

402 

385 

338 

288 

277 

247 

213 

.18 

477 

456 

402 

341 

328 

293 

253 

.19 

561 

537 

472 

402 

386 

344 

297 

.20 

653 

624 

551 

468 

450 

402 

347 

.21 

755 

724 

636 

542 

621 

465 

402 

.22 

857 

825 

733 

621 

600 

535 

462 

.23 

959 

925 

829 

712 

685 

611 

528 

.24 

1061 

1026 

925 

804 

775 

694 

600 

.25 

1163 

1126 

1022 

895 

865 

781 

678 

.26 

1265 

1227 

1118 

986 

955 

867 

760 

.27 

1367 

1327 

1214 

1077 

1045 

954 

843 

.28 

1469 

1428 

1310 

1168 

1135 

1041 

925 

.29 

1571 

1528 

1407 

1260 

1225 

1127 

1008 

.30 

1673 

1629 

1503 

1351 

1315 

1214 

1090 

.31 

1775 

1729 

1599 

1442 

1405 

1301 

1173 

.32 

1877 

1830 

1696 

1533 

1495 

1387 

1255 

.33 

1979 

1930 

1792 

1625 

1586 

1474 

1338 

.34 

2081 

2031 

1888 

1716 

1676 

1561 

1420 

.35 

2183 

2131 

1985 

1807 

1766 

1647 

1503 

.36 

2285 

2232 

2081 

1898 

1856 

1734 

1586 

.37 

2387 

2332 

2177 

1990 

1946 

1821 

1668 

.38 

2489 

2433 

2273 

2081 

2036 

1907 

1751 

.39 

2591 

2533 

2370 

2172 

2126 

1994 

1833 

.40 

2693 

2633 

2466 

2263 

2216 

2081 

1916 

.41 

2795 

2734 

2562 

2355 

2306 

2167 

1998 

.42 

2897 

2834 

2659 

2446 

2396 

2254 

2081 

.43 

2998 

2935 

2755 

2537 

2486 

2341 

2163 

.44 

3100 

3035 

2851 

2628 

2576 

2427 

2246 

.45 

3202 

3136 

2948 

2719 

2666 

2514 

2328 

.46 

3304 

3236 

3044 

2811 

2756 

2601 

2411 

.47 

3406 

3337 

3140 

2902 

2846 

2687 

2494 

.48 

3508 

3437 

3236 

2993 

2936 

2774 

2576 

.49 

3610 

3538 

3333 

3084 

3026 

2861 

2659 
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Collapsing  Pressures — Pounds  ver  Square  Inch — (Continued) 

(Based  on  Professor  Stewart's  Formulae  (A)  and  (B)) 

Formvlae 

P=86,67a/D-1386,     .     .     (A)  P=50,210,000(VD),«    . 

where   P  — collapsing  pressure  in  pounds  per  square  inch; 

Z)==  outside  (Sameter  of  tube  in  inches;  t= thickness  of  walls  in  inches. 


(B) 


Outside  diameter — inches 

Thickness 

8.500 

8.625 

9.000 

9.500 

9.626 

10.000 

10.600 

0.50 

3712 

3638 

3429 

3176 

3116 

2948 

2741 

.51 

3814 

3739 

3526 

3267 

3206 

3034 

2824 

.52 

3916 

3839 

3622 

3358 

3296 

3121 

2906 

.53 

4018 

3940 

3718 

3449 

3386 

3208 

2989 

.54 

4120 

4040 

3814 

3641 

3477 

3294 

3071 

.56 

4222 

4141 

3910 

3632 

3567 

3381 

3154 

.56 

4324 

4241 

4007 

3723 

3667 

3468 

3236 

.57 

4426 

4342 

4103 

3814 

3747 

3664 

3319 

.58 

4528 

4442 

4199 

3906 

3837 

3641 

3401 

.59 

4630 

4643 

4296 

3997 

3927 

3728 

3484 

.60 

4732 

4643 

4392 

4088 

4017 

3814 

3567 

.61 

4834 

4744 

4488 

4179 

4107 

3901 

3649 

.62 

4936 

4844 

4686 

4270 

4197 

3988 

3732 

.63 

5038 

4945 

4681 

4362 

4287 

4074 

3814 

.64 

5140 

5046 

4777 

4463 

4377 

4161 

3897 

.65 

5242 

5146 

4873 

4644 

4467 

4248 

3979 

.66 

5344 

6246 

4970 

4636 

4657 

4334 

4062 

.67 

5446 

6347 

5066 

4727 

4647 

4421 

4144 

.68 

5548 

6447 

5162 

4818 

4737 

4508 

4227 

.69 

5650 

5648 

5269 

4909 

4827 

4594 

4309 

.70 

5762 

6648 

5366 

5000 

4917 

4681 

4392 

.71 

5853 

5749 

6451 

5091 

5007 

4768 

4475 

.72 

6955 

5849 

6648 

5183 

6097 

4864 

4657 

.73 

6057 

5950 

6644 

5274 

5187 

4941 

4640 

.74 

6159 

6060 

6740 

5365 

6277 

5028 

4722 

.76 

6261 

6161 

5836 

5466 

5368 

5114 

4806 

.76 

6363 

6261 

5933 

6648 

5468 

5201 

4887 

.77 

6465 

6361 

6029 

6639 

6648 

5288 

4970 

.78 

6567 

6462 

6125 

6730 

5638 

6374 

5052 

.79 

6669 

6652 

6222 

6821 

6728 

6461 

6135 

.80 

6771 

6653 

6318 

6913 

6818 

6548 

5217 

.81 

6873 

6753 

6414 

6004 

5908 

6634 

5300 

.82 

6976 

6854 

6611 

6095 

5998 

5721 

5383 

.83 

7077 

6954 

6607 

6186 

6088 

5808 

5466 

.84 

7179 

7065 

6703 

6277 

6178 

6894 

5648 

.86 

7281 

7166 

6799 

6369 

6268 

6981 

6630 

.86 

7383 

7266 

6896 

6460 

6368 

6068 

6713 

.87 

7485 

7356 

6992 

6661 

6448 

6164 

5795 

.88 

7587 

7457 

7088 

6642 

6638 

6241 

6878 

.89 

6734 

6628 

6328 

6960 

.90 

6826 

6718 

6414 

6043 

.91 

6916 

6808 

6601 

6126 

.92 

7007 

6898 

6688 

6208 

.93 

7099 

6988 

6674 

6290 

.94 

7190 

7078 

6761 

6373 

.95 

7281 

7168 

6848 

6456 

.96 

7372 

7258 

6934 

6638 

,97 

7464 

7349 

7021 

6621 

.98 

•  ■  ■  •  •   • 

7665 

7439 

7108 

6703 

.99 

7646 

7629 

7194 

6786 

1.00 

7737 

7619 

7281 

6868 
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Coilapsing  Pressures — Pounds  per  Square  Inch — (Continuod) 

(Based  on  Professor  Stewart's  Formulae  (A)  and  (B)) 

Formulae 

P=86,670</D-1386,    .    .    (A)  P=60,210,000(«/D)», 

where  P^  collapsing  pressure  in  pounds  per  square  inch; 

D  » outside  diameter  of  tube  in  inches;  £ » thickness  of  wall  in  inches. 


.    (B) 


Outside  diameter — inches 

Thickness 

10.760 

11.000 

11.500 

11.760 

12.000 

12.600 

12.750 

0.01 

.02 

.03 

. 

.04 

.05 

.06 

.07 

.08 

.09 

.10 

.11 

.12 

.13 

.14 

. 

.15 

.16 

.17 

.18 

236 

220 

192 

180 

170 

150 

141 

.19 

277 

259 

226 

212 

199 

176 

166 

.20 

323 

302 

264 

248 

232 

206 

194 

.21 

374 

349 

306 

287 

269 

238 

224 

.22 

430 

402 

351 

329 

309 

274 

268 

.23 

492 

459 

402 

377 

363 

313 

295 

.24 

559 

522 

456 

428 

402 

355 

335 

.26 

630 

589 

516 

484 

454 

402 

379 

.26 

710 

663 

580 

544 

611 

452 

426 

.27 

791 

741 

649 

609 

672 

506 

477 

.28 

871 

820 

724 

679 

636 

664 

632 

.29 

952 

899 

800 

753 

709 

625 

691 

.30 

1033 

978 

875 

827 

781 

694 

653 

.31 

1113 

1057 

950 

901 

853 

763 

721 

.32 

1194 

1135 

1026 

974 

925 

833 

789 

.33 

1275 

1214 

1101 

1048 

997 

902 

857 

.34 

1355 

1293 

1176 

1122 

1070 

971 

925 

.35 

1436 

1372 

1252 

1196 

1142 

1041 

993 

.36 

1516 

1450 

1327 

1269 

1214 

1110 

1061 

.37 

1597 

1529 

1403 

1343 

1286 

1179 

1129 

.38 

1678 

1608 

1478 

1417 

1359 

1249 

1197 

.39 

1758 

1687 

1553 

1491 

1431 

1318 

1265 

.40 

1839 

1766 

1629 

1564 

1503 

1387 

1333 

.41 

1920 

1844 

1704 

1638 

1575 

1467 

1401 

.42 

2000 

1923 

1779 

1712 

1647 

1526 

1469 

.43 

2081 

2002 

1855 

1786 

1720 

1595 

1537 

.44 

2161 

2081 

1930 

1860 

1792 

1665 

1605 

.45 

2242 

2160 

2205 

1933 

1864 

1734 

1673 

.46 

2323 

2238 

2081 

2007 

1936 

1803 

1741 

.47 

2403 

2317 

2156 

2081 

2009 

1873 

1809 

.48 

2484 

2396 

2232 

2155 

2081 

1942 

1877 

.49 

2565 

2475 

2307 

2228 

2153 

2011 

1945 
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CoUapnng  Pressuru — Pounds  per  Square  Inch 

(Based  on  Profeaaor  Stewart's  Fonnulae  (A)  and  (B)) 

Fortntdae 

P=86,67a/Z)-1386,     .     .     (A)  P=50,210,000(«/Z))», 

where  P— collapsing  pressure  in  pounds  per  square  inch; 


.    (B) 


-  \#»»1I1J«V%«  -iMMm 

\t^w^^d    t~w     mrr^.r" 

k^M^I   W  UAaA%< 

)J«AB   AAA   «d.a«#«Jh^M 

i7* 

Outside  diameter — inches 

Thickness 

10.750 

11.000 

11.500 

11.760 

12.000 

12.500 

12.760 

0.50 

2645 

2554 

2382 

2302 

2226 

2081 

2013 

.51 

2726 

2632 

2458 

2376 

2297 

2150 

2081 

.52 

2806 

2711 

2533 

2450 

2370 

2219 

2149 

.53 

2887 

2790 

2608 

2523 

2442 

2289 

2217 

.54 

2968 

2869 

2684 

2597 

2614 

2368 

2285 

.55 

3048 

2947 

2759 

2671 

2686 

2427 

2353 

.5G 

3129 

3026 

2834 

2745 

2669 

2497 

2421 

.57 

3210 

3105 

2910 

2818 

2731 

2666 

2489 

.58 

3290 

3184 

2985 

2892 

2803 

2635 

2667 

.59 

3371 

3263 

3061 

2966 

2875 

2705 

2625 

.60 

3451 

3341 

3136 

3040 

2948 

2774 

2693 

.61 

3532 

3420 

3211 

3113 

3020 

2843 

2761 

.62 

3613 

3499 

3287 

3187 

3092 

2913 

2829 

.63 

3693 

3578 

3362 

3261 

3164 

2982 

2897 

.64 

3774 

3657 

3437 

3335 

3236 

3052 

2964 

.65 

3855 

3735 

3513 

3409 

3309 

3121 

3032 

.66 

3935 

3814 

3588 

3482 

3381 

3190 

3100 

.67 

4016 

3893 

3663 

3656 

3453 

3260 

3168 

.68 

4096 

3972 

3739 

3630 

3626 

3329 

3236 

.69 

4177 

4051 

3814 

3704 

3698 

3398 

3304 

.70 

4258 

4129 

3890 

3777 

3670 

3468 

3372 

.71 

4338 

4208 

3965 

3851 

3742 

3637 

3440 

.72 

4419 

4287 

4040 

3925 

3814 

3606 

3608 

.73 

4499 

4366 

4116 

QOQQ 

3886 

3676 

3576 

.74 

4580 

4445 

4191 

4072 

3969 

3745 

3644 

.75 

4661 

4523 

4266 

4146 

4031 

3814 

3712 

.76 

4741 

4602 

4342 

4220 

4103 

3884 

3780 

.77 

4822 

4681 

4417 

4294 

4176 

3963 

3848 

.78 

4903 

4760 

4492 

4367 

4248 

4022 

3916 

.79 

4983 

4838 

4568 

4441 

4320 

4092 

3984 

.80 

5064 

4917 

4643 

4515 

4392 

4161 

4062 

.81 

5144 

4996 

4719 

4589 

4464 

4230 

4120 

.82 

5225 

5075 

4794 

4662 

4636 

4300 

4188 

.83 

5306 

5154 

4869 

4736 

4609 

4369 

4266 

.84 

5386 

5232 

4945 

4810 

4681 

4438 

4324 

.85 

5467 

5311 

5020 

4884 

4763 

4608 

4392 

.86 

5548 

5390 

6095 

4958 

4826 

4677 

4460 

.87 

5628 

5469 

5171 

6031 

4898 

4646 

4528 

.88 

5709 

5548 

5246 

6106 

4970 

4716 

4696 

.89 

5789 

5626 

5322 

6179 

6042 

4785 

4664 

.90 

5870 

5705 

5397 

5253 

6114 

4854 

4732 

.91 

5951 

5784 

5472 

6326 

6186 

4924 

4800 

.92 

6031 

5863 

5548 

6400 

5269 

4993 

4868 

.93 

6112 

5942 

5623 

5474 

5331 

5062 

4936 

.94 

6193 

6020 

5698 

5648 

5403 

5132 

6004 

.95 

6273 

6099 

5774 

5621 

5476 

5201 

6072 

.96 

6354 

6178 

5849 

5695 

6648 

5270 

6140 

.97 

6434 

6257 

5924 

6769 

6620 

6340 

5208 

.98 

6515 

6336 

6000 

6843 

6692 

5409 

5276 

.99 

6596 

6414 

6075 

5916 

5764 

5478 

6344 

1.00 

6676 

6493 

6151 

6990 

5836 

6548  ' 

5412 
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Not  one  of  the  several  hundred  tubes  tested  failed  at  a  pressure  lower  than 
42  per  cent  less  than  the  probable  collapsing  pressure,  while  0.5  per  cent  of  the  number 
of  tubes  failed  at  37  per  cent  and  2  per  cent  at  25  per  cent  less  than  that  pressure.  In 
other  words,  with  an  actual  factor  of  safety  of  1.75,  .  .  .  not  one  of  the  tubes  tested 
would  have  failed. 

'  It  would  appear  that: 

'  1.  For  the  most  favorable  practical  conditions,  namely,  when  the  tube  is  subjected 
only  to  stress  due  to  fluid  pressiu^  and  only  the  most  trivial  loss  could  residt  from  its 
failure,  a  factor  of  safety  of  3  would  appear  sufBcient. 

'  2.  When  only  a  moderate  amount  of  loss  could  result  from  failure,  use  a  factor  of  4. 

'3.  When  considerable  damage  to  property  and  loss  of  life  might  result  from  a 
failure  of  the  tube,  then  use  a  factor  of  safety  of  at  least  6. 

'  4.  When  the  conditions  of  service  are  such  as  to  cause  the  tube  to  become  less 
capable  of  resisting  collapsing  pressure,  such  as  the  thinning  of  wall  due  to  corrosion, 
the  weakening  of  the  material  due  to  overheating,  the  creating  of  internal  stress  in  the 
wall  of  the  tube  due  to  unequal  heating,  vibration,  etc.,  the  above  factors  of  safety  should 
be  increased  in  proportion  to  the  severity  of  these  actions.' 

''  These  recommendations  by  Stewart  are  absolutely  sound  engineering,  and  if  a 
safety  factor  of  3  were  used  in  oil-well  work  some  costly  redrilling  jobs  might  be  avoided. 
At  the  same  time  such  a  procedure  would  not  only  increase  the  cost  of  material,  but 
would  frequently  necessitate  decreasing  the  size  of  the  next  string  of  pipe  to  be  inserted 
in  the  well,  a  serious  disadvantage.  The  drilling  proverb,  '  Keep  the  hole  as  big  as 
you  can  as  long  as  you  can,'  is  not  to  be  lightly  ignored. 

"One  fortunate  circumstance  is  that  while  a  string  of  casing  is  being  subjected 
to  severe  drilling  stresses  such  as  pulling,  driving,  and  jarring,,  the  external  and  internal 
fluid  pressures  on  the  pipe  are  equalized.  Not  until  the  string  is  landed  and  the  fluid 
lowered  within  it  is  any  collapsing  tendency  developed;  thus  drilling  and  collapsing 
stresses  are  not  coexistent." 

The  grinding  action  of  boulders  wedged  against  the  side  of  the  casing  creates 
another  condition  that  makes  the  power  of  resistance  in  the  material  to  collapsing 
pressures  most  important.  When  this  strain  is  such  as  to  distort  the  shape  but 
slightly,  it  is  possible  with  uniformly  good  pipe  to  correct  the  damage  without  pulling 
the  string.  Usually  a  swedge  on  the  drilling  tools,  worked  up  and  down  against  the 
depression,  will  readily  return  the  damaged  portion  to  its  original  shape  and  permit  the 
resumption  of  operations  with  minimum  delay. 

Strength  of  Tubes,  Pipes,  and  Cylinders  under  Internal  Fluid  Pressure 

In  order  to  arrive  at  some  definite  conclusion  as  to  what  formula  or  formulae  should 
be  used  for  calculating  the  strength  of  tubes,  pipes,  and  cylinders  subjected  to  internal 
fluid  pressure,  the  different  published  formulae  have  been  investigated  and  compared. 
These  are  five  in  number;  namely,  the  common  formula,  and  those  by  Barlow,  Lam^, 
Clavarino,  and  Bimie. 

These  formulae  have  been  put  into  the  simplest  form  for  application  to  tubes,  pipes 
and  cylinders,  and  are  reduced  to  a  common  notation  for  the  sake  of  making  an  easy 
comparison.     The  notation  used  is  as  follows: 

Di  —outside  diameter  in  inches; 
Di—inaide  diameter  in  inches; 

<= thickness  of  wall  in  inches; 

ps  internal  gage  pressure,  or  difference  between  internal  and  external  fluid 
pressures,  in  pounds  per  sqiiare  inch; 

/= fiber  stress  in  the  wall  in  pounds  per  square  inch. 
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The  fonnulae  here  given  are  for  the  usual  conditions  of  practice,  namely,  where  the 
external  pressure  is  atmospheric  and  the  internal  pressiure  is  expressed  as  gage  pressure. 
They  are  also  applicable  to  cases  where  the  external  pressure  is  not  excessive  by  taking 
p  as  the  di£ference  between  the  internal  and  external  pressures. 

In  all  that  follows  it  is  assumed  that  the  length  of  the  tube  or  pipe  relative  to  its 
diameter  is  sufficiently  great  to  eliminate  the  influence  of  end  support  tending  to  pre- 
vent rupture. 

Nature  of  stress  in  a  tube  wall. — ^An  internal  fluid  pressure  may  give  rise  (1)  to  a 
circumferential  stress  within  the  wall  of  a  tube  or  pipe,  or  (2)  to  both  a  circumfer- 
ential and  a  longitudinal  stress  acting  jointly.  In  either  case  the  tube  wall  is  under 
radial  compressive  stress,  as  indicated  by  the  arrows,  Fig.  11  and  12. 

Fig.  11  illustrates  a  tube  with  frictionless  plungers  fitted  into  its  ends,  the  plungers 
being  kept  in  place  by  the  external  forces,  P,  P,  which  exactly  balance  the  internal 
fluid  pressure  tending  to  force  them  outward.  In  this  case  the  tube  wall  is  subjected 
only  to  the  internal  forces  shown  as  acting  at  right  angles  to  its  inner  surface.  It  is 
obvious  that  these  forces  can  give  rise  to  radial  and  circumferential  stresses  only  in 
the  tube  wall.      The  value  of  the  circumferential  stress,  ft,  in  pounds  per  square  inch,  ia 


ft^P 


Di        pDi 


Di-Dt      2i 


(1) 


Fig.  12  illustrates  the  ordinary  case  of  a  tube  or  pipe  with  both  ends  closed.  In 
this  case  the  tube  wall,  as  in  Fig.  11,  is  subjected  to  the  circumferential  stress.  /<,  along 
with  the  radial  stress,  and  at  the  same  time  is  subjected  to  the  longitudinal  stress 


-T  t  f   T  T  t- 


l,,.li,,.ii  J.,r 


7^ 


III  2 


sz 


^ 


IjA^ 


Fio.  11. 


•r. 

4 

Fig.  12. 


/i.    The  longitudinal  stress  is  caused  by  the  internal  fluid  pressure  tending  to  force  the 
attached  heads  outward  and  expressed  in  pounds  per  square  inch  is 


fi  =  V 


D,* 


^D*-\-t)t 


(2) 


When  the  thickness  of  wall,  t,  is  relatively  small  with  respect  to  the  diameter,  the  longi- 
tudinal stress  becomes  approximately 


fi^ 


it 


(3) 


or  one-half  the  corresponding  circumferential  stress. 

Common  formula. — This  is  the  formula  generally  found  in  books  on  mechanics. 
It  is  based  on  the  condition  that  the  tube  wall  lb  subjected  to  circumferential  stress  only 
(Fig.  11),  and  assumes  (1)  that  the  material  of  the  tube  wall  is  devoid  of  elasticity, 
and  (2).  that  the  stress  is  the  same  on  all  the  circumferential  fibers  from  the  innermost 
to  the  outermost.  These  assiunptions  are  only  approximately  true  for  tubes  of  com- 
pfuratively  thin  walls,  and  are  greatly  in  error  for  tubes  having  very  thick  walls. 

Using  the  notation  as  given  above,  the  formula  is 


7-2-^;    P-Sy^;    t-iuA;    /=i2),f. 


(4) 
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Referring  to  the  curves,  P1^.  13  and  14,  it  will  be  seen  that  the  oommon  loimula 
givea  quite  cloee  results  for  comparatively  thin  walls  whea  used  for  the  coDdi  iooa 
shown  in  Fig.  II,  for  which  Birnie's  formula  is  theoretically  correct.  The  error 
B  as  the  thicknCM  cf  wall  becomes  rdatively  greater,  reaching  10  per  cent  for 


a  thickness  ratio,  — ,  of  about  0.05.    For  thick  walls  the  wror  is  great;  for  example, 

when  —  equals  0.25  the  value  of  —  is  about  100  per  cent  in  error.    It  should  be  obooved 

when  applying  the  common  formula  to  this  case  that  the  eiror  is  always  on  the  side 
of  danger. 

For  the  conditions  abown  in  Fig.  12,  that  is,  when  the  tube  is  subjected  to  the 
stresses  due  to  an  internal  fluid  pressure  acting  jointly  on  the  tube  wall  and  it«  closed 
cods,  for  which  Clavarino's  formula  is  theoretically  correct,  the  curves  show  for  a  thick- 

itess  ratio,  — ,  leas  tiuw  0.07,  that  the  common  formub  em  on  the  side  of  safety,  the 

greatest  error  being  about  12  per  cent;  while  for  thickness  ratios  greatet  than  0,07 
the  error  is  on  the  dde  of  danger,  reaching  10  per  cent  for  a  thickness  ratio  of  0.1  and 
about  100  per  cent  for  a  ratio  of  0.25, 

Barlow's  formula. — This  formula  assumee  (1)  that  because  of  the  elasticity  of  the 
material,  the  different  circumf»ential  fibeta  will  have  their  diametos  incjcaaed  ia 


Flo.  18.  fto-  1*- 

Comijuuon  of  intanul  fluid  pnMun  (onnulM  for  tubea,  pipa.  ud  eylindm. 

such  a  manner  as  to  keep  the  area  of  rmnn  nrrf  inn  constant,  and  (2)  that  the  length  of 
the  tube  is  unaltered  by  the  internal  fluid  pressure.  As  neither  of  these  assumption 
ia  theoretically  correct,  this  formula  can  give  only  approximately  correct  results,  Usini 
the  notation  given  above,  this  formula  is 

f-^'  "-^h  '-'"'r  '-"^f '» 

It  should  be  observed  that  while  Barlow's  formula  is  similar  in  form  to  the  oommni 
formula,  it  gives  results  that  are  quite  different  when  applied  to  tubes,  pipes,  and  cylin- 
ders  having  walls  of  coTisiderable  thickness.  This  is  due  to  the  tact  that  Barkiw> 
formula  is  expressed  in  terms  of  the  outside  diameter,  D,,  whereas  the  common  formula 
is  expressed  in  terms  of  the  inside  diameter,  Dt. 
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Referring  to  the  curves,  Fi^.  13  and  14,  it  will  be  seen  that  Barlow's  formula  gives 
quite  close  results  when  used  for  the  condition  shown  in  Fig.  11,  for  which  Bimie's 
formula  is  theoretically  correct.     The  curves  show  for  the  entire  practical  range  of 

P 
thickness  ratios  that  the  error  in  values  of  — ,  for  this  case,  does  not  exceed  3  per  cent, 

the  error  throughout  the  whole  practical  range  being  on  the  side  of  safety.  This,  then,  is 
the  best  of  the  simple  theoretical  formulae  for  application  to  the  case  illustrated  in  Fig.  11. 
For  the  conditions  shown  in  Fig.  12,  namely,  when  the  tube  is  subjected  to  the 
stresses  due  to  an  internal  fluid  pressure  acting  jointly  on  the  tube  wall  and  its  closed 
ends,  for  which  Clavanno's  formula  is  theoretically  correct,  the  curves  show  that  Bar- 

low's  formula  gives  values  of  --  whose  errors  range  from  15  per  cent  for  tubes,  pipes, 

and  cylinders  having  thin  walls  to  10  per  cent  for  those  having  thick  waUs,  the  error 
being  on  the  side  of  safety  for  all  practical  thickness  ratios. 

Lamp's  formula. — ^This  formula  is  meant  to  apply  to  the  conditions  shown. in  Fig. 
12.  Each  material  particle  of  the  tube  wall  is  supposed  to  be  subjected  to  the  radial 
compression,  and  the  circumferential  and  longitudinal  tensions  due  to  an  internal  fluid 
pressure  acting  jointly  on  the  tube  wall  and  its  closed  ends;  and  the  material  of  the 
tube  wall  is  supposed  to  be  elastic  under  these  actions.  Lamp's  formula,  however, 
ignores  the  "  coefl&cient  of  lateral  contraction,"  known  as  ''  Poisson's  ratio,"  and  con- 
sequently is  not  theoretically  correct. 

Using  the  notation  as  given  above,  this  formula  is 


i^=  ^-^'>/^=  ^'-^'n/^-  • 


I'D^'  ^=-5^'^-   ^-^•^/^:   A-D.^/^.  .   .   (6) 


Referring  to  the  curves.  Figs.  13  and  14,  it  will  be  seen  that  Lam^^s  formula,  which 
is  meant  to  apply  to  the  conditions  for  which  Clavarino's  formula  is  theoretically  cor- 

t 
rect,  gives  for  thickness  ratios,  -r-,  less  than  0.15,  an  error  on  the  side  of  safety,  the 

D\ 

t 
error  having  a  maximum  value  of  about  14  per  cent  when  -=-  equals  0.01.    For  thick- 

Di 

ness  ratios  greater  than  0.15  the  error  is  on  the  side  of  danger,  reaching  10  per  cent  for 

a  ratio  of  about  0.23. 

Clavarino's  formula. — In  this  formula,  as  in  Lamp's  formula,  each  material  particle 
of  the  tube  wall  is  supposed  to  be  subjected  to  the  radial  compression  and  the  cir- 
cumferential and  longitudinal  tensions  due  to  an  internal  fluid  pressure  acting  jointly 
on  the  tube  wall  and  its  closed  ends;  and  the  material  is  supposed  to  be  elastic  under 
these  actions.  Unlike  Lamp's  formula,  however,  this  formula  expresses  the  true 
stresses  in  the  tube  wall  as  based  upon  the  ''coefficient  of  lateral  contraction,"  known 
as  "  Poisson's  ratio,"  and  is  consequently  theoretically  correct  for  the  conditions  shown 
in  Fig.  12,  providing  the  stress  on  the  most  strained  fiber  does  not  exceed  the  elastic 
limit  of  the  material. 

Using  the  notation  given  above  and  assuming  the  value  of  the  ''  coefficient  of  lateral 
contraction,"  for  tube  steel  to  be  0.3,  this  formula  is 

p    10(Di»-D,*)  10(Di*-D,«)        ^      ^     /  10/+4p 


^'13A«+4Z>/'     ^*  =  Nw^ 


/     13D,»+4Z>,«'    '      13A«+4Z>,«^'  '\lCy-13p' 


Dt^DiJ 


'^^^.      (7) 

10/-f4p  ^ 

This  theoretically  correct  formula  for  the  conditions  shown  in  Fig.  12  has  the  dis- 
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advantage  that  it  is  difficult  to  apply  directly  in  making  calculations.  In  order  to 
remove  this  difficulty  the  table  on  page  717  has  been  prepared,  by  means  of  which 
any  desired  calculation  can  be  as  readily  made  by  Clavarino's  formula  as  by  any  of  the 
simpler  formulae.  The  entries  of  this  table  are  the  values  in  Qavarino's  formula  of  the 
factor 

10(Di«-D,«) 


13Di*+4D,« 


=*. 


It  wiU  be  observed  that  these  factors  are  tabulated  for  thickness  ratios,  -—,  from  0.01 

to  0.3,  advancing  by  thousandths.    Thus  for  a  wall  thickness,  t,  of  0.25  inch  and  an 

outside  diameter,  Di,  of  10  inches,  the  thickness  ratio,  — -,  would  be  0.25  divided  by  10, 

or  0.025.  The  required  factor  corresponding  to  this  thickness  ratio  is  0.0587  and  is 
found  in  the  column  headed  0.005  opposite  0.02  in  colunm  one.  Similarly  for  an  out- 
side diameter  of  4  inches  and  a  wall  thickness  of  0.5  inch  the  thickness  ratio  would  be 
0.125  and  the  corresponding  internal  pressure  factor  is  0.2869. 

If  we  designate  the  vb1u3  of  any  tabular  factor  by  A;,  then  it  is  obvious  that  Cla- 
varino's  formula  may  be  written 

j^k;    p^kf;    /=^ (8) 

This  table  is  well  adapted  to  the  ready  solution  of  problems  involving  the  strength 
and  safety  of  a  tube,  pipe,  or  cylinder  which  is  subjected  to  the  stresses  due  to  an  internal 
fluid  pressure  acting  jointly  on  its  wall  and  closed  ends,  as  illustrated  in  Fig.  12. 

Problem  1. — Required  the  safe  working  fluid  pressure  p.  Fig.  12,  when  the  outside 

diameter,  A,  equals  4  inches;   thickness  of  wall,  f,  equals  0.5  inch;  and  the  working 

fiber  stress  of  the  steel,  /,  equals  10,000  pounds. 

t 
Solviion. — (1)  The  thickness  ratio,  — ,  equals  0.125;   (2)  the  corresponding  tabular 

Di 

factor,,  kf  is  found  from  the  tabic,  page  717,  to  be  0.2869;   and  (3)  the  required  safe 

working  fluid  pressure,  p,  equals  kf  (equation  8),  or  0.2869  times  10,000,  or  2869  pounds 

per  square  inch. 

Problem  2. — Required  the  fiber  stress^  /,  in  the  wall  of  a  cylinder.  Fig.  12,  when  the 

outside  diameter,  Di,  equals  5.5  inches;  the  thickness  of  wall,  f,  equals  0.25  inch;  and 

the  working  fluid  pressure,  p,  equals  1500  pounds  per  square  inch. 

t 
Solution, — (1)  The  thickness  ratio,  — ,  equals  0.045;    (2)  the  corresponding   tab- 

ular  factor,  A:,  is  found  from  table  on  page  717,  to  be  0.1054;   and  (3)  the   required 

p 
fiber  stress,  /,  equals  -  (equation  8),  or  1500  divided  by  0.1054,  or  14,200  pounds  per 

K 

square  inch. 

Problem  8. — Required  the  thickness  of  waUf  tj  Fig.  12,  when  the  outside  diameter, 

A,  equals  8  inches;  the  working  fiber  stress  of  the  steel,  /,  equals  15,000  pounds  per 

square  inch;   and  the  working  fluid  pressure,  p,  equals  2000  pounds  per  square  inch. 

p 
Solution. — (1)  The  factor,  A;,  equals  -  (equation  8)  or  2000  divided  by  15,000  or 

t 
0.133;  (2)  the  value  of  the  thickness  ratio,  --,  corresponding  to  this  value  of  A;  L?  foimd 

Di 

from  the  table  on  page  717  to  be  0.057;  and  (3)  the  required  thickness  will  result  from 
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Ccmparison  of  IrUemal  Fluid  Pressure  Formtdae  for  Tvhes,  Pipes  and  Cylinders 
Internal  Fluid  Pressure  FaclorSj  kj  for  Conditions  Shown  in  Fig.  12 

[Calculated  by  Clavarino's  formula,  assuming  for  steel  a  ''coefficient  of  lateral 
(xmiraction ''  (Poisson's  ratio)  equal  O.3.] 

RuU. — Divide  thickness  of  tube  or  pipe  by  its  outside  diameter,  both  being  ex- 
pressed in  inches,  then  multiply  the  tabular  value  corresponding  to  this  quotient  by 
the  working  fiber  stress  in  pounds  per  square  inch.  The  result  will  be  the  safe  internal 
pressure  in  pounds  per  square  inch. 

For  further  use  of  table,  see  page  16. 


t/Di 

0.000 

0.001 

0.002 

0.003 

0.004 

0.005 

0.006 

0.007 

0.008 

0.009 

0.01 

0.0235 

0.0259 

0.0282 

0.0306 

0.0329 

0.0352 

0.0376 

0.0399 

0.0423 

0.0446 

.02 

.0470 

.0493 

.0517 

.0540 

.0564 

.0587 

.0610 

.0634 

.0657 

.0681 

.03 

.0704 

.0727 

.0751 

.0774 

.0797 

.0821 

.0844 

.0867 

.0891 

.0914 

.04 

.0937 

.0961 

.0984 

.1007 

.1031 

.1054 

.1077 

.1100 

.1123 

.1147 

.05 

.1170 

.1193 

.1216 

.1239 

.1263 

.1286 

.1309 

.1332 

.1355 

.1378 

.06 

.1401 

.1424 

.1448 

.1471 

.1494 

.1517 

.1540 

.1563 

.1586 

.1609 

.07 

.1632 

.1655 

.1678 

.1700 

.1723 

.1746 

.1769 

.1792 

.1815 

.1838 

.08 

.1861 

.1883 

.1906 

.1929 

.1952 

.1974 

.1997 

.2020 

.2043 

.2065 

.09 

.2088 

.2111 

.2133 

.2156 

.2178 

.2201 

.2223 

.2246 

.2269 

.2291 

.K) 

.2314 

.2336 

.2358 

.2381 

.2403 

.2425 

.2448 

.2470 

.2493 

.2515 

.11 

.2537 

.2559 

.2582 

.260i 

.2626 

.2648 

.2670 

.2692 

.2715 

.2737 

.12 

.2759 

.2781 

.2803 

.2825 

.2847 

.2869 

.2890 

.2912 

.2934 

.2956 

.13 

.2978 

.3000 

.3022 

.3043 

.3065 

.3087 

.3108 

.3130 

.3152 

.3173 

.14 

.3195 

.3216 

.3238 

.3259 

.3281 

.3302 

.3323 

.3345 

.3366 

.3388 

.15 

.3409 

.3430 

.3451 

.3472 

.3494 

.3515 

.3536 

.3557 

.3578 

.3599 

.16 

.3620 

.3641 

.3662 

.3683 

.3704 

.3724 

.3745 

.3766 

.3787 

.3808 

.17 

.3828 

.3849 

.3869 

.3890 

.3910 

.3931 

.3951 

.3972 

.3992 

.4013 

.18 

.4033 

.4053 

.4073 

.4094 

.4114 

.4134 

.  4154 

.4174 

.4194 

.4214 

.19 

.4234 

.4254 

.4274 

.4294 

.4314 

.4333 

.4353 

.4373 

.4393 

.4412 

.20 

.4432 

.4452 

.4471 

.4490 

.4510 

.4529 

.4548 

.4568 

.4587 

.4606 

.21 

.4626 

.4645 

.4664 

.4683 

.4702 

.4721 

.4740 

.4758 

.4777 

.4796 

.22 

.4815 

.4834 

.4852 

.4871 

.4889 

.4908 

.4926 

.4945 

.4964 

.4982 

.23 

.5001 

.5019 

.5037 

.5055 

.5073 

.5091 

.5109 

.5127 

.  5145 

.5163 

.24 

.5181 

.5199 

.5216 

.5234 

.5252 

.5269 

.5287 

.5304 

.5322 

.5340 

.25 

.5357 

.5374 

.5391 

.5408 

.5426 

.5443 

.5460 

.5477 

.5494 

.5511 

.26 

.5528 

.5545 

.5561 

.5578 

.5594 

.5611 

.5628 

.5644 

.5661 

.5677 

.27 

.5694 

.5710 

.5726 

.5742 

.5758 

.5774 

.5790 

.5806 

.5822 

.6838 

.28 

.5854 

.5870 

.5885 

.5901 

.5916 

.5932 

.5947 

.5963 

.5978 

.i:99i 

.29 

.6009 

.6024 

.6039 

.6054 

.6069 

.6084 

.6099 

.6114 

.6129 

.6143 

.30 

.6158 

.6173 

.6187 

.6201 

.6216 

.6230 

.6244 

.6259 

.6273 

.6287 
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Internal  Fluid  Pressure  Factors,  k,  for  Conditions  Shown  in  Fig.  12 

[Calculated  by  Bimie's  formula,  assuming  for  steel  a  "coefficient  of  lateral 
contraction '^  (Poisson's  ratio)  equal  O.3.] 

Rule, — Divide  thickness  of  tube  or  pipe  by  its  outside  diameter,  both  being  expressed 
in  inches,  then  multiply  the  tabular  value  corresponding  to  this  quotient  by  the  working 
fiber  stress  in  pounds  per  square  inch.  The  result  will  be  the  safe  internal  pressiire  in 
pounds  per  square  inch. 

For  further  use  of  table,  see  page  719. 


t/Dx 

0.000 

0.001 

0.002 

0.003 

0.004 

0.006 

0.006 

0.007 

0.008 

0.009 

0.01 

0.0201 

0.0221 

0.0241 

0.0261 

0.0282 

0.0302 

0.0322 

0.0342 

0.0363 

0.0383 

.02 

.0403 

.0423 

.0444 

.0464 

.0485 

.0506 

.0626 

.0546 

.0566 

.0586 

.03 

.0607 

.0627 

.0648 

.0668 

.0689 

.0709 

.0730 

.0760 

.0771 

.0791 

.04 

.0812 

.0832 

.0863 

.0873 

.0894 

.0915 

.0936 

.0956 

.0976 

.0907 

.06 

.1018 

.1038 

.1069 

.1080 

.1100 

.1121 

.1142 

.1163 

.1183 

.1204 

.06 

.1226 

.1246 

.1266 

.1287 

.1308 

.1329 

.1349 

.1370 

.1391 

.1412 

.07 

.1433 

.1453 

.1474 

.1496 

.1516 

.1537 

.1558 

.1579 

.1699 

.1620 

.08 

.1641 

.1662 

.1683 

.1704 

.1726 

.1746 

.1767 

.1787 

.1808 

.1829 

.09 

.1860 

.1871 

.1892 

.1913 

.1934 

.1955 

.1976 

.1997 

.2018 

.2039 

.10 

.2069 

.2080 

.2101 

.2122 

.2143 

.2164 

.2185 

.2206 

.2227 

.2248 

.11 

.2269 

.2290 

.2311 

.2332 

.2353 

.2374 

.2395 

.2416 

.2437 

.2457 

.12 

.2478 

.2499 

.2620 

.2541 

.2662 

.2683 

.2604 

.2626 

.2646 

.2667 

.13 

.2688 

.2708 

.2729 

.2760 

.2771 

.2792 

.2813 

.2834 

.2854 

.2875 

.14 

.2896 

.2917 

.2938 

.2959 

.2979 

.3000 

.3021 

.3042 

.3062 

.3083 

.16 

.3104 

.3126 

.3146 

.3166 

.3187 

.3208 

.3228 

.3249 

.3270 

.3290 

.16 

.3311 

.3332 

.3352 

.3373 

.3393 

.3414 

.  t/4«S4 

.3455 

.3476 

.3496 

.17 

.3617 

.3537 

.3568 

.3678 

.3698 

.3619 

.3639 

.3660 

.3680 

.3700 

.18 

.3721 

.3741 

.3761 

.3782 

.3802 

.3822 

.3842 

.3863 

.3883 

.3903 

.19 

.3923 

.3943 

.3963 

.3983 

.4003 

.4024 

.4044 

.4064 

.4084 

.4104 

.20 

.4124 

.4144 

.4163 

.4183 

.4203 

.4223 

.4243 

.4262 

.4282 

.4302 

.21 

.4322 

.4341 

.4361 

.4380 

.4400 

.4419 

.4439 

.4459 

.4478 

.4498 

.22 

.4617 

.4536 

.4556 

.4576 

.4694 

.4613 

.4633 

.4662 

.4671 

.4690 

.23 

.4710 

.4729 

.4748 

.4767 

.4786 

.4804 

.4823 

.4842 

.4861 

.4880 

.24 

.4899 

.4918 

.4936 

.4956 

.4973 

.4992 

.6010 

.6029 

.6048 

.5066 

.25 

.6086 

.6103 

.5121 

.6139 

.5157 

.5176 

.5194 

.6212 

.5230 

.5248 

.26 

.6266 

.6284 

.5302 

.5320 

.6338 

.5356 

.6373 

.5391 

.5409 

.5427 

.27 

KAAA 

.5462 

.5479 

.5496 

.5514 

.5531 

.5548 

.5566 

.5583 

.5600 

.28 

.6617 

.6634 

.5661 

.5668 

.5685 

.5702 

.6718 

.5735 

.6762 

.5769 

.29 

.5786 

.5802 

.5818 

.5835 

.5851 

.5867 

.5884 

.6900 

.5916 

.6933 

.30 

.5949 

.5966 

.5981 

.6996 

.6012 

.6028 

.6044 

.6059 

.6076 

.6091 
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multiplying  this  thickness  tatio,  -=--,  by  the  outside  diameter,  Di,  or  0.057  times   8 

equals  0.456  inch. 

Note. — ^When  the  inside  diameter,  Dt]  the  internal  pressurOi  p;  and  the  working 
fiber  stress,  /,  are  given  and  it  is  required  to  find  the  thickness  of  wall,  t :  proceed  by  find- 
ing first  the  value  of  the  outside  diameter,  A,  by  means  of  equation  (7),  after  which 
the  required  thickness  may  be  had  by  taking  one-half  the  difference  of  the  outside  and 
inside  diameters,  or 

-^^' (.. 

Bimie's  formula. — ^This  formula  is  based  upon  the  conditions  illustrated  in  Fig. 
11.  In  its  derivation,  precisely  the  same  assumptions  are  made  as  for  Clavarino's 
formula  with  the  single  exception  that  the  longitudinal  stress,  /j,  due  to  the  internal 
fluid  pressure  acting  upon  attached  heads  is  assumed  not  to  exist.  Bimie's  formula 
consequently  ia  theoretically  correct  for  tubes,  pipes,  and  cylinders  that  are  subjected 
to  an  internal  fluid  pressure  in  such  a  manner  as  not  to  give  rise  to  longitudinal  stress 
In  the  wall;  provided  the  stress  on  the  most  strained  fiber  does  not  exceed  the  elastic 
limit  of  the  material. 

Using  the  same  notation  as  before  and  assuming  the  value  of  the  *'  coefficient  of 
lateral  contraction ''  for  steel  to  be  0.3,  this  formula  is 

p    10(A*- />««).    _     10(Di«-D,»)       ^      ^     /  icy +7p 


/     13Z>i»+7Z),« '    '^      13Di«-hZ>,«'''  ^l(y-13p' 


^-"M 


Z),-A^ 


i(y-i3p 

W+7p ' 


(10) 


Bimie's  formula,  like  Clavarino's  fonnula,  has  the  disadvantage  of  being  diflicult 
to  apply  directly  in  making  calculations.  In  order  to  remove  this  difficulty  the  table 
on  page  718  has  been  prepared,  the  entries  being  the  values  in  Bimie's  formula  of  the 
factor 

10(Di«-D,*) 


13Di*+7D,» 


A;. 


This  table  is  used  in  a  manner  precisely  simflar  to  the  table  of  factors  for  Clavarino's 
formula.    See  explanation  and  solution  of  problems  on  page  716. 

Strength  of  Commercial  Tubes,  Pipes  and  Cylinders  to  Resist  Internal 

Fluid  Pressures 

In  the  preceding  portion  of  this  chapter  there  appears  a  full  statement  of  the  basis 
of  each  of  the  five  theoretical  formulae  for  the  strength  of  tubes,  pipes,  and  cylinders 
when  subjected  to  internal  fluid  pressures,  together  with  a  comparison  of  results  obtained 
by  their  use.  One  or  other  of  these  formulae,  taken  apparently  at  random,  has  often 
been  used  without  sufficient  understanding  of  their  application  to  practical  conditions. 
It  is  the  purpose  of  what  follows  to  illustrate  the  proper  application  of  these  formulae 
making  use  of  the  results  of  hydrostatic  tests  recently  made  on  commercial  pipes  at 
one  of  the  mills  of  the  National  Tube  Company. 

Tleld  point  tests  on  commercial  pipe. — Tests  were  made  under  Clavarino's  condi- 
tion. Fig.  12,  on  105  specimens  of  10-inch  and  279  specimens  of  12-inch  lap-welded 
steel  pipes,  all  of  which  were  made  up  into  cylinders  with  heads  welded  to  the  pipe. 
The  hydrostatic  pressure  was  raised  until  the  yield  point  of  the  material  was  reached. 
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The  unit  stresses  on  the  most  strained  fibers  were  then  calculated  by  means  of  Clav- 
arino's  formula ,  the  pipes  having  been  measured  by  micrometer,  before  welding  in  the 
head,  to  determine  the  least  thickness  of  wall. 

The  average  results  of  the  yield  points  of  the  most  strained  fibers  of  the  material 
oonstituting  these  pipes  when  compared  with  the  average  yield  point  of  tensile  test 
specimens  cut  from  about  400  similar  pipes  may  be  simmiarized  as  follows: 

Outside  diameter  of  pipe,  inches 10.00  12.00 

Least  thickness  of  wall,  inch 172  .164 

Hydrostatic  pressure  at  yield  point,  pounds  per  square 

'      inch 1,435  1,195 

Yield   point   by   Clavarino's   formula,    pounds   per 

square  inch 35,600  37,100 

Yield  point,   average  cf   tensile  tests,   pounds  per 

square  inch 37,000  37,000 

Apparent  error  in  yield  point  by  Clavarino's  formula. .    —3.8  %  +0.3% 

This  summary  of  the  average  results  of  474  tests  is  a  very  satisfactory  confirmatioii 
of  the  accuracy  of  Clavarino's  formula  when  applied  to  oonunercial  steel  pipes  for  the 
conditions  under  which  the  formula  theoretically  applies. 

Other  tests  show  that  when  the  heads  are  attached  to  the  pipe,  as  in  Fig.  12,  it 
lengthens  upon  application  of  an  internal  fluid  pressure,  and  that  when  the  heads  are 
held  independently,  as  in  Fig.  11,  it  shortens  in  accord  respectively  with  the  a8Bumi>- 
tions  which  constitute  the  basis  of  Clavarino's  and  Bimie's  formulse  regarding  change 
of  length  under  internal  fluid  pressure. 

Applicability  of  Clavarino's  and  Bimie's  formulae. — ^The  above  summary  of  results 
of  tests  on  pipes  shows  that  Clavarino's  formula  is  applicable  to  commercial  wrought 
steel  pipe  for  the  condition  shown  in  Fig.  12,  when  the  yield  point  of  the  most  strained 
fiber  is  not  exceeded  and  the  least  thickness  of  wall  is  accurately  known. 

Tests  made  at  the  Watertown  Arsenal  in  1892-3*4-7  and  1902  on  sections  of  steel 
guns  show  that  Bimie's  formula  for  the  condition  shown  in  Fig.  11,  when  applied  up 
to  the  elastic  limit  of  the  most  strained  fiber,  gives  results  which  agree  with  the  results 
of  direct  tests  that  are  within  the  ordinary  range  of  experimental  error.  These  Water- 
town  Arsenal  tests  were  all  made  on  tubes  the  material  and  dimensions  of  which  were 
uniform  to  a  degree  obtainable  only  by  boring  and  turning  from  forgings  of  the  choicest 
portion  of  selected  ingots. 

It  is  apparent  that  any  variation  below  the  nominal  or  average  value  in  strength  of 
material,  thickness  of  wall  and  efiiciency  of  joint  in  welded  pipe,  or  above  the  nominal 
in  diameter,  will  give  results  which  err  on  the  side  of  danger  when  making  use  of  either 
Clavarino's  or  Bimie's  formulae.  These  formulae  then  should  be  restricted  in  their 
use  to  certain  classes  of  seamless  tubes  and  cylinders  and  to  critical  examinations  of 
ordinary  tubes,  pipes  and  cylinders,  when  exact  results  are  desired  and  sufficiently 
accurate  data  are  available. 

For  all  ordinary  calculations  of  strength  of  commercial  tubes,  pipes  and  cylinders 
Barlow's  simple  approximate  formula  is  preferable. 

Bursting  tests  of  commercial  tubes  and  pipes. — The  tables,  page  722,  show  the 
average  results  of  several  hundred  tests  of  commercial  tubes  and  pipes,  all  of  which 
were  burst  by  hydrostatic  pressure  at  one  of  the  mills  of  the  National  Tube 
Company. 

Of  the  steel  tubes  and  pipes,  95  per  cent  were  made  by  this  company,  while  86  per 
cent  of  the  wrought-iron  pipe  tested  was  obtained  by  purchase  in  the  open  market. 

The  average  ultimate  tensile  strength  of  pipe  steel  is  57,000  pounds  per  square 
\bch,  whether  taken  in  the  direction  of  rolling  or  transversely  thereto,  while  that  of  the 
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seamlesB  steel  tested  is  60,000  pounds  per  square  inch.    No  tensile  tests  were  made 
of  the  material  of  the  wrought-iron  pipes. 

An  examination  of  these  tables  leads  to  the  following  general  conclusions: 

1.  In  commercial  welded  pipe  the  variations  in  thickness  of  wall,  perfection  of  weld, 
etc.,  give  rise  to  variations  in  bursting  strength  of  sufficient  magnitude  to  render  unneces- 
sary any  consideration  of  Clavarino's  or  Bimie's  condition  of  head  support  as  shown 
in  Fi@s.  12  and  11  respectively. 

2.  The  relative  strengths  of  steel  pipes  and  tubes,  when  using  Barlow's  formula  and 
basing  the  calculations  on  average  diameter,  thickness  of  wall  and  ultimate  tensile 
strength  of  material,  are  as  follows:  For  butt-welded  steel  pipe,  73  per  cent;  for  lap- 
welded  steel  pipe,  92  per  cent;  and  for  seamless  steel  tubes,  approximately  100  per 
cent. 

In  steel  pipe,  then,  the  strength  of  the  butt-weld  is  about  80  per  cent  of  that  of  the 
lap-weld. 

3.  The  relative  strengths  of  wrought-iron  and  steel  pipe,  from  the  accompanying 
tables,  are  as  follows:  Butt-welded  wrought-iron  pipe  is  70  per  cent  as  strong  as  similar 
butt-welded  steel  pipe;  and  lap-welded  wrought  iron  pipe  is  50  per  cent  as  strong  as 
similar  lap-welded  steel  pipe. 

Applicability  of  Barlow's  formula. — Of  the  five  formulae  considered  in  this  chapter 
that  by  Barlow  is  the  best  suited  for  all  ordinary  calculations  pertaining  to  the  burst- 
ing strength  of  commercial  tubes,  pipes  and  cylinders. 

The  theoretical  error  on  the  side  of  safety  resulting  from  it-s  use  will  generally  not 
exceed  the  actual  combined  error  on  the  side  of  danger  when  using  either  Birnie's 
or  Clavarino's  formula  due  to  the  ordinary  range  of  variation  in  the  thickness 
of  wall,  strength  of  the  material,  etc.,  when  applied  to  the  ordinary  commercial 
product. 

This  is  true,  at  least  up  to  the  yield  point  of  the  material  for  any  ratio  or  thickness 
of  wall  to  outside  diameter  less  than  three-tenths.  In  this  respect  Barlow's  formula 
is  very  superior  to  the  common  approximate  formula  which  gives  errors  that  are  absurdly 
large  on  the  side  of  danger  for  very  thick  walls.    See  Fig.  14. 

For  certain  classes  of  seamless  tubes  and  cylinders  and  for  critical  examinations  of 
welded  pipe,  where  the  least  thickness  of  wall,  yield  point  of  material,  etc.,  are  known 
with  accuracy,  and  close  results  are  desired,  see  Clavarino's  formula  and  Bimie's  equa- 
tions (7)  and  (10). 

For  all  ordinary  calculations  pertaining  to  the  bursting  strength  of  commercial 
tubes,  pipes  and  cylinders  use  Barlow's  formula,  which  is 

f-2-;    v-y-^,    l-iDf;    /=i/f, 

where     D= outside  diameter,  inches; 

<= average  thickness  of  wall,  inches; 
p=» internal  fluid  pressure,  pounds  per  square  inch; 
/= working  or  safe  fiber  stress,  pounds  per  square  inch; 
when      n= safety  factor  as  based  on  ultimate  strength  then 
/«40,000/n  for  butt-welded  steel  pipe; 
=60,000/n  for  lap-welded  steel  pipe; 
=60,000/n  for  seamless  steel  tubes; 
=28,000/n  for  wrought  iron  pipe. 

These  average  values  of  /  are  based  upon  the  accompanying  tables  of  bursting  tests 
of  commercial  tubes  and  pipes.  They  are  intended  for  substitution  in  Barlow's  formula 
in  case  more  exact  data  for  the  working  fiber  stress  are  not  at  hand. 
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BvrsUng  TeaU  of  Cammercidl  Tubes  and  Pipes 
(Test  made  by  National  Tube  Company) 


8iM 


-i 

I 

9 

1 
I 


i 
I 

h 
I 

1 

U 
U 

u 

2 

2\ 
3 

U 
2 
2 
2 


Num- 
ber of 
pieoGB 
bunt 


10 
10 
10 
10 
10 
10 
10 
15 
10 
11 
10 
10 
10 
10 
10 
10 


Nominal 

external 

diameter, 

inchea 


0.405 
.540 
.675 
.840 
1.050 
1.315 
1.660 
1.660 
1.900 
2.375 
2.875 
3.500 
1.660 
2.375 
2.375 
2.375 


Average 

thickness 

of  walls, 

inch 


0.066 
.085 
<088 
.101 
.109 
.131 
.139 
.140 
.143 
.149 
.198 
.204 
.180 
.213 
.220 
.445 


BuBBTINa  PRXB8UBE8 

(pounds  per  square  inch) 


Mini- 
mum 


11.840 
8,830 
5.850 

11,380 
7,150 
4.500 
4,400 
5,500 
3,000 
3,830 
4,310 
4,650 
7,910 
7,250 
6,160 
8,500 


Maxi- 
mum 


17,320 

14,680 

13.030 

16.310 

0,150 

8,800 

7,300 

11,900 

6.100 

6,060 

5,740 

6,370 

14,280 

8,940 

8,920 

18,314 


Aver- 
age 


14,266 

12,206 

10,330 

14,038 

8,020 

6,990 

5,808 

7,700 

4,960 

4,951 

5,134 

5,398 

10.514 

8,238 

7,661 

14,992 


Head 
con- 
di- 
tion 


C 
C 
C 
C 
C 
C 
C 
C 
C 

c 
c 
c 
c 
c 
c 
c 


See 

note 

below 


1 
1 
1 
0 
0 
0 
0 
1 
0 
0 
0 
0 
0 
0 
0 
0 


General  average 


•8 


I 

CD 


2 
2 
3 
4 
5 
6 
6 
10 
10 
2 
2 
3 
4 
4 


10 

10 

10 

10 

10 

5 

5 

5 

5 

10 

10 

10 

5 

5 


2.375 
2.375 
3.500 
4.500 
5.563 
6.625 
6.625 
10.750 
10.750 
2.375 
2.000 
3.000 
4.000 
4.000 


.155 
.182 
.210 
.232 
.258 
.275 
.275 
.349 
.347 
.218 
.108 
.112 
.135 
.136 


4,890 
4,860 
3,830 
4,810 
3,410 
2,450 
3,170 
3,560 
2,770 
2,500 
5,100 
3,220 
3,640 
3,720 


7,940 
10,060 
8,200 
5,680 
5,260 
5,210 
4,760 
4,730 
3,040 
9,870 
6,560 
4,860 
4,070 
4,040 


6,645 
7,361 
6,368 
5,249 
4,538 
4,088 
3,666 
4,290 
3,396 
7,909 
6,062 
3.967 
3,840 
3,914 


C 
C 
C 
C 
C 
C 
B 
C 
B 
C 
C 
C 
C 
B 


1 
0 
7 
1 
1 
0 
0 
1 
2 
0 
7 
1 
2 
1 


General  average 


00  DQ 


1^^ 


2 
3 
4 
4 


10 

10 

6 

4 


2.000 
3.000 
4.000 
4.000 


.098 
.112 
.134 
.134 


5,420 
3.940 
4.160 
4,250 


6,590 
4,730 
4,440 
4.440 


6,052 
4,272 
4,318 
4.328 


C 
C 
C 
B 


General  average 


10 

10 

6 

4 


o  373 


Average 

fiber 
stress  by 
Barlow's 
formula 


44.011 
38,645 
39,272 
58.163 
38,657 
35,085 
34,603 
45,215 
33,031 
40,485 
37,351 
46.234 
48,922 
45,935 
41,347 
40.023 
41,686 


Cbflsof 
material 


Standard  pipe 
Standard  pipe 
Standard  pipe 
Standard  pipe 
Standard  pipe 
Standard  pipe 
Standard  pipe 
Redrawn 
Standard  pipe 
Standard  pipe 
Standard  pipe 
Standard  pipe 
Extra  strong 
Extra  strong 
Extra  strong 
XX  stroBg 


50,962 
47,889 
53.560 
51,462 
48,882 
49,286 
44,106 
66,080 
52,602 
43,254 
55,607 
52,957 
56,978 
57,440 
52,225 


Standard  pipe 
Standard  pipe 
Standard  pipe 
Standard  pipe 
Standard  pipe 
Standard  |»pe 
Standard  pipe 
Standard  pipe 
Standard  pipe 
Extra  strong 
Boiler  tubea 
Boiler  tubea 
Boiler  tubea 
Boiler  tubea 


61,530 
57,075 
64,450 
64,488 
61.886 


Boiler  tubes 
Boiler  tubes 
Boiler  tubes 
Boiler  tubes 


IJ 

10 

1.660 

.136 

2,880 

6,290 

5,283 

C 

3 

32,126 

IJ 

10 

1.660 

.136 

3,640 

5,680 

4,891 

C 

1 

29,817 

2 

10 

2.375 

.156 

2,930 

4,250 

3.687 

C 

2 

28.051 

U 

10 

1.660 

.188 

2,770 

7,330 

5.895 

C 

1 

26.678 

i 

G 

encral  ai 

rerage 

29,168 

Standard  pipe 
Standard  pipe 
Standard  pipe 
Extra  strong 


O  w— « 


2 


10 
10 


2.375 
2.375 


.152 
,207 


2,400 
5.530 


3.940 
7.120 


3.213 
6.349 


C 
C 


1 

8 


General  average 


25.122 
36,461 
30.792 


Standard  pipe 
Extra  strong 


The  column  marked  "  See  note  below "  gives  the  number  burst  by  failure  of  material  not  at  weld. 
C — Clavarino  conditions.  Fig.  12.  B — Bimie  conditions.  Fig.  11. 
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Strength  of  Weld  of  Commercial  Tubes  and  Pipes 
(Selected  from  Preceding  Table  of  Bursting  Tests) 


/ 

Sixe 

Number 

burst  in 

weld  • 

Average 

fiber  stress 

by  Barlow's 

formula 

1 
Class  of  material 

Steel— 

Butt-welded 

t 

0 

43,938 

Standard  pipe 

', ' 

9 

37,777 

Standard  pipe 

'  ■ 

9 

38,954 

Standard  pipe 

J 

10 

58,163 

Standard  pipe 

i 

10 

38,657 

Standard  pipe 

1 

10 

35,085 

Standard  pipe 

u 

10 

34,603 

Standard  pipe 

u 

14 

45,643 

Redrawn 

li 

10 

33,031 

Standard  pipe 

2 

11 

40,485 

Standard  pipe 

2i 

10 

37,351 

Standard  pipe 

3 

10 

46,234 

Standard  pipe 

U 

10 

48,922 

Extra  strong 

2 

10 

45,935 

Extra  strong 

2 

10 

41,347 

Extra  strong 

2 

10 

40,023 

XX  strong 

General 

average 

41.634 

Steel 

— Lap-welded 

2 

9 

50,052 

Standard  pipe 

2 

10 

47,889 

Standard  pipe 

3 

3 

54,510 

Standard  pipe 

4 

9 

51,019 

Standard  pipe 

5 

9 

48,852 

Standard  pipe 

6 

10 

47,026 

Standard  pipe 

10 

7 

69,537 

Standard  pipe 

2 

10 

43,254 

Extra  strong 

2 

3 

56,933 

Boiler  tubes 

3 

9 

51,980 

Boiler  tubes 

4 

7 

57,521 

Boiler  tubes 

General 

average 

51,688 

Iron — ] 

)utt-welded 

u 

7 

31,136 

Standard  pipe 

li 

9 

30,680 

Standard  pipe 

2 

8 

27,323 

Standard  pipe 

3.*     , 

9 

27,073 

Extra  strong 

General 

average 

29,053 

Iron — ] 

Lap-welded 

2 

9 

24,581 

Standard  pipe 

2 

2 

34,340 

Extra  strong 

General 

average 

29,461 

*  These  only  are  included  in  averages. 


PIPE  STANDARDS 


h  I 


ss 

S.! 

s" 

ll 

1 

& 

y 

1 

IX. 

ij. 

^ 

fi 

i 

a 

1 
> 

s 

2 

1 

•3 

i ; ; ;  nsi  ss?isij§  iSsslsSS  ?III55S|' 

|-|5 

Ills 

HSIISs;  Isi  ^  ^ 

1 

i 

[i\]]M  immm  BiHsii  Bs^m 

i 

liiliii?  sss  i ; 

i 

■s 

1 

i 

i 

"5 

?iii 

i|i! 

nn;  IS  IsilSaEI  l3SS?lls  5ll=slSi 

iiiliili  ^s^  i  i 

1 

s 
Is 

'1 

1 

1 
1 

1 

NNHiiiiiiiiiiiiiiiiliil 

^ 

1^^ 

3Sa=iB  5j3 : : 

1 

s 

i 
mSiZiti  ?g5§SS3i  lESSSIss  lsSssiSI| 

° 

i^  sisi 

11 

IsBiisii  sslili 

lias  55li§ill 

-—    „««■—.-=.    ^»>>.222=    2222££5gj 

„rr  «^.^,. 

CCC" 

.1 

i?l 
if 

li 

-  li 

I 


i 

■s 

1 

■s 
i 

i 

i 

•3 

EXT 

m 

RA  STRONG  PIPES                                    725 

M  i  n   ;ii=i  ssSaS  iSiSS  SISis 

m 

i 

i 

aSIIS  liiSS  Si:;;  MM; 

i 

5 

MM;  ^s=;§  gilii  =igS5  S8!5i 

.1. 

i 

Hs?S  l=ill  §  M  M  MM; 

1 

'a 

MM;  ~mi  SSsSS  isiiS  ISsSs 

s 
5 

m 

1 

726 


PIPE  STANDARDS 


is 

Si 


ill 
II 


I 

a 


y 

I  I 


^ 

OD 

1 

s 

•§ 

1 

(2 

qS 

a 

4 

o 

-s 


43.0 

a  a 


08  O 

I  I 


B 

h 
O 


< 

P 

o 

3 


% 


3 


I 


5 


O 


S  H 

(9  PS 

£p 

■a  S 


CO 

I 


3 

fa 


to 

I 

>^ 

«) 

cS 


5 

fa 


I 

>» 

fi> 


£ 


cS 

1-3 


9 


iS 


s 

CI 


«0  P  <^  O  00 

a>  t^  to  ^ 


m  (^  o 


O  00 

N    :   ^    _ 
'<4*  eo  CO  t^  O 


gh*  00  tH  ^  Q  CO 

_   3"  h-   ^  «  ©CO 

00  CO  ^  00  «>  ^  lO 

C«  M  Ol  1-1  i-<  1-1  1-1 


ll? 


M 


U9  Q  CO  00  01 

SO  ^  00  h- 


M-«i'ia»CO         h-COO^M 
<NWW^<^N  w*   rH   w^   w*  w* 


Sob  v> 


Q  CO  01  tH  up  «0  O 

O  CO  01  o  o  n  c$ 

flj  o»  5»  «o  1-1  00  o» 

eo  M  04  e«  o<  f-i  *-i 


2  8^2 


CO 


8  to  S  S 

0«  00  «  '« 
CO  Ol   O)   ^ 


h-  1^  <*  eo 

«o  ^  r^  »H 

CO  o<  ^  o» 

04  M  Ol   tH 


n£  g  p. 


t2  -^  Q  go  5-      00  o 

CD   O   CO   O  00  ^   S5 

■<(  CO  CO  CO  01       o«  04 


9 


^^  *  s  s 

CO   CO 


CO 


Ol   04   §4 


^  «00  h 


^  ^  CO  CO 


1^  04 

CO  ^ 


«o  9 

ill 


CO 

•-7       oooar>^io^        ^ 


00   O    CO   Q   00 

•o  o  ^  e  r« 

CO  04   •-•   0»  O 


8  04   04   IO  lO 
00   ^  »«•  ^ 
04   "♦   ©   ^   fi 

*        »        »        »        » 

"*   00   CO   ^^   O 


lis 

ill 


§r«  o)  o  C4 
<0  h.  iM  ^ 
^  r*  ^  ob 

»        *        »        »        » 

00   Ct    ^*   00   CO 
04    04    04    rH    rH 


CO  o 

SCO 
eo 


a 

M 

o 


^QQOOOIO  COOIOCO^  OQ^iOiO 

9»9>oaSO       eoiOQcoh.       SZSr:?. 
oiracoco^       ^loococo       t«>h-8QOoo 


M  «8 


§2 

o  CO 


O   ph   1-1  ^4   i-< 


IO  to  Q  Q  Q 

1^  r^  o  5  5 

eo  00  IO  o  lO 

oi  04  CO  ^'  ^ 


§C0  10  lO  lO 

CO  04  04  04 

IQ  <0  ©  <BD 

to  *a  ^  t>  o6 


.a 

QQ 


iHf-iiH         C404COCO^         ^(OfOKOO 


BOILER  TUBES 


727 


Internal  Fltdd  Presavres  for  Standard  Boiler  Tubes  and  Flues — Lap^Wdded 

(Based  on  Barlow's  fonnula  ^— ^/'r) 


i>  at  outside  diameter  in  inches. 
t» thickness  of  wall  in  inches. 
P» pressure  in  pounds  per  square  inch. 
/= fiber  stress  in  pounds  per  square  inch. 


Pressukes 

AT  Various  Factors  of  Safety 

Thickness 

Ultimate 
bursting 

pressure 

Factor  of 

Factor  of 

Factor  of 

Factor  of 

Elxtemal 

1  •            A. 

safety =5 

safety  =  6 

safety  =8 

safety  =  10 

diameter 

1 

Fiber  stress 

Fiber  stress 

Fiber  stress 

Fiber  stress 

Fiber  stress 

Inches 

B.  W 

=  60,000 

=  10,000 

=8333 

=6250 

=5000 

G. 

lbs. 

lbs. 

lbs. 

lbs. 

lbs. 

per  sq.  in. 

per  sq.  in. 

per  sq.  in. 

per  sq.  in. 

per  sq.  in. 

li 

0.096 

13 

5429 

1086 

905 

679 

543 

2 

.095 

13 

4750 

960 

792 

594 

475 

24 

.095 

13 

4222 

844 

704 

528 

422 

2i 

.109 

12 

4360 

872 

727 

545 

436 

2i 

.109 

12 

3964 

793 

661 

495 

396 

3 

.109 

12 

3633 

727 

606 

454 

363 

3i 

.120 

11 

3692 

738 

615 

462 

369 

31 

.120 

11 

3429 

686 

571 

429 

343 

3i 

.120 

11 

3200 

640 

533 

400 

320 

4 

.134 

10 

3350 

670 

558 

419 

335 

4i 

.134 

10 

2978 

596 

496 

372 

298 

5 

.148 

9 

2960 

592 

493 

370 

296 

6 

.165 

8 

2760 

550 

458 

344 

275 

7 

.165 

8 

2357 

471 

393 

295 

236 

8 

.165 

8 

2063 

413 

344 

258 

206 

9 

.180 

7 

2000 

400 

333 

250 

200 

10 

.203 

6 

2030 

406 

338 

254 

203 

11 

.220 

5 

2000 

400 

333 

250 

200 

12 

.229 

•  •  •  ■ 

1908 

382 

318 

239 

191 

13 

.238 

4 

1831 

366 

305 

229 

183 

14 

.248 

•  •  •  ■ 

1771 

354 

295 

221 

177 

15 

.259 

3 

1727 

345 

288 

216 

173 

16 

.270 

•  ■  •  • 

1688 

338 

281 

211 

169 

728  PIPE  STANDARDS 

Correct  Pipe  Tiireadino  Principles' 

Certain  fundanienta)  principles  govern  the  results  obtained  in  threadii^  pipe  which 
should  interest  and  do  concern  practically  everyone  who  has  anything  to  do  nith  the 
threading  of  pipe. 

Whether  pipe  ia  threaded  by  power  machines  or  by  hand-operated  tools,  when  trouble 
IB  experienced  the  cause  can  usually  be  attributed  to  dull  or  blunt  dies,  improperiy 
designed  dies  or  to  poor  lubrication. 

Failure  to  study  the  fundamental  principles  of  pipe  threading  Bometimes  results  in 
placing  the  blame  far  poor  threads  an  the  material  in  the  pipe,  when  the  trouble  can 
often  be  traced  to  the  use  of  dies  that  have  not  been  kept  in  working  condition,  or  to 
dies  of  antiquated  design. 

It  frequently  happens  that  an  individual  or  firm  possesses  an  equipment  of  dies  of 
improperly  designed  type,  which  are  not  giving  satisfaction,  and  cannot  econom- 
ically or  conveniently  be  discarded. 

The  following  points  are  set  forth  for  the  benefit  of  pipe  fitters  engaged  in  com- 
mercial practice,  using  either  hand-operated  tools  or  power  machines  to  thread  pipe. 


Fid.  IS.— Rough  thmd  cut  with  old-style      I'lo.  IS.— Clean.  Btmng 
chuer.     Nolo  crnmbUng  chips.  dalEiiHl  chawr. 

as  distinguished  from  pipe  manufacturers  engaged  in  mill  practice  where  all  siies  of 
pipe  up  to  20-inGh  are  threaded  on  power  machines  under  the  most  ideal  conditions. 
Commercial  practice. — To  secure  good  threaded  joints  it  is  necessary  to  have  clean, 
smoothly  cut  threads  of  the  proper  taper  and  pitch;  and  to  secure  such  threads  it  is 
necessary  to  have  threading  dies  made  with  full  consideration  for  the  following  points: 
1  the  esse  of  power  machines, 

These  points  are  taken  up  below  and  explained  separately,  b^inning  with 
Lip. — To  clearly  illustrate  what  ia  meant  by  lip  on  a  chaser,  two  photographs 
are  shown.  One  of  them  (Fig.  15)  shows  an  old  type  of  chaser  which  has  no  lip, 
and  the  other  (Fig.  16)  shows  a  modem  type  of  power  machine  chaser  which  has  a 
lip  mQled  or  ground  in  the  cutting  face.  As  will  be  seen,  the  lip  forms  a  slanted  cutting 
edge  on  the  chaser  which  allows  the  chips  to  curl  off  clean  and  leave  a  smooth  thread. 
It  also  gives  an  easy  cutting  action  to  the  chaser  similar  to  that  of  a  properly  ground 
lathe  too!  instead  of  the  pushing  effect  caused  by  chasers  having  no  lip,  and  also  per- 
mits considerable  increase  in  cutting  speed.  The  an^e  to  which  the  lip  should  be 
ground  on  a  chaser  depends  upon  the  kind  of  malerial  to  be  threaded  and  the  style  and 
condition  of  the  chasen  and  chaser  bolder.    For  ordinary  steel  pipe  this  angle  should 

< "  Ckirrect  Pipe  Thr«tdiDs  Principln,"  Bull.  No.  00.  Nttioiu]  Tube  Co. 
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be  from  15  to  20^,  but  cfaaaers  intended  to  cut  open-hearth  steel  pipe  should  have  a 
long,  easy  lip  on  account  of  the  soft  character  of  the  material;  for  open-hearth  steel 
the  Up  angle  should  be  at  least  25^.  In  all  cases  the  back  of  the  lip  should  be  rounded 
to  eliminate  square  comers  or  shoulders  in  which  chips  may  catch  and  pack  up.  The 
different  angles  of  lip  for  cutting  different  materials  are  shown  in  Figs.  17  and  18,  while 
Fig.  19  shows  how  a  chaser  with  practically  no  lip  pushes  the  metal  from  the  pipe  in 
the  form  of  crumbling  chips. 

There  are  many  undesirable  consequences  of  using  chasers  without  proper  lip.    The 
e3Etra  power  required  to  force  them  has  a  tendency  to  break  out  the  teeth  of  the  chaser 


'     / 


r^'^t..  / 


Fia.  17.  Fia.  18.  Fio.  19. 

Fio.  17. — Chaser  properly  lipped  for  cutting  ordinary  Bessemer  steel  pipe. 
Fio.  18. — Slightly  increased  angle  of  lip  for  cutting  open-hearth  steel  pipe. 
Fio.  19. — Insufficient  lip  angle.    This  type  of  chaser  will  push  the  metal  off  instead  of  cutting  it. 


which  will  then  pick  up  "  stickers,"  tearing  the  tops  from  the  threads  and  creating 
unnecessary  friction.  While  it  is  understood  that  all  chafers  should  be  ground  to  this 
style  of  lip,  yet  it  is  found  that  there  are  still  some  types  of  threading  dies  which  are  at 
variance  with  it.  Cooperative  measures  between  pipe  manufactm^rs  and  the  man- 
ufacturers of  threading  machinery  and  dies  have  resulted  in  considerable  progress 
being  made  toward  standardizing  the  principles  outlined  herein.  The  advisable  thing 
to  do  when  dies  are  found  to  be  lacking  in 
these  essentials  is  to  send  them  to  the  die 
manufacturer  for  the  purpose  of  having  a 
lip  ground  or  machined  on  the  chasers,  or 
to  turn  them  over  to  an  experienced  tool- 
maker,  or  to  others  making  a  specialty  of 
this  kind  of  work. 

The   lip  should   be  ground   uniformly 
across  the  cutting  face  of  the  chaser  (see  ^'°-  20-Chasers  should  have  full  lip  across 

•r^-      rk^v  .  1      ^        1  .    •  !>  11  i«        ,11       entire  cutting  face  as  shown.     Depth  should  be 

Fig.  20)  m  order  to  obtain  a  fuU  lip  at  all      .^^  at  .1  as  at  B. 

points.     "  Lip  "  is  also  commonly  known 

as  "  hook "  or  "  rake."    The  effect  of  lip  is  sometimes  obtained  by  inclining  the 

chasers  in  relation  to  the  radial  line  of  the  pipe,  as  in  Fig.  21,  and  in  this  instance 

the  die  is  known  as  a  '^  rake  "  die. 

Chip  space  is  the  space  required  in  the  die  holder  in  front  of  the  chasers  to  pre- 
vent the  accumulation  or  packing  up  of  chips.  The  importance  of  this  feature  can 
not  be  too  strongly  emphasized,  for,  if  sufficient  chip  space  is  not  allowed,  the  chips 


E 
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will  rapidly  pack  in  front  of  the  chaser,  causing  tough,  torn  threads  and  creating  a  ten- 
dency on  the  port  of  the  chaser  to  pick  up  stickers. 
!  Where  do  chip  space  is  cut  in  the  die  ring,  the 

chaser  should  project  at  least  thice-fourths  of  an 
inch  beyond  the  ring,  otherwise  a  clogging  effect 
will  be  experienced.  The  beet  desigD  for  this  chip 
apace  is  shown  in  Figs.  22  and  23,  where  an  even  cutre 
is  provided  for  the  chip  to  follow,  while  the  back  of 
each  chaser  is  well  supported. 
'  This  chip  space  is  a  partieulsrly  important  eon- 

■idemtion  in  dies  used  for  cutting  open-hearth  sted 
pipe,  as  ample  space  is  needed  to  care  for  the  long, 
tou^  chip  produced  in  threading  this  material  (see 
Fio.  21.— Tbii  ahawi  a  type  ol  die  ^  24,  page  731).     Absence  ot  this  feature  in  thread- 
kooirn  u  the  "mke"  dia,  laed  in  ing   dies   wiU   Cause    difficulty    in    threading    either 
NfttioniJ  Tube  Comp«.y  mill..  The  Bessemer  or  open-hearth  steel  pipe.     If  proper  con- 

thB"°taI^?iiit^oTb''Vuiti'^»  "'**"''''"' "  S''*"  *"  '■P  ""*  '''"P  ^P*^'  '■'"^wiJne  » 

lip,  the  effect  lieini  the  eame  u  done  with  leSS  powCT  and  less  friction,  a  better  thread 
•acured  with  the  lipped  chuer.  is  obtained,  broken  teeth  are  prevented  and  the  life  of 
ClearwiM  is  obt^ned  in  thb  type  the  die  and  its  production  are  increased. 

ihiDiDs    the  chiMT.  It  a       aearance  is  the  space  between  the  threads  of  the 


liob  they  *»  to  work  chasers  and  the  threads  on  the  pipe.    This  clearance 

Cltau-Kim  may  be  obtained  In  thii  is  secured   by  die   manufacturers   in  various   ways, 

type  of  eha»r  by  iuin«  the  rerulor  and  may  be  determined  by  certain  effects  produced 

v_,^         u  -„iu^^  the  i)y  nonna!  operation  of  the  die.     For  example,  the 

effect  of  ideal  clearance  in  the  threads  of  a  chaser  is 

shown  in  Fig.  25,  which  is  a  photograph  of  a  chaser 

which  has  been  used  for  some  time.    When  this  chaser  was  first  set  in  the  holder,  the 

sides  of  the  threads  were  uniformly  dark  in  oolor,  just  as  they  were  left  after  being 


Fio.  33. — "  Ciittinc-edce 


Stock  OD  center  "  type  of  chaier. 


hardened  and  tempered.  When  the  chaser  had  been  in  use  for  some  time,  the  aides 
of  the  threads  became  polished,  brighter  at  the  cutting  edge,  and  gradually  nKmling 
almost  to  their  original  color  at  the  back.    The  chaser  of  a  die  which  shows  this  oondi- 
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tkmwinwmkfredjr,  cuteleui(udiowiibrthedupe  in  fig.  16,  page  729),  will  not  tear 
the  thread  and  will  be  durable.    When  the  choaera  of  a  die  show  a  polish  from  the 
cutting  edge  to  the  back,  there  is  a  lack  of  cleamnce,  causing  the  cutting  edge  to 
worie  hard,  heat,  and  make  rough,  torn  threads  (as  shown  by  the  chips  in  Fig.  15). 
Fig.  22  shows  a  die  in  which  the  chowTs  are  set  so  that  the  cutting  edge  and  the 


Fia.  34a. — FKm  ■  photasrkph;  ahoninc  tlu  oluini«t«t  wid  typ«  ot  ohipa  throwD  off  by  ■  chuar  ol  ui 

Fio.  24. — From  ■  photocnph;  ■bowing  tb«  etmcter  and  typa  ol  Bhipg  tbrown  oS  bj  b  properly 
dcdsoed  ehwsr. 

front  of  the  chaser  are  both  on  a  radial  line  from  the  center  of  the  die  or  pipe.  A  simple 
method  used  by  die  manufacturers  for  getting  cle&rance  in  this  type  of  die,  known  as 
"  cutting-edge-on-eenter  "  or  "  center  cut "  is  shown  in  Fig.  26,  page  732,  in  which  the 
chaaera  in  the  machining  position  are  set  out  larger  in  diameter  than  when  adjusted 
for  cutting  threads.  Thus,  in  making  a  properly  designed  chaser  for  a  6-indi  die, 
the  chaaeiB  should  be  machined  to  about  A  inch  greater  diameter.  For  a  44nch  die, 
I  inch,  for  a  Z-inch  die,  i  inch,  and  for  a  1-inch  die, 
A  >i>eh  greater  diameter;  other  sIhs  in  the  same 
proportion. 

The  effect  of  this  is  shown  in  exaggerated  manner 
in  Fig.  27,  where  it  can  be  seen  how  the  thread  on  the 
chaser,  being  cut  to  a  slightly  larger  radius,  gradually 
recedes  from  the  thread  on  the  pipe. 

Fig.  23  shows  a  die  in  which  the  chasers  are 
set  so  that  the  cutting  edge  and  front  of  the  chaser 
cut  ahead  of  the  center,  with  the  result  that  the  center  J^^J",""  '"  '  ■»»"''"»'>'• 
line  of  the  die  or  pipe  runs  through  or  near  the  center  "s"  "  '""■ 
of  the  chaser.  Clearance  may  be  obtained  on  this  type  of  chaser  by  machining  it 
in  the  same  manner  as  a  "  cutting-edge-on-center  "  chaser.  Proper  clearance  having 
been  obtained,  part  of  the  "  heel  "  can  be  ground  off  the  back  edge  of  the  chaser. 
It  is  neceeeaiy  to  do  this  to  prevent  tearing  the  thread  if  the  die  must  be  backed  off 
without  opening. 

Of  courae  it  is  easy  to  go  to  extremes  in  these  mattcra.  If  too  much  clearance  is 
allowed,  the  result  will  be  a  wavy  thread.  Chasere  with  too  much  clearance  and  no 
heel  usually  cause  chattering  and  ila  attendant  troubles.  Chaaers  with  these  faulte  a» 
more  susceptible  to  breakage  than  chaaera  which  have  been  made  with  due  consideration 
for  the  points  mentioned. 
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The  position  in  wbioh  the  chaser  ehall  be  machined  is  determined  by  the  posilion 
in  which  it  is  intended  to  work  in  relation  to  the  pipe. 

L«ad  or  Siroat — Lead  ia  the  angle  which  is  machined  or  ground  on  the  firat  three 
threads  (more  or  leea)  of  each  chaser  to  enable  the  die  to  ettut  on  the  pipe,  sod  also  to 


diatnTjute  the  work  of  maMng  the  firat  cut  over  a  number  of  threads.  The  lead  may 
be  machined  on,  or,  as  is  more  frequent,  it  may  be  ground  on  after  the  chasers  are 
tampered.  The  proper  amount  of  lead  is  about  three  threads.  As  the  heaviest  cutting 
is  done  by  the  1^  it  should  have  sl^tly  greater  clearance  angle  than  the  rest  of  the 


Fio.  28.— Showio 

view  thovt  i 
Plo.  28.— Thu  vi 


ID  of  lipped  typa  of  c 


of  grindiiig  wheeL     Tlui 
indjDff  whed  for  crindiiii 


nthm 


threads  on  the  chaser,  but  care  must  be  used  to  see  that  this  angle  is  not  excessive.  Too 
much  cleat&nce  here  will  cause  the  die  to  lead  too  fast,  and  the  half  threads  cut  by  the 
lead  are  consequently  damaged  by  the  full  teeth  of  the  chasera. 

Fig.    28   shows   the  position  in   which   a  lipped  chaser  should  be  held  irttcs 


GRINDING  CHASERS 


grinding  tbe  lead.  An  odjiifitable  flat  rest  on  the  emery  wheel  atand  is  required,  in  order 
to  position  the  chaser  at  tlie  proper  height  to  obtain  the  amount  of  clearance 
required. 

Fig.  29  shows  the  positioa  in  which  a  chaser  of  the  "  rake "  type  (see  also 
IHg.  21)  Bbould  be  held  when  grinding  the  lead  or  throat.  An  adjustable  flal^top  rest 
on  the  emery-wheel  atand  is  also  required  when  grinding  this  type  of  chaser — which, 
it  will  be  noted,  is  ground  at  a  higher  position  in  relation  to  the  boriiontal  center  line 
of  tbe  wheel  than  is  the  lip  type  of  chaser.  The  reason  for  this  is  that  the  teeth  of 
tbe  rake  chaser  are  milled  at  a  greater  an^e  (higher  at  back  of  chaser)  than  on  a  lipped 
chaser,  as  the  chaser  must  be  set  with  "  rake  "  (slanted)  in  the  die  instead  of  being  set 
in  alignment  with  the  radial  center  line  of  the  pipe.  When  set  in  the  die  with  proper 
rake,  the  clearance  in  this  type  of  chaser  is  substantially  the  same  as  in  a  lipped  chaser, 


Fi(.  30. 


but  the  point  at  the  cutting  edge  of  teeth  or  lead  is  much  sharper  than  the  point  of  an 
ordinary  chaser  before  the  latter  is  lipped;  in  view  of  this  condition,  care  should  be  used 
in  grinding  the  lead  of  a  rake  chaser  to  see  that  an  excessive  amount  of  clearance  is  not 
obtained,  as  such  a  condition  would  tend  .to  weaken  the  chaser  at  the  point  where 
the  besvieat  cutting  is  done.  The  same  applies  to  a  lip  chaser,  especially  if  it  has 
been  lipped  for  cutting  open-hearth  st«el  pipe  (tbe  angle  of  lip  being  at  least  25°,  as 
compared  to  15  to  20°  on  chasers  used  for  cutting  Bessemer  steel). 

In  Fig,  30  is  shown  a  set  of  tapered  chasers  with  properly  ground  lead  or  throat. 
These  are  arranged  in  sequence,  chaser  No.  1  being  at  the  right.  It  will  be  noticed 
how  the  first  or  lead  thread  gradually  increases  in  size  until  from  being  a  mere  scratch 
on  No,  I,  it  ertenda  fully  across  chaser  No.  8.  This  set  of  chasers  will  cut  smoothly, 
each  one  doing  its  share  of  the  work,  and  the  chips  will  come  off  cleanly  and  evenly. 
Fig.  31  shows  a  set  of  chasers  with  tbe  lead  or  throat  incorrectly  ground,  for,  as  will 
be  seen,  the  lead  thread  on  one  chaser  does  not  corre- 
spond to  those  preceding  or  following. 

The  effect  of  this  would  be  to  distribute  the  work 
unevenly,  causing  the  chasers  which  do  the  moat 
work  to  beoome  dull,  and  making  it  difficult  for  the 

die  to  take  hold  when  starting  to  cut  a  thread.     It  is  ^  ,  -^ 

this  improperly  ground  lead  which  also  makes  a  die  let 
go  after  being  fairly  well  started,  spoiling  the  thread 
and  dulling  the  chaser. 

A  perfectly  good  set  of  chasera  can  be  ruined  by 
improperly  regrinding  the  lead.  Fig.  32  shows  the 
proper  and  improper  methods  of  regrinding  the  lead. 
Note  carefully  that  tbe  proper  method  is  to  regrind 
parallel  to  tbe  original  lead,  as  shown  by  the  heavy 
lines.  Care  should  be  taken  to  see  that  all  chasers  are  ground  at  the  same  angles.  The 
improper  methods  commonly  used  are  shown  by  dotted  lines. 


Orliullni  Lesd 
I    Fio.  32,— Correct  sn^e  for  reir 


734 


FIFB  STANDARDS 


Number  of^hasen. — ^To  get  good  results  in  threading  at  one  cut,  experience  shows 
that  a  die  should  have  a  suitable  number  of  chasers,  the  approximate  number  being 
determined  by  the  size  of  the  die.  Experience  of  The  National  Tube  Company  on 
power  machines  shows  that  dies  up  to  li  inches  should  have  at  least  four  chasers;  1} 
to  4  inches  should  have  at  least  six;  4)  to  8  inches  should  have  at  least  eight;  and  9 
to  12  inches  should  have  at  least  twelve  chasers.  The  niunber  of  chasers  neoessarily 
depends  upon  the  design,  size,  and  operative  principle  of  the  die,  hence  no  exact  rule 
can  be  laid  down  for  universal  acceptance.  When  an  insuflScient  number  of  chasers 
is  used,  the  die  will  chatter  and  cut  a  rough  thread. 

on. — Care  should  be  taken  in  the  quality  of  oil  used,  as  the  best  die  made  will  not 
produce  good  results  with  poor  or  insufficient  oil. 

For  use  on  hand  tools  or  where  the  flow  is  intermittent.  No.  1  lard  oil  can  be  used 
with  success,  as  cottonseed  oils  have  a  tendency  to  gum  up  if  not  used  in  a  constant  flow. 

Experience  of  experts  shows  that  the  very  best  lard  oil  is  the  best  lubricant.  Cheap 
lubricant  is  destructive  to  dies,  and  more  power  is  required  to  perform  work  when 
it  is  used. 

A  mixture  particularly  adapted  to  power  machines  where  there  is  a  steady  flow  of 


aru  cTu  cTu  crv 


Fia%  33. 

Two  letB  of  chasers  (a  and  b)  properly      Improperly  arranged  sets  of  chasen. 
arranged   in   pairs   according    to  The  serial  numbers  show  that  the 

serial  numbers  and  letter.  chasers  belong  to  three  different 

sets  of  dies. 

lubricant,  which  will  give  good  results,  and  is  comparatively  inexpensive,  is  composed 
of  50  per  cent  cottonseed  oil  and  50  per  cent  light  neutral  oil. 

There  are  several  cutting  oils  on  the  market  at  the  present  time  which  are  giving 
satisfactory  results  and  are  recommended  to  those  who  have  experienced  difficulty  in 
seeming  their  accustomed  lubricants  or  have  foimd  the  preparation  of  special  mixtures 
unprofitable  or  inconvenient. 

Care  and  repair  of  dies. — To  get  the  best  results  with  the  dies  now  made,  the  user 
should  bear  in  mind  certain  rules  promulgated  by  the  die  manufacturer. 

Where  a  die  of  two  or  more  chasers  is  used,  care  should  be  used  to  see  that  the  letter 
and  number  of  each  chaser  corresponds,  as  all  chasers  in  a  die  set  have  both  the  same 
letter  and  number;  for  instance,  W360  or  CB360.  A  chaser  marked  W360  would 
not  operate  satisfactorily  with  a  chaser  from  another  die  set  marked  CB3Q0.  If  chasera 
from  two  or  more  separate  sets  are  used  in  one  die,  the  lead  threads  may  not  follow  in 
proper  order,  and  the  troubles  mentioned  on  page  733,  in  connection  with  Fig.  31,  will 
be  experienced.  In  many  cases  it  has  been  found  that  only  the  number  of  a  chaser  has 
been  noted  and  no  attention  has  been  paid  to  the  serial  leUer,  and  as  a  consequence  the 
pipe  and  die  have  both  been  condenmed,  first,  the  pipe  for  being  hard  to  cut,  and  second, 
the  die  for  being  defective.  Diagrams  a,  &,  c,  d,  Fig.  33,  show  correct  and  incorrect 
combinations  of  chasers.  When  chasers  are  placed  in  holder,  care  should  be  taken 
to  have  them  set  at  equal  distances  from  center  of  holder.  Chasers  set  "  out  of  center  " 
will  generally  cut  an  imperfect  thread. 
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Proper  grinding  of  chasers. — Manufacturers  of  threading  dies  find  that  diasers 
leoeived  from  customers  as  defective  or  to  be  reground  show  signs  of  having  been  abused 
and  cardeesly  ground.  Much  of  this  trouble  could  have  been  eliminated  if  the  users  had 
returned  them  to  the  manufacturers  for  regrinding  in  the  first  pboe  or  had  observed 
the  following  simple  rules,  issued  by  a  large  dealer  >  in  dies: 

1.  Be  careful  noc  to  bum  the  dies  in  grinding. 

2.  Do  not  grind  too  much  at  one  time. 

8.  Be  careful  where  you  grind  and  how  you  grind. 

^.siworpip* 

'^beThwdtd 


of 
^Grtn^Unf  Wheel 


Oenter  line 
of 

Oenter  Line  of 
Griiidtiiff  Wheel 


Fio.  84. — ^Proper  method  of  grindins  ohasera  to  aeeure  clearance  in  lead  or  throat.  The  ohaaer  is 
raised  or  lowered  according  as  the  design  of  the  die  requires.  C  indicates  the  amount  of  clearance 
which  will  be  obtained.    See  also  Figs.  28  and  20. 

Some  types  of  old  dies  can  often  be  improved  by  grinding  a  lip  with  proper  cutting 
angle  and  otherwise  altering  the  chasers  to  make  them  as  close  as  possible  in  design  to 
the  type  shown  in  Fig.  16,  page  728. 

Proper  clearance  on  lead  is  very  important.  Care  should  be  taken  to  h^ve  just 
sufficient  clearance  in  the  throat  to  have  a  good  cutting  edge,  as  too  much  clearance 
will  weaken  the  chaser  at  the  point  where  the  heaviest  duty  is  required  of  the  chaser. 
Fig.  34  shows  the  approximately  correct  position  for  grinding  a  "  stock-on-center  " 
chaser  to  secure  proper  clearance  on  lead.  The  chaser  in  this  case  should  be  held  in  a 
perfectly  horizontal  position,  the  back  of  the  chaser  being  a  little  below  the  center  of 


Flo.  36. — (a)  Cutting  edge  rounded  off.  No  clearance  in  lead.  Result  of  careless  grinding  and  Ubck 
of  temper  in  steel  of  chaser,  (b)  No  clearance  in  throat  or  lead,  (c)  Too  much  clearance  in 
throat  or  lead,     (d)  Correct  throat  or  lead. 

the  grinding  wheel,  which,  for  purpose  of  illustration,  is  shown  as  about  the  same  diam- 
eter as  that  of  the  pipe.  Greater  clearance  may  be  obtained  by  slightly  raising  the 
rest.  When  a  grinding  wheel  somewhat  larger  than  the  diameter  of  the  pipe  is  used, 
the  center  of  the  chaser  should  be  slightly  above  the  center  of  the  wheel.  The  clear- 
ance may  be  reduced  by  lowering  the  rest,  but  the  chaser  should  always  be  held  per- 
fectly, horizontal  unless  a  specially  designed  jig  or  fixture  is  used  to  hold  the  chaser 
at  correct  grinding  angle. 

If  precaution  is  not  taken  to  hold  the  chaser  firmly  on  the  rest  or  in  a  suitable  jig, 
or  to  see  that  the  metal  does  not  become  overheated,  the  result  is  likely  to  be  a  burnt 
tool  with  the  cutting  edge  rounded  off  or  having  no  temper  (see  diagram  a,  Fig.  35). 

>  Crane  Company. 
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Diagram  h.  Fig.  35,  shows  the  result  of  grinding  the  lead  at  too  low  a  point  on  tbe 
wheel  (assuming  that  the  chaser  has  been  held  horiaontaQy) ;  this  chaser  has  no  dearance 
on  throat  or  lead  and  is  subject  to  ezceBsiYe  friction  when  working  which  the  best 
lubricant  can  not  overcome. 

Diagram  c,  Fig.  35,  shows  the  opposite  extreme — ^the  result  of  grinding  Hie  chaser 
at  too  high  a  position  in  relation  to  the  center  of  the  grinding  wheel.  This  leaves  too 
much  clearance  in  the  lead  and  as  a  consequence  the  lip  is  weakened  at  that  point  and 
the  die  will  chatter  causing  a  rough  wavering  thread,  if  not  in  fact  stripping  short 
pieces  from  the  threads,  or  breaking  the  chaser. 


CliMer>» 


■etai 
O.D.  of  Pipe 
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FiQ.  36. — Showing  proper  and  improper  depth  of  ohaeers  as  set  in  die  stock. 

Diagram  d,  Fig.  35,  shows  a  chaser  ground  with  proper  lead  clearance.  A  careful 
study  of  all  four  diagrams  in  Fig.  35  will  reveal  wherein  d  is  the  correct  form  for  cut- 
ting good  strong  threads.  These  diagrams  are  shown  simply  for  the  purpose  of  com- 
parison, and  do  not  represent  exact  measurements  to  be  used  as  a  working  basis. 

Care  should  also  be  taken  to  see  that  the  chasers  are  not  set  too  deep  in  the  stock. 
That  is,  the  diameter  between  oppositely  disposed  chasers  at  the  greatest  permissible 
cutting  depth  of  chaser  threads  should  not  be  less  than  the  outside  diameter  of  the 


Fig.  37.  Fxo.  38. 

Fio.  37. — Heel  removed  to  prevent  tearing  of  threads  when  backing  off  the  die  from  pipe. 
Fig.  38. — Dotted  line  shows  ordinary  cutting  angle.     Black  line  shows  proper  angle  or  rake  of  die; 
dies  BO  ground  will  cut  pipe  threads  with  less  effort  than  those  which  have  not  been  so  angled. 

pipe.  Pipe  fitters  are  quite  apt  to  be  satisfied  that  the  chasers  are  properly  set  so  long 
as  the  lead  is  sufficient  to  allow  easy  starting  of  the  die,  but  it  frequently  happens  that 
the  chaser  is  set  too  deep,  and  the  die  is  literally  forced  on  the  pipe  after  passing  the 
first  two  or  three  threads  of  the  chaser.  This  results  in  stripping  the  top  off  the  threads, 
sometimes  the  whole  thread,  overheating  and  ruining  of  the  die,  especially  when  a 
tough  material  is  threaded.  If  any  discrimination  is  to  be  made,  it  should  be  on  the 
side  of  a  light,  clean  cut  rather  than  a  deep  cut  that  is  forced  (see  Fig.  36). 

A  careful  study  of  Figs.  37,  38,  and  39  will  be  of  value.  The  illustrations  with  their 
appended  data  are  self-explanatory. 

In  "  backing  off  "  a  soUd  die,  where  a  common  hand  stock  is  used,  care  should  be 
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taken  to  Ke  titat  the  chaser  doM  not  jump  the  tiirecd  channel,  causing  cr»  thread- 
ing or  stripping.  This  is  particulariy  apt  to  hi^pen  when  backing  the  die  o£F  the  last 
few  threads  (the  first  threads  cut  on  the  pipe). 

Rccrinding  broken  te«tti  of  chssen.— It  is  always  better  to  grind  out  of  a  chaaer,  with 
a    thin   emery  wheel,  a    tooth   which   has 
become  broken,  as  the  rough  portion,  if 
allowed  to  remain,  is  likely  to  pick  up  a 
sticker  and  tear  the  thread  on  the  pipe. 

If  the  chaser  picks  up  a  sticker,  it  is 
very  important  that  the  broken  tooth  which 
caused  the  trouble  be  ground  out.  If  the 
sticker  is  removed  by  digging  and  the  broken 
tooth  is  not  ground  out,  the  trouble  vHI 
occur  again  at  the  same  spot.  When  a 
chaser  picks  up  a  sticker  on  an  important 
occasion  such  as  a  break-down  job,  or  on  a 
pipe  which  has  been  cut  after  being  bent, 
the  consequences  are  particularly  disagree- 
able and  costiy. 

It  is  surprising  how  many  teeth  may  ^     „     ,,       .      ,,     .^, 

K  "~-^  J  .  ,       ,  Fio.  39.— L«d  or  thnwt  too  fl«t.l 

be  ground  out  of  a  set  of  chaseis  without 

impairing  its  usefulness.  Fig.  40  shows  an  extreme  example.  This  set  of  chasers  was 
removed  from  a  die  in  a  machine  where  they  were  producing  firstrclaae  work;  they 
were  later  returned  to  the  same  machine  and  continued  to  do  good  work.    Grinding  out 


ut  even  «»•■■▼«  srlndins  mt  timia 
n  will  cut  Rood  tbrsMb,  tboucb  the 
X  ooUoed  that  there  mrs  no  broken, 
wk.  These  illiBtratioDs  limo  (how 
y  to  prevent  teuiua  the  threadi, 
I  from  piiie. 

the  teeth  of  chasers  to  this  extent  is  not  recommended  as  good  practice,  but  these 
examples  serve  to  illustrate  the  increased  life  and  service  that  may  be  obtained  by  care- 
ful treatment  of  chasers. 

Old  chasers  with  dull  and  rusted  threads  may  be  resharpened  with  emery  and  oil. 
If  too  dull,  they  may  be  rehobbed. 

rounded  oil  by  areleea  ErindiDg.     2.  Prapn 

I  mar  lodge,  pile  up,  and  break  tbreadi.  6.  Proper  lead  and  chip  apace  but 
not  luffieient  euttln<  aoBle  of  lip.  6.  Lead  too  high  od  cutting  edge  and  back,  due  to  carelna  grind- 
ing; cbHMT  should  be  held  perfectly  horiiontal  and  rigid,  or  in  a  epiH^ial  jig  while  grinding  lead.  7.  Lip 
■•  iDcorreotly  ground;  cutting  edge  ia  too  Ihin  and  aharp,  has  t«o  great  an  angle  and  will  quiekly  over- 
heat or  break  off.  8.  Too  much  of  heel  haa  been  removed^  a  ehascr  ground  this  nay  will  give  an 
imperfect,  wavering  thread. 

The  chip  ipftce  shown  in  the  die  hesd  io  coirect  in  all  caaca  except  that  in  front  of  chaaer  No.  4. 


UM  of  shaeon  in  this  condition  is  not  recommended.  It  will 
raaiad  teeth  to  pick  up  eticken  and  tear  the  top  off  the  thr 
very  clearly  the  grinding  of  the  heel,  a  praeautton  necesa 
when  backing  oil  a  die  that  can  not  be  opened  before  removii 


1  Flo.  39.— Lead  or  tl 
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Cfaaaera  in  receding  types  of  dies  may  bo  rebobbed  and  the  lead  TCground  to  cut 
the  next  larger  sue  of  pipe. 

Proper  threading  principles  as  affecting  receding  type  of  threading  dies.^The 
principles  of  oorrect  lip,  chip  space,  clearance,  lead  or  throat,  etc.,  apply  in  equal  measure 
to  both  that  type  of  die  which  consists  of  a  number  of  chasers  held  stationary  in  the  die, 
and  to  that  type  wherein  the  chasers  are  movable  and  gradually  recede  from  the  pipe 
as  the  thread  is  cut.  It  will  be  readily  eeen  why  these  principlee  apply  in  both  cases 
when  it  is  considered  that  the  principal  difFereace  in  the  design  of  the  chasers  is  that 
those  which  are  held  statiouaiy  are  tapered  to  correspond  to  the  taper  of  the  thread  to 
be  cut  on  the  pipe,  while  the  receding  type  aib  practically  etraight  and  cut  the  Uiread 
to  the  required  taper  by  gradually  nioving  backward,  removing  less  and  leee  stock  as 
the  cutting  of  the  thread  progresses.  The  principlee  of  lip,  chip  space,  clearance,  etc., 
are  therefore  seen  to  be  principles  which  affect  the  cutting  action  of  chasers  r^ardles 
of  the  operative  principle  of  the  particular  dies  of  which  they  form  a  part.  A  receding 
die  would  push  the  metal  off  instead  of  cutting  it,  in  the  same  manner  as  a  solid  die 
of  poor  design,  if  its  chaserB  were  not  properly  lipped  and  other  proper  threading  prin- 
ciples were  ignored.  Happily,  the  modem  type  of  receding  die  is  not  deaigDed  with  the 
principle  of  pushing  the  metal  off,  but  is  b  r«aUty  a  lathe  tool. 

That  the  chaaetB  of  the  modem  receding  type  of  die  are  designed  on  the  princi[4e 
of  a  latho  tool  (being  narrower  than  the  "  solid  "  or  tapered  type  of  chaser)  is  additional 


no.  11. — On  tba  rUbl  ii  ihowD  m  aet  of  chueim  ol  the  tyiie  luiully  furnished  wilh  (hr«»diliB  mfteliint*. 
Tlw  Bat  outtJDK  ed(e  ohatriicta  the  m/iy  cutting  of  the  mslerial,  ■nd  no  iraoTe  ia  pronded  Far 
tbe  ahips  to  follow.  On  the  left  ii  ihown  s  ut  of  chuen  □(  the  ume  type;  on  thtw,  bowevs,  ■ 
lip  b>i  been  gionnd  vhicb  •lion  the  cbijia  to  outl  oB  dean  and  leave  ■  aaiiKith  thread,  at  the 
•ame  time  civiiig  an  eaay  eutting  action  lo  the  chuer  and  removea  the  puahinc  effect  which  obtaiDa 
with  the  flat  ehaaera  which  do  not  have  a  lip.  Clearance  ii  obtained  in  tbeee  ohaMn  by  the  aame 
method  used  for  other  dieaottho  "lUick-oD-ocnter"  type.     (Sen  Fin.  2fl  and  37.) 

reason  why  proper  clearance  and  Up  or  rake  should  be  maintained  and  the  best  of 
lubricant  used. 

Gbaseis  of  this  type  which  have  become  damaged  or  duUed  in  use  should  be  returned 
to  the  die  manufacturer  for  repairs,  unless  the  attention  of  expert  toolmakers  or  other 
specialists  in  this  work  can  lie  given  them.  The  efficiency  of  the  receding  type  of  die  is 
well  indicated  by  the  fact  that  it  is  frequently  used  to  thread  pipe  by  hand  up  to  12 
inches  diameter. 

HHI  practice. — That  pipe  up  to  20-inch  diameter  is  threaded  at  the  mill  with  power 
machines,  whereas  the  local  fitter  employs  both  hand-operated  tools  and  power 
machines  for  threading  pipe  i  to  6  inches  and,  on  certain  occasions,  pipe  up  to  12  inches 
diameter,  indicates  that  there  is  not  a  pronounced  difference  between  commercial  and 
mill  practice.    The  chief  difference  lies  in  the  fact  that  the  rnanufaeturer  of  pipe  has 
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better  facilities  than  the  average  shop  for  keeping  dies  in  working  condition  or  for 
altering  their  design  slightly  for  certain  purposes — ^for  instance,  increasing  the  lip  angle 
of  the  chasers  for  cutting  open  hearth  steel,  regrinding  lead  of  chasers  which  have  become 
dull  through  use,  and  making  other  minor  changes. 

Cutting  speeds  of  power  machines  affect  the  quality  of  threads  and  the  life  and 
efficiency  of  the  chaser.  If  the  speed  is  too  great  the  metal  is  torn  away  instead  of 
being  cut,  the  chaser  is  overheated  and  a  ragged  thread  results.  To  attain  high  cutting 
speed,  it  is  necessary  to  have  an  ample  continuous  flow  of  lubricant  to  wash  away  the 
cuttings  and  to  keep  the  chasers  clean  and  sufficiently  cold  to  do  the  work  properly. 

The  special  factors  of  good  pipe  threading,  such  as  lip,  chip  space,  clearance,  etc.,  of 
chasers,  apply  equally  to  mill  practice  and  commercial  practice.  These  subjects  have 
been  treated  under  their  respective  heads  on  pages  728  to  and  731  those  interested  in 
these  points  of  mill  practice  arc  referred  to  the  pages  mentioned.  In  this  general 
connection  the  information  regarding  the  number  of  chasers  listed  on  page  734  is 
supplemented  by  the  following: 

Dies  up  to  1}  inches  should  have  at  least  4  chasers; 

li  to    4  inches  should  have  at  least   6  chasers; 

4)  to    8  inches  should  have  at  least    8  chasers; 

9  to  12  inches  should  have  at  least  12  chasers; 
13  to  16  inches  should  have  at  least  14  chasers; 
17   to  20  inches  should  have  at  least  16  chasers. 

Suinmaiy. — ^A  die  which  is  made  with  due  regard  to  all  the  points  enumerated  will 
thread  pipe  of  any  uniform  material  with  good  results;  steel  pipe  is  naturally  soft  and 
tough,  and  consequently  somewhat  more  difficult  to  thread  with  the  old  form  of  die 
shown  in  Fig.  15,  page  728.  This  chaser  pushes  the  metal  off  or  tears  it  up.  A  good  shape  is 
shown  in  Fig.  16,  page  728,  which  has  sufficient  rake  and  clearance  to  cut  the  metal  with 
a  dean  finish  without  waste  of  power  or  unnecessary  friction,  similar  to  the  working 
of  a  lathe  tool,  which  latter  principle  is  embodied  in  some  of  the  modem  threading  tools. 

The  importance  and  value  of  the  characteristic  principles  of  properly  designed 
threading  dies,  particularly  those  of  lip,  angle  and  clearance,  cannot  be  overestimated. 
Unless  these  are  correct  it  will  be  found  difficult  to  obtain  satisfactory  threading  results. 
Practical  esqperience,  careful  study  and  experiment  have  determined  these  principles. 

Applying  thes3  principles  to  hand  dies  it  is  possible  for  one  man  to  do  the  work  of  two. 
In  a  paper  by  T.  N.  Thompson,  read  before  The  American  Society  of  Heating  and 
Ventilating  Engineers,  are  described  certain  tests  on  the  power  required  to  thread  pipe 
with  hand  dies  of  the  conmion  pattern  '  and  with  the  same  type  of  dies  correctly  made. 
The  author  says: 

"  It  shows  that  the  power  required  to  thread  mild-steel  pipe  with  the  new  die  is  not 
much  more  than  that  required  to  thread  wrought  iron  with  the  same  die,  and  much  leas 
than  the  power  required  to  thread  wrought-iron  pipe  with  the  conmion  die." 

Sizes  op  Pipe — Brigqs'  Standard 

The  nominal  sizes  of  pipe  10  inches  and  under,  and  the  pitches  of  the  threads,  were 
for  the  most  part  established  in  the  British  tube  (called  "  pipe ''  in  America)  trade 
between  1820  and  1840.  The  sizes  are  designated  roughly,  according  to  their  internal 
diameters. 

Robert  Briggs,  about  1862,  while  Superintendent  of  the  Pascal  Iron  Works,  formu- 
lated the  nominal  dimensions  of  pipe  up  to  and  including  10  inches.  These  dimensions 
have  been  broadly  spread  and  are  widely  known  as  "  Briggs'  Standard."  They  are 
as  follows: 

1  Pull  width — non-receding. 


740 


PIPE  STANDARD 


The  nominal  and  outside  diameters  and  pitch  of  thzead,  for  sizes  10  inches  and 

under.  ^ 

The  following  table  is  a  compilation  of  the  results  obtained  by  using  the  formula, 

^     0.8D-f4.8 

L^ ,  as  given  above. 
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Nominal  total 

Nominal  total 

"National" 

Number  of 

length  of 

"National" 

Number  of 

length  of 

pipe 

threads 

thread  on 

pipe 

threads 

thread  on 

size 

per  inch 

"National" 
pipe 

size 

per  inch 

"National" 
pipe 

i 

27 

i 

5 

8 

IH 

i 

18 

A 

6 

8 

li 

f 

18 

A 

7 

8 

2 

J 

14 
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8 

8 

2A 
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14 

1 

9 

8 

2A 

1 

Hi 

ii 

10 

8 

2A 

li 

Hi 

ii 

11 

8 

2i 

U 

Hi 

1 

12 

8 

2i 

2 

Hi 

14 

14  0.  D. 

8 

2f 

2J 

8 

li 

16  0.  D. 

8 

21 

3 

8 

lA 

16  0.  D. 

8 

2« 

3J 

8 

If 

17  0.  D. 

8 

2H 

4 

8 

IH 

18  0.D. 

8 

3 

4J 

8 

1} 

20O.D. 

8 

3i 

Fxo.  42. — The  Briggs  standard  thread. 

The  thread  has  an  angle  of  60°  and  is  slightly  rounded  off  at  top  and  bottom  so  that 

0.8 
the  total  height  (depth),  H— — ,  where  n  is  the  number  of  threads  per  inch. 

n 


(;)' 


The  pitch  of  the  threads  (  -  J  increases  roughly  with  the  diameter,  but  in  an  arbitrary 

and  irregular  manner.  It  would  be  advantageous  to  change  the  pitches  except  for  the 
fact  that  they  are  now  firmly  established. 

The  conically  threaded  ends  of  pipe  are  cut  at  a  taper  of  f  inch  diameter  per  foot 
of  length  (i.  e.,  1  in  32  to  the  axis  of  the  pipe).     (See  Pig.  42.) 

The  thread  is  perfect  for  a  distance  (L)  from  the  end  of  the  pipe,  expressed  by  the 

rule,  L^— '-)  where  D= outside  diameter  in  inches.    Then  come  two  threads, 

n 

1  Book  of  standards,  pages  208-209.  1917  Edition,  National  Tube  Company. 
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perfect  at  the  root  or  bottom,  but  imperfect  at  the  top,  and  then  come  three  or  four 
threads  imperfect  at  both  top  and  bottom.  These  last  do  not  enter  into  the  joint  at  all, 
but  are  incident  to  the  process  of  cutting  the  threads. 

The  thickness  of  the  pipe  under  the  root  of  the  thread  at  the  end  of  the  pipe  equals 
7'«0.0175D+0.025  inch. 

The  above  notes  on  Briggs'  Standard  were  taken  from  Paper  No.  1842,  "  American 
Practice  in  Warming  Buildings  by  Steam,''  presented  before  the  British  Institute  of 
Civil  Engineers  by  Robert  Briggs,  member  of  the  Institute.  It  is  contained  in  the 
Institute  Proceedings,  Vol.  LXXI,  Session  1882-83,  Part  I.  The  substance  of  that 
paper  is  quoted  quite  fully  in  the  report  of  the  Committee  on  Standard  Pipe  and  Pipe 
Threads  to  the  American  Society  of  Mechanical  Engineers  at  the  seventh  annual  meet- 
ing and  is  published  in  Vol.  VIII,  Paper  No.  226,  of  their  proceedings.  The  report 
was  accepted  by  the  American  Society,  December  29,  1886. 

Briggs'  Standard  was  adopted  by  the  manufacturers  of  wrought-iron  pipe  and  boiler 
tubes,  October  27,  1886,  and  indorsed  by  the  Manufacturers'  Association  of  Brass  and 
Iron,  Steam,  Gas  and  Water  Works,  December  8, 1886;  except  that  the  outside  diameter 
of  9-inch  pipe  was  changed  to  9.625  inches. 

By  trade  usage,  the  above  rules  have  been  extended  to  take  in  sizes  up  to  15  inches 
inclusive,  except  that  the  standard  thickness  is  0.375  inch,  with  the  outside  diameters 
given.  Pipes  larger  than  12  inches,  nominal  size,  are  known  by  their  outside  diameter. 
The  dimensions  have  also  been  extended  to  extra  strong  and  double  extra  strong  pipe, 
by  holding  the  outside  diameter  and  allowing  the  inside  diameter  to  decrease  accord- 
ing to  increase  in  thickness.^ 

The  following  table  gives  the  depth  of  different  pipe  and  casing  threads: 

8  threads  per  inch 0 .  100    inch 

10  threads  per  inch 080   inch 

11}  threads  per  inch 0696  inch 

14    threads  per  inch 0571  inch 

18    threads  per  inch 0444  inch 

27    threads  per  inch 0296  inch 

Lubrication  of  threaded  joints. — In  order  to  prevent  galling,  careful  attention  should 
be  given  to  the  proper  lubrication  of  joints  before  screwing  on  either  in  the  shop  or  in 
the  field.  Before  a  joint  is  made  up  in  the  field  the  threads  should  be  thoroughly 
cleaned  free  from  sand  or  dirt,  and  coated  with  a  well-mixed  threading  "  dope  "  or  lubri- 
cant.    The  following  mixtures  have  proved  satisfactory  for  this  purpose. 

Lvbricant  for  Threaded  Joints 

Per  cent 

Tallow 33.4 

White  lead 23.2 

Graphite 2.9 

Neutral  oil 40.6 

or 

Pounds 

Sylvan  number  2  cup  grease 100 

Sterling  white  lead 35 

Ground  graphite 8 

Galling  is  caused  by  some  portions  of  the  metal  of  the  threads  coming  together 
under  great  pressiu-e  so  that  portions  of  the  male  and  female  threads  practically  unite. 
The  result  is  a  torn  or  stripped  thread.    Care  in  threading  and  thorough  lubrication 

1  Book  of  Standarda,  1017  Edition,  National  Tube  Company. 
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will  go  far  towards .  eliminating  this  trouble.    Special  non-galling  oouplings  are  now 
made  which  have  less  tendency  to  stick  to  the  pipe. 

Trade  Customs  and  MiU  Practice  of  National  Tvbe  Company 

1.  All  weights  are  figured  on  the  basis  of  1  cubic  inch  of  steel  weighing  .2833  pound 
and  iron  2  per  cent  less. 

2.  All  material  will  be  cut  to  length  when  so  ordered,  with  extreme  variation  not 
exceeding  \  inch  over  or  under,  unless  otherwise  arranged. 

3.  All  pipe  is  threaded  to  American  (Briggs')  standard. 

4.  In  ordering,  desired  weight  or  thickness,  but  not  both,  should  be  designated. 

5.  AH  weights  given  in  the  tables  are  limited  to  three  decimal  places. 

6.  The  outside  diameter  of  all  classes  of  pipe,  casing,  tubing,  tubes,  etc.,  heavier 
than  standard,  is  the  same  outside  diameter  as  standard,  the  extra  thickness  always 
being  on  the  inside. 

7.  Pipe  and  tubing  are  known  and  spoken  of  by  their  nominal  inside  diameters  from 
\  inch  to  12  inches,  inclusive.     Casing  is  known  by  its  nominal  inside  diameter. 

8.  Above  12  inches  inside  diameter,  pipe  and  tubing  are  always  known  and  spoken 
of  by  their  outside  diameters,  and  when  ordering,  thickness  desired  must  be  specified. 

9.  AH  dimensions  of  tubular  materials  are  subject  to  change  without  notice. 

10.  For  illustrations  showing  joints  see  pages  686  to  693,  752  and  756. 

11.  On  orders  calling  for  commercial  sizes  of  pipe  which  are  finished  with  threads 
and  couplings,  in  sizes  \  inch  to  12  inches  inclusive,  and  where  orders  specify  quantity 
in  lineal  feet,  it  is  understood  that  random  lengths  fitted  with  threads  on  both  ends 
and  coupling  on  one  end  will  be  shipped  and  the  measurement  is  charged  from  end  to 
end,  that  is,  over-all  including  coupling. 

If  cut  lengths  of  any  size  are  ordered  instructions  must  appear  on  the  face  of  the 
order  whether  plain  ends,  threads  only,  or  threads  and  couplings  are  required.  The  mill 
then  cuts  the  pipe  proper  to  the  length  specified  for  plain  ends  and  threads  only,  but  if 
cut  lengths  with  threads  and  couplings  are  specified,  the  practice  is  the  same  with  the 
exception  that  the  couplings  are  charged  separately,  whether  they  are  shipped  looec 
or  screwed  on  the  pipe.  On  larger  sizes;  namely,  14  inch  "  O.  D."  and  larger,  informa- 
tion must  appear  on  the  order  as  to  whether  plain  ends,  threads  only,  or  threads  and 
couplings  are  required,  inasmuch  as  these  large  sizes  are  customarily  held  in  stock  in 
plain  ends,  subject  to  order  as  to  the  necessary  requirements  in  regard  to  threads  only 
or  threads  and  couplings. 

In  figuring  on  lineal  feet  of  pipe  required  for  laying  long  lines,  customer  should  make 
allowance  when  figuring  on  pipe  fitted  with  threads  and  couplings  for  the  distance  that 
pipe  is  screwed  into  coupling  when  assembling  in  the  field — ^the  customary  allowance 
being  one-half  the  length  of  the  coupling. 

Specification  for  Standard  Welded  Pipe* 

1.  Material. — Welded  pipe  is  to  be  made  of  uniformly  good  quality  soft  weldable 
steel  rolled  from  sohd  ingots.  Sufi&cient  crop  shall  be  cut  from  the  ends  to  insure 
sound  material,  and  the  steel  shall  be  given  the  most  approved  treatment  in  heating 
and  rolling. 

2.  Process  of  manufacture. — AH  pipe  shall  be  made  either  by  the  lap  or  butt-weld 
process  as  specified  on  order  according  to  the  best  methods  and  practice. 

3.  Surface  inspection. — The  pipe  must  be  reasonably  straight  and  free  from  blisters, 
cracks  or  other  injurious  defects.  Liquor  marks  incidental  to  the  manufacture  of  lap- 
welded  pipe  will  not  be  considered  as  surface  defects.  The  pipe  shall  not  vary  more 
than  1  per  cent  either  way  from  being  perfectly  round  or  true  to  the  standard  outside 

1  National  Tubo  Company,  November  1,  1011.    Specification  No.  1 
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diameter,  except  on  the  small  sues  where  a  variation  of  -fi  inch  will  be  accepted.    The 
pipe  must  not  vary  more  than  5  per  cent  either  way  from  standard  weight. 

4.  Threading  and  reaming. — Where  required,  the  pipe  must  have  a  good  Briggs' 
standard  thread,  which  wUl  make  a  tight  joint  when  tested  by  hydraulic  pressure  at 
the  mill.  The  thread  must  not  vary  more  than  1}  tiuns  either  way  when  tested  with  an 
American  standard  working  gage.    AH  burrs  at  the  ends  are  to  be  removed. 

5.  Internal  pressure  test. — The  following  test  pressures  will  be  applied  to  the  respect- 
ive sizes  of  standard  butt-  and  lap-weld  pipe  as  indicated  in  table: 

Test  Pressures  far  Standard  Pipe 


Nominal  size 


\  inch  to  2  inches  (inclusive) 

2\  inches  and  3  inches 

Up  to  8  inches 

9  and  10  inches 

11  and  12  inches 

13  and  14  inches 

15  inch 


Method  of 

Test  pressure, 

manufacture 

pounds 

Butt-weld 

700 

Butt-weld 

800 

lap-weld 

1000 

lap -weld 

900 

Lap-weld 

800 

Lap-weld 

700 

Lap-weld 

600 

On  8, 10  and  12-inch  sizes  which  have  more  than  one  weight  as  standard,  the  hydraulic 
test  pressure  is  shown  for  the  heaviest  weight. 

6.  Testing  of  material. — ^The  steel  from  which  the  pipe  is  made  must  show  the 
following  physical  properties: 

Physical  Tests  far  Steel  for  Pipes 

Tensile  strength Over  50,000  pounds 

Elastic  limit Over  30,000  pounds 

Elongation  in  8  inches 18  per  cent 

Reduction  in  area 50  per  cent 

A  test  piece  cut  lengthwise  from  the  pipe  and  filed  smooth  on  the  edges  should  bend 
through  180°  with  an  inner  diameter  at  the  bend  equal  to  the  thickness  of  the  material, 
without  fracture. 

7.  Couplings. — ^The  material  to  be  sound  and  free  from  injurious  defects.  Threads 
must  be  clean-cut,  tapped  straight  through  and  of  such  pitch  diameter  as  will  make 
a  tight  joint.    The  ends  must  be  countersunk. 

8.  Thread  protection. — Solid  tapped  rings  or  split  couplings  will  be  provided  as 
thread  protectors  on  all  sizes  4  inches  in  diameter  or  larger.  Protection  will  be  pro- 
vided for  smaller  sizes  when  specifically  called  for  on  order. 

9.  All  tests  shall  be  made  at  mill. 

Standard  Specifications  for  "National"  Line  Pipe^ 

1.  Process. — (a)  The  steel  shall  be  of  soft  weldable  quality  made  by  the  Bessemer 
process.     (6)  All  line  pipe  manufactured  under  these  specifications  shall  be  lap-welded. 

2.  Chemical  composition. — The  steel  shall  conform  to  the  following  requirements 
as  to  chemical  composition: 

1  National  Tube  Company  Beflsemer  Line  Pipe  Specification,  No.  1-C,  April  1,  1910,  Superseding 
Specification  No.  1-B,  October  1,  1916. 
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Chemical  Composiiion  for  Steel  for  Pipes 

Per  Cent 

Carbon Not  over  0.09 

Manganese 0.30  to  0.60 

Phosphorus Not  over  0.10 

Sulphur Not  over  0.06 

3.  Ladle  analyses. — ^An  anal3r8is  of  each  melt  of  steel  shall  be  made  by  the  manufac- 
turer to  determine  the  percentage  of  carbon  and  manganese  and  an  analysis  of  each 
tenth  melt  to  determine  the  percentages  of  phosphorus  and  sulphur.  These  analyses 
shall  be  made  from  test  ingots  taken  during  the  pouring  of  the  melts.  The  chemical 
composition  thus  determined  shall  be  reported  to  the  purchaser  or  his  representa- 
tive if  required,  and  shall  conform  to  the  requirements  specified  in  the  previous 
paragraph. 

4.  Check  analysis. — An  analysis  may  be  made  by  the  purchaser  from  a  broken  ten- 
sion test  specimen  representing  each  melt. 

The  phosphorus  and  sulphur  content  thus  determined  shall  not  exceed  that  speci- 
fied in  paragraph  2  by  more  than  25  per  cent. 

5.  Tension  tests. — (a)  The  material  shall  conform  to  the  following  minimum  require- 
ments as  to  tensile  properties: 

Tensile  strength,  pounds  per  square  inch 50,000 

Yield  point,  pounds  per  square  inch 30,000 

Elongation  in  8  inches,  per  cent 20 

(&)  The  yield  point  shall  be  determined  by  the  drop  of  the  beam  of  the  testing 
machine. 

6.  Hydrostatic  tests. — ^All  pipe  shall  be  tested  at  the  mill  to  the  hydrostatic  pressures 
specified  in  the  foUowing  table: 

Hydrostaiic  Pressures  for  Pipe 

Test  pressure, 
pounds  per 
Nominal  size  square  inch 

2}  and  3  inches 1800 

3i  inches 1700 

4  and  4i  inches 1600 

5  and  6  inches 1500 

7  inches 1200 

8  inches  (25.414  pounds  per  foot) 1000 

8  inches    (29.213  pounds)   and  9   inches 

(34.612  pounds) 1200 

10  inches  (32.515  pounds) 800 

10  inches  (35.504  pounds) 900 

10  inches  (41.644  pounds) 1000 

11  inches 900 

12  inches  (45.217  pounds) 800 

12  inches  (50.916  pounds) 900 

13,  14.  15  and  17  inches  O.  D 750 

18  inches  O.  D 700 

20  inches  O.  D 660 
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7.  Flattening  test. — A  section  of  pipe  not  less  than  4  inches  long  cut  from  the  ends 
of  each  length  of  pipe  shall  be  flattened  between  parallel  plates  untD  the  distance 
between  the  plates  is  |  the  outside  diameter  of  the  pipe  without  showing  cracks  or  open- 
ing at  the  weld.  The  test  shall  be  made  with  the  weld  at  45°  from  the  point  of  maxi- 
mum bend.  If  any  section  fails  another  piece  may  be  cut;  should  the  second  test  fail, 
the  pipe  shall  be  rejected. 

8.  Test  specimens. — (a)  Tension  test  specimens  shall  be  taken  longitudinally  from 
the  finished  pipe.  They  shall  be  of  the  full  thickness  of  material,  and  may  be  machined 
to  the  form  and  dimensions  shown  in  Fig.  I,  A.  S.  T.  M.  Standards,  1918,  or  with  both 
edges  parallel.  The  specimen  shall  not  be  flattened  before  testing.  (6)  The  sections 
cut  for  flattening  test  may  be  machined  on  the  ends  to  remove  burrs. 

9.  Number  of  tests. — (a)  One  tension  test  may  be  made  from  a  pipe  in  each  lot  of 
200  or  less,  of  each  size.  Each  length  shall  be  subjected  to  the  hydrostatic  and  flat- 
tening test  specified  in  paragraphs  6  and  7.  (6)  If  any  test  specimen  shows  defective 
machining  or  develops  flaws,  it  may  be  discarded  and  another  specimen  substituted, 
(c)  If  the  percentages  of  elongation  of  any  tension  test  specimen  is  less  than  that  sp>eci- 
fied  in  paragraph  5  (a)  and  any  part  of  the  fracture  is  outside  the  middle  third  of  the 
gage  length,  as  indicated  by  scribe  scratches  marked  on  the  specimen  before  testing, 
a  retest  shall  be  allowed. 

10.  Retests. — If  the  results  of  the  ph3rsical  tests  of  any  lot  do  not  conform  to  the 
requirements  specified  in  paragraph  5,  retests  of  two  additional  pipes  shall  be  made, 
each  of  which  shall  conform  to  the  requirements  specified. 

11.  Permissible  variations  in  size,  weight  and  length. — (a)  The  outside  diameter 
shall  not  vary  more  than  1  per  cent  over  or  under  the  standard  size.  (&)  The  weight 
of  the  pipe  shall  not  vary  more  than  5  per  cent  over  or  under  that  specified,  (c)  The 
lengths  of  the  pipe  shipped  shall  average  not  less  than  17  feet  6  inches  for  the  entire 
order.  Not  more  than  5  per  cent  of  the  entire  order  may  consist  of  two  pieces  coupled 
together. 

12.  Threading  and  reaming. — ^All  pipe  shall  have  a  good  Briggs'  standard  thread 
which  will  make  a  tight  joint  when  tested  by  hydrostatic  pressure  at  the  mill.  The 
thread  shall  not  vary  more  than  1}  turns  either  way  when  tested  with  a  standardized 
ring  or  coupling.     All  burrs  at  the  ends  of  the  pipe  shall  be  removed. 

Solid  tapped  rings  or  split  couplings  shall  be  provided  as  thread  protectors  on  all 
sizes  4  inches  in  diameter  or  larger.  Protection  shall  be  provided  for  smaller  sizes 
when  specified  on  the  order. 

13.  Couplings. — The  material  shall  be  sound  and  free  from  injurious  defects. 
Threads  shall  be  clean-cut,  of  such  pitch  diameter  as  will  make  a  tight  joint  and  tapered 
to  fit  the  Briggs'  standard  thread  on  the  pipe.     The  ends  shall  be  recessed. 

14.  Marking. — The  length,  the  test  pressure  in  pounds,  and  "  Line  "  shall  be 
stenciled  on  each  length  of  pipe,  and  on  sizes  6  inches  and  larger,  except  dipped  or 
coated  pipe,  the  weight  of  each  length  shall  be  stenciled. 

15.  Finish. — ^The  finished  pipe  shall  be  reasonably  straight  and  free  from  injurious 
defects. 

16.  Inspection. — (a)  The  inspector  representing  the  purchaser  shall  have  free  entry 
at  all  times  while  work  on  the  contract  of  the  purchaser  is  being  performed,  to  all  parts 
of  the  manufacturer's  works  which  concern  the  manufacture  of  the  pipe  ordered.  The 
manufacturer  shall  afford  the  inspector,  free  of  cost,  all  reasonable  facilities  to  satisfy 
him  that  the  pipe  is  being  furnished  in  accordance  with  these  specifications,  (b)  All 
tests  and  inspections  shall  be  made  at  the  place  of  manufacture  and  shall  be  so  conducted 
as  not  to  interfere  unnecessarily  with  the  operation  of  the  works. 
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Standard  SpedficoHona  for  Operirhearth  "  National  "  Line  Pipe  ^ 

The  specifications  for  open-hearth  "  National  **  line  pipe  are  identical  with  those 
for.  Bessemer  National  line  pipe,  with  the  exception  that  in  chemical  composition  the 
carbon  shall  not  be  over  0.15,  phosphorus  shall  not  be  over  0.10,  and  sulphur  shall  not 
be  over  0.06.  The  tensile  strength  shall  be  50,000  poimds  per  square  inch,  the  yield 
point  30,000  pounds  per  square  inch,  and  the  elongation  20  per  cent  in  8  inches. 

(6)  All  tests  and  inspections  shall  be  made  at  the  place  of  manufacture  and  shall 
be  so  conducted  as  not  to  interfere  unnecessarily  with  the  operation  of  the  works. 

AMERICAN   SOCIETY  FOR  TESTING  MATERIALS  SPECIFICATION   FOR 

WELDED  AND  SEAMLESS  STEEL  PIPE 

Serial  Designation:  A  53-21 

Issued,  1920;  Revised,  1921 

1.  Material  covered. — These  specifications  cover  "  standard  ''  and  '*  extra  strong  " 
welded  and  seamless  steel  pipe,  but  not  '^  double  extra  strong  "  pipe.  Pipe  ordered 
under  these  specifications  are  intended  for  bending,  flanging  and  other  special  purposes. 

I.   Manufacture 

2.  Process. — (a)  The  steel  for  welded  pipe  shall  be  of  soft  weldable  quality  made 
by  the  Bessemer  or  open-hearth  process.  The  steel  for  seamless  pipe  shall  be  made 
by  the  open-hearth  process. 

(6)  Welded  pipe  3  inches  or  under  in  nominal  diameter  may  be  butt-welded,  unless 
otherwise  specified.  Welded  pipe  over  3  inches  in  nominal  diameter  shall  be  lap- 
welded. 

II.  Chemical  Properties  and  Tests 

3.  Chemical  composition. — Open-hearth  steel  shall  conform  to  the  following  require- 
ment as  to  chemical  composition: 

Phosphorus not  over  0 .05  per  cent 

III.  Physical  Properties  and  Tests 

4.  Tension  tests. — (a)  The  material  shall  conform  to  the  following  minimum 
requirements  as  to  tensile  properties: 


Welded 

Seamless 

Bessemer 

Open-hearth 

Open-hearth 

Tensile  Strength,  poimds  per  square  inch .  . . 

Yield  point,  pounds  per  square  inch 

Elongation  in  8  inches,  per  cent 

50,000 
30,000 

18 

45,000 

25,000 

20 

48,000 

26,500 

18 

(6)  The  yield  point  shall  be  determined  by  the  drop  of  the  beam  of  the  testing 
machine. 

5.  Hydrostatic  tests. — (a)  Welded  pipe  shall  be  tested  at  the  mill  to  the  hydro- 
static pressures  specified  in  Table  1. 

>  National  Tube  Company  open-hearth  line  specification  No.  2-A,  April  1,  1019,  aupenedinc  ■peri- 
fication  No.  2,  October  1,  1912. 
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Table  1 


H^/drosUdic  Pressures  for  Welded  Steel  Pipe 
(Pressures  expressed  in  pounds  per  square  inch) 


(BUok  and  galvsniMd) 


"Standard' 

'Pipe 

"Extra  Strong" 

Pipe 

Sue 

(Nominal 

infride 

diameter), 

inches 

Weight  of 
pipe  per 
linear  foot, 
threaded  and  Bui 

tt-T» 

eld    Ijap-weld 

Weight  of 

pipe  per 

linear  foot, 

Butt-weld 

Lap-weld 

with 

plain  ends, 

couplings, 

pounds 

pounds 

i 

70( 

•   ■   ■   ■ 

700 

I 

70( 

700 

i 

70C 

700 

i 

70( 

700 

i 

70C 

700 

1 

70( 

700 

U 

70C 

)             1000 

1500 

2500 

U 

70( 

)             1000 

1500 

2500 

2 

70C 

)             1000 

1500 

2500 

2i 

80C 

)             1000 

1500 

2000 

3 

80( 

)             1000 

1500 

2000 

3i 

1000   • 

•   •   •   ■ 

2000 

4 

1000 

■   «   ■   • 

2000 

4J 

1000 

■   ■   •   ■ 

1800 

5 

1000 

•   •   ■   ■   ■ 

•   ■   ■   • 

1800 

6 

1000 

•   •   •   « 

1800 

7 

1000 

■   ■   •   ■ 

1500 

8 

25 

.00 

800 

8 

28 

.81 

1000 

43 

.39 

•   •   «   • 

1500 

9 

34 

.19 

900 

48 

.73 

•   •   ■   • 

1200 

10 

32 

.00 

600 

10 

35 

.00 

700 

10 

41 

.13 

900 

64.74 

•   •   •   • 

1000 

11 

46 

.25 

800 

60.08 

•   •   •   • 

1000 

12 

45 

.00 

600 

12 

50 

.71 

800 

65.42 

•   ■   «   • 

1000 

For  pipes  over  12  inohes  in  inside  diametert  the  test  pressures  should  be  calculated  by  the  formula, 

281 
P ■"---•  in  which  P»  pressure  in  pounds  per  square  inch;   £("■  fiber  stress  ■-12,000  pounds  per  square 

ineh;   <» thickness  of  wall  in  inches;   Z>» inside  diameter  in  inches. 
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(6)  Seamless  pipe  shall  be  tested  at  the  mill  to  hydrostatic  pressures  not  exceeding 
that  required  by  the  formula: 

D  ' 
in  which  P= pressing  in  pounds  per  square  inch; 

iS~ allowable  fiber  stress  =  16,000  poimds  per  square  inch; 
<= thickness  of  wall  in  inches; 
D»  inside  diameter  in  inches. 

6.  Flattening  tests. — (a)  For  lap-welded  pipe  over  2  inches  in  diameter,  a  section 
of  pipe  6  inches  long  shall  be  flattened  between  parallel  plates  until  the  distance 
between  the  plates  is  one-third  the  outside  diameter  of  the  pipe  with  the  weld  located 
45**  from  the  line  of  direction  of  the  applied  force,  without  developing  cracks. 

(&)  For  butt-welded  pipe  over  2  inches  in  diameter,  a  section  of  pipe  6  inches  long 
shall  be  flattened  between  parallel  plates  until  the  distance  between  the  plates  is  60 
per  cent  of  the  outside  diameter  of  the  pipe  with  the  weld  located  45**  from  the  line 
of  direction  of  the  appUed  force,  without  developing  cracks. 

7.  Bend  tests. — For  pipe  2  inches  or  under  in  diameter,  a  sufficient  length  of  pipe 
shall  withstand  being  bent  cold  through  90**  around  a  cylindrical  mandrel,  the  diameter 
of  which  is  12  times  the  nominal  diameter  of  the  pipe,  without  developing  cracks  at 
any  portion  and  without  opening  the  weld. 

8.  Test  specimens. — (a)  Test  specimens  shall  consist  of  sections  cut  from  a  pipe. 
They  shall  be  smooth  on  the  ends  and  free  from  burrs. 

(6)  Tension  test  specimens  shall  be  longitudinal, 
(c)  All  specimens  shall  be  tested  cold. 

9.  Number  of  tests. — One  of  each  of  the  tests  specified  in  Sections  4,  6  and  7  may 
be  made  on  a  length  in  each  lot  of  500  or  less,  of  each  size.  Each  length  shall  be 
subjected  to  the  hydrostatic  test. 

10.  Retests. — If  the  results  of  the  physical  tests  of  any  lot  do  not  confonn  to  the 
requirements  specified  in  Sections  4,  6  and  7,  retests  of  two  additional  pipes  shall  be 
made,  each  of  which  shall  conform  to  the  requirements  specified. 

IV.   Standard  Weights 

11.  Standard  weights. — (a)  The  standard  weights  for  pipe  of  various  inside  diam- 
eters are  given  in  Table  2. 

(&)  Nipples  shall  be  cut  from  pii)c  of  the  same  weight  and  quality  as  dcscrilx'd  in 
these  specifications. 

12.  Permissible  variations. — ^The  weight  of  the  pipe  shall  not  vary  more  than 
5  per  cent  from  that  specified  in  Table  2. 

13.  Lengths. — Unless  otherwise  specified,  pipe  shall  be  furnished  as  to  lengths  in 
accordance  with  the  following  regular  practice: 

(a)  Standard  pipe  shall  be  in  random  lengths  of  16  to  22  feet,  but  not  more  than 
5  per  cent  of  the  total  number  of  lengths  may  be  "  jointers,"  which  are  two  pieces 
coupled  together.  When  ordered  with  plain  ends,  5  per  cent  may  be  in  lengths  of  12  to 
16  feet. 

(&)  Extra  strong  pipe  shall  be  in  random  lengths  of  12  to  22  feet.  Five  per  cent 
may  be  in  lengths  of  6  to  12  feet. 

V.   Workmanship  and  Finish 

14.  Workmanship. — For  pipe  IJ  inches  or  under  in  inside  diameter,  the  outside 
diameter  at  any  point  shall  not  vary  more  than  -^  inch  over  nor  more  than  A  inch 
under  the  standard  size.  For  pipe  2  inches  or  over  in  inside  diameter,  the  outside 
diameter  shall  not  vary  more  than  1  per  cent  over  or  under  the  standard  size. 
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Table  2 
Standard  Weights  and  Dimensions  of  Welded  and  Seamless  Steel  Pipe 

(BUck  and  galvaniied) 


"Standard"  Pipe 

"Extra  Strong"  Pipe 

Size 

(Nominal 

inside 

diameter), 

inches 

Weight  of 
pipe  per 

Weight  of 

Outside 

diameter, 

inches 

Number  of 
threads 
per  inch 

Thickness, 
inch 

linear  foot, 
threaded 
and  with 

Thickness, 
inch 

pipe  per 
linear  foot, 
plain  ends, 

couplings, 

pounds 

pounds 

i 

0.405 

27 

0.068 

0.25 

0.095 

0.31 

i 

0.540 

18 

0.088 

0.43 

0.119 

0.64 

i 

0.675 

18 

0.091 

0.57 

0.126 

0.74 

i 

0.840 

14 

0.109 

0.85 

0.147 

1.09 

i 

1.050 

14 

0.113 

1.13 

0.154 

1.47 

1 

1.315 

llj 

0.133 

1.68 

0.179 

2.17 

U 

1.660 

Hi 

0.140 

2.28 

0.191 

3.00 

U 

1.900 

Hi 

0.145 

2.73 

0.200 

3.63 

2 

2  375 

Hi 

0.154 

3.68 

0.218 

5.02 

2} 

2.875 

8 

0.203 

5.82 

0.276 

7.66 

3 

3.500 

8 

0.216 

7.62 

0.300 

10.25 

3i 

4.000 

8 

0.226 

9.20 

0.318 

12.51 

4 

4.500 

8 

0.237 

10.89 

0.337 

14.98 

4i 

5.000 

8 

0.247 

12.64 

0.355 

17.61 

5 

5.563 

8 

0.258 

14.81 

0.375 

20.78 

6 

6.625 

8 

0.280 

19.19 

0.432 

28.57 

7 

7.625 

8 

0.301 

23.77 

0.500 

38.05 

♦8 

8.625 

8 

0.277 

25.00 

8 

8.625 

8 

0.322 

28.81 

0.500 

43.39 

9 

9.625 

8 

0.342 

34.19 

0.500 

48.73 

♦10 

10.750 

8 

0.279 

32.00 

*10 

10.750 

8 

0.307 

35  00 

10 

10.750 

8 

0.365 

41.13 

0.500 

54.74 

11 

11.750 

8 

0.375 

46.25 

0.500 

60.08 

♦12 

12.750 

8 

0.330 

45.00 

12 

12.750 

8 

0.375 

50.71 

0.500 

65.42 

*  Unless  specifically  stated  on  the  order  the  lighter  weights  will  not  be  furnished.  Weights  given 
in  the  table  are  for  pipes  up  to  and  including  12  inches  in  nominal  inside  diameter,  with  threaded  ends 
and  couplings;  sixes  larger  than  those  shown  in  the  table  are  measured  by  the  outside  diameter  and 
will  be  furnished  with  plain  ends  unless  otherwise  specified;  for  such  siies  it  will  be  necessary  to  accept 
Manufacturer's  weights  or  calculate  the  weights  on  the  basis  of  1  cubic  inch  of  steel  weighing  0.2833 
pound. 
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15.  Ends. — Unless  otberwiae  q>eci6ed,  pipe  shall  conform  to  the  following  regular 
practice: 

(a)  Each  end  of  Standard  welded  pipe  AiaM  be  threaded. 

(6)  Extra  strong  welded  pipe  and  staadard  and  extra  strong  seamles  pipe  shaU 
be  furnished  with  plain  ends. 

Illreads. — (e)  All  threads  shall  be  in  accordance  with  the  American  Standard  > 
and  cut  so  as  to  make  a  tight  joint  when  the  pipe  is  tested  at  the  mill  to  the  specified 
intcmal  hydrostatic  pressure.  The  variation  from  the  standard,  when  tested  with  tbe 
standard  working  gage,  shall  not  exceed  a  maximum  of  one  and  one-h^  turns  either  way. 

Coalings. — (d)  Each  length  of  threaded  pipe  shall  be  provided  with  one  coupling, 
having  clean-cut  threads  of  such  a  pitch  diameter  as  to  make  a  tight  joint.  Couplings 
may  be  made  of  wrought  iron  or  steel. 

16.  Finish. — ^The  finished  pipe  shall  be  reasonably  straight  and  free  from  mjurioua 
defects.    All  burrs  at  tbe  ends  of  the  pipe  shall  be  removed. 

VI.    Inspection  ANn  REJEcnoN 

17.  Inspection. — The  inspector  representing  the  purchaser  shall  have  free  entry,  at 
all  times  while  work  on  the  contract  of  the  purchaser  is  being  performed,  to  all  parts 
of  tbe  manufacturer's  works  which  concern  the  manufacture  of  the  pipe  ordered. 
The  manufacturer  shall  afford  the  inspector,  free  of  charge,  all  reasonable  facilities 
to  satisfy  him  that  the  pipes  are  being  furnished  in  accordance  with  tbeoe  specificationH. 
All  t«stB  and  inspection  shall  be  made  at  the  place  of  manufacture  prior  to  shipment, 
unless  otberwiae  specified,  and  shall  be  so  conducted  as  not  to  interfere  unnecessarily 
with  the  operation  of  the  works. 

18.  Rejecdon. — Each  length  of  pipe  which  develops  injuriouH  detects  in  shop 
working  or  application  will  be  rejected,  and  the  manufacturer  diall  be  notified. 

PiPB    AND   SpECIAI.  JoINTS   UbED   IN   THE   Ou.   CoUNTHr 

The  illustrations,  Figs.  3  to  10  inclusive,  show  some  of  the  pipe  joints  that  at« 
widely  used  in  the  industries  related  to  drilling. 

Care  in  hsn tiling  Joints. — To  get  tbe  best  results  in  drilling,  to  save  time  and  increase 
tbe  life  of  the  casing,  considerable  care  should  be  taken  in  handling  the  joints. 


Pla.  43.— S^noh  workii^  burel. 

Lubrication  of  jomts. — Joints  will  screw  on  and  off  much  more  readily  if  the  threads 
on  both  pipe  and  coupling  have  been  previously  cleaned  of  sand  and  grit  and  treated 
with  a  good  application  of  heavy  oil  or  grease  which  has  been  mixed  with  graphite. 

Working  barrels. — The  working  barrels,  siies  and  weights  of  which  are  given  in 
table  shown  below  are  manufactured  from  specially  made  lap-welded  pipe.  The  steel 
from  which  thcee  lap-welded  pipes  are  made  is  of  a  special  composition  with  a  view  to 
obtaining  a  hard,  smooth  surface  in  the  finished  working  barrel. 

■  A  i»mplel«  dcacnption  of  the  Amcrian  Standard  Pipe  Thrud  i*  eonUiaDd  in  the  Pipe  Thiwd 
Standard  prepared  under  tbe  ■ponwrship  of  the  American  Gai  AiaodaliDD  and  tbe  AiDerican  Bocieif 
of  Mechanical  Enpneen  and  approved  aa  AntariooD  Standard  by  the  Ame 
Committea. 
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PIPE  STANDARDS 


Working  barrelH  are  made  from  a  special  grade  ot  Up-welded  Beaecmer  steel  pipe 
carrying  about  0.5  per  cent  manganese.     The  pipe  is  given  Beverai  cold-draning  oper- 
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Flo.  44. — SHoeb  wQrkii 


This  process  of  manufacturing  working  barrels  makee  them  esperi^y  adapted  aod 
■uit«d  for  the  hard  service  to  which  they  are  subjected  in  pumpiog. 


COHKOStON  AKD  PROTECTIVE  CoATINQB 

Corrosion  of  wrought  Iron  and  steel  in  geaosl. — While  there  is  a  vast  difTermoe  m 
the  amount  of  corrosion  of  iron  and  steel  under  different  conditions,  and  while  it  haa 
been  proved  that  the  relative  corrosion  of  these  metals  also  varies  decidedly  with  sur- 
rounding conditions,  there  are  certain  fundamental  causes  whiuh  underlie  all  caaei 
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of  oorrosion  and  which  should  be  understood  by  those  interested  in  this  problem  in  any 
of  its  phases. 

Every  metal  when  placed  in  water  is  subjected  to  a  fixed  tendency  to  go  into  solu- 
tion. This  is  wholly  a  matter  of  electrochemical  activity  and  varies  to  a  definite  extent 
with  each  metal.  Thus  the  initial  reaction  in  the  process  of  corrosion  is  analogous  to 
solution  in  acid,  pure  water  being  in  effect  a  very  weak  acid.  The  acidity  of  the  water 
depends  on  the  concentration  of  the  so-called  hydrogen  ions  in  water  which  determines 
the  initial  speed  of  attack.  As  in  all  electrochemical  reactions,  however,  the  initial 
speed  of  solution  soon  slows  down  as  the  numerous  electrochemical  couples  which  form 
over  the  surface  of  the  metal  become  "  polarized  "  due  to  the  acciunulation  of  hydro- 
gen on  their  cathodic  surfaces,  ultimately  stopping  the  solution  of  the  metal.  In  the 
case  of  iron  a  small  amount  of  the  metal  (Leaa  than  10  p.p.m.)  is  dissolved  as  ferrous 
hydrate,  which  also  has  a  decided  retarding  action  on  the  solution  of  the  metal.  This, 
the  first  stage  of  the  corrosion  of  iron  and  steel,  while  essential,  is  not  a  serious  matter 
if  the  reaction  between  water  and  iron  can  be  stopped  at  this  point.  As  a  matter  of 
fact  this  reaction  cannot  proceed  unless  in  some  way  or  other  the  hydrogen  film  pro- 
tecting the  metal  is  removed.  This  is  iisually  brought  about  by  means  of  something 
in  the  nature  of  a  depolarizer,  general  free  oxygen,  which  also  combines  with  ferrous 
hydrate,  forming  insoluble  ferric  hydrate,  commonly  known  as  rust. 

This,  the  second  stage  of  corrosion,  is  thus  caused  by  the  oxidation  of  hydrogen 
and  ferrous  hydrate  in  solution  by  the  free  oxygen  of  the  atmosphere.  Oxygen  is  soluble 
in  water  at  normal  temperature  to  the  extent  of  about  ten  parts  by  weight  per  million 
(7  C.C.  per  liter)  and  as  water  readily  absorbs  more  oxygen  when  this  element  is  used 
up,  as  in  rusting  under  atmospheric  conditions,  it  will  be  seen  that  under  such  condi- 
tions the  reaction  will  continue  until  the  metal  has  all  been  destroyed,  or  the  reaction 
may  be  brought  to  a  stop  at  any  time  through  exhaustion  of  the  available  supply  of 
oxygen.  The  latter  case  is  illustrated  in  any  closed  water  system,  as  in  the  case  of  any 
metallic  water  pipe  where  the  amount  of  free  oxygen  will  be  foimd  to  drop  as  the  water 
traveb  from  the  inlet  so  that  if  the  pipe  is  long  enough  the  corrosion  will  finally  be 
reduced  to  a  negligible  amount. 

The  deterioration  of  water  and  oil  lines  is  caused  mainly  by  outside  corrosion  due  to 
soil  conditions,  which  resemble  more  nearly  corrosion  under  water  than  atmospheric 
corrosion.  Internal  corrosion  of  oil  lines  from  corrosive  water  intermixed  with  the 
oil  is  sometimes  a  serious  condition  which  so  far  has  not  been  remedied.  Underground 
corrosion  may  be  accelerated  by  the  presence  of  certain  salts  or  acids  in  the  soil,  and 
by  the  more  ready  access  of  free  oxygen  either  by  direct  circulation  of  air  or  by  means 
of  underground  waters  which  have  become  charged  with  oxygen  and  carbonic  acid. 
The  corrosive  action  is  greatly  increased  by  a  rise  in  temperature  and  velocity  of  water 
within  certain  limits  and  by  contact  of  the  metal  with  any  materials  which  tend  to 
intensify  galvanic  action,  such  as  cinder  or  certain  kinds  of  mixed  trench  fitly  or  even  the 
heavy  mill  scale  formed  in  hot  finishing  of  the  pipe,  which  has  a  strong  tendency  where 
firmly  attached  to  localize  corrosion  and  thus  cause  pitting.  Rust  once  formed  on  the 
surface  also  has  this  effect  to  a  somewhat  lesser  extent. 

From  this  brief  outline  of  the  main  factors  which  tend  to  control  corrosion  it  will  be 
seen  how  important  it  is  to  keep  all  parts  of  the  pipe  from  contact  with  wet  soil  or  water, 
through  the  use  of  protective  coatings  of  substantial  thickness,  properly  applied. 

The  influence  of  the  composition  of  the  metal  under  most  conditions  does  not  seem  to 
have  much  effect  in  itself,  all  other  things  being  equal.  Where  wrought  iron,  Bessemer 
steel  and  basic  open-hearth  steel  have  been  in  service  thirty  years  or  more,  the  records 

NoTB. — Tho0e  who  want  to  go  into  further  details  of  the  mechaniam  of  corroBion  may  consult 
"Pteaervation  of  Hot  Water  Pipe,"  Speller  and  Knowland,  Trans.  Am.  Soo.  of  H.  &  V.  Engs., 
Vol.  24,  1018,  p.  217. 
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of  such  lines  show  failures  in  some  places  and  practically  no  corrosion  in  other  places, 
depending  on  soil  conditions,  drainage  and  other  factors.  It  is  very  difficult  to  make  a 
strict  comparison  of  two  or  more  materials  in  a  pipe-line  underground,  for  the  reason  that 
the  conditions  are  so  variable;  but  it  is  significant  that  wrought-iron  forged  couplings 
have  up  to  the  present  always  been  used  on  steel  pipe  and  so  far  as  can  be  learned  fit»n 
many  cases  examined  no  difference  in  the  depth  of  the  corrosion  has  been  found  although 
wrought-iron  couplings  are  hammer  forged  and  consequently  should  have  a  better 
structure  and  be  more  resistant  than  the  pipe.  So  far  as  the  metal  itself  is  concerned, 
the  factor  of  prime  importance  as  affecting  initial  corrosion  seems  to  be  the  surfaoe 
finish,  particularly  the  miU  scale  which  is  decidedly  electronegative  to  iron  and  there- 
fore is  a  more  or  less  powerful  accelerator  of  corrosion. 

Protection  against  exterior  corrosion. — From  the  above  it  will  be  understood  that 
the  main  object  of  protective  coatings  is  to  exclude  water  from  contact  with  the  metal. 

Such  coatings  as  are  available  at  present  are  by  their  very  nature  easily  damaged 
and  thus  rendered  practically  useless  if  subject  to  abrasion  after  being  applied.  No 
coating  has  yet  been  found  which  has  any  chance  of  protecting  such  a  material  as  oil- 
well  casing.  Most  of  what  follows  is  therefore,  applicable  mainly  to  line  pipe  or  water 
pipe  subjected  to  underground  corrosion. 

Before  any  coating  is  applied  in  the  field  all  loose  rust  or  scale  should  be  removed 
and  a  thin  priming  coat  applied  to  the  clean  dry  surfaoe  after  the  line  is  put  together 
and  ready  to  be  ditched.  Where  a  priming  coat  is  applied  at  the  place  of  manufacture, 
which  is  preferable,  the  surface  should  be  cleaned  and  freshened  up  before  any  further 
protective  coating  is  applied  in  the  field.  The  subsequent  protection  needed  depends 
on  conditions  which  should  be  determined  by  a  careful  survey  of  the  nature  of  the 
soil  and  drainage  of  the  territory  in  which  the  line  is  to  be  laid.  Old  oil  lines  which  were 
originally'  laid  without  any  more  protection  than  a  simple  coat  of  paint,  as  a  rule  have 
not  given  serious  trouble  for  more  than  10  per  cent  of  their  length.  Therefore  in  the 
interest  of  economy  it  is  obvious  that  the  places  which  are  likely  to  cause  trouble  should 
be  located  and  a  type  of  protection  selected  for  each  locality.  In  well-drained  sand  or 
clay  soils  a  second  coat  of  some  reputable  pipe  compoimd  may  be  all  that  is  necessary 
or  perhaps  one  coat  may  be  sufficient,  but  in  wet  marshy  places,  especially  where  the 
ground  water  is  corrosive,  a  much  more  substantial  waterproofing  will  be  neoessaiy. 
Wherever  the  ditch  can  be  drained  economically  it  will  of  course  be  of  considerable 
advantage  to  do  so. 

The  function  of  the  priming  coat  is  principally  to  afford  a  strong  bond  between 
the  thicker  protective  coating  and  the  metal,  and  is  essential  where  the  subsequent  coat 
is  applied  hot  to  the  cold  metal.  The  priming  coat  may  consist  of  coal  tar  or  a  pure 
asphalt  dissolved  in  naphtha  or  benzol  to  a  thin  consistency.  It  is  of  little  protective 
value  in  itself  as  is  true  of  paints  in  general,  when  underground.  To  be  of  any  practical 
value  where  underground  corrosion  is  known  to  occur,  a  non-porous  coating  of  sub- 
stantial thickness  is  required. 

Protective  coatings. — The  coatings  which  have  given  the  best  service  may  be 
classified  as: 

1.  Melted  bituminous  mixtures  which  can  be  safely  heated  to  350-400°  F.  with  a 
melting  point  of  about  150°  F.  may  be  applied  in  the  field  with  suitable  brushes  operated 
by  hand  or  mechanically.  Sometimes  a  coating  of  this  class  is  poured  over  the  pipe, 
the  surplus  being  caught  in  a  strip  of  canvas  about  30  inches  wide  held  by  two  men, 
by  which  means  the  coating  can  be  worked  evenly  over  the  under  side  of  the  pipe.  In 
this  way,  with  care  and  practice,  a  coating  from  i^  to  }  inch  thick  may  be  applied  with- 
out much  variation  in  thickness. 

The  well-known  dips  applied  at  the  works  by  manufacturers  come  under  this  head- 
ing.   Conditions  are  more  favorable  for  the  application  of  these  coatings  at  the  oull. 
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but  the  manufaeturer  has  to  take  into  consideration  the  problem  of  tmnsportinft  the 
pipe  without  injury  and  is  limited  as  to  the  coating  material  by  this  conaideration.     Most 
pipe  has  to  stand  a  wide  range  of  temperature  fluctuation  en  route  to  destination,  often 
03  much  B«  100°  F.    If  the  temperature  drops  below  the  brittle  point  the  coating  is 
liable  to  crack  off  and  if  the  solar  heat  absorbed  raises  the  temperature  of  the  coating 
above  the  melting  point  the  mixture  ruua.    In  addition  there  is  always  a  certain  amount 
of  damage  due  to  abrasion  in  handling,  all  of  which  neceaaitatea  careful  inspeotkin  and 
attention  to  repairs.    Coal-tar  pitch  when  properly  refined  makes  one  of  the  best  pre- 
servative   dips,    but    unfortu- 
natdy  the  range  between  the 
brittle  and  melting  points  of 
thia    material    rarely  exceeds 
45°  F.  so  that  an  asphalt  blend 
must  be  used  in  most  cases 
where    the    pipe    has    to    be 
shipped    any    distance    after 
coatioK.    Some  of  the  asphalt 
mixtures  which  have  been  de- 
veloped for  this  purpose  have 
a  temperature  range    (brittle 
point    Us    melting    point)    of 

120°  F.  or   130°  F.  and   have  Fio.  IT  — WnppioB  dipped  pipe  wiUi  utmt«d  telaia. 

proved    quite    satisfactory    in 

service.  The  absorption  of  solar  heat  may  be  hmited  considerably  by  dusting  the 
surface  of  the  pipe  with  Portland  cement  or  fine  white  sand.  A  coating  of  whitewash 
applied  over  the  sajided  surface  has  been  tried  and  was  found  to  keep  Ihe  temperature 
of  the  coating  down  to  atmospheric  temperature  under  the  summer  sun. 

2.  Under  some  conditions  the  coating  above  descrilied  may  be  reinforced  with  advan- 
tage by  a  strip  of  fabric  6  or  8  inches  wide  wound  spirally  around  the  pipe  while  the 
coating  is  hot.  This  is  easily  done  at  the  tnill  after  the  pipe  has  received  the  dip  coat 
by  means  of  a  machine  designed  for  the  purpose  (Fig,  47).  The  fabric  should  be  dried 
in  vacuum  and  saturated  by  passing  through  a  small  ttLok  of  the  asphaltic  mixture  as 
it  passes  on  to  the  pipe.  Naturally  it  is  possible  to  make  a  better  job  with  this  type  of 
coating  in  the  mills  while  the  pipe  is  clean  and  dry.  A  saturated  fabric  in  rolls  of  suitable 
size  would  be  convenient  for  this  purpose  in  the  field,  such  as  a  large-eize  electric  tape 
or  the  fabric  may  be  saturated  aft^r  application  by  a  final  coat  of  thin  consistency. 
This  method  of  protection  has  been  used  for  some  years,  having  been  found  to  give  good 
service,  and  has  become  standard  with  one  American  manufacturers  for  bell-and-spigot 
steel  water  pipe. 

3.  Where  the  ditch  is  wet  most  of  the  time,  especially  where  stray  electric  cur- 
rents are  hkely  to  occur  in  the  vicinity  of  the  pipe,  provision  should  be  made  to 
keep  these  stray  currents  olf  this  section  of  the  pipe  by  the  use  of  insulated  joints.' 
The  pipe  should  then  be  boxed  in  as  indicated  in  Fig.  48  after  being  cleaned  and 
receiving  the  usual  priming  coat.  The  pipe  is  supported  underneath  every  10  feet 
or  so  on  some  non-porous  insulating  material  such  as  a  piece  of  hard-bumed  sewer  pipe 
or  heavy  glass  about  ]  inch  thick.  An  asphaltic  compound  such  as  parolite  or  some 
similar  mixture  with  a  melting  point  of  about  150°  F.  which  has  been  heated  so  ss  to 
run  readily,  is  poured  in  between  the  pipe  and  the  box  on  one  side.  Particular  core 
should  be  taken  that  the  asphalt  passes  underneath  the  pipe  without  leaving  air  pockets 

1  8«  ths  report  of  AmuicBn  CommitUie  on  electrolyaii,  publiihed  by  A.  I.  E,  E.,  33  Wegt  39th 
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which  would  of  eoune  leave  an  opening  for  water  to  penetrate  the  coating.  This 
coating  has  been  found  to  be  very  efifective  both  against  corrosion  and  electrolyBis  when 
applied  uniformly  and  not  less  than  }  inch  thick.  When  the  sides  of  the  trench  are 
stable,  the  side  boards  may  be  removed  and  the  fill  tamped  in  around  the  coating;  how- 
ever, it  is  better  as  a  rule  to  leave  the  box  undisturbed. 

4.  Where  corrosive  conditions  are  severe  as  in  marshy  places  where  the  water  is 
brackish  or  acid,  a  covering  of  concrete  has  proved  to  give  the  best  protection.  A  mix 
of  3  of  sand  to  1  Portland  cement  thoroughly  woilced  together  should  be  poured  between 
the  pipe  and  the  box  as  in  the  case  of  the  bituminous  coating  (see  Fig.  48).  The  pipe 
should  be  centered  in  the  box  and  supported  on  non-porous  material  at  suitable  intervals 
so  that  the  coating  will  not  be  less  than  2  inches  in  thickness  for  8  or  12-inch  line  pipe. 
No  priming  coat  is  required  but  the  surface  of  the  pipe  should  be  weQ  cleaned  to  remove 
all  loose  scale  and  dirt.  The  concrete  should  be  moist  enough  to  flow  readfly  and 
should  finally  be  formed  up  over  the  top  of  the  pipe  to  the  required  thickness.  The 
same  precautions  should  be  taken  as  under  (3)  to  avoid  air  pockets,  with  careful  iniipeo- 
tion  to  avoid  leaving  any  uncoated  places. 

Thorough  nuxing  of  the  sand  and  cement  insures  a  waterproof  concrete  and  is 
better  than  depending  on  some  waterproofing  compound  introduced  into  the  mixture. 


Fia.  48. — Method  of  boxing 
pipe  for  concreting. 


Fig.  49. — ^PorUble  steel 
frame  for  appljring  con- 
crete coating. 


The  side  boards  may  be  removed  and  used  again.  If  this  is  done  a  coating  of  asphalt 
may  be  applied  to  the  sides  of  the  concrete  before  filling  in  the  ditch.  A  coat  of  hot 
asphalt  should  be  applied  to  the  bottom  and  sides  of  the  box  before  the  pipe  is  put 
into  place. 

Oil  lines  protected  in  this  way  in  brackish  water  have  been  protected  from  corrosion 
for  twenty-five  years  near  the  New  Jersey  coast,  but  concrete  coatings  are  not  proof 
against  electrolysis  and  are  liable  to  disintegration  in  wet  alkali  soils.  PrecautioDS 
must  be  taken  to  guard  against,  or  repair,  cracking  from  expansion  or  contraction,  or 
settlement. 

Forms  made  of  thin  corrguated-steel  sheets  have  been  tried  and  could  probably 
be  developed  into  a  convenient  and  economical  device  where  lumber  is  scarce.  Another 
design  for  a  portable  steel  form  for  use  in  the  application  of  a  layer  of  concrete  to  the 
outside  of  the  pipe  in  the  field  is  shown  in  Fig.  49. 

The  above  includes  what  is  believed  to  be  the  best  type  of  coating  of  each  dasB, 
although  each  situation  will  present  problems  of  its  own  requiring  judgment  in  the 
selection  of  the  best  treatment. 


GENERAL  TABLES 

The  following  tables  have  been  selected  as  embodying  engineering  data  not  pre- 
viously included  in  the  text,  and  which  require  only  occasional  reference.  Lack  of 
space  precludes  any  attempt  at  completeness  or  finality.  The  reader  is  referred  to  the 
standard  engineering  pocketbooks  of  Kent,  Marks,  and  Trautwine  for  additional  facts 
and  information. 


WEIGHTS  AND  MEASURES 


Where  posRible  these  tables  have  been  taken  from  the  publications  of  the  U.  S. 
Bureau  of  Standards. 


Measurkb  of  Length — Long  Measure 

12  inches  - 1  foot 

3  feet  =  1  yard 

1760  yards,  or  5280  feet  =  1  mile 


Additional  Measures  of  Length  in  Occasional  Use 


1000  mils 

=  1  inch 

4  inches 

=  1  hand 

9  inches 

=  1  span 

2}  feet 

=  1  military  pace 

2  yards 

=  1  fathom 

6i  yards,  or  16i  feet  =  1  rod  (formerly  also  called  pole  or  perch) 


Old  Land  Measure 

7.92  inches  =llink 

100  links,  or  66  feet,  or  4  rods  —  1  chain 
10  chains,  or  220  yards  —  1  furlong 

8  furlongs,  or  80  chains         —  1  mile 
10  square  chains  —  1  acre 


Nautical  Measure 

6080.26  feet,  or  1 .  15156  statute  miles  —1  nautical  mile,  or  knot  ^ 

3      nautical  miles  » 1  league 

60     nautical  miles,  or  69 .  168  statute  miles  —  1  degree  (at  the  equator) 
360     degrees  =  circumference  of  the  earth  at  the  equator. 

1  The  British  Admiralty  takes  the  round  fi8:ure  of  6080  feet,  which  is  the  length  of  the  "  mcftsuird 
mile"  used  in  trials  of  vessels.  The  value  varies  from  G080.2G  to  6088.44  feet  according  to  different 
measures  of  the  earth's  diameter.  There  is  a  difference  of  opinion  among  writers  as  to  the  use  oi 
the  word  "knot"  to  mean  length  or  a  distance — some  holding  that  it  should  be  usmI  to  denote  s  nte 
of  speed.  The  length  between  knots  on  the  log  line  is  tIts  of  a  nautical  mile,  or  50.7  feet,  when  a  half' 
minute  glass  is  used;  so  that  a  speed  of  10  knots  is  equal  to  10  nautical  miles  per  hour. 
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FOBXIGN  VVVM  OF  WeIGKTB  AND  MeASUBBB  UsED  IN  THB  OiL  InDUSTBT 

AfiGBNTiNA. — Metric  system. 

AUSTBIA. 

1  metric  centner  or  quintal  =  100         kilograms 

=220.462  pounds,  avdp. 

«     0 .  71905  U.S.  barrel  of  42  gallons,  crude  petroleum 
BouviA. — Metric  system. 
Brazil. 

1  libra     «=     1 .  012  pounds,  avdp. 

1  arroba  »  32.38   pounds,  avdp. 

1  quintal « 129 .  54   pounds,  avdp. 
Burma. 

1  viss  =  100  tikals  =3.5       pounds,  avdp. 

1  Indian  or  Imperial  maund»82.28     pounds,  avdp. 

1  maund = 40  seers  —  9 .  8098  Imperial  gallons 

Canada. 

1  barrel » 35  Imperial  gallons  »1  U.  S.  barrel  of  42  gallons  (approximately) 

Dutch  East  Indies. — Metric  system. 

1  gallon  Borneo  crude  —  7 .  5322  pounds 
1  gallon  Java  crude  =  7 .  1924  pounds 
1  gallon  Sumatra  crude  =6.7754  pounds 

(Above  figures  are  those  standardized  for  computation  of  production  by  U.  S. 
Geological  Survey.) 

Egypt. — Metric  system. 

1  metric  ton,  crude  petroleum =7. 5  U.  S.  barrels 

France. — Metric  system. 

Germany. — Metric  system. 

Great  Britain. 

1  Imperial  gallon  =  1 .  2003  U.  S.  gallons 

Holland. — Metric  system. 

Italy. — Metric  system. 

1  metric  ton,  crude  petroleum =7. 1095  U.  S.  barrels 

Japan. 

10  go     =1  sho5  =  1 . 5872  Imperial  quarts  =  0.4746  U.  S.  gallon 
10  shod  =  l  to      =  3.9681  Imperial  gallons  =  4.746    U.  S.  gallons 
10  to     =1  koku = 39 .  6814  Imperial  gallons  =  1 .  136  U.  S.  barrels 

Mexico. — Metric  and  U.  S.  standard.  =47.46  U.  S.  gallons— N.  B. 

Peru. — Metric  system. 

1  metric  ton,  crude  petroleum  =  7. 5  U.  S.  barrels. 

Rumania. — Metric  system. 

1  metric  ton,  crude  petroleum  =7.19  U.  S.  barrels. 
Russia. 

1  pood — 36 . 1 12  pounds,  avdp . 
1  metric  ton,  crude  petroleum  =  61 .  05    poods 
1  U.  S.  barrel  =8.33     poods,  crude  petroleiun 

= 8 .  00     poods,  illuminating  oil 
=8. 18     poods,  lubricating  oil 
= 9 .  00     poods  residuum 
=7.5       poods  naphtha 
=8.3775  poods  other  products 
Venezuela. — Metric  system. 
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TABLES  OF  INTERRELATION 

1.  Units  of 


Units 

Inches 

Links 

Feet 

Yanb 

Rods 

1  inch           = 

1 

0.126  263 

0.063  3333 

0.027  777  8 

0  006  05051 

1  link 

7.92 

1 

0.66 

0.22 

004 

Ifoot 

12 

1.515152 

1 

0.333  333 

0  060  6061 

1  yard          = 

36 

4.545  45 

3 

1 

0.181818 

Irod 

198 

25 

16.5 

5.5 

1 

1  chain         » 

792 

100 

66 

22 

4 

1  mile           = 

63,360 

8000 

5280 

1760 

320 

1  centimeter = 

0.3937 

0.049  709  60 

0.032  80833 

0.010  936  111 

0.001  9Fg3S4 

1  meter        =» 

39.37 

4.970  960 

3.280  833 

1.093  6111 

0.198  838  4 

2.  Units  of 


Units 


1  square  incii  = 

1  square  link  = 

1  square  foot  » 

1  square  yard  = 

1  square  rod  == 

1  square  chain  — 

lacre  = 

1  square  mile  «= 
1  square  centimeter  » 

1  square  meter  = 

1  hectare  = 


Square  inches 


1 

0.015  9423 

62.7264 

1 

144 

2  295  684 

1,296 

2G.6612 

39,204 

625 

627,264 

10,000 

6,272.640 

100,000 

4.014.489,600 

64,000,000 

0.154  999  7 

0.002  47104 

1549.9969 

24.710  4 

15.499,969 

247,104 

Square  links 


Square  feet 


0  006  944  44 
0.435  6 

I 
9 
272.25 

4.356 

43.560 

27.878,400 

0  0C1076387 

10.763  87 

107,638.7 


Square  yards 


0.000  771605 
0.048  4 
0.1111111 
I 
30.25 

484 
4.840 
3.097,600 
0.0001195985 
1.195  985 

11.959.85 


Square  rods 


0.000  025  5074 
0.0016 
0.003  673  09 
0.033  057  85 
I 

16 
160 
102  400 
0.000  003  963  67 
0  0395367 
395.367 


Square  dairt 

0  000  COl  594  33 

OQODI 

0  000  229568 

0  002C6612 

0.0625 

1 
10 

6400 

0  000  000  247 104 

0.002  47104 

24  710  4 

i 


3.  Units  of 


Units 


1  cubic  inch 
1  cubic  foot  ' 

1  cubic  yard  > 

1  cubic  centimeter - 
1  cubic  decimeter  ■ 
1  cubic  meter 


Cubic  inches 

Cubic  fctt 

Cubic  yards 

1 

1.728 

46,656 

0.061023  38 
61.023  38 
61.023.38 

0.000578  704 

1 
27 

0.000  a'U  314  45 

0.035  31445 
35  314  45 

0  000  02143347 
0.037  0370 

1 

0.000  001307  94 

0.001307  943 

1  307  942  8 

4.  Units  of  Capacity— 


UniU 

1 

Minims 

1  minim         = 

1 

1  fluid  dram   <= 

60 

1  fluid  ounce  » 

480 

IgiU 

1.920 

1  liquid  pint   = 

7,680 

1  liquid  quart  = 

15.360 

1  gallon          = 

61.440 

1  milliliter      = 

16.231  1 

inter 

16,231.1 

1  cubic  inch    ■» 

265.974 

Fluid  drama 

Fluid  ounces 

0.016  666  7 

0  002  083  33 

1 

0.125 

8 

1 

32 

4 

128 

16 

256 

32 

1.024 

128 

0.270518 

0.033  8147 

270.518 

33.8147 

4.432  90 

0.554113 

Gills 


000520833 

03125 

25 


0 

0 

0 

1 

4 

8 
32 

0.008453  68 
8.453  68 

0.138  528 


liquid  pints 


0.000  130  208 

0  007  812  5 

0.0625 

0.25 

I 

2 

8 

0.002  11342 

2.113  42 

0.034  6320 
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OF  UNITS  OF  MEASUREMENT 
Length 


Chains 

Miks 

Centimetere 

Meters 

Units 

0.001202  63 

0.000  015  7828 

2.540  006 

0.025  40006 

»1  inch 

0.0! 

0  000  125 

20.11684 

0.201  168  4 

=  llink 

0.015  151  5 

0.000189  393  9 

30.480  06 

0.304  800  6 

«1  foot 

0.045  4545 

0.000  568  182 

91  44018 

0.914  4018 

-1  ymrd 

0  25 

0003  125 

502.9210 

5  029  210 

-Irod 

1 

0.012  5 

2.011.684 

20.11684 

=1  chain 

80 

1 

160,934.72 

1,609  347  2 

b1  mile 

0.000  497  0960 

0.000006  213  699 

! 

0  01 

b1  centimeter 

0  049  709  60 

0.000  621369  9 

too 

1 

=  1  meter 

Aaea 


Aoiea 

Square  miks 

Square  oentimeterB 

Square  meters 

Hectares 

Units 

0  000000159423 

0.0000000002491 

6.451626 

0.000  645  162  6 

0.000  000  064516 

— 1  square  inch 

0  00001 

0.000000015625 

404.6873 

0.040  468  73 

0.000  004  046  87 

=  1  square  link 

0  000  032  9568 

0.000  000035  8791 

929.0341 

0.092903  41 

0.000  009  29034 

- 1  square  foot 

0  000  206612 

0.000  000  322  831 

8,»61  307 

0.836130  7 

0.000  083  6131 

«1  square  ^rard 

0  006  25 

0  000009  765  625 

252,929  5 

25.292  96 

0.002  529  295 

"1  square  rod 

0  I 

0  000  15625 

4  046  873 

404  6873 

0.040  468  7 

*  1  square  chain 

I 

0  001  562  5 

4  046  872  6 

4046.873 

0.404  687 

=  1  acre 

640 

1 

25.899,984,703 

2.589,996 

258.999  8 

=»1  square  mile 

0  000  000024  7104 

0.000  000  000  038  61006 

1 

0.0001 

0.00000001 

» 1  square  centimeter 

0  090  247104 

0  0000003861006 

10,000 

1 

0.0001 

»1  square  meter 

2  471  04 

0.003  861006 

100,000,000 

10,000 

1 

»1  hectare 

Volume 


Cuhie  centimeters 

Cubic  decimeters 

Cubic  meters 

Unite 

16.387  162 
28.317.016 
764,569.4 
1 
1,000 
1.000.000 

0.01638716 
28.317  016 
764.659  4 
0.001 
I 
1000 

0.00001638716 

0.028  317  010 

0  7615594 

0000001 

0.001 

1 

» 1  cubic  inch 
=>  1  cubic  foot 
—  1  cubic  yard 
» 1  cubic  centimeter 
=  1  culnc  decimeter 
>"1  cubic  meteT 

Liquid  Meabuhe 


Liquid  quarta 

Gallons 

MiUiliters 

Liters 

Cubic  inches 

UniU 

0.000066104 

0.000016276 

0.0616102 

0.000  061610  2 

0.003  759  77 

»1  minim 

0.003  90625 

0.000  976562 

3.69661 

0.003  69661 

0.225  586 

»1  fluid  dram 

0.03125 

0.007  812  5 

29.572  9 

0.029  572  9 

1.804  60 

» 1  fluid  ounce 

0.125 

0.03125 

118.292 

0.118  292 

7.21875 

-IgiU 

0.5 

0.125 

473.167 

0.473167 

28.875 

« 1  liquid  innt 

! 

0.25 

946.333 

0.946  333 

57.75 

» 1  liquid  quart 

4 

1 

3785.332 

3.785  332 

231 

«lRallon 

0.00105671 

0.000  264178 

1 

0.001 

0.061  025C 

=  1  milliliter 

1.056  71 

0.264178 

1000 

1 

61.0250 

»1  liter 

0.017  3160 

0.00432900 

16  386  7 

0.0163867 

1 

"  1  cubic  inch 
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TABLES  OF  INTERRELATION 
6.  Unttb  of  Capacitt— 


Unite 

Dry  pinte 

Dryquarte 

Fteki 

Biiabeb 

1  diy  pint    ■> 

1 

0.5 

0.0625 

0.015625 

Idry  quart- 

2 

1 

0.125 

0.03125 

Ipeck 

16 

8 

1 

0.25 

IbuBhcl      - 

64 

32 

4 

1 

lliter 

1.81620 

0.006102 

0.113613 

0.028878 

1  dekaliter  - 

18.1620 

0.06102 

1.13613 

0.283  78 

1  cabio  inefa*- 

0.020  7616 

0.0148808 

0.00186010 

0.000  406  02S 

6.  Unttb  of  Mass  Le.sh 


Unite 

Giaini 

Apothocariei' 
■ffoples 

Pennyweighte 

Ayoinhpoia 
drams 

Apotheewies' 
dnum 

AvQivdnpoM 

Igrain 

„ 

1 

0.05 

0.04166667 

0.03057143 

0.0166667 

0.002  286  71 

1  apoth.  loniplA 

- 

ao 

I 

0.8333333 

0.7314286 

0.333333 

0.045  7143 

1  pennyweight 

' 

24 

1.2 

1 

0.877  7143 

0.4 

0.0548671 

laTdp.dram 

- 

27.34375 

1.3671875 

1.130323 

1 

0.4567292 

0.0625 

lapotk.dram 

' 

60 

3 

2.5 

2.104  286 

1 

0.187142  0 

laTdp.ounee 

■■ 

437.5 

21.875 

18.22017 

16 

7.20166 

I 

1  apotLor  troy  ounoe- 

460 

24 

20 

17.664  28 

8 

1.007142  9 

1  apoth.  or  troy  pounds 

5.760 

288 

240 

210.6614 

96 

13.166714 

1  avdp.  pound 

- 

7.000 

350 

201.6667 

256 

116.6667 

16 

1  nMHigrain 

B 

0.016482366 

0.000771618 

0.000  643  0148 

0.0005643833 

0.000267  2060 

0.00003527396 

Ignun 

_ 

16.482366 

0.771 618 

0.64301485 

0.6643833 

0.257205  0 

0.036  273  96 

Ikilogiam 

" 

15.432.366 

771.6178 

643.01485 

564.383  33 

257.205  04 

35.2n96 

7.  Units  of  Mass  Greater 


Unite 

Avoirdupois 
ounoes 

Avoizdupois 
pounds 

Short  hundred 
weighte 

Short  torn 

1  aToinhipois  ounoe     - 

1  short  hundredweight » 

Ishortton 

Ikngtoo                  ■■ 

IkUogiam 

1  melrioton               « 

1 

16 

1.600 

32.000 

35.840 

35.273067 
36.273.067 

6.062  5 

1 

100 

2000 

2240 

2.20462234 
2204.62234 

0.000625 

0.01 

1 
20 
22.4 

0.082046223 
22.046223 

0.000031  2S 
0.0005 

O.OS 

1 

1.12 

0.0011028112 

1.1023112 

^ 
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OF  UNITS  OF  MEASUREMENT— Con«ini4«i 
Dbt  Measure 


Utcn 

DekftHton 

CabioiDchM 

Unita 

0.550599 

0.065  060 

33.600  3125 

-1  dry  pint 

1.101196 

0.110  120 

67.200625 

■>!  dry  quart 

8.80958 

0.880  958 

537.605 

-Ipeek 

35  2383 

3.528  88 

2150.42 

^Ibuabcl 

1 

0.1 

61.026  0 

-lUter 

10 

1 

610.260 

-1  dekaliter 

0.0163867 

0.001638  67 

1 

» 1  cubic  incli 

THAN  Pounds  and  Kilograms 


ApotbecBrks' or 
troy  ouiwiw 

Apotbeeariea' or 
troypoundi 

Avoirdupois 
poundi 

Mittigrama 

Orama 

KikgraiiHi 

UniU 

0.00208383 

0.000173  6111 

0.000142  8671 

64.796918 

0.064706918 

0.000064  7969 

»*1  grain 

0.0416667 

0.008  472  223 

0.002  857143 

1.295.978  4 

1.296978  4 

0.001296  978 

^lapoUu  scruple 

0.05 

0.004166667 

0.008  428571 

1.556.1740 

1.5651740 

0.001566174 

-■IpenJiyweifht 

0.056  966146 

0.0047471788 

0.00390625 

1,771.854  4 

l.ni8454 

0.001771845 

aladvp.  dram 

0.125 

0.010416667 

0.008671429 

3.887.9361 

3.887  9361 

0.003  887  935 

■■lapotlL.dram 

0.9114583 

0.075  954861 

0.0625 

28.349.527 

28.349627 

0.028  34953 

■■laTdp.  ounce 

1 

0.063  38333 

0.06857143 

31.103.481 

31.103  481 

0.081103  48 

12 

1 

0.822  8571 

373.241.  n 

373.24177 

0.373  24177 

- 1  apoth.  or  troy  pound 

14.583  333 

1.215  2n8 

1 

453.592.4277 

453.592427  7 

0.453  5924277 

■■1  avdp.  pound 

0.000  03215074 

0.000002  67923 

0.00000220162 

1 

0.001 

0.000001 

"1  milligram 

0.032  150  74 

0.00267923 

0.002204  62 

1,000 

1 

0.001 

-l  gram 

32.150  743 

2.679  2286 

2.204622341 

1,000.000 

1000 

1 

■■1  kilogram 

THAN  Avoirdupois  Ounces 


liOBgtons 

Kilagrams 

Metric  tons 

Units 

0.000027  90170 

0.0004464286 

0.044  64286 

0.8928571 

1 

0.0009842064 

0.96420640 

0.028  34963 
0.453  592427  7 
46.369243 
907.184  86 
1016.04704 

1 
1000 

0.000028  34963 

0.000463  692  43 

0.045  359  243 

0.907184  86 

1.01604704 

0.001 

1 

>1  avoirdupois  ounce 

"l  avmrdupois  pound 

->1  short  hundrediTBight 

-Isbortton 

■■1  long  ton 

-IkUogram 

-1  metric  ton 
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COMPARISON  OF  METRIC  AND  CUSTOMARY  UNITS  FROM  1  TO  9 

1.  Length 


Inchea 
(in.) 


MiUi- 

meters 

(mm) 


0.039 
0.078 
0.118 
0.157 
0.196 
0.236 
0.276 
0.314 
0.354 


37  =  1 
74-1 
11»S 
48-4 
85-S 
22-6 
69-7 
96-8 
33-9 


1-  25.4001 
S-  50.8001 
8-  76.2002 
4-101.6002 
8-127.0003 
6-152.4003 
7-177.8004 
8-203.2004 
9-228.6005 


Feet 
(ft.) 


Meters 
(m) 


1-0.304  801 
8-0.609  601 
8-0.914  402 
4-1.219  202 
6-1.524  003 
6-1.828  804 
7-2.133  604 
8-2.438  405 
9-2.743  205 


Yards 
C>'d.) 


Meters 
(m) 


3.280 
6.561 
9.842 
13.123 
16.404 
19.685 
22.965 
26.246 
29.527 


83-1 
67-8 
50-8 
33-4 
17-8 
00-6 
83-7 
67-8 
50-9 


1-0.914  402 
8-1.828  804 
8-2.743  206 
4-3.657  607 
6-4.572  009 
6-5.486  411 
7-6.400  813 
8-7.315  215 
9-8.229  616 


Rods 
(rd.) 


Meters 
(m) 


1.093 
2.187 
3.280 
4.374 
5.468 
6.561 
7.655 
8.748 
0.842 


611-1 
222-8 
833-8 
444-4 
056a6 
667-6 
278-7 
889-8 
500-9 


0.198 
0.397 
0.596 
0.795 
0.994 
1.193 
1.391 
1.590 
1.780 


838-1 
677-8 
515-8 
354-4 
192-6 
030-6 
869-7 
707-8 
545-9 


U.S. 
miles 
(mi.) 


Kilo- 
meters 
(km.) 


1-  5 
8-10 
8-16 
4-20 
6-25 
6-30 
7-35 
8-40 
9-45 


029  21 
058  42 
087  63 
11684 
146  05 
175  26 
204  47 
233  68 
.262  89 


0.621  370-1 
1.242  740 -S 
1.864  110-8 
2.485  480-4 
3.106  850-6 
3.728  220-8 
4.349  590-T 
4.970  960-8 
5.592  330-9 

1-  1.609  347 
8-  3.218694 
8-  4.828  042 
4-  6.437  389 
6-  8.046  736 
6-  9.656  083 
7-11.265  431 
8-12.874  778 
9-14.484  125 


2.  Area 


Square 
Square  centi- 
inches  meters 
(sq.  in.)    (cm*) 


0. 
0. 
0. 
0. 
0. 
0. 
1. 
1. 
1. 


155  00-1 
31000-8 
465  00-8 
620  00-4 
775  00-6 
930  00  =  6 
085  00-7 
210  00-8 
395  00-9 

1-  6.452 
8-12.003 
8-19.355 
4-25.807 
6-32.258 
6  =  38.710 
7-45.161 
8-51.613 
9-58.065 


Square  Square 
leet       meters 
(sq.ft.)    (mS) 


1-0.092  90 
8-0.18581 
8  =  0.278  71 
4-0.37161 
6=0.464  52 
6-0.557  42 
7  =  0.650  32 
8-0.743  23 
9-0.836  13 


10.764-1 
21.528-8 
32.292  =  8 
43.055-4 
53.819-6 
64.583-6 
75.347  =  7 
86.111-8 
96.875-9 


Square  Square 
yards    meters 
(sq.  yd.)     (m2) 


1  =  0.8361 
8  -  1 . 6723 
8  =  2.5084 
4  =  3.3445 
6-4.1807 
6-5.0168 
7-5.8529 
8-6.6890 
9-7.5252 


1.1960-1 
2.3920-8 
5880-8 
7839-4 
9799-6 
1759-6 
8.3719-7 
9.5679-8 
10.7639-9 


3. 

4. 
5. 
7. 


Acres 
(A.) 


Hectares 
(ha) 


1 
2' 


>0.4C47 
0.8094 


8  =  1. 

4=1 

6-2. 

6  =  2 

7-2 

8-3 


2141 
6187 
0234 
4281 
8328 
2375 


9-3.6422 


2. 

4. 
7. 


471-1 
942=9 
413-8 
9.884-4 
12.355-6 
14.826-6 
17.297-7 
19.768-8 
22.239-9 


Square     Square 
miles    kilometers 
(sq.  mi.)      (km*) 


0.3861-1 
0.7722-8 
1.1583-8 
1.5444-4 
1.0305-6 
2.3166-6 
2.7027-7 
3.0888-8 
3.4749-9 


1-  2.5000 
8-  5.1800 
8-  7.7700 
4-10.3600 
6-12.9500 
6-15.5400 
7-18.1300 
8-20.7200 
9-23.3100 


3.  Volume 


Cubic        Cubic 

Cubic       Cubic 

Cubic      Cubic 

Cubic 

Cubic 

inches  centimeters 

feet        meters 

yards      meters 

inches         Liters 

feet           Liters 

(cu.  in.)     {cm*) 

(cu.  ft.)       (m«) 

(cu.  yd.)      (m') 

(pu.  in.)          (1) 

(cu.  ft.)           0) 

0.161  02-1 

1  =  0.028  317 

1-0.7646 

1-0.016  386  7 

1-   28.316 

0.122  05=8 

8  =  0.056  634 

8-1.5291 

8  =  0.032  773  4 

8-   56.633 

0  183  07  =  8 

8  =  0.084  951 

S- 2.  2937 

8-0.049  160  2 

8-   84.949 

0  244  09-4 

4  =  0.113  268 

4  =  3.0582 

4  =  0.065  546  9 

4-113.265 

0.305  12-6 

6-0.141  585 

6-3.8228 

6  =  0.081  933  6 

6-141.581 

0.306  14  =  6 

6=0.169  902 

6-4.5874 

6  =  0.098  320  3 

6-169.888 

0.427  16-7 

7-0.198  219 

7  =  5.3519 

7=0.114  707  0 

7-198.214 

0.488  10  =  8 

8  =  0.226  536 

8-6.1165 

8-0.1310938 

8-226.530 

0.549  21=9 

9-0.254  853 

9-6.8810 

9-0.147  4805 

9-254.846 

1=    16.3872 

35.314-1 

1.3079-1 

61.025-1 

0.035  315-1 

8=    32.7743 

70.629  =  8 

2.6159=8 

122.050-8 

0.070  631-8 

8=    49.1615 

105.943  =  8 

3.9238=8 

183. 075 -S 

0.105  946-8 

4-    05.5486 

141.258  =  4 

5.2318  =  4 

244.100-4 

0.141262-4 

6=    81.9358 

176.572  =  6 

6.5397  =  6 

305.125-6 

0.176  677-6 

6=    98.3230 

211.887  =  6 

7.8477  =  6 

366.150=6 

0.211892-6 

7=114.7101 

247.201-7 

9.1556-7 

427.175-7 

0.247  208-7 

8=131.0973 

282.516  =  8 

10.4635  =  8 

488.200-8 

0.282  523-8 

9  =  147.4845 

317.830-9 

11.7715  =  9 

549.225-9 

0.317  839-9 

METRIC  SYSTEM 
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COMPARISON  OF  METRIC  AND  CUSTOMARY  UNITS  FROM  1  TO  ^- 

CorUinued 

4,  CAPAcmr — ^Liquid  Measure 


U.S.  fluid    Milli- 

U.S.  fluid    MiUi- 

U.  S.  liquid  Liters 

U.  S.  liquid  Liters 

U.  S.       Liters 

drams         liters 

ouncea       liters 

pints 

quarts 

gallons 

(fl.  dr.)        (ml) 

(fl.  OS.)        (ml) 

(pt.)             (1) 

(qt.)             (1) 

(gal.)              (1) 

0.270  52-1 

0.033  815-1 

1-0.473  17 

1-0.946  33 

0.264  18-1 

0.541  04-S 

0.067  629-1 

1-0.946  33 

1-1.892  67 

0.528  36-1 

0.811  55-S 

0.101  444-8 

8-1.419  50 

8-2.839  00 

0.792  53-8 

1.082  07-4 

0.135  259-4 

4-1.892  67 

4  =  3.785  33 

1.056  71-4 

1.352  50-6 

0.169  074-6 

6-2.365  83 

6-4.73167 

1.320  89  =  6 

1.623  11-6 

0.202  888-6 

6-2.839  00 

6-5.678  00 

1.585  07=6 

1.893  63 -T 

0.236  703-7 

7-3.312  17 

7-6.624  33 

1.849  24  =  7 

2.164  14-8 

0.270  518-8 

8-3.785  33 

8  =  7.570  66 

2.113  42  =  8 

2.434  66-9 

0.304  333-9 

9-4.258  50 

9-8.51700 

2.377  60  =  9 

1-   3.6066 

1-   29.573 

2.1134-1 

1.056  71-1 

1-   3.785  33 

S-    7.3932 

S-   59.146 

4.2268-1 

2.113  42-1 

1-   7.570  66 

8-11.0898 

8-   88.719 

6.3403-8 

3.170  13-8 

8-11.356  00 

4-14.7865 

4-118.292 

8.4537-4 

4.226  84  =  4 

4-15.14133 

6-18.4831 

6-147.865 

10.5671-6 

5.283  55  =  6 

6-18.926  66 

8-22.1797 

6-177.437 

12.6805  =  6 

6.340  26  =  6 

6-22.71199 

T -25. 8763 

7-207.010 

14.7939-7 

7.396  97-7 

7-26.497  33 

8-29.5729 

8-236.583 

16.9074=8 

8.453  68  =  8 

8-30.282  66 

9-33.2695 

9-266.156 

19.0208  =  9 

9.510  39  =  9 

9-34.067  99 

5.  Ca 

lPacity — ^Dry  M 

EASURE 

U.  S.  dry     j  ..  ^ 
quarts        ^'»'^" 

U.  S.       T  ;♦«« 
pecks       L*^" 

U.  S.      Deka- 

U.  S.        Hecto- 

U.  S.      Hecto- 

pecks       liters 

bushels       liters 

bushels  liters  per 

(qt.)             (1) 

(pk.)         (1) 

(pk.)       (dkl) 

(bu.)           (hi) 

per  acre   hectare 

0.9081-1 

0.113  51-1 

1-0.8810 

1-0.352  38 

1-0.8708 

1.8162-S 

0.227  03-1 

1-1.7619 

1-0.704  77 

1-1.7415 

2.7243-8 

0.340  54-8 

8-2.6429 

8-1.057  15 

8-2.6123 

3.6324-4 

0.454  05-4 

4-3.5238 

4-1.409  53 

4  =  3.4830 

4.5405-6 

0.567  56-6 

6  =  4.4048 

6=1.76192 

6  =  4.3538 

5.4486-6 

0.681  08-8 

6-5.2857 

6-2.114  30 

6-6.2245 

6.3567-7 

0.794  69  =  7 

7-6.1667 

7-2.466  68 

7  =  6.0953 

7.2648-8 

0.908  10-8 

8  =  7.0477 

8-2.819  07 

8  =  6.9660 

8.1729-9 

1  02161-9 

9-7.9286 

9-3.17145 

9-7,8368 

1-1.1012 

1-   8.810 

1.1351  =  1 

2.8378-1 

1.1484-1 

S- 2. 2024 

1-17.619 

2.2703-1 

5.6756-1 

2.2969-1 

8-3.3036 

8-26.429 

3.4054-8 

8.5135-8 

3.4453-8 

4-4.4048 

4-35.238 

4.5405-4 

11.3513-4 

4.5937-4 

6-5.5060 

6-44.048 

5.6756-6 

14.1891-6 

5.7421-6 

8-6.6072 

6-52.857 

6.8108-6 

17.0269-6 

6.8906-6 

7-7.7084 

7-61.667 

7.0459-7 

19.8647-7 

8.0390-7 

8-8.8096 

8  =  70.477 

9.0810-8 

22  7026  =  8 

9.1874-8 

9-9. 9108 

9  =  79.286 

10.2161=9 

25.5404  =  9 

10.3359-9 

6.  Mass 

Apothe- 

Troy 

Avoirdu- 

Avoirdu-     Kilo- 

Grains    Grams 

caries'       Grams 

ounces       Grams 

pois         Grams 

pois          grams 

drams 

ounces 

pounds 
(lb.  avdp.)       (kg) 

(gr.)           (g) 

(dr.  ap.  or  3)     (g) 

(OS.  t.)           (g) 

(o«.  avdp.)      (g) 

1-0.064  799 

0.257  21-1 

0.032  161-1 

0.035  274  =  1 

1  =  0.453  59 

S-0.129  598 

0.51441-1 

0.064  301-1 

0.070  548-1 

1=0.907  18 

8-0.194  397 

0.77162-8 

0.096  452  =  3 

0.105  822-8 

8  =  1.360  78 

4-0.259  196 

1.028  82-4 

0.128  603=4 

0.141  096-4 

4=1.81437 

.   6-0.323  995 

1.286  03-6 

0.160  754=6 

0.176  370  =  6 

6-2.267  96 

8-0.388  794 

1.543  24-6 

0.192  904  =  6 

0.211  644  =  6 

6-2.72155 

T-0.453  592 

1.800  44-7 

0.225  055  =  7 

0.246918-7 

7-3.175  15 

8-0.518  391 

2.057  65  =  8 

0.257  206  =  8 

0.282  192-8 

8-3.628  74 

9-0.583  190 

2.314  85-9 

0.289  357-9 

0.317  466-9 

9-4.082  33 

15.4324-1 

1-   3.8879 

1-   31.103 

1-   28.350 

2.204  62-1 

30. 8647 -S 

1-    7.7759 

1-   62.207 

1-   56.699 

4.409  24-1 

46.2971-8 

8-11.6638 

8-   93.310 

8-   85.049 

6.613  87-3 

61.7294-4 

4-15.5517 

4-124.414 

4-113.398 

8.818  49-4 

77.1618-6 

6-19.4397 

6-155.617 

6-141.748 

11.023  11-6 

02.5941-8 

6-23.3276 

6-186.621 

8-170.097 

13.227  73  =  6 

108. 0266-*' 

7  =  27.2165 

7  =  217.724 

7-198.447 

15.432  36-7 

123.4589-8 

8-31.1036 

8-248.828 

8-226.796 

17.636  98-8 

138.8912-9 

9-34.9914 

9-279.931 

9  =  255.146 

19.841  60-9 
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Eqcjivalent  Units  of  MEASUREBiENT,  Commonly  Used  in  the  Petroleum  Industkt 


Units 

Cubic  feet 

Cubic  inches 

U.  8.  gallons 

Imperial 
gallons 

Liters 

Cubic  foot            — 

1 

1.728 

7.480  519 

6.232  103 

28.317  02 

Cubic  inch            *» 

0.000  578  7 

1 

0.004  329  0 

0.003  6065 

0.0163872 

U.  S.  gallon          - 

0.133  6806 

231 

1 

0.8331109 

3.785  333 

Imperial  gallon    ■- 

0.160  459  5 

277.274 

1.200  320 

1 

4.543  734 

Liter                      - 

0.035  314  5 

61.025  38 

0.264170  5 

0.220  063  3 

1 

Petroleum  barrel » 

5.614  583 

9J02 

42 

34.990  66 

158.088  2 

Pound  (avdp.)     ■« 

0.016  033  3 

27.705  63 

0.119  937  8 

0.009  9215 

0.454  0166 

Kilogram              ■■ 

0.035  347  5 

61.08045 

0.264  4175 

0.220  2891 

1.000  935 

Metric  ton            ■■ 

35.347  48 

61.080.45 

264.417  5 

220.2891 

1000.935 

Pood  (RuBBian)    - 

0.578  703  7 

1,000 

4.329  004 

3.606  541 

16.387  16 

Barrel  (Canada)  - 

5.616  082  5 

9.704 

42.0112             35 

159.030  7 

Units 

Petroleum 
barrels 

Pounds  (avdp.) 

Kilograms 

Metric  tons 

Cubic  foot            ■« 

0.178  107  6 

62.37 

28.290  56 

0.028  2906 

Cubic  inch            ■- 

0.000  103  1 

0.036  093  8 

0.016  3719 

0.000  016  37185168 

U.  8.  gallon         ■- 

0.023  809  5 

8.337  656 

3.781898 

0.003  789 

Imperial  gallon    ■- 

0.028  579  1 

10.007  86 

4.539  489 

0.004  539  488  803 

Liter                      = 

0.006  289  8 

2.202  563 

0.999  065  7 

0.000  999  1 

Petroleum  barrel  ■- 

1 

350.1816 

168.839  7 

0.158  839  7061 

Pound  (avdp.)     = 

0.002  855  7 

1 

0.453  592  4 

0.000  453  6 

Kilogram              -> 

0.006  205  7 

2.204  622 

1 

0.001  0000 

Metric  ton           — 

0.295  655 

2204.622 

1000 

1 

Pood  (Russian)    - 

0.103  0715 

36.093  75 

16.37185 

0.016  3718517 

Barrel  (Canada)  » 

1.002  685 

350.275  1 

1 

158.882  1 

1 

0.158  882  106106 

Water  is  taken  at  39 . 1  **  F. 
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EQUIVALENT    VALUES    OF    ELECTRICAL,    MECHANICAL    AND    HEAT 

UNITS 


Unite 


1  foot- 
pound 


1  joule' 


1  watt- 


1  watt  per 
0q.  in.  — 


1  kilogram 
meter  — 


Iheatr 
onit  — 


I  heat-unit 
per  sq.  ft. 
per  min.— 


1  horse- 
power— 


Equivalent  value  in  other  units 


1.3558    joules 
0.13826  ks.m. 
0.0000003706  Kw.  hour 
0.0012861        heat-unit 
0.0000005        H.P.  hour 


1  watt  second 
0.000000278  Kw.  hour 
0.10197  kc.m. 
0.0000486  heat-units 
0.73756      ft.-lb. 


1  joule  per  seoond 
0.001341  H.P. 

3.415        heat  units  per  hour 
0.73766  ft.-lb.  per  seoond 
0.0035    lb.  water  evap.'  per  hour 
44.254  ft.-lbs.  per  minute 


8.20  heat-unite  per  sq.  ft.  per 
midute 
6,373       ft.-lbs.    per    sq.    ft.    per 
minute 
0.1931  H.P.  per  square  foot 


7.233  ft.-lbB. 

0.000003653  H.P.  hour 
0.000002724  Kw.  hour 
0.009302        heat-unit 


1,054.2  watt  seconds 

777.54  ft.-lbs. 

107.5  kilogram  meters 

0.0002928  Kw.  hour 
0.0003927  H.P.  hour 
0.0000685  lb.  carbon  oxidised 
0.001030    lb.  water  evaporated 
from  and  at  212**  F. 


0.1220    watt  per  square  inch 
0.01757  Kw.  per  square  foot 
0.02356  H.P.  per  square  foot 


745.7        watte 
0.7457  Kw. 


33,000 
550 
2,546.5 
42.44 
0.707 
0.174 
2.62 


ft.-lbs.  per  minute 
ft.-lbs.  per  second 
heat-unite  per  hour 
heat-unite  per  minute 
heat-unit  per  second 
carbon  oxidised  per  hour 
lbs.  water  evap.  per  hr. 
from  and  at  212<'  F. 


Unite 

Equivalent  value  in  other  unite 

0.7457  Kw.  hour 

1,980,000           ft.-lbs. 

2,546.5        heat-unite 

1  horse- 

273,740         kg.m. 

power 

0.174    lb.    carbon    oxidised 

hour"" 

with  perfect  efficiency 

2.62      Ibe.  water  evap.  from 

and  at  212*'  F. 

1 7.0      lbs.  water  raised  from 

62*  F.  to  212*  F. 

1,000           watte 

1.3410  H.  P. 

2,656,200           ft.-lbs.  per  hour 

44.254           ft.-lbs.  per  minute 

737.56      ft.-lbs.  per  seoond 

1  kilowatt - 

3,415           heat-unite  per  hour 

56.92     heat-unite  per  minute 

0.9486  heat-unite  per  second 

0.234    lb.    carbon   oxidised 

per  hour 

3.52      lbs.  water  evap.  per  hr. 

from  and  at  212*  F. 

1,000        watt  houn 

1.341  H.  P.  hours 

2,655,200  ft.-lbs. 

3,600.000  joules 

3,415  heat-unite 

1  kilowatt 

367,100  kilogram  meters 

hour*- 

0.234  lb.     carbon    oxidised 

with  perfect  efficiency 

3.52    lbs.  water  evap.  from 

and  at  212*  F. 

22.77   lbs.    of    water    raised 

from  62*  to  212*  F. 

14,600       heat-unite 

1  lb.  carbon 

1.11  lbs.     anthracite      coal 

oxidised 

oxidised 

with  per- 

2.5   lbs.  dry  wood  oxidised 

fect  effi- 

22     cu.  ft.  illuminating-gas 

ciency"- 

4.275  Kw.  hours 

5.733  H.P.  hours 

11,352,000       ft.-lbs. 

15.05   lbs.  of  water  evap.  from 

and  at  212*  F. 

1  lb.  water 

0.2841  Kw.  hour 

evap.  from 

0.3811  H.P.  hour 

and  at 

970.4        heat-unite 

212*  F.  - 

104.320          kg.m. 

1,023,000           joules 

754,525           ft.-lbs. 

0.066466  lb.  carbon  oxidised 
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Water  in  Pipes 

Quantity  of  water  contained  in  1  linear  foot  of  standard  wrought  pipe.    Number 
of  linear  feet  to  contain  1  cubic  foot  weight  of  pipe  and  diameters. 

231  cubic  inches  —  1  gallon 

1  cubic  foot     -  7.4805    gallons 
1  cubic  foot     »62.4         pounds  water 
1  gallon  »  0 .  13368  cubic  foot 

1  gallon  »  8 .  3355    pounds 


Diameter 

Weight  of 

Length  of 

U.  S.  gallons 

Water 

Size 

pipe  per 
linear 

pipe  contain- 
ing 

contained  in 
1  linear  foot 

contained  in 

1  linear  foot 

External 

Internal 

foot 

1  cubic  foot 

of  pipe 

of  pipe 

Inches 

Inches 

Inches 

Pounds 

Linear  feet 

Gallons 

Pounds 

i 

0.405 

0.269 

0.24 

2533.8 

0.0030 

0.0246 

J 

0.540 

0.364 

0.42 

1383.8 

0.0054    . 

0.0451 

1 

0.675 

0.493 

0.56 

754.36 

0.0099 

0.0827 

i 

0.840 

0.622 

0.84 

473 . 91 

0.0158 

0.1316 

i 

1.050 

0.824 

1.12 

270.03 

0.0277 

0.2309 

1 

1.315 

1.049 

1.67 

166.62 

0.0449 

0.3742 

U 

1.660 

1.380 

2.24 

96.275 

0.0777 

0.6477 

IJ 

1.900 

1.610 

2.68 

70.733 

0.1058 

0.8816 

2 

2.375 

2.067 

3.61 

42.913 

0.1743 

1.4530 

2J 

2.875 

2.460 

5.74 

30.077 

0.2487 

2 . 0732 

3 

3.500 

3.068 

7.54 

19.479 

0.3840 

3 . 2012 

3J 

4.000 

3.548 

9.00 

14 .  565 

0.5136 

4.2812 

4 

4.500 

4.026 

10.66 

11.312 

0.6613 

5.5125 

4J 

5.000 

4.506 

12.49 

9.0301 

0.8284 

6.9053 

5 

5.563 

5.047 

14.50 

7.1979 

1.0393 

8.6629 

6 

6.625 

6.065 

18.76 

* 

4.9844 

1.5008 

12 . 5101 

7 

7.625 

7.023 

23.27 

3.7173 

2.0124 

16.7743 

8 

8.625 

8.070 

25.00 

2.8784 

2.5988 

21 . 6627 

9 

9.625 

8.941 

33.70 

2.2935 

3.2616 

27 . 1876 

10 

10.750 

10.140 

35.00 

1.8262 

4.0963 

34.1456 

11 

11.750 

11.000 

45.00 

1.5153 

4.9368 

41.1513 

12 

12.750 

12.090 

45.00 

1 . 2732 

5 . 8752 

48.9735 

13 

14.000 

13.250 

56.10 

1.0443 

7.1629 

59.7077 

14 

15.000 

14.250 

60.70 

0.90291 

8.2849 

69.0603 

15 

16.000 

15.250 

64.90 

0.78838 

9.4885 

79.0931 

18.000 

17.250 

70.65 

0.61616 

12.1405 

101 . 1992 

20.000 

19.250 

78.67 

0.49478 

15.1189 

126.0270 

22.000 

21.250 

86.68 

0.40603 

18.4237 

153 . 5736 

24.000 

23.250 

94.70 

0.33918 

22.0549 

183.8419 
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Capacities  op  Rectanqular  Tanks  in  U.  S.  Gallons,  fob  Each  Foot  in  Depth 

1  cubic  foot » 7. 4805  U.  S.  gallons 


Width 

Lbkgth  of  Taitk 

of 
tonic 

Feet 
2 

Ft.  In. 
2     6 

Feet 
3 

Ft.  In. 
3     6 

Feet 
4 

Ft.  In. 
4     6 

Feet 
5 

Ft.  In. 
5     6 

Feet 
6 

Ft.  In. 
6     6 

Feet 

7 

Ft.     In. 
2 

2  6 
8 

3  6 
4 

29.92 

«  •  •  • 

37.40 
46.76 

44.88 
56.10 
67.32 

•  •  ■  •  • 

t 

i 

C 

»2.36 
»5.45 
r8.54 
»1.64 

59.84 

74.80 

89.77 

104.73 

110.60 

67.32 

84.16 

100.99 

117.82 

134.65 

151.48 

74.81 

93.51 

112.21 

130.91 

149.61 

168.31 
187.01 

82.29 
102.86 
123.43 
144.00 
164.57 

185.14 
205.71 
226.28 

89.77 
112.21 
134.65 
157.00 
170.53 

201.07 
224.41 
246.86 
260.30 

07.25 
121.56 
145.87 
170.18 
104.40 

218.80 
243.11 
267.43 
291.74 
316.05 

• 

104.73 
130.01 
157.09 
183.27 
200.45 

4      6 

235.62 

5 

•   •   •   • 

»   •    •   •   • 

1   •   •  •  • 
>   •   •   •   • 

261.82 

5  6 
6 

6  6 

7 

k  • 
1    » 

288.00 
314.18 
340.36 

366.54 

Lbnoth  of  Tank 

Wic 

Uh 

f 

ol 

tonic 

Ft.  In. 

Feet 

Ft.  In. 

Feet 

Ft.    In, 

Feet 

Ft.    In. 

Feet 

Ft,    In. 

Feet 

7     6 

8 

8     6 

9 

9      6 

10 

10     6 

11 

11     6 

12 

Ft. 

In. 

2 

112.21 

119.69 

127.17 

134.65 

142.13 

149.61 

157.09 

164,57 

172.05 

170.53 

2 

6 

140.26 

149.61 

158.96 

168.31 

177.66 

187.01 

196.36 

205.71 

215.06 

224.41 

8 

168.31 

179.53 

190.75 

202.97 

213.19 

224.41 

235.63 

246.86 

258.07 

260. SO 

3 

6 

196.36 

209.45 

222.54 

235.63 

248.73 

201 . 82 

274.90 

288.00 

301.00 

314.18 

4 

224.41 

239.37 

254.34 

269.30 

284.26 

299.22 

314.18 

329.14 

344.10 

350.06 

4 

6 

252.47 

269.30 

286.13 

302.96 

319.79 

336.62 

353.45 

370.28 

387.11 

403.94 

5 

280.52 

299.22 

317.92 

336.62 

355.32 

374.03 

392.72 

411.43 

430.13 

448.83 

5 

6 

308.57 

329.14 

349.71 

370.28 

390.85 

411.43 

432.00 

452.57 

473.14 

403.71 

6 

336.62 

359.06 

381.50 

403.94 

426.39 

448.83 

471.27 

493.71 

516.15 

538.59 

6 

6 

364.67 

388.98 

413.30 

437.00 

461.92 

486.23 

510.54 

534.85 

550.16 

583.47 

7 

392.72 

418.91 

445.09 

471.27 

497.45 

523.64 

549.81 

575.99 

602.18 

628.36 

7 

6 

420.78 

448.83 

476.88 

504.93 

532.98 

561.04 

589.08 

617.14 

645.10 

673.24 

8 

478.75 

508.67 

538.69 

568.51 

598.44 

628.36 

658.28 

688.20 

718.12 

8 

6 

540.46 

572.25 

604.05 

635.84 

667.63 

699.42 

731.21 

763.00 

9 

605.92 

639.58 

673.25 

706.90 

740.56 

774.23 

807.80 

9 

6 

676.11 

710.65 

746.17 

781.71 

817.24 

852.77 

10 

748.05 

785.45 

822.86 

860.26 

807.66 

10 

6 

824.73 

864.00 

003.26 

042.56 

11 

905.14 

046.27 

0S7.43 

11 

6 

089.20 

1032.30 

12 

• 


••••*" 

•■•••• 

1077.20 

WEIGHTS  OF  STEEL  SHEETS 
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IRON  AND  STEEL 
Weights  of  Ibon  and  Stejcl  Standabd  Gages 


U.  S.  Stamdard  Gaob 

a 

BiBinNGHAM  Wire  Oaob 

No. 
of 

ThiokiWM 

• 

in  inohes 

Weight  per  square  foot 

No. 

Thiok- 

Weight  per  square 
foot 

gage 

of 
gage 

nesB 
in 

Ffactioas 

Decimala 

Iron 

Bteel 

inches 

Iron 

Steel 

7-0's 

1/2 

0.5 

20.00 

20.4 

6-0'8 

15/32 

.46875 

18.75 

19.125 

5-0*8 

7/16 

.4375 

17.50 

17.85 

0000 

13/32 

.40625 

16.25 

16.575 

0000 

0.454 

18.22 

18.46 

000 

3/8 

.375 

15 

15.30 

000 

.425 

17.05 

17.28 

00 

11/32 

.34375 

13.75 

14.025 

00 

.38 

15.25 

15.45 

0 

5/16 

.3125 

12.50 

12.75 

0 

.34 

13.64 

13.82 

1 

9/32 

.28125 

11.25 

11.475 

1 

.3 

12.04 

12.20 

2 

17/64 

.265625 

10.625 

10.8375 

2 

.284 

11.40 

11.55 

3 

1/4 

.25 

10 

10.2 

3 

.259 

10.39 

10.53 

4 

15/64 

.234375 

9.375 

9.5625 

4 

.238 

9.55 

9.68 

5 

7/32 

.21875 

8.75 

8.925 

6 

.22 

8.83 

8.95 

6 

13/64 

.203125 

8.125 

8.2875 

6 

.203 

8.15 

8.25 

7 

3/16 

.1875 

7.5 

7.65 

7 

.18 

7.22 

7.32 

8 

11/64 

.171875 

6.875 

7.0125 

8 

.165 

6.62 

6.71 

9 

5/32 

.15625 

6.25 

6.375 

9 

.148 

5.94 

6.02 

10 

9/64 

.140625 

5.625 

5.7375 

10 

.134 

5.38 

5.45 

11 

1/8 

.125 

5 

5.1 

11 

.12 

4.82 

4.88 

12 

7/64 

. 109375 

4.375 

4.4625 

12 

.109 

4.37 

4.43 

13 

3/32 

.09375 

3.75 

3.825 

13 

.095 

3.81 

3.86 

14 

5/64 

.078125 

3.125 

3.1875 

14 

.063 

3.33 

3.37 

15 

9/128 

.0703125 

2.8125 

2.86875 

15 

.072 

2.89 

2.93 

16 

1/16 

.0625 

2.5 

2.55 

16 

.065 

2.61 

2.64 

17 

9/160 

.05625 

2.25 

2.295 

17 

.058 

2.33 

2.86 

18 

1/20 

.05 

2 

2.04 

18 

.040 

1.97 

1.90 

19 

7/160 

.04375 

1.75 

1.785 

19 

.042 

1.69 

1.71 

20 

3/80 

.0375 

1.50 

1.53 

20 

.035 

1.40 

1.42 

21 

11/320 

.034875 

1.375 

1.4025 

21 

.032 

1.28 

1.30 

22 

1/32 

.03125 

1.25 

1.275 

22 

.028 

1.12 

1.14 

23 

9/320 

.028125 

1.125 

1.1475 

23 

.025 

1.00 

1.02 

24 

1/40 

.025 

1 

1.02 

24 

.022 

0.883 

0.895 

25 

7/320 

.021875 

0.865 

0.8925 

25 

.02 

.803 

.813 

26 

3/160 

.01875 

.75 

.765 

26 

.018 

.722 

.732 

27 

11/640 

.0171875 

.6875 

.70125 

27 

.016 

.642 

.651 

28 

1/64 

.015625 

.625 

.6375 

28 

.014 

.562 

.569 

29 

9/640 

.0140625 

.5625 

.57375 

29 

.013 

30 

1/80 

.0125 

.6 

.61 

30 

.012 

31 

7/640 

.0109375 

.4375 

.44625 

31 

.01 

32 

13/1280 

.01015625 

.40625 

.414375 

32 

.009 

33 

3/320 

.009375 

.375 

.3825 

33 

.008 

34 

11/1280 

.00859375 

.34375 

.350625 

34 

.007 

35 

5/640 

.0078125 

.3125 

.31875 

35 

.005 

36 

9/1280 

.00703125 

.28125 

.286875 

36 

.004 

37 

17/2660 

.00664062 

. 265625 

.2709375 

38 

1/160 

.00625 

.25 

.255 

Sheet  mills  roll  iron  and  steel  sheets  to  U.  S.  standard  gage.  Plate  milb  usually  roll  to  Birming- 
ham wire  gage,  unless  other-wise  ordered.  Bands  and  hoops,  cold  rolled  strip  steel  and  spring  steel 
are  rolled  to  Birmingham  wire  gage. 

Iron  Steel 

Specific  gravity 7.7  7. 854 

Weight  per  cubic  foot 480  489. 6 

Weight  per  cubic  inch 0.2778  0.2833 

Aa  there  are  many  different  gages  in  use,  and  even  the  thicknesses  of  a  certain  specified  gage,  as 
adopted  by  different  manufacturers,  may  not  be  exactly  the  same,  orders  for  sheets  and  wires  should 
always  state  the  weight  per  square  foot,  or  the  thickness  in  thousandths  of  an  inch. 
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Standard  Gages 


Equivalents  in  decimals  of  an  inch 


Thickness  in  Dbciuals  of 

AN  Inch 

No. 

of 

gage 

Birming- 
ham 
wire 
(B.  W. 
G.),  also 

Stubs 
iron  wire 

Brown 
dc  Sharpe 
or 
Ameri- 
can 
wire 

United 

States 

standard 

plate  iron 

and  steel, 

1893 

British 
Imperial 
standard 

wire 

(S.  W.  G.). 

1884 

American 
Steel  A 

wire, 

formerly 

Washburn 

dc  Moen, 

Roebling 

Trenton 
Iron 
Co. 

Stubs 

steel 

wire 

Paris 
•gage 
(J.  de 
P.) 

Britiah 

standard 

-BG."««e 

1914,  for 

iron  and 

steel  sheets 

and  hoops 

7-0'b 

0.500 

0.500 

0.6666 

6-0'8 

0.580 

.46875 

.464 

.625 

5-0*8 

.5165 

.4375 

.432 

0.46 

.5883 

4-0'8 

6.454 

.46 

.40625 

.400 

0.3938 

.40 

.6416 

3-0*8 

.425 

.40964 

.375 

.372 

.3625 

.36 

.500 

2-0's 

.380 

.3648 

.34375 

.348 

.3310 

.33 

0.0157 

.4452 

0 

.340 

.32486 

.3125 

.324 

.3066 

.305 

.0196 

.3964 

1 

.300 

.2893 

.28125 

.300 

.2830 

.285 

0.227 

.0236 

.3532 

2 

.284 

.25763 

.265626 

.276 

.2625 

.265 

.219 

.0276 

.3147 

3 

.259 

.22942 

.25 

.252 

.2437 

.245 

.212 

.0314 

.2804 

4 

.238 

.20431 

.234375 

.232 

.2253 

.225 

.207 

.0354 

.250 

5 

.220 

.18194 

.21875 

.212 

.2070 

.205 

.204 

.0393 

.2225 

6 

.203 

. 16202 

.203125 

.192 

.1920 

.190 

.201 

.0133 

.1981 

7 

.180 

. 14428 

.1875 

.176 

.1770 

.175 

.199 

.0472 

.1764 

8 

.165 

. 12849 

.171875 

.160 

.1620 

.160 

.197 

.0512 

.1570 

9 

.148 

.11443 

. 15626 

.144 

.1483 

.145 

.194 

.0551 

.1398 

10 

.134 

. 10189 

. 140626 

.128 

.1350 

.130 

.191 

.0590 

.1250 

11 

.120 

.090742 

.125 

.116 

.1205 

.1175 

.188 

.0630 

.1113 

12 

.109 

.080808 

. 109376 

.104 

.1056 

.1050 

.185 

.0708 

.0991 

13 

.095 

.071961 

.09375 

.092 

.0915 

.0925 

.182 

.0787 

.0882 

14 

.083 

.064084 

.078126 

.080 

.0800 

.0800 

.180 

.0866 

.0785 

16 

.072 

.057068 

.0703125 

.072 

.0720 

.0700 

.178 

.0944 

.0699 

16 

.065 

.05082 

.0626 

.064 

.0625 

.0610 

.175 

.1062 

.0625 

17 

.058 

.046257 

.05626 

.056 

.0640 

.0525 

.172 

.1181 

.0556 

18 

.049 

.040303 

.06 

.048 

.0476 

.0450 

.168 

.1388 

.0495 

19 

.042 

.03589 

.04376 

.040 

.0410 

.0400 

.164 

.1535 

.0440 

20 

.035 

.031961 

.0375 

.036 

.0348 

.0350 

.161 

.1732 

.0392 

21 

.032 

.028462 

.034375 

.032 

.03176 

.0310 

.157 

.1929 

.0349 

22 

.028 

.026347 

.03125 

.028 

.0286 

.0280 

.155 

.2126 

.03125 

23 

.025 

.022671 

.028126 

.024 

.0268 

.0260 

.153 

.2322 

.02782 

24 

.022 

.0201 

.025 

.022 

.0230 

.0225 

.151 

.2520 

.02476 

25 

.020 

.0179 

.021875 

.020 

.0204 

.0200 

.148 

.2756 

.02204 

26 

.018 

.01594 

.01875 

.018 

.0181 

.0180 

.146 

.2914 

.01961 

27 

.016 

.014195 

.0171875 

.0164 

.0173 

.0170 

.143 

.3228 

.01745 

28 

.014 

.012641 

.015625 

.0148 

.0162 

.0160 

.139 

.3462 

.015625 

29 

.013 

.011257 

.0140625 

.0136 

.0150 

.0150 

.134 

.3700 

.0139 

30 

.012 

.010025 

.0125 

.0124 

.0140 

.0140 

.127 

.3937 

.0123 

31 

.010 

.008928 

.0109375 

.0116 

.0132 

.0130 

.120 

.0110 

32 

.009 

.00795 

.01015626 

.0108 

.0128 

.0120 

.115 

.0098 

33 

.008 

.00708 

.009375 

.0100 

.0118 

.0110 

.112 

.0087 

34 

.007 

.006304 

.00869375 

.0092 

.0104 

.0100 

.110 

oon 

35 

.005 

.005614 

.0078126 

.0084 

.0095 

.0095 

.108 

.0060 

36 

.004 

.006 

.00703126 

.0076 

.0090 

.0090 

.106 

.0061 

37 

.004453 

.006640625 

.0068 

.0085 

.103 

.0054 

38 

.003965 

.00625 

.0060 

.0080 

.101 

.0048 

39 

.003531 

.0062 

0075 

099 

0043 

40 

.003144 

.0048 

■••"•'•" 

.0070 

.097 

.00386 

41 

.0044 

095 

00343 

42 

.004 

092 

00306 

43 

.0036 

088 

.OO'^'^i 
00^42 

44 



.0032 

086 

45 

.0028 

081 

00215 

46 



.0024 

079 

.00192 
.00170 
.00162 
.00135 
.00120 

47 

.002 

077 

48 

.0016 

075 

49 

.0012 

072 

50 

.001 

.066 

WROUGHT-IRON  PLATES 
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57.25 

56  10 

H 

17.00 

17.50 

16 . 575 

lA 

58.50 

60.00 

58.65 

A 

18.25 

18.75 

17.850 

U 

61.00 

62.50 

61.20 

H 

19.50 

20.00 

19.125 

li 

66.25 

67.75 

66.30 

i 

20.75 

21.25 

20.400 

li 

71.25 

72.75 

71.40 

A 

23.25 

23.75 

22.950 

ij 

76.25 

78.00 

76.50 

f 

25.75 

26.25 

25.500 

2 

81.50 

83.25 

81.60 

Sheets  are  used  in  refinery  construction,  as  black  sheets  for  covering  wooden  tank 
roofs,  manufacture  of  drums,  etc.;  as  galvanized  sheets  in  flat  and  corrugated  form,  for 
roofing  and  sheathing  purposes;  and  as  tin  plates  for  can  manufacture.  The  tables 
inmiediately  following  show  the  weights  of  the  sizes  most  frequently  used. 


Weights  of  Black  Steel  Sheets 


U.S. 

Thick- 

Pounds 

Thick- 

Pounds 

Thick- 

Pounds 

gage 

ness, 

per 

U.S. 

ness, 

per 

U.S. 

ness, 

per 

inches 

square 
foot 

gage 

inches 

square 
foot 

gage 

inches 

square 
foot 

10 

9/64 

5.738 

20 

3/80 

1.53 

28 

1/64 

0.6375 

12 

7/64 

4.462 

22 

1/32 

1.275 

29 

9/640 

0  5737 

14 

5/64 

3.187 

24 

1/40 

1.02 

30 

1/80 

0.51 

16 

1/16 

2.55 

26 

3/160 

0.765 

18 

1/20 

2.04 

27 

11/640 

0.7012 

" 

TIN  PLATE 
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Weights  of  Standard  Galvanized  Sheets 


(American  Sheet  &  Tin  Plate  Co.) 


Ounces 

Pounds 

Ounces 

Pounds 

Ounces 

Pounds 

Gage 

per 

square 

foot 

per 

square 

foot 

Gage 

per 

square 

foot 

per 

square 

foot 

Gage 

per 

square 

foot 

per 

square 

foot 

8 

112.5 

7.031 

17 

38.5 

2.406 

26 

14.5 

0.906 

9 

102.5 

6.406 

18 

34.5 

2.156 

27 

13.5 

.844 

10 

92.5 

5.781 

19 

30.5 

1.906 

28 

12.5 

.781 

11 

82.5 

5.156 

20 

26.5 

1.656 

29 

11.5 

.719 

12 

72.5 

4.531 

21 

24.5 

1.531 

30 

10.5 

.656 

13 

62.5 

3.906 

22 

22.5 

1.406 

31 

9.5 

.594 

14 

52.5 

3.281 

23 

20.5 

1.281 

32 

9.0 

.563 

15 

47.5 

2.969 

24 

18.5 

1.156 

33 

8.5 

.531 

16 

42.5 

2.656 

25 

16.5 

1.031 

34 

8.0 

.500 

Standard  Weights  and  Gages  of  Tin  Plate 


(American  Sheet  &  Tin  Plate  Co.,  Pittsburgh) 


Trade 
term 

Nearest 
wire 
gage 

number 

Weight 

per 

square 

foot, 

pound 

Weight 
of  box, 
14X20 
inches, 
poimds 

Trade 
term 

Nearest 
wire 
gage 

number 

Weight 

per 

square 

foot, 

pound 

Weight 
of  box, 
14X20 
inches, 
pounds 

55  lb. 

38 

0.252 

55 

IXL 

28 

0.588 

128 

60  *' 

37 

.275 

60 

DC 

28 

.638 

139 

65  '' 

36 

.298 

65 

2X 

27 

.711 

155 

70  '* 

35 

.321 

70 

2XL 

27 

.679 

148 

75  •' 

34 

.344 

75 

3X 

26 

.803 

175 

80  " 

33 

.367 

80 

3XL 

26 

.771 

168 

85  *' 

32 

.390 

85 

DX 

26 

.826 

180 

90  '* 

31 

.413 

90 

4X 

25 

.895 

195 

95  " 

31 

.436 

95 

4XL 

25 

.863 

188 

100  '' 

30i 

.459 

100 

D2X 

24 

.964 

210 

IC 

30 

.491 

107 

D3X 

23 

1.102 

240 

118  lb. 

29 

.542 

118 

D4X 

22 

1.239 

270 

IX 

28 

.619 

135 

780 
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Corrugated  Sheets — ^Weight  per  100  Square  Feet,  Pounds 
(American  Sheet  t,  Tin  Plate  Co.,  Pittsburgh,  1914) 


Corru- 

2} inches,* 

gations 

f  inch 

1}  inches 

2  inches 

26  inches  wide 

U.  S.  Btd. 

sheet      p  . 
metal 

ited 

Gi 

i 

1 

ilvan-    -..  .    , 
,       Painted 
[zed 

Galvan- 
ijsed 

Painted 

Galvan- 
ijsed 

Painted 

Galvan- 
ised 

gage 

29 

•   • 

oX                 .... 

81 

•  •  •  • 

77 

•  •  •  • 

77 

28 

71 

88             71 

88 

68 

84 

68 

84 

27 

78 

95             78 

95 

75 

91 

75 

01 

26 

85 

102             85 

102 

82 

98 

82 

98 

25 

99 

116             99 

116 

95 

111 

95 

111 

24              1 

13 

130           113 

130 

109 

125 

109 

125 

23 

127 

144 

122 

138 

122 

138 

22 

141 

158 

136 

151 

136 

151 

21 

155 

172 

149 

165 

149 

165 

20 

169 

186 

163 

178 

163 

178 

18 

■   ■   •   • 

216 

232 

216 

232 

16 

•   •  •   • 

270 

286 

270 

286 

14 

■   fl   •    ■ 

•   ■   ■   ■ 

■  •  •  • 

338 

353 

12 

*  • 

■   •  •   • 

•   •   1   • 

•   •  •  • 

472 

488 

10 

"  * 

1 

.... 

•   •   ■   • 

607 

623 

Corru- 
gations 

2}  inches,  1 27}  inches 
wide 

3  inches 

5  inches 

U.  S.  std. 

sheet 

Painted 

Galvanized 

Painted 

Galvanized 

Painted 

Galvanized 

metal 

gage 

29 

■   ■  ■   ■ 

78 

•   •  ■   ■ 

77 

•  •  •  • 

77 

28 

69 

85 

68 

84 

68 

84 

27 

76 

92 

75 

91 

75 

91 

26 

83 

99 

82 

98 

81 

97 

25 

97 

113 

95 

111 

95 

111 

24 

110 

126 

109 

125 

108 

124 

23 

124 

140 

122 

138 

122 

137 

22 

137 

153 

136 

151 

135 

151 

21 

151 

167 

149 

165 

148 

164 

20 

165 

181 

163 

178 

162 

178 

18 

219 

235 

216 

232 

215 

231 

16 

274 

290 

270 

286 

269 

285 

14 

342 

358 

338 

353 

336 

352 

12 

478 

494 

472 

488 

470 

486 

10 

615 

631 

*  Siding,     t  Roofing. 
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Covering  width  of  plates,  lapped  one  oomigation,  24  inches.  Standard  lengths 
5, 6, 7, 8, 9,  and  10  feet;  maximum  length,  12  feet. 

Ordinary  oomigated  sheets  should  have  a  lap  of  1}  or  2  corrugations  sid&-lap  for 
roofing  in  order  to  secure  water-tight  side  seams;  if  the  roof  is  rather  steep  1}  corruga- 
tions will  answer.  Some  manufacturers  make  a  special  high-edge  corrugation  on  sides 
of  sheets,  and  thereby  are  enabled  to  secure  a  waterproof  side-lap  with  one  corrugation 
only,  thus  saving  from  6  per  cent  to  12  per  cent  of  material  to  cover  a  given  area. 

No.  28  gage  corrugated  iron  is  generally  used  for  applying  to  wooden  buildings, 
but  for  applying  to  iron  framework  No.  24  gage  or  heavier  should  be  adopted. 

Galvanizing  sheet  iron  adds  about  2}  oz.  to  its  weight  per  square  foot. 

Rods  in  the  shape  of  reinforcing  bars,  or  plain  rounds  and  squares,  are  used  for 
various  purposes  in  refinery  construction.  The  reader  is  referred  to  the  various  man- 
ufacturers of  special  reinforcing  bars  for  data  as  to  weights,  sizes,  etc.  The  following 
table  oovera  only  standard  rounds  and  squares  in  frequent  use. 


Square  and  Round  Babs,  Weights  and  Areas 


Weight, 

Area, 

Weight, 

Area, 

Pounds 

Square 

Pounds 

Square 

Size, 

PER  Foot 

Inches 

Size, 

PER  Foot 

Inches 

inches 

inches 

Square 

Round 

Square 

Round 

Square 

Round 

Square 

Round 

1/16 

0.013 

0.010 

0.0039 

0.0031 

1  1/16 

3.838 

3.015 

1.1289 

0.8866 

1/8 

.053 

.042 

.0156 

.0123 

1  1/8 

4.303 

3.380 

1.2656 

0.9940 

3/16 

.120 

.194 

.0352 

.0276 

1  3/16 

4.795 

3.766 

1.4102 

1.1075 

1/4 

.213 

.167 

.0625 

.0491 

1  1/4 

6.313 

4.172 

1.5625 

1.2272 

5/16 

.332 

.261 

.0977 

.0767 

1  5/16 

5.857 

4.600 

1.7227 

1.3530 

3/8 

.478 

.376 

.1406 

.1105 

1  3/8 

6.428 

5.049 

1.8906 

1.4849 

7/16 

.651 

.511 

.1914 

.1503 

1  7/16 

7.026 

5.518 

2.0664 

1.6230 

1/2 

.850 

.668 

.2500 

.1963 

1  1/2 

7.650 

6.008 

2.2500 

1.7671 

9/16 

1.076 

.845 

.3164 

.2485 

1  9/16 

8.301 

6.519 

2.4414 

1.9175 

6/8 

1.328 

1.043 

.3906 

.3068 

1  5/8 

8.978 

7.051 

2.6406 

2.0739 

11/16 

1.607 

1.262 

.4727 

.3712 

1  11/16 

9.682 

7.604 

2.8477 

2.2365 

3/4 

1.913 

1.502 

.5625 

.4418 

1  3/4 

10.413 

8.178 

3.0625 

2.4053 

13/16 

2.245 

1.763 

.6602 

.5185 

1  13/16 

11.170 

8.773 

3.2852 

2.5802 

7/8 

2.603 

2.044 

.7656 

.6013 

1  7/8 

11.953 

9.388 

3.6156 

2.7612 

15/16 

2.988 

2.347 

.8789 

.6903 

1  15/16 

12.763 

10.024 

3.7539 

2.9483 

1 

3.400 

2.670 

1.0000 

.7854 

2 

1 

13.600 

10.681 

4.0000 

3.1416 

While  various  structural  shapes,  from  I-beams  to  Z-bars,  are  used  in  refinery  con- 
struction, detailed  statements  of  their  properties,  safe  loads,  etc.,  are  beyond  the  scope 
of  this  volume,  the  reader  being  referred  to  the  various  booklets  of  the  Carnegie,  Cam- 
bria, and  Lackawanna  steel  companies  for  standard  shapes,  and  to  that  of  the  Bethlehem 
Corporation  for  H-sections.  Data  on  oil  and  gas  line-pipe  and  well-tubing  are  given  in 
another  chapter  of  this  volume.^  The  tables  immediately  following  cover  standard 
wrought  pipe  manufactured  from  skelp,  seamless  tubing  formed  from  billets;  and 
various  items  manufactured  from  rod  stock  in  general  refinery  use. 

1  See  page  687. 
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AIR 

Properties  of  air. — ^Air  is  a  mechanical  mixture  of  the  gases,  oxygen  and  nitrogen, 
with  about  1  per  cent  by  volume  of  argon.  Atmospheric  air  of  ordinary  purity  contains 
about  0.04  per  cent  of  carbon  dioxide.  The  composition  of  air  is  variously  given  as 
follows: 


By  Volume 

By  Weight 

N 

0 

Ar 

N 

0 

Ar 

1 

2 
3 
4 

79.3 
79.09 
78.122 
78.06 

20.7 
20.91 
20.941 
21 

0.937 
0.94 

77 

76.85 
75.539 
75.5 

23 

23.15 
23.024 
23.2 

1  437 
1.3 

The  weight  of  pure  air  at  32°  F.  and  a  barometric  pressure  of  29.92  inches  of  mercury, 

or  14.6963  pounds  per  square  inch,  or  2116.3  pounds  per  square  foot,  is  0.080728  pound 

per  cubic  foot.    Volume  of  1  pound  — 12.387  cubic  feet.    At  any  other  temi)erature  and 

1.3263XB 
barometric  pressure  its  weight  in  pounds  per  cubic  foot  is  TT  =  — — ,  where  B  = 

height  of  the  barometer,  7  » temperature,  and  1.3253  » weight  in  pounds  of  459.6  cubic 
feet  of  air  at  0**  F.  and  1  inch  barometric  pressure.  Air  expands  1/491 .6  of  its  volume 
at  32°  F.  for  every  increase  of  V  F.,  and  its  volume  varies  inversely  as  the  pressure. 


PRESSUBE  OF  THE  ATMOSPHERE  PER  SQUARE  InCH  AND  PER  SQUARE  FoOT  AT  VARIOUS 

Readings  of  the  Barometer 

Ride. — Barometer  in  inchesXO. 4916 = pressure  per  square  inch;  pressure  per  square 
inch  X 144  «=  pressure  per  square  foot. 


Barometer 

Pressure  per 
square  inch 

Pressure  per 
square  foot 

Barometer 

Pressure  per 
square  inch 

Pressure  per 
square  foot 

Inches 

Pounds 

Pounds 

Inches 

Pounds 

Pounds 

28.00 

13.75 

1980 

29.75 

14.61 

2104 

28.25 

13.88 

1998 

30.00 

14.73 

2122 

28.60 

14.00 

2016 

30.25 

14.86 

2140 

28.75 

14.12 

2033 

30.50 

14.98 

2157 

29.00 

14.24 

2051 

30.75 

15.10 

2175 

29.25 

14.37 

2069 

31.00 

15.23 

2193 

29.50 

14.49 

2086 
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CoKVEBSioK  Table  fok  Air  Prebbubes 


•I  ea-F. 


32°  F 

1  atnuaphsn. . 
(1) 


OZ.SSfi    1 
70.73      1 


m 


0. 1443 


(7) 


(8) 


TKe  figures  in  column  (S)  show  the  head  in  feet  of  air  of  uniform  denuty  to  stmoa- 
pheric  preaeure  and  62°  F.  corresponding  to  the  preasure  in  the  preceding  colunuiB,  and 
those  in  column  (9)  the  theoretical  velocities  corresponding  to  these  heads,  or  the  veloc- 
ities of  a  jet  flowing  from  a  frictiouleee  conical  orifice  whose  flow  coefficient  Lb  unity. 

Molstuie  in  Qie  atmoBidiere. — Atmospheric  air  always  contains  a  Bmall  quantity  of 
carbonic  acid,  and  a  varying  quantity  of  aqueous  vapor  or  moisture.  The  relative 
humidity  of  the  air  at  any  time  is  the  percentage  of  moiature  contained  in  it  aa  compared 
with  the  amount  it  is  capable  of  holding  at  the  same  temperature. 

The  d^ree  of  saturation  or  relative  humidity  of  the  air  is  determined  by  the  use  of 
the  dry  and  wet  bulb  thermometer.  The  degree  of  saturation  for  a  number  of  different 
reading  of  the  thermometer  is  given  in  the  following  table,  condensed  from  the  Hygro- 
metric  Tables  of  the  U.  8.  Weather  Bureau: 

Relative  HnMiDiir,  Per  Cent 
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MOISTURE  IN  AIR 


MtxTURBS  or  Air  and  Satohatbd  Vapob 
(From  Goodenough's  Tables) 


prbbsube  of 

Saturated 

Vapor 

Wbiqht  o» 
Satdratzd  Vapor 

VOLnMB  IN 

Cimic  Febt 

B.t.u, 
per 

Intent 
heat 

of 
vapor, 
B.t.u. 

B.t.u.  of 
1  pound 
dry  air 
with 
vapor  to 
saturate 
it 

Temp. 
°F. 

iDchea 
cury 

Pounds 

per 
gquare 

inch 

Per 

cubic 
foot 

Per 

pound 

of 

diyair 

pound 
iryaii 
above 
0°F. 

0 

0.0375 

0.0184 

0  0000674 

0.000781 

11.58 

11.59 

0.0 

0.964 

0.964 

10 

.0628 

.0308 

.0001103 

.001309 

11.83 

11.86 

2.411 

1.608 

4.019 

20 

.1027 

.05M 

.000177 

.002144 

12,09 

12,13 

4.823 

2.623 

7.446 

32 

.1806 

.0887 

,000303 

.003782 

12  39 

12.47 

7.716 

4-058 

11.783 

35 

.2036 

.1000 

,000340 

.004268 

12.47 

12.56 

8.44 

4.57 

13.02 

40 

.2478 

.1217 

.000410 

.005202 

12.59 

12.70 

9.66 

5.56 

15,21 

45 

.3003 

.1475 

,000492 

.00632 

12.72 

12.85 

10,86 

6,73 

17.59 

50 

.3624 

.1780 

.000588 

.00764 

12.84 

13,00 

12.07 

8,12 

20.19 

55 

.4356 

.2140 

.000699 

.00920 

12.97 

13.16 

13.28 

9.76 

23.04 

60 

.5214 

.2561 

.000829 

.01105 

13.10 

13.33 

14-48 

11.69 

26.18 

65 

eaiB 

.3054 

.000979 

.01323 

13.22 

13,50 

15,69 

13.96 

29.65 

70 

.7386 

.3628 

,001153 

-01578 

13.35 

13  69 

16.90 

16,61 

33,51 

75 

.8744 

.4295 

.001352 

.01877 

13.48 

13.88 

18.11 

19.71 

37.81 

80 

1.0314 

.5066 

.001580 

.02228 

13.60 

14,09 

19.32 

23.31 

42.64 

85 

1.212 

.5955 

.001841 

.02634 

13.73 

14.31 

20.53 

27.51 

48.04 

90 

1,421 

,6977 

,002137 

.03109 

13.86 

14.55 

21.74 

32.39 

54.13 

95 

1.659 

.8148 

.002474 

.03662 

13.98 

14,80 

22-95 

38.06 

61.01 

100 

1.931 

.9486 

.002855 

,04305 

14.11 

15.08 

24.16 

44.63 

68  79 

105 

2.241 

1 .  1010 

.003285 

.0505 

14.24 

15  39 

25.37 

52.26 

77,63 

no 

2.594 

1,274 

.003769 

.0593 

14.36 

15,73 

26,68 

61.11 

87.69 

115 

2.094 

1.470 

.004312 

,0694 

14,49 

16.10 

27  79 

71.40 

99.10 

120 

3.444 

1.692 

.004920 

.0813 

14.62 

16.52 

29.00 

83,37 

112,37 

130 

4.523 

2.221 

.1114 

14.88 

17.53 

31.42 

113.64 

145,06 

140 

5.878 

2.887 

.008130 

,1532 

15.13 

18.84 

33-85 

155,37 

189.22 

150 

7-666 

3-716 

.01030 

.2122 

15.39 

20.60 

36,27 

214.03 

250.3 

160 

9.649 

4.739 

.01294 

.2987 

15,64 

23-09 

38.69 

299.55 

338,2 

170 

12.20 

5.900 

.01611 

.4324 

15.90 

26,84 

41.12 

431.2 

472,3 

180 

15.29 

7.61 

.01991 

.6577 

16.16 

33.04 

43.55 

651.9 

695.5 

190 

19.01 

9.34 

.02441 

1  0985 

16.41 

45.00 

45.97 

1082,3 

1128.3 

aio 

23.46 

11.53 

-02972 

2.2953 

16.67 

77.24 

48.40 

2247,5 

2296 

Below  32°  F.  the  preaeure  of  saturated  vapor  in  contact  with  ice  is  given.  Values  in 
the  lost  column  do  not  include  the  beat  of  the  liquid.  Below  32°  F.  the  heat  of  BUblima- 
tion  of  ice  rather  than  the  latent  heat  of  vaporization  is  used. 
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WATER 

Water  boils  under  atmospheric  pressure  (14.7  pounds  at  sea  level)  at  212®  F.,  passing 
off  as  steam.  Its  greatest  density  is  at  39.1°  F.,  when  it  weighs  62.425  pounds  per  cubic 
foot. 

BoiuNQ  Point  op  Water 
Temperature  in  degrees  F.,  barometer  in  inches  of  mercury 


Inches 

0.0 

0.1 

0.2 

0.3 

0.4 

0.6 

0.6 

0.7 

0.8 

0.9 

28 
29 
30 

208.7 
210.6 
212.1 

208.9 
210.6 
212.3 

209.1 
210.8 
212.4 

209.2 
210.9 
212.6 

209.4 
211.1 
212.8 

209.5 
211.3 
212.9 

209.7 
211.4 
213.1 

209.9 
211.6 
213.3 

210.1 
211.8 
213.5 

210.3 
212.0 
213.6 

At  70°  F.  pure  water  will  boil  at  1°  less  of  temperature  for  an  average  of  about 
550  feet  of  elevation  above  sea  level,  up  to  a  height  of  }  mile.  At  the  height  of  1  mile, 
1°  of  boiling  temperature  will  correspond  to  about  560  feet  of  elevation. 


Boiling 
point  in 

Barom- 
eter, 
inches 

Altitude 
above 

Boiluig 
point  in 

Barom- 
eter, 
inches 

Altitude 
above 

Boiling 
point  in 

Barom- 
eter, 
inches 

Altitude 
above 

degrees 
F. 

sea  level, 
feet 

degrees 
F. 

sea  level, 
feet 

degrees 
F. 

sea  level, 
feet 

184 

16.79 

15,221 

196 

21.71 

8481 

208 

27.73 

2063 

185 

17.16 

14,649 

197 

22.17 

7932 

208.5 

28.00 

1809 

186 

17.54 

14,075 

198 

22.64 

7381 

209 

28.29 

1539 

187 

17.93 

13,498 

199 

23.11 

6843 

209.5 

28.56 

1290 

188 

18.32 

12,934 

200 

23.69 

6304 

210 

28.86 

1025 

189 

18.72 

12,367 

201 

24.08 

5764 

210.5 

29.15 

754 

190 

19.13 

11,799 

202 

24.58 

5225 

211 

29.42 

512 

191 

19.54 

11,243 

203 

25.08 

4697 

211.5 

29.71 

255 

192 

19.96 

10,685 

204 

25.59 

4169 

212 

30.0 

S.L.=0 

193 

20.39 

10,127 

205 

26.11 

3642 

212.5 

30.30 

-261 

194 

20.82 

9,579 

206 

26.64 

3115 

213 

30.59 

-511 

195 

21.26 

9,031 

207 

27.18 

2589 

CORRECTIC 

»NS  FOR  Temperature 

Mean  U 

emp.  F.  ir 

I 

shade 

0 
0.933 

10** 

20° 
0.975 

30° 
0.996 

40° 

50° 
1.0361 

60° 
.058 

70° 
1.071 

80° 
Jl.lOO 

90' 

lOO** 

Multipl 

yby... 

0. 

954 

1.0 

16 

1. 

121 

1.142 

HEAT  UNITS  PER  POUND  OF  WATER 
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Ck)MPARI80N  OF  HeADS  OF  WaTER  IN  FeET  WITH  PbESSUREB  IN  VARIOUS  UnITS 

One  foot  of  water  at  39. 1**  F. »  62 . 425  pounds  on  the  square  foot 

=  0.4335  pound  on  the  square  inch 
»  0 .  0295  atmosphere 
=  0.8826mchof  mercury  at  32** 
»773.3  f  feet  of  air  at  32*"  and  atmos- 
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One  pound  on  the  square  foot,  at  39. 1°  F. 
One  poimd  on  the  square  inch,  at  39. 1**  F. 
One  atmosphere  of  29 .  922  inches  of  mercury 
One  inch  of  mercury  at  32** 
One  foot  of  air  at  32**,  and  1  atmosphere 
One  foot  of  average  sea-water 
One  foot  of  water  at  62**  F. 
One  foot  of  water  at  62**  F. 


pheric  pressure 
=  0.01602    foot  of  water 
«  2.307       feet  of  water 
=33.9  feet  of  water 

—  1 .  133       feet  of  water 
==  0.001293  foot  of  water 
=  1 .  026       feet  of  pure  water 
— 62 .  355       pounds  per  square  foot 
»  0 .  43302    pound  per  square  inch 
»  0.036085  pound  per  square  inch 


One  inch  of  water  at  62**  F.  =0.5774  ounce 

One  pound  of  water  on  the  square  inch  at  62**  F.  =  2 .  3094     feet  of  water 

One  ounce  of  water  on  the  square  inch  at  62**  F.  =  1 .  732       inches  of  water 

Pressure  in  Pounds  per  Square  Inch  for  Different  Heads  of  Water 

At  62**  F.  1  foot  head =0.433  pound  per  square  inch,  0.433X144  =  62.352  pounds 

per  cubic  foot 


Head,  feet 


0 
10 
20 
30 
40 
50 
60 
70 
80 
90 


0 


4.330 
8.660 
12.990 
17.320 
21.650 
25.980 
30.310 
34.640 
38.970 


0. 

4. 

9. 
13. 
17 
22 
26 
30 
35 
39 


433 
763 
093 
423 
753 
083 
413 
743 
073 
403 


0.866 
5.196 
9.526 
13.856 
18.186 
22.516 
26.846 
31 . 176 
35.506 
39.836 


1. 

5. 

9. 
14. 
18, 
22 
27 
31 
35 
40 


299 
629 
959 
289 
619 
949 
279 
609 
939 
269 


1.732 
6.062 
10.392 
14.722 
19.052 
23.382 
27.712 
32.042 
36.372 
40.702 


2.165 
6.495 
10.825 
15.155 
19.485 
23.815 
28.145 
32.475 
36.805 
41 . 135 


6 


2.598 
6.928 
11.258 
15.588 
19.918 
24.248 
28.578 
32.908 
37.238 
41.568 


3.031 
7.361 
11.691 
16.021 
20.351 
24.681 
29.011 
33.341 
37.671 
42.001 


8 


3. 

7. 
12. 
16. 
20, 
25. 
29. 
33 
38 
42 


464 
794 
124 
454 
784 
114 
444 
774 
104 
436 


9 


3.897 
8.227 
12.557 
16.887 
21.217 
25.547 
29.877 
34.207 
38.537 
42.867 


Head  in  Feet  of  Water,  CoRRESPONDma  to  Pressures  in  Pounds  per  Square  Inch 

1  pound  per  square  inch =2. 30947  feet  head,  1  atmosphere  =  14. 7  poimds  per 

square  inch  =  33 .  94  feet  head 


Pressure 


0 
10 
20 
30 
40 
50 
60 
70 
80 
90 


0 


23.0947 

46.1894 

69.2841 

92.3788 

115.4735 

138.5682 

161.6629 

184.7576 

207.8523 


2.309 
25.404 
48.499 
71.594 
94.688 
117.78 
140.88 
163.97 
187.07 
210.16 


4.619 
27.714 
50.808 
73.903 
96.998 
120.09 
143.19 
166.28 
189.38 
212.47 


6.928 
30.023 
53.118 
76.213 
99.307 
122.40 
145.50 
168.59 
191 .  69 
214.78 


9.238 
32.333 
55.427 
78.522 
101.62 
124.71 
147.81 
170.90 
194.00 
217.09 


11.547 
34.642 
57.737 
80.831 
103.93 
127.02 
150.12 
173.21 
196.31 
219.40 


6 


13.857 
36.952 
60.046 
83.141 
106.24 
129.33 
152.42 
175.52 
198.61 
221.71 


16.166 
39.261 
62.356 
85.450 
108.55 
131.64 
154.73 
177.83 
200.92 
224.02 


8 


18.476 
41.570 
64.665 
87.760 
110.85 
133.95 
157.04 
180.14 
203.23 
[226.33 


9 


20.785 
43.880 
66.975 
90.069 
113.16 
136.26 
159.35 
182.45 
205.54 
228.64 


SATURATED  STEAM 
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STEAM 
Table  of  Propebtibs  op  Saturated  Steam 


Preaaurein 

pounda  per 

aquare  inch 

above 

vacuum 

Temper- 
ature 
in 
degreea, 
F. 

ToUl  heat 

in 

heat  unita 

from 

water 

at32«* 

Heat 

in 
liquid 

from 
32*  in 

unita 

Heat  of 
vaporiia- 

tion,  or 
latent  heat 

in 
heat  unita 

Denaity 

or 

weight  of 

cubic  foot 

in 

pounda 

Volume 

of 
1  pound 

in 
cubic  feet 

Factor 
of 
equivalent 
evapora- 
tion 
at  212° 

Total 
preeaure 

above 
vacuum 

1 

101.99 

1113.1 

70.0 

1043.0 

0.00299 

334.5 

0.9661 

1 

2 

126.27 

1120.5 

94.4 

1026.1 

.00576 

173.6 

.9738 

2 

3 

141.62 

1125.1 

109.8 

1015.3 

.00844 

118.5 

.9786 

3 

4 

153.09 

1128.6 

121.4 

1007.2 

.01107 

90.33 

.9822 

4 

5 

162.34 

1131.5 

130.7 

1000.8 

.01366 

73.21 

.9852 

5 

6 

170.14 

1133.8 

138.6 

995.2 

.01622 

61.65 

.9876 

6 

7 

176.90 

1135.9 

145.4 

990.5 

.01874 

53.39 

.9897 

7 

8 

182.92 

1137.7 

161.5 

986.2 

.02125 

47.06 

.9916 

8 

9 

188.33 

1139.4 

156.9 

982.5 

.02374 

42.12 

.9934 

9 

10 

193.26 

1140.9 

161.9 

979.0 

.02621 

38.15 

.9949 

10 

15 

213.03 

1146.9 

181.8 

965.1 

.03826 

26.14 

1.0003 

15 

20 

227.95 

1151.5 

196.9 

954.6 

.05023 

19.91 

1.0051 

20 

2S 

240.04 

1156.1 

209.1 

946.0 

.06199 

16.13 

1.0099 

25 

30 

260.27 

1158.3 

219.4 

038.9 

.07360 

13.59 

1.0129 

30 

36 

269.19 

1161.0 

228.4 

932.6 

.08608 

11.75 

1.0157 

35 

40 

267.13 

1163.4 

236.4 

927.0 

.09644 

10.37 

1.0182 

40 

45 

274.29 

1165.6 

243.6 

922.0 

.1077 

9.285 

1.0205 

45 

60 

280.86 

1167.6 

250.2 

917.4 

.1188 

8.418 

1.0225 

50 

65 

286.89 

1169.4 

256.3 

913.1 

.1299 

7.698. 

1.0245 

55 

60 

292.51 

1171.2 

261.9 

909.3 

.1409 

7.097 

1.0263 

60 

66 

297.77 

1172.7 

267.2 

905.5 

.1519 

6.583 

1.0280 

65 

70 

302.71 

1174.3 

272.2 

902.1 

.1628 

6.143 

1.0295 

70 

76 

307.38 

1175.7 

276.9 

898.8 

.1736 

5.760 

1.0309 

75 

80 

311.80 

1177.0 

281.4 

895.6 

.1843 

5.426 

1.0323 

80 

85 

316.02 

1178.3 

285.8 

892.5 

.1951 

6.126 

1.0337 

85 

00 

320.04 

1179.6 

290.0 

889.6 

.2058 

4.859 

1.0350 

90 

05 

323 .  89 

1180.7 

294.0 

886.7 

.2165 

4.619 

1.0362 

95 

100 

327.58 

1181.9 

297.9 

884.0 

.2271 

4.403 

1.0374 

100 

105 

331.13 

1182.9 

301.6 

881.3 

.2378 

4.206 

1.0385 

105 

110 

334.56 

1184,0 

305.2 

878.8 

.2484 

4.026 

1.0396 

110 

115 

337.86 

1185.0 

306.7 

876.3 

.2589 

3.862 

1.0406 

115 

120 

341.05 

1186.0 

312.0 

874.0 

.2695 

3.711 

1.0416 

120 

125 

344.13 

1186.9 

315.2 

871.7 

.2800 

3.571 

1.0426 

125 

130 

347.12 

1187.8 

318.4 

869.4 

.2904 

3.444 

1.0435 

130 

140 

352.86 

1189.5 

324.4 

865.1 

.3113 

3.212 

1.0453 

140 

150 

358.26 

1191.2 

880.0 

861.2 

.3321 

3.011 

1.0470 

150 

160 

363.40 

1192.8 

886. 4 

857.4 

.3530 

2.833 

1.0486 

160 

170 

368.29 

1194.3 

340.5 

853.8 

.3737 

2.676 

1.0502 

170 

180 

372.97 

1195.7 

345.4 

850.3 

.3945 

2.535 

1.0517 

180 

190 

377.44 

1197.1 

350.1 

847.0 

.4153 

2.408 

1.0531 

190 

200 

381.73 

1198.4 

354.6 

843.8 

.4359 

2.294 

1.0545 

200 

225 

391.79 

1201.4 

365.1 

836.3 

.4876 

2.051 

1.0676 

225 

250 

400.99 

1204.2 

374.7 

829.5 

.5393 

1.854 

1.0605 

250 

275 

409.60 

1206.8 

383.6 

823.2 

.5913 

1.091 

1.0632 

276 

300 

417.42 

1209.3 

391.9 

817.4 

.644 

1.653 

1.0657 

300 

325 

424.82 

1211.5 

399.6 

811.9 

.696 

1.437 

1.0680 

325 

350 

431 . 90 

1213.7 

406.9 

806.8 

.748 

1.337 

1.0703 

350 

375 

438.40 

1215.7 

414.2 

801.5 

.800 

1.250 

1.0724 

375 

400 

445.15 

1217.7 

421.4 

796.3 

.853 

1.172 

1.0745 

400 

500 

466.57 

1224.2 

444.3 

779.9 

1.065 

0.939 

1.0812 

500 
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The  temperature  of  steam  in  contact  with  water  depends  upon  the  pressure  under 
which  it  is  generated.  At  the  ordinary  atmospheric  pressure  (14.7  pounds  per  square 
inch)  its  temperature  is  212°  F.  As  the  pressure  is  increased,  as  by  the  steam  being  gw- 
erated  in  a  closed  vessel,  its  temperature,  and  that  of  the  water  in  its  presence,  increases. 

Saturated  steam  is  steam  of  the  temperature  due  to  its  pressure — ^not  superheated. 

Latent  heat  of  steam. — ^The  latent  heat,  or  heat  of  vaporisation,  is  obtained  by  sub- 
tracting from  the  total  heat  at  any  given  temperature  the  heat  of  the  liquid,  or  total 
heat  above  32°  in  water  of  the  same  temperature. 

The  total  heat  in  steam  (above  32°)  includes  three  elements: 

Ist.  The  heat  required  to  raise  the  temperature  of  the  water  to  the  temperature  of 
the  steam. 

2d.  The  heat  required  to  evaporate  the  water  at  that  temperature,  called  internal 
latent  heat. 

3d.  The  latent  heat  of  volume,  or  the  external  work  done  by  the  steam  in  making 
room  for  itself  against  the  pressure  of  the  superincumbent  atmosphere  (or  surroundiDg 
steam  if  inclosed  in  a  vessel) . 

The  sum  of  the  last  two  elements  is  called  the  latent  heat  of  steam. 


Heat  Required  to  Cfenerate  1  Pound  of  Steam  from  Water  a/  32°  F. 

Heat-units. 
Sensible  heat,  to  raise  the  water  from  32°  to  212°  «...  180.0 

Latent  heat,  1,  of  the  formation  of  steam  at  212°"  .  .  .  897.6 
2,  of  expansion  against  the  atmospheric 
pressure,  2116.4  pounds  per  square  foot 
X26.79  cubic  feet  "55,786  foot-pounds 

-5-778- 72.8 

970.4 


Total  heat  above  32°  F 1150.4 


SUPERHEATED  STEAM 
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To  reduce  actoal  evaporation  to  the  standard  at  and  from  212''  F.— The  quantity  of 
heat  required  for  evaporating  1  pound  of  water  under  atmospheric  pressure  at  and  from 
212'*  F.  is  965.66  units. 

WiH-h) 


w  = 


965.66 


TF^ actual  evaporation  in  pounds  of  water  per  unit  of  time; 

w  » standard  evaporation  at  and  from  212°  F.: 

H  =  units  of  heat  per  pound  of  steam  actually  evaporated  and  to  be  found 

in  the  steam  table; 
h  B  units  of  heat  per  pound  of  the  feed  water  to  be  found  in  the  water  table. 

The  actual  evaporation  multiplied  by  the  tabular  number  is  the  standard  evapora- 
tion.   The  table  on  page  801  is  computed  from  the  above  formula. 

Expansion  of  steam  pipes. — ^The  linear  expansion  and  contraction  of  a  pipe  carrying 
steam,  with  the  rise  and  fall  of  the  temperature,  must  be  taken  care  of  by  the  use  of  some 
form  of  expansion  joint  or  bend.  To  find  the  total  expansion  due  to  an  inciease  in  tem- 
perature, multiply  the  length  of  pipe  in  inches  by  the  coefficient  of  expansion  and  by 
the  temperature  range. 

The  expansion  for  each  100  feet  of  length  for  different  degrees  Fahrenheit  is  given  in 
the  table  on  page  802,  which  is  taken  from  the  Practical  Engineer ^  January,  1911.  The 
expansion  for  any  length  between  two  temperatures  is  found  by  taking  the  difference  in 
length  at  these  temperatures,  dividing  by  100  and  multiplying  by  the  length  of  the  pipe 
in  feet. 


SAFETY  VALVES 

Calculation  of  weight,  etc.,  for  lever  safety  valves 

Let  Tr= weight  of  ball  at  end  of  lever; 
!<;=»  weight  of  lever  itself; 
F= weight  of  valve  and  spindle,  all  in  pounds; 
L = distance  between  fulcrum  and  center  of  ball; 
2 = distance  between  fulcrum  and  center  of  valve; 

9==  distance  between  fulcrum  and  center  of  gravity  of  lever,  all  in  inches; 
A  —area  of  valve,  in  square  inches; 
P = pressure  of  steam,  in  pounds  per  square  inch,  at  which  valve  will  open. 


PAXl^-WxL^-wXg^-VXl) 


Then 

whence 

P^{WL-\-wg+Vl)-^Al\  W ^{PAl-xDQ-VD-^L)  L^iPAl-wg-VD-^W. 


Example. — Diameter  of  valve,  4  inches;  distance  from  fulcrum  to  center  of  bail, 
36  inches;  to  center  of  valve,  4  inches;  to  center  of  gravity  of  lever,  15)  inches;  weight 
of  valve  and  spindle,  3  pounds;  weight  of  lever,  7  pounds;  required  the  weight  of  ball  to 
make  the  blowing-off  pressure  80  pounds  per  square  inch;  area  of  4-inch  valve » 12.566 
square  inches.    Then 

^    PAl-wg-Vl    80X12. 566X4-7X15J-3X4    ^^  ^  , 

W^ = «108.4  pounds. 

L  36 


EVAPORATION 


799 


o 

< 

OS 


> 

O 

s 


^ 


H 

O 

n 

3 


QQ 


8 


S 


S 


S 


5 


S 


S 


S 


S 


3 


S 


o>St^3     lo-^coSi-^ 


3 


C^  f-i  i-« 
CO  N  i-< 
C4  N  w 


S  S  t^  s 


0»  00  OQ   X  t^   t» 
"^  CO  C^  w*  o  9 

VH    *H    ^H    vH    vH    O 


CO 


to 

o 


CO 


O  ^  ^  C^  0>  00  op 

1-4  o  o)  00  t^  ^  ^ 

C^    CQ    rH    i-<    *-H    ^    1-H 


l>.tN.h-c0cO»O«O'*^C0 
■^COOI»-«O^QOt-5p«5 


_  »o 

o  o 


t^AaOQOCOtN.t^tN.t^Cp  CQC0IC»0«^ 

CON^OQO>«t^cO«5  ^C0C^*-HO 


CO   CO   01   Q 


coMi-ipQaboot^ouS       'Tf<coc<ii-«o®QOt^^»o^ 


jOkOO^^'^'^CO  COC5Cl^^»HQOO>0»t* 

i-HOQOiobh-cOic        '^C0(Ni-4O^^r>-t^^^ 


^coAcocoese^o)   «HopoQa^o>oooot^^ 
jHO»05oor^«o»o   •^coe5»-HOop^Su5^^ 


C4 


t^-  r^  ^  Q  O  Q 


00  t^ 

o  o 


o 


>0  0>  0>  0>  00  00 


r<  P  OS  00  t^  o 


o 


?S  55  558 


»o 


a»QOoocot>-t^t^cp;o 
r-ipa»a)oor^cou)<^ 


CO  iO.iO  ^ 
CO  CI  i-<  o 


C^CI»-««-li-li-li-<*-H«-l     vHi-4i-(*H 


CO  CO  Ol  C^  o 


c050Cp^«5»O»Q'*'"^    COCOCO^C^»Hi-H 


o  t^ 

S3 


£3riS^*°6t^cD»0"^   coc^t-«o®h-?p»0"^coco 


>r>-C3QCO00t^t^tN.CO 

r^pooooot^cotO'^co 


c^ 


5DcOjg»0'3«rfCOCCCOWO 


sis§§SS22§    SSiggiiii 


coSSSSt^SSSS 


800 


GENERAL  TABLES 


HEAT 


Tempbbature  Coh 

By 


-4n.4  too 


C. 

273 

268 

262 

257 

251 

246 

240 

234 

229 

223 

218 

212 

207 

201 

196 

190 

184 

179 

173 

169 

168 

162 

167 

161 

146 

140 

134 

129 

123 

118 

112 

107 

101 
96.6 
90.0 
84.4 
78.9 
73.3 
67.8 
62 
56 
51. 
45.6 
40.0 
34.4 
28.9 
23.3 
17.8 


2 
7 
1 


469.4 

480 
440 
4S0 
4S0 
410 
400 
S90 


F. 


STO 
S60 
SM 
S40 
SSO 
SSO 
SIO 
SOO 
190 


ITS 
270 

aeo 

260 
240 

aso 
no 
aio 
aoo 

190 

180 

170 

160 

160 

140 

ISO 

180 

110 

100 

90 

80 

70 

60 

60 

40 

SO 

80 

10 

0 


'459.4 

-454 

■436 

■418 

■400 

382 

364 

346 

328 

310 

292 

■274 

256 

238 

220 

202 

184 

166 

148 

-130 

112 

94 

76 

58 

40 

22 

-     4 

14 

32 


0  to  100 

IIM  to 

c. 

F. 

C. 

F. 

C. 

F. 

-17.8 

0 

32 

10.0 

60 

122.0 

38 

100 

212 

-17.2 

1 

33.8 

10.6 

61 

123.8 

43 

110 

230 

-16.7 

8 

36.6 

11.1 

68 

126.6 

49 

180 

248 

-16.1 

S 

37.4 

11.7 

68 

127.4 

54 

180 

206 

-16.6 

4 

39.2 

12.2 

64 

129.2 

60 

140 

284 

-16.0 

6 

41.0 

12.8 

66 

131.0 

66 

160 

302 

-14.4 

6 

42.8 

13.3 

66 

182.8 

71 

160 

320 

-13.9 

■   T 

44.6 

13.9 

67 

134.6 

77 

170 

338 

-13.3 

8 

46.4 

14.4 

68 

136.4 

82 

160 

356 

-12.8 

9 

48.2 

15.0 

69 

138.2 

88 

190 

374 

-12.2 

10 

50.0 

15.6 

60 

140.0 

93 

800 

302 

-11.7 

11 

51.8 

16.1 

61 

141.8 

99 

810 

410 

-11.1 

18 

53.6 

16.7 

68 

143.6 

100 

8U 

413 

-10.6 

IS 

65.4 

17.2 

68 

145.4 

104 

880 

428 

-10.0 

14 

67.2 

17.8 

64 

147.2 

110 

880 

446 

-   9.44 

16 

59.0 

18.3 

66 

149.0 

116 

840 

464 

-  8.89 

16 

60.8 

18.9 

66 

150.8 

121 

860 

482 

-  8.33 

17 

62.6 

19.4 

6T 

152.6 

127 

860 

500 

-  7.78 

18 

64.4 

20.0 

68 

154.4 

132 

8T0 

518 

-  7.22 

19 

66.2 

20.6 

69 

156.2 

138 

880 

536 

-  6.67 

80 

68.0 

21.1 

70 

158.0 

143 

890 

554 

-  6.11 

81 

69.8 

21.7 

71 

159.8 

149 

800 

572 

-  5.56 

88 

71.6 

22.2 

78 

161.6 

154 

810 

£90 

-  5.00 

88 

73.4 

22.8 

78 

163.4 

160 

880 

608 

-  4.44 

84 

75.2 

23.3 

74 

165.2 

166 

880 

626 

-   3.89 

86 

77.0 

23.9 

76 

167.0 

171 

840 

644 

-  3.33 

86 

78.8 

24.4 

76 

168.8 

177 

860 

662 

-   2.78 

87 

80.6 

25.0 

77 

170.6 

182 

860 

680 

-  2.22 

88 

82.4 

25.6 

78 

172.4 

188 

870 

008 

-   1.67 

89 

84.2 

26.1 

79 

174.2 

193 

880 

716 

-   1.11 

SO 

86.0 

26.7 

80 

176.0 

199 

890 

734 

-  0.56 

81 

87.8 

27.2 

81 

177.8 

204 

400 

752 

0 

88 

89.6 

27.8 

88 

179.6 

210 

410 

770 

0.56 

88 

91.4 

28.3 

88 

181.4 

216 

480 

788 

1.11 

84 

93.2 

28.9 

84 

183.2 

221 

480 

806 

1.67 

S6 

95.0 

29.4 

86 

185.0 

227 

440 

824 

2.22 

86 

96.8 

30.0 

86 

186.8 

232 

460 

842 

2.78 

87 

98.6 

30.6 

87 

188.6 

238 

460 

860 

3.33 

88 

100.4 

31.1 

88 

190.4 

243 

470 

878 

3.89 

89 

102.2 

31.7 

89 

192.2 

249 

480 

896 

4.44 

40 

104.0 

32.2 

90 

194.0 

254 

400 

914 

5.00 

41 

105.8 

32.8 

91 

195.8 

6.56 

48 

107.6 

33.3 

98 

197.6 

6.11 

48 

109.4 

33.9 

98 

199.4 

6.67 

44 

1  1.2 

34.4 

94 

201.2 

7.22 

46 

113.0 

35.0 

96 

203.0 

7.78 

46 

114.8 

35.6 

96 

204.8 

8.33 

4T 

116.6 

36.1 

97 

206.6 

8.89 

48 

118.4 

36.7 

98 

208.4 

9.44 

48 

120.2 

37.2 
37.8 

99 

100 

210.2 
212.0 

NoTB. — ^The  numbers  in  bold-faoe  type  refer  to  the  temperature  either  in  degree*  Centigrade  or 
scale.  If  converting  from  Fahrenheit  degrees  to  Centigrade  degrees  the  equivalent  temperature  will  be 
Centigrade  to  degrees  Fahrenheit,  the  answer  will  be  found  in  the  column  on  the  right.  These  tables 
engineers,  Cambridge,  Mass.     Copyright,  1920.     Published  by  permission. 
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YEB8ION  Tables 

Sauvkttr 


•10 


C. 

816 

821 

827 

832 

838 

843 

849 

854 

860 

866 

871 

877 

882 

888 

893 

899 

904 

910 

916 

921 

927 

932 

938 

943 

949 

954 

960 

966 

971 

977 

982 

988 

993 

999 

1004 

1010 

1016 

1021 

1027 

1032 

1038 

1043 

1049 

1054 

1060 

1066 

1071 

1077 

1082 

1088 

1093 


uoo 

ISIO 
ItiO 
IMO 
1S4D 
ISM 
U«0 
1»T0 
1S80 
IBM 
IMO 
1610 
lOM 
16M 
lOM 
16M 
16M 
1670 
IMO 
16M 
17M 
1710 
ITM 
17M 
17M 
17B0 
17M 
1770 
17M 
ITM 
IMO 
1810 
IttO 
18M 
18M 
18M 
18M 
1870 
lOM 
18M 
IMO 
1910 
1910 
19M 
1940 
1980 
19M 
1970 
1980 
19M 
80M 


F. 
2732 
2750 
2768 
2786 
2804 
2822 
2840 
2858 
2876 
2894 
2912 
2930 
2948 
2966 
2984 
3002 
3020 
3038 
3056 
3074 
3092 
3110 
3128 
3146 
3164 
3182 
3200 
3218 
3236 
3254 
3272 
3290 
3308 
3326 
3344 
3362 
3380 
3398 
3416 
3434 
3452 
3470 
3488 
3506 
3524 
3542 
3650 
3578 
3596 
3614 
3632 


MM  to  80M 


c. 

F. 

C. 

F. 

1093 

MM 

3732 

1371 

8M0 

4532 

1099 

MIO 

3650 

1377 

UIO 

4550 

1104 

MM 

3668 

1382 

U80 

4568 

1110 

MM 

3686 

1388 

MM 

4586 

1116 

MM 

3704 

1393 

MM 

4604 

1121 

MM 

3722 

1399 

8BM 

4622 

1127 

MM 

3740 

1404 

8BM 

4640 

1132 

8070 

3758 

1410 

8870 

4658 

1138 

tOM 

3776 

1416 

88M 

4676 

1143 

SOM 

3794 

1421 

MM 
8600 

4694 

1149 

SIM 

3812 

1427 

4712 

1154 

8110 

3830 

1432 

8610 

4730 

1160 

SIM 

3848 

1438 

8680 

4748 

1166 

81M 

3866 

1443 

86M 

4766 

1171 

SIM 

3884 

1449 

86M 

4784 

1177 

8180 

3902 

1454 

86M 

4802 

1182 

81M 

3920 

1460 

86M 

4820 

1188 

8170 

3938 

1466 

8670 

4838 

1193 

81M 

3956 

1471 

88M 

4856 

1199 

81M 

3974 

1477 

86M 

4874 

1204 

88M 

3992 

1482 

87M 

4892 

1210 

8810 

4010 

1488 

8710 

4910 

1216 

8880 

4028 

1493 

8780 

4928 

1221 

88M 

4046 

1499 

87M 

4946 

1227 

88M 

4064 

1504 

8740 

4964 

1232 

88M 

4082 

1510 

8780 

4982 

1238 

88M 

4100 

1516 

8760 

5000 

1243 

8870 

4118 

1521 

8770 

5018 

1249 

88M 

4136 

1527 

87M 

5036 

1254 

88M 

4154 

1532 

87M 

5054 

1260 

88M 

4172 

1538 

88M 

5072 

1266 

8810 

4190 

1543 

MIO 

5090 

1271 

8880 

4208 

1549 

8880 

5108 

1277 

8SM 

4226 

1554 

88M 

5126 

1282 

88M 

4244 

1560 

88M 

5144 

1288 

88M 

4262 

1566 

88M 

5162 

1293 

88M 

4280 

1571 

8860 

5180 

1299 

8870 

4298 

1577 

M70 

5198 

1304 

83M 

4316 

1582 

88M 

5216 

1310 

88M 

4334 

1688 

8M0 

5234 

1316 

84M 

4352 

1593 

88M 

5252 

1321 

8410 

4370 

1599 

8810 

5270 

1327 

84M 

4388 

1604 

88M 

5288 

1332 

84M 

4406 

1610 

88M 

5306 

1338 

84M 

4424 

1616 

8840 

5324 

1343 

84M 

4442 

1621 

8960 

5342 

1349 

84M 

4460 

1627 

8860 

5360 

1354 

8470 

4478 

1632 

8870 

5378 

1360 

84M 

4496 

1638 

89M 

5396 

1366 

84M 

4514 

1643 

89M 

5414 

1649 

SOM 

5432 

Fahrenheit  which  it  is  desired  to  convert  into  the  other 
found  in  the  left  column,  while  if  converting  from  degrees 
are  s  revision  of  those  by  Sauveur  and  Boylston,  metallurgical 


Intbbpolation  Factors 


C. 

0.56 
1.11 
1.67 
2.22 


1 

8 
S 
4 


F. 
1.8 
3.6 
5.4 
7.2 


2.78    8    0.0 


C. 
3.33 
3.89 
4.44 
5.00 


6 
7 
8 
8 


F. 
10.8 
12.6 
14.4 
16.2 


5.56  10    18.0 
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Expansion  op  Pifb» 


(Increase  in  inches  per  100  feet) 


Temperature, 
degrees  F. 

Cast  iron 

Wrought  iron 

Steel 

Brass  and 
copper 

0 

0.00 

0.00 

0.00 

0.00 

50 

0.36 

0.40 

0.38 

0.57 

100 

0.72 

0.79 

0.76 

1.14 

125 

0.88 

0.97 

0.92 

1.40 

150 

1.10 

1.21 

1.15 

1.75 

175 

1.28 

1.41 

1.34 

2.04 

200 

1.50 

1.65 

1.57 

2.38 

225 

1.70 

1.87 

1.78 

2.70 

250 

1.90 

2.09 

1.99 

3.02 

275 

2.15 

2.36 

2.26 

3.42 

300 

2.35 

2.58 

2.47 

3  74 

325 

2.60 

2.86 

2.73 

4  13 

350 

2.80 

3.08 

2.94 

4.45 

375 

3.15 

3.46 

3.31 

5.01 

400 

3.30 

3.63 

3.46 

5.24 

425 

3.68 

4.05 

3.86 

5.85 

450 

3.89 

4.28 

4.08 

6.18 

475 

4.20 

4.62 

4.41 

6.68 

500 

4.45 

4.90 

4.67 

7.06 

525 

4.75 

5.22 

4.99 

7.55 

550 

5.05 

5.55 

5.30 

8.03 

575 

5.36 

5.90 

5.63 

8.52 

600 

5.70 

6.26 

5.98 

9.06 

625 

6.05 

6.65 

6.35 

9.62 

650 

6.40 

7.05 

6.71 

10.18 

675 

6.78 

7.46 

7.12 

10.78 

700 

7.15 

7.86 

7.50 

11  37 

725 

7.58 

8.33 

7.96 

12.06 

750 

7.96 

8.75 

8.36 

12.66 

775 

8.42 

9  26 

8.84 

13.38 

800 

8.87 

9.76 

9.31 

14.10 
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When  volume  and  weight  interconversions  are  given,  water  is  the  medium  which 
the  calculations  are  based  upon.  By  the  introduction  of  specific  gravity  factors  the 
medium  can  be  changed,  giving  the  weight  of  any  volume  of  any  material,  etc. 

Fusion  Points  op  Seger  Cones 


Symbol 

Melting  Point 

Symbol 
or 

Mbltino  Point 

Symbol 
or 

Melting  Point 

or 

cone 
No. 

Degrees 
C. 

Degrees 
F. 

cone 
No. 

Degrees 
C. 

Degrees 
F. 

cone 
No. 

Degrees  C. 

Degrees  F. 

Hbcbt 

Sesibb 

04 

1070 

1958 

13 

1390 

2534 

022 

590 

1094 

03 

1090 

1994 

14 

1410 

2570 

021 

620 

1148 

02 

1110 

2030 

15 

1430 

2606 

020 

650 

1202 

01 

1130 

2066 

16 

1450 

2642 

019 

680 

1256 

Seoer 
Series 

17 

1470 

2678 

018 

710 

1310 

1 

1150 

2102 

18 

1490 

2714 

017 

740 

1364 

2 

1170 

2138 

19 

1510 

2750 

016 

770 

1418 

3 

1190 

2174 

20 
High 

1530 

2786 

016 

800 

1472 

4 

1210 

2210 

Temp. 

012i 

875 

1607 

5 

1230 

2246 

Series 

Crbuer 

Series 

6 

1250 

2282 

26 

Lowest  grade  for  No.  2  Refractorira 

010 

950 

1742 

7 

1270 

2318 

30 

Ix>west  grade  for  No.  1  Refractories 

09 

970 

1778 

8 

1290 

2354 

32 

Good  quality  No.  1  Firebiick 

08 

990 

1814 

9 

1310 

2390 

34 

Excellent  quality  No.  1  Firebrick 

07 

1010 

1850 

10 

1330 

2426 

36 

Melting  point  pure  kaolin 

oe 

1030 

1886 

11 

1350 

2462 

38 

Melting  point  good  quality  bauxite 

05 

1050 

1922 

12 

1370 

2498 

42 

Melting  point  pure  alumina 

The  German  cones  can  be  obtained  in  the  United  States  through  Eimer  &  Amend, 
New  York,  and  other  chemical  supply  houses.  In  1896,  Prof.  Edw.  Orton,  Jr.,  of  the 
Ohio  State  University,  Columbus,  Ohio,  began  their  manufacture  in  America.  The 
American  cones  agree  with  the  German  cones  in  all  respects,  and  have  come  into 
general  use  in  America.  They  are  not  sold  through  dealers,  but  must  be  obtained 
direct  from  the  maker. 

High  temperatures  Judged  by  color. — The  temperature  of  a  body  can  be  approxi- 
mately judged  by  the  experienced  eye,  unaided.  A  table  constructed  in  1836  by 
M.  Pouillet,  and  generally  quoted  in  the  text-books,  gives  the  colors  and  their  corre- 
sponding temperatures,  but  is  now  replaced  by  the  tables  of  H.  M.  Howe  and  of 
Maunsel  White  and  F.  W.  Taylor  (Trans,  A.  S.  M.  E.,  1899),  which  are  given  at  the 
top  of  the  opposite  page. 

Skilled  observers  may  vary  100**  F.  or  more  in  their  estimation  of  relatively  low  tem- 
peratures by  color,  and  beyond  2200^  F.  it  is  practically  impossible  to  make  estimations 
with  any  certainty  whatever.     (Bulletin  No.  2,  Bureau  of  Standards,  1905.) 

In  confirmation  of  the  above  paragraph  we  have  the  second  table  on  page  805,  in  a 
booklet  published  by  the  Halcomb  Steel  Co.,  1908. 

Different  substances  heated  to  the  same  temperature  give  out  the  same  color  tints. 
Objects  which  emit  the  same  tint  and  intensity  of  light  cannot  be  ditinguished  from  each 
other,  no  matter  how  different  their  texture,  surface,  or  shape  may  be.  When  the  tem- 
perature at  all  parts  of  a  furnace  at  a  low  yellow  heat  is  the  same,  different  objects  inside 


^ 


TEMPERATURES  JUDGED  BY  COLOR 


805 


Howe 


Lowest  red  visible  in 
dark 

Lowest  red  visible  in 
daylight 

Dull  red 

Full  cherry i 

Light  red 

Full  yellow 

Light  yellow 

White 


470 

475 

550  to 

625 

700 

850 

950  to 

1000 

1050 

1150 


878 

887 

1022  to 

1157 

1292 

1562 

1742  to 

1832 

1922 

2102 


White  and  Taylor 


Dark  blood-red,  black-red . 
Dark  red,  blood-red,  low  red 

Dark  cherry -red 

Medium  cherry-red 

Cherry,  full  red 

Light  cherry,  light  red  *. . . 
Orange,  free  scaling  heat. . . 

Light  orange 

Yellow 

Light  yellow 

White 


C. 


556 
635 


746 
843 
899 
941 
996 
1079 
1205 


990 
1050 
1175 
1250 
1375 
1550 
1650 
1725 
1825 
1975 
2200 


*  Heat  at  which  scale  forma  and  adheres  on  iron  and  steel,  i.  e.,  does  not  fall  away  from  the  piece 
when  allowed  to  cool  in  air. 

the  furnace  (firebrick,  sand,   platinum,  iron)    become  absolutely  invisible.    (H.  M. 
Howe.) 


*»c. 

**F. 

Colors 

'^C. 

°F. 

Colors 

400 

752 

Red,  visible  in  the  dark 

1000 

1832 

Bright  cherry-red 

474 

885 

Red,  visible  in  the  twilight 

1100 

2012 

Orange-red 

525 

975 

Red,  visible  in  the  daylight 

1200 

2192 

Orange-yellow 

581 

1077 

Red,  visible  in  the  simlight 

1300 

2372 

Yellow-white 

700 

1292 

Dark  red 

1400 

2552 

White  welding  heat 

800 

1472 

Dull  cherry-red 

1500 

2732 

Brilliant  white 

900 

1652 

Cherry-red 

1600 

2912 

Dazzling  white  (bluish 

1 

white) 

A  bright  bar  of  iron,  slowly  heated  in  contact  with  air,  assumes  the  following  tines  a 
the  corresponding  temperatures  (Claudel) : 


Yellow  at. 
Orange  at 
Red  at... 
Violet  at . 


°c. 

°F. 

225 

437 

243 

473 

265 

509 

277 

531 

Indigo  at ... . 

Blue  at 

Green  at.  .  .  . 
"Oxide-gray" 


550 
559 
630 
752 
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The  Halcomb  Steel  Co.  (1908)  gives  the  following  heats  and  temper  colors  of  steel; 


^C. 

''F. 

Colors 

^C. 

**F. 

Colors 

221.1 

430 

Very  pale  yellow 

266.6 

610 

Spotted  red-brown 

226.7 

440 

Light  yellow 

271.1 

520 

Brown-purple 

232.2 

450 

Pale  straw-yellow 

1?76.7 

530 

Light  purple 

237.8 

460 

Straw-yellow 

282.2 

540 

Full  purple 

243.3 

470 

Deep  straw-yellow 

287.8 

550 

Dark  purple 

248.9 

480 

Dark  yellow 

293.3 

560 

Full  blue 

254.4 

490 

Yellow-brown 

298.9 

570 

Dark  blue 

260.0 

500 

Brown-yellow 

315.6 

600 

Very  dark  blue 

Boiling  Point  at  Atmospheric  Pressure 


14 . 7  pounds  per  square  inch 


Ether,  sulphuric 

Carbon  bisulphide 

Chloroform 

Bromine 

Aqua  ammonia,  sp.  gr.  0.95 

Wood  spirit 

Alcohol 

Benzine 

Water 

Average  sea  water 


94°  F, 
118 
140 
145 
146 
150 
173 
176 
212 
213.2 


Saturated  brine 226** 

Nitric  acid 248 

Oil  of  turpentine 315 

Aniline 363 

Naphthalene 424 

Phosphorus 554 

Sulphuric  acid 690 

Linseed  oil 697 

Mercury 675 

Sulphur 832 


The  boiling  points  of  liquids  increase  as  the  pressure  increases. 


Melting  Points  of  Various  Substances 

The  following  figures  are  given  by  Clark  (on  the  authority  of  Pouillet,  Claudel 
and  Wilson),  except  those  marked  *,  which  are  given  by  Prof.  RobertchAusten,  and 
those  marked  f,  which  are  given  by  Dr.  J.  A.  Harker.  These  last  are  probably  the 
most  reliable  figures: 


Sulphurous  acid — 148 

Carbonic  acid — 108 

Mercury -39,  -  38t 

Bromine -|-    9.5 

Turpentine 14 

Hyponitric  acid 16 

Ice 32 

Nitroglycerin 45 

Tallow 92 

Phosphorus 112 

Acetic  acid 113 

Stearine 109  to  120 

Spermaceti 120 

Margaric  acid 131  to  140 

Potassium 136  to  144 


°F. 

Cadmium 442 

Bismuth 504to507 

Lead 618*,   620t 

Zinc 779*,    786t 

Antimony 1150,    1169t 

Aluminum 1157*,  1214t 

Magnesium 1200 

NaCl,  common  salt 1472t 

Calcium Full  red  heat 

Bronse 1692 

Silver 1733*,  1751t 

Potassium  sulphate 1859*,  1958t 

Gold 1913*,  1947t 

Copper 1929*,  1943t 

Nickel 2600t 
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op 

142  to  164 

Stearic  acid 158 

Sodium 194  to  208 

Iodine 225 

Sulphur 239 

Alloy,  li  tin,  1  lead 334,  367t 

Tin 446,449t 


Cast  iron,  white 1922,    2075t 

Cast  iron,  gray 2012  to  2786,  2228* 

Steel 2372  to  2632* 

Steel,  hard 2570*;  mild,  2687 

Wrought  iron 2732  to  2912,  2737* 

Palhidium 2732* 

Platinum 3227*,  3110t 


Cobalt  and  manganese  are  fusible  in  the  highest  heat  of  a  forge.  Tungsten  and 
chromium  are  not  fusible  in  forge,  but  soften  and  agglomerate.  Platinum  and  iridium 
are  fusible  only  before  the  oxyhydrogen  blowpipe,  or  in  an  electrical  furnace.  For 
melting  point  of  fusible  alloys  see  alloys.  Boiling  and  freezing  points  of  air  and  other 
gases,  etc.,  are  given  below. 

Interestinq  Temperatures 


Absolute  zero 

Hydrogen  boils 

Nitrogen  boils 

Liquid  air  (oxygen  boils) 

Alcohol  freezes 

Carbon  dioxide  (sublimation  in  inert  liquid) 

Mercury  freezes 

Ammonia  boils 

Water  freezes 

Ether  boils 

Alcohol  boils 

Water  boils 

Naphthalene  boils 

Tin  melts 

Glycerin  boils 

Benzophenone  boils 

Lead  melts 

Mercury  boils 

Zinc  melts 

Sulphiur  boils 

Antimony  melts 

Aluminum  melts 

Salt  (NaCl)  sohdifies 

Silver  melts .' 

Gold  melts 

Copper  melts 

Nickel  melts 

Iron  melts 

Platinum  melts 

Tungsten  melts 

Carbon  melts 


Degrees  F. 

Degrees  C. 

-  459.4 

-  273 

-  423 

-  253 

-  321 

-  196 

-  297.4 

-  183 

-  179.68 

-  117.6 

-  109  3 

-  78.5  * 

-  37.97 

-  38.87* 

-  37.3 

-  38.5 

+  32 

0.0  * 

94 

34.6 

173 . 12 

78.4 

212 

100   * 

423 . 73 

217  96* 

449.4 

231.9  * 

554 

290 

582.6 

305.9  • 

621.3 

327.4  • 

675.05 

357.25* 

786.9 

419.4  * 

832.3 

444.6  * 

1166 

630   • 

1217.7 

658.7  • 

1473.8 

801   • 

1761 

960.5  • 

1945.5 

1063   • 

1981 . 5 

1083   * 

2646 

1452   * 

2786 

1530   • 

3191 

1755   • 

5430 

3000   * 

about   6500 

3600 

Barometric  pressure,  760  mm. 

*  Bureau  of  Standards  Circular  No.  36,  Second  Edition. 
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Quantitative  Measurement  of  Heat 

Unit  of  heat. — The  British  thermal  unit,  or  heat  unit  (B.t.u.)»  is  the  quantity  of  heat 
required  to  raise  the  temperature  of  1  pound  of  pure  water  from  62^  to  63°  F. 
(Peabody),  or  -j^  of  the  heat  required  to  raise  the  temperature  of  1  pound  of  water 
from  32""  to  212''  F.  (Marks  and  Davis,  see  Steam,  p.  867). 

The  French  thermal  unit,  or  calorie^  is  the  quantity  of  heat  required  to  raise  the  tem- 
perature of  1  kilogram  of  pure  water  from  15°  to  16°  C. 

1  French  calorie  » 3.968  British  thermal  units;  1  B.t.u.  »0^2  calorie.  The  " pound 
calorie  "  is  sometimes  used  by  English  writers;  it  is  the  quantity  of  heat  required  to  raiae 
the  temperature  of  1  pound  of  water  1°C.  1  pound  calorie  =«f  B.t.u.  =0.4536  calorie. 
The  heat  of  combustion  of  carbon  to  COs  is  said  to  be  8080  calories.  This  figure  is  used 
either  for  French  calories  or  for  pound  calories,  as  it  is  the  number  of  pounds  of  water 
that  can  be  raised  1°  C.  by  the  complete  combustion  of  1  pound  of  carbon,  or  the  number 
of  kilograms  of  water  that  can  be  raised  1°  C.  by  the  combustion  of  1  kilogram  of  carbon, 
assuming  in  each  case  that  all  the  heat  generated  is  transferred  to  the  water. 

The  mechanical  equivalent  of  heat  is  the  number  of  foot-pounds  of  mechanical 
energy  equivalent  to  one  British  thermal  unit,  heat  and  mechanical  energy  beini; 
mutually  convertible.  Joule's  experiments,  1843-50,  gave  the  figure  772,  which  is  known 
as  Joule's  eqiuvalent.  More  recent  experiments  by  Professor  Rowland  (1880)  and  others 
give  higher  figures;  778  is  generally  accepted,  but  777.6  is  probably  more  nearly  correct. 
(Goodenough  Properties  of  Steam  and  Ammonia.    1915.) 

One  heat-unit  is  equivalent  to  778  foot-pounds  of  energy.  One  foot-pound  « -j^^  = 
0.0012852  heat-unit.  One  horse-power =33,000  foot-pounds  per  minute =2545  heat- 
units  per  hour =42.416-1- per  minute =0.70694  per  second.  One  pound  carbon  burned 
to  COs  =  14,600  heat-units.  One  pound  C  per  h.p.  per  hour =2545-h  14,600= 17.43  per 
cent  efficiency. 

In  calculations  of  the  heating  value  of  mixed  fuels  the  value  for  carbon  ia  commonly 
taken  at  14,600  B.t.u.,  and  that  of  hydrogen  at  62,000.  Taking  the  heating  value  of 
C  burned  to  COs  at  14,600,  and  that  of  0  to  CO  at  4450,  the  difference,  10,150  B.t.u.  is 
the  heat  lost  by  the  imperfect  combustion  of  each  pound  of  C  burned  to  CO  instead  of 
to  CO2.  If  the  CO  formed  by  this  imperfect  combustion  is  afterwards  burned  to  CO* 
the  lost  heat  is  regained. 

In  burning  1  pound  of  hydrogen  with  8  pounds  of  oxygen  to  form  9  poimds  of  water, 
the  units  of  heat  evolved  are  62,000;  but  if  the  resulting  product  is  not  cooled  to  the 
initial  temperature  of  the  gases,  part  of  the  heat  is  rendered  latent  in  the  steam.  The 
total  heat  of  1  pound  of  steam  at  212°  F.  is  1150.0  heat  units  above  that  of  water  at  32° 
and  9X1150  =  10,350  heat  units,  which  deducted  from  62,000  gives  51,650a8  the  heat 
evolved  by  the  combustion  of  1  poimd  of  hydrogen  and  8  pounds  of  oxygen  at  32°  F.  to 
form  steam  at  212°  F. 

Some  writers  subtract  from  the  total  heating  value  of  hydrogen  only  the  latent  heat 
of  the  9  pounds  of  steam,  or  9X970.4=8734  B.t.u.,  leaviilg  as  the  "  low  "  heating  value 
63,266  B.t.u. 

The  use  of  heating  values  of  hydrogen  "  burned  to  steam,"  in  computations  relating 
to  combustion  of  fuel,  is  inconvenient,  since  it  necessitates  a  statement  of  the  conditions 
upon  which  the  figures  are  based:  and  it  is,  moreover,  misleading,  if  not  inaccurate, 
since  hydrogen  in  fuel  is  not  often  burned  in  pure  oxygen,  but  in  air;  the  temperature 
of  the  gases  before  burning  is  not  often  the  assumed  standard  temperature,  and  the 
products  of  combustion  are  not  often  discharged  at  212°.  In  steam-boiler  practice  the 
chimney  gases  are  usually  discharged  above  300°;  but  if  economizers  are  used,  and  the 
water  supplied  to  them  is  cold,  the  gases  may  be  cooled  to  below  212°,  in  which  case  the 
steam  in  the  gases  is  condensed  and  its  latent  heat  of  evaporation  is  utilized.    If  there 
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is  any  need  at  all  of  using  figures  of  the  "  available  "  heating  value  of  hydrogen,  or  its 
heating  value  when  **  burned  to  steam/'  the  fact  that  the  gas  is  burned  in  air  and  not 
in  pure  oxygen  should  be  taken  into  consideration.  The  resulting  figures  will  then  be 
much  lower  than  those  above  given,  and  they  will  vary  with  different  conditions.  (Kent, 
Steam  Boiler  Economy,  page  23,  1915.) 


Heat  of  Combustion  of  Vajuous  Substances  in  Oxtqen 


Hydrogen  to  liquid  water  at  0°  C. 


Hydrogen  to  steam  at  100**  C 

Carbon  (wood  charcoal)  to  carbonic  acid, 
COs;  ordinaiy  temperatures 


Carbon  (diamond)  to  COt 

Carbon  (black  diamond)  to  COi. 

Carbon  (graphite)  to  COs 

Carbon  to  carbonic  oxide,  CO. . . 


Carbonic  oxide  to  CX>s  per  unit  of  C0< 
CO  to  C0»  per  unit  of  C  =21X2403. . 


Marsh  gas,  methane,  CH4,  to  water  and  COt 

defiant  gas,  ethylene,  CsH4,  to  water  and 
CO, 


Benzol  gas,  CeHc,  to  water  and  COs 
Sulphur  to  sulphur  dioxide,  SOs .  . . 


Heat  Units 


34,462 

33,808 

34,342 

28,732 

8,080 

7,900 

8,137 

7,869 

7,861 

7,901 

2,473 

2,403 

2,431 

2,385 

5,607 

13,120 

13,108 

13,063 

11,858 

11,942 

11,957 

10,102 

9,915 

2,250 


62,032 

60,854 

61,816 

51,717 

14,544 

14,220 

14,647 

14,146 

14,150 

14,222 

4,451 

4,325 

4,376 

4,293 

10,093 

23,616 

23,594 

23,513 

21,344 

21,496 

21,523 

18,184 

17,847 

4,050 


Authority 


Favre  and  Silbermann 

Andrews 

Thomsen 

Favre  and  Silbermann 

Favre  and  Silbermann 

Andrews 

Berthelot 

Berthelot 

Berthelot 

Berthelot 

Favre  and  Silbermann 

Favre  and  Silbermann 

Andrews 

Thomsen 

Favre  and  Silbermann 

Thomsen 

Andrews 

Favre  and  Silbermann 

Favre  and  Silbermann 

Andrews 

Thomsen 

Thomsen 

Favre  and  Silbermann 

N.  W.  Lord 


Suppose  that  1  poimd  of  H  is  burned  in  twice  the  quantity  of  air  required  for  com- 
plete combustion,  or  2X(8  0-1-26.56  N)  =69.12  pounds  air  supplied  at  62°  F.,  and  that 
the  products  of  combustion  escape  at  562"*  F.  The  heat  lost  in  the  products  of  combus- 
tion will  be 

B.t.u. 

9  pounds  water  heated  from  62**  to  212** 1,352 

Latent  heat  of  9  pounds  HjO  at  212°,  9X969.7 8,727 

Superheated  steam,  9  pounds  X  (562°  -212°)  X0.48  (specific  heat) 1,512 

Nitrogen,  26.56  X  (562^ -62°)  X0.2438 3,238 

Excess  air,  34.56  X(562«- 62°)  X0.2375 4,104 

Total 18,933 
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which  subtracted  from  62,000  gives  43,067  B.t.u.  as  the  net  available  heating  value 
under  the  conditions  named. 

Heating  value  of  compound  or  mixed  fuels. — ^The  heating  value  of  a  solid  compound 
or  mixed  fuel  is  the  sum  of  its  elementary  constituents,  and  is  calculated  as  follows  by 
Dulong's  formula: 

B.t.u.  =  —   14,600  CH-62,000(h j-f4500S    ; 

in  which  C,  H,  O,  and  S  are  respectively  the  percentages  of  the  several  elements.  Tlie 
term  H  —  J  O  is  called  the  "  available  "  or  "  disposable  "  hydrogen,  or  that  which  is  not 
combined  with  oxygen  in  the  fuel.  For  all  the  common  varieties  of  coal,  cannel  coal 
and  some  lignites  excepted,  the  formula  is  accurate  within  the  limits  of  error  of  chemical 
analyses  and  calonmetric  determinations. 


Specific  Heat 

Thermal  capacity. — The  thermal  capacity  of  a  body  between  two  temperatures  To 
and  T\  is  the  quantity  of  heat  required  to  raise  the  temperature  from  To  to  T\,  The 
ratio  of  the  heat  required  to  raise  the  temperature  of  a  certain  weight  of  a  given  sub- 
stance one  degree  to  that  required  to  raise  the  temperature  of  the  same  weight  of  water 
from  62^  to  63°  F.  is  commonly  called  the  specific  heat  of  the  substance.  Some  writers 
object  to  the  term  as  embodying  an  inaccurate  use  of  the  words  **  specific  "  and  "  heat." 
A  more  correct  name  would  be  "  coefficient  of  thermal  capacity." 

Determination  of  specific  heat. — Mixture  method, — The  body  whose  specific  heat  is 
to  be  determined  is  raised  to  a  known  temperature,  and  is  then  immersed  in  a  mass  of 
liquid  of  which  the  weight,  specific  heat,  and  temperature  are  known.  When  the  body 
and  the  liquid  have  attained  the  same  temperature,  this  is  carefully  ascertained. 

Now  the  quantity  of  heat  lost  by  the  body  is  the  same  as  the  quantity  of  heat 
absorbed  by  the  liquid. 

Let  c,  Wf  and  t  be  the  specific  heat,  weight,  and  temperature  of  the  hot  body,  and  e', 
w'f  and  t'  those  of  the  liquid.    Let  T  be  the  temperature  the  mixture  assumes. 
Then,  by  the  definition  of  specific  heat, 

cXwX(t  —  T)  =  heat-units  lost  by  the  hot  body, 
and 

c*Xw'X{T—t')  =  heat-units  gained  by  the  cold  liquid. 

If  there  is  no  heat  lost  by  radiation  or  conduction,  these  must  be  equal,  and 

c'w'(T-t') 

cw{t-T)=c'w\T-t')    or    c ,—;=-. 

wijL-T) 

Electrical  Method. — This  method  is  believed  to  be  more  accurate  in  many  cases  than 
the  mixture  method.  It  consists  in  measuring  the  quantity  of  current  in  watts  required 
to  heat  a  unit  weight  of  a  substance  one  degree  in  one  minute,  and  translating  the  result 
into  heat-units.     1  Watt =0.0569  B.t.u.  per  minute. 
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Specifio  Heats  of  Vabious  Substances 


Gases 

Constant 
pressure 

Air 0.23761 

Oxygen 0.21751 

Hydrogen 3.40900 

Nitrogen 0.24380 

Superheated  steam 0.4805 

Carbonic  acid 0.217 

defiant  gas,  C2H4  (ethylene) 0.404 

Carbonic  oxide 0.2479 

Ammonia 0 .  508 

Ether 0.4797 

Alcohol 0.4534 

Acetic  acid 0.4125 

Chloroform 0. 1567 


Constant 

volume 

0.16847 

0.15507 

2.41226 

0.17273 

0.346 

0.171 

0.332 

0.1758 

0.299 

0.3411 

0.399 


Solids 


Antimony 0.0508 

Copper 0.0951 

Gold 0.0324 

Wrought  iron 0. 1138 

Glass 0.1937 

Cast  iron 0.1298 

Lead 0.0314 

Platinum 0.0324 

SUver 0.0570 

Tin 0.0562 


Steel  (soft) 0.1165 

Steel  (hard) 0.1175 

Zinc 0.0956 

Brass 0.0939 

Ice 0.5040 

Sulphur 0.2026 

Charcoal 0.2410 

Alumina 0. 1970 

Phosphorus 0. 1887 


Other  Solids 


Brickwork  and  masonry,  about. . .  0 .  20 

Marble 0.210 

Chalk 0.215 

Quicklime 0.217 

Magnesian  limestone 0.217 

Silica 0.191 

Corundum 0. 198 

Stones  generally. ,,..,.,.  .0.2  to  0,22 


Coal 0.20  to  0.241 

Coke 0.203 

Graphite 0.202 

Sulphate  of  Ume 0. 197 

Magnesia 0.222 

Soda 0.231 

Quartz 0.188 

River  sand  0. 195 


Woods 

When  oven  dried,  20  varieties  of  wood  showed  specific  heat  nearly  the  same  for 
all,  average  0.327.    (U.  S.  Forest  Service,  1911.) 
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Liquids 


Water 

Lead  (melted) 

Sulphur  (melted) 

Bismuth  (melted) 

Tin  (melted) 

Sulphuric  acid 

Alcohol,  density  0.793 

Sulphuric  acid,  density  1 .  87 

Sulphuric  acid,  density  1 .  30 

Hydrochloric  acid. , , 


1.0000 

0.0402 

0.2340 

0.0308 

0.0637 

0.3350 

0.622 

0.335 

0.661 

0.600 


Mercury 0.0333 

Alcohol  (absolute) 0.7000 

Fusel  oil 0.5640 

Benzine 0.4500 

Ether 0.5034 

OUveoil 0.310 

Benzine 0.393 

Turpentine,  density  0.872 0.472 

Bromine. 1 .  Ill 


Expansion  by  Heat 

In  the  centigrade  scale  the  coefficient  of  expansion  of  air  per  degree  is  0.003665= 
1/273;  that  is,  the  pressure  being  constant,  the  volume  of  a  perfect  gas  increases 
1/273  of  its  volume  at  0°  C.  for  every  increase  in  temperature  of  1®  C.  In  Fahrenheit 
units  it  increases  1/491 .6=0.002034  of  its  volume  at  32**  F.  for  every  increaae  of  1^  F. 


Expansion  of  Gases  by  Heat  from  32°  to  212°  F.  (Regnault) 


Hydrogen 

Atmospheric  air . . 

Nitrogen 

Carbon  monoxide 
Carbon  dioxide. . . 
Sulphur  dioxide .  . 


Increase  in  volume,  pressure 

constant.    Volume  at 

32°F.  =  1.0,  for 


100°  C. 


0.3661 
0.3670 
0.3670 
0.3669 
0.3710 
0.3903 


1°F. 


0.002034 
0.002039 
0.002039 
0.002038 
0.002061 
0.002168 


Increase  in  pressure,  volume 

constant.    Pressure  at 

32°F.  =  1.0,  for 


100°  C. 


0.3667 
0.3665 
0.3668 
0.3667 
0.3688 
0.3845 


1°F. 


0.002037 
0.002036 
0.002039 
0.002037 
0.002039 
0.002136 


If  the  volume  is  kept  constant,  the  pressure  varies  directly  as  the  absolute  tem- 
perature. 


Expansion  of  LiQtnns  from  32°  to  212°  F. 
Apparent  expansion  in  glass  (Clark).    Volume  at  212°,  volume  at  32°  being  1 


Water 1.0466 

Water  saturated  with  salt 1 .  05 

Mercury 1.0182 

Alcohol 1.11 


Nitric  acid 1 .  U 

Olive  and  linseed  oils 1 .08 

Turpentine  and  ether 1 .07 

Hydrochloric  and  sulphuric  acids. .  1.06 
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Linear  Expansion  of  Solids  at  Ordinary  Temperatures 

Clark  • 


Aluminum,  drawn 

Aluminum,  cast 

Antimony,  crystals 

Brass,  cast 

Brass,  plate 

Brick 

Brick,  fire 

Bronze  (copper,  17;  tin,  2);  zinc,  1) 

Bismuth 

Cement,  Portland  (mixed),  pure .  . 
Concrete     (cement  -  mortar    and 

pebbles) 

Copper 

Ebonite 

Glass,  English  flint 

Glass,  thermometer 

Glass^  hard. 

Granite,  gray,  dry 

Granite,  red,  dry 

Gold,  pure 

Iridium,  pure : 

Iron,  wrought 

Iron,  cast 

L»d 

Magnesium 

Marbles,  various  <  ^™ 

Masonry,  brick|^"*- ;  ;;;;;;; 

Mercury  (cubic  expansion) 

Nickel 

Pewter 

Plaster,  white 

Platinum 

Platinum,  85  per  cent,  iridium  15 

per  cent 

Porcelain 

Quartz,  parallel  to  major  axis,  0** 

to40*'C 

Quartz,    perpendicular    to    major 

axis,  0*^to  40**  C 

Silver,  pure 

Slate 

Steel,  cast 

Steel,  tempered 

Stone  (sandstone),  dry 

Stone  (sandstone),  Rauville 

Tin 

Wedgwood  ware 

Wood,  pine 

Zinc 

Zinc,  8,  tin,  1 

Invar 

Aterite 


For  1^  F. 
Length  ==1 


0.00001360 
0.00001234 
0.00000627 
0.00000957 
0.00001052 
0.00000306 
0.00000300 
0.00000986 
0.00000975 
0.00000594 

0.00000795 
0.00000887 
0.00004278 
0.00000451 
0.00000499 
0.00000397 
0.00000438 
0.00000498 
0.00000786 
0.00000356 
0.00000648 
0.00000556 
0.00001571 


0.00000308 
0.00000786 
0.00000256 
0.00000494 
0.00009984 
0.00000695 
0.00001129 
0.00000922 
0.00000479 

0.00000453 
0.00000200 

0.00000434 

0.00000788 

0.00001079 

0.00000577 

0.00000636 

0.00000689 

0.00000652 

0.00000417 

0.00001163 

0.00000489 

0.00000276 

0.00001407 

0.00001496 

0.0000005 

0.0000095 


For  r  C. 
Leaigth  =  l 


0.00002450 
0.00002221 
0.00001129 
0.00001722 
0.00001894 
0.00000550 
0.00000540 
0.00001774 
0.00001755 
0.00001070 

0.00001430 
0.00001596 
0.00007700 
0.00000812 
0.00000897 
0.00000714 
0.00000789 
0.00000897 
0.00001415 
0.00000641 
0.00001166 
0.00001001 
0.00002828 

6.66666554 
0.00001415 
0.00000460 
0.00000890 
0,00017971 
0.00001251 
0.00002033 
0.00001660 
0.00000863 

0.00000815 
0.00000360 

0.00000781 

0.00001419 

0.00001943 

0.00001038 

0.00001144 

0.00001240 

0.00001174 

0.00000750 

0.00002094 

0.00000881 

0.00000496 

0.00002532 

0 . 00002692 

0.0000010 

0.0000171 


Expansion 

from  32**  to 

212°  F. 


0.002450 
0.002221 
0.001129 
0.001722 
0.001894 
0.000550 
0.005400 
0.001774 
0.001755 
0.001070 

0.001430 
0.001596 
0.007700 
0.000812 
0.000897 
0.000714 
0.000789 
0.000897 
0.001415 
0.000641 
0.001166 
0.001001 
0.002828 

6! 666554 

0.001415 
0.000460 
0.000890 
0.017971 
0.001251 
0.002033 
0.001660 
0.000863 

0.000815 
0.000360 

0.000781 

0.001419 
0.001943 
0.001038 
0.001144 
0.001240 
0.001174 
0.000750 
0.002094 
0.000881 
0.000496 
0.002532 
0.002692 


According 
to  other 
authorities 


0.001083 
0.001868 


0.001392 


0.001718 


0.001235 
0.001110 

0.002694 


0.018018 
0.001279 


0.000884 


0.001908 
0.001079 

0.001938 
0.002942 


f  Clark,  "  Rules,  Table  and  Data  for  Mechanical  Engineers." 
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Expansion  of 

Steel  at  High  Temperatures 

1 

Composition  of 
steels 

Mean  coefficients  of  expansion 
from 

Coefficients  between 

C 

Mn 

Si 

P 

1.5**  to  200** 

200*'to500*' 

500**  to  650** 

0.03 

0.01 

0.03 

0.013 

11.8X10-* 

14.3X10-* 

17.0XlO-» 

24.5X10-* 

880**  and  950*" 

0.25 

0.04 

0.05 

0.010 

11.5 

14.5 

17.5 

23.3 

800**  and  950** 

0.64 

0.12 

0.14 

0.009 

12.1 

14.1 

16.5 

23.3 

720**  and  950** 

0.93 

0.10 

0.05 

0.005 

11.6 

14.9 

16.0 

27.6 

720**  and  950** 

1.23 

0.10 

0.08 

0.005 

11.9 

14.3 

16.5 

33.8 

720**  and  950** 

1.50 

0.04 

0.09 

0.010 

11.5 

14.9 

16.5 

36.7 

720**  and  950** 

3.50 

0.03 

0.07 

0.005 

11.2 

14.2 

18.0 

33.3 

720**  and  950** 

Nickel  steels 

Mean  coefficients  of  expansion  from 

Ni 

C 

Mn 

15**  to  100** 

100**  to  200** 

200  to  400** 

400*^  to  600** 

600**  to  900** 

26.9 

0.35 

0.30 

ii.oxio-» 

18.0Xl0-« 

18.7XlO-« 

22.0X10-* 

23.0XlO-» 

28.9 

0.35 

0.36 

10.0 

21.5 

19.0 

20.0 

22.7 

30.1 

0.35 

0.34 

9.5 

14.0 

19.5 

19.0 

21.3 

34.7 

0.36 

0.36 

2.0 

2.5 

11.75 

19.5 

20.7 

36.1 

0.39 

0.39 

1.5 

1.5 

11.75 

17.0 

20.3 

32.8 

0.29 

0.66 

8.0 

14.0 

18.0 

21.5 

22.3 

35.8 

0.31 

0.69 

2.5 

2.5 

12.5 

18.75 

19.3 

37.4 

0.30 

0.69 

2.5 

1.5 

8.5 

19.75 

18.3 

25.4 

1.01 

0.79 

12.5 

18.5 

19.75 

21.0 

35.0 

29.4 

0.99 

0.89 

11.0 

12.5 

19.0 

20.5 

31.7 

34.5 

0.97 

0.84 

3.0 

3.5 

13.0 

18.75 

26.7 

Thermal  Expansion  of  Iron  and  Steel  Tubes 

A  number  of  samples  of  the  various  metals  used  in  the  manufacture  of  seamless 
and  welded  tubes  were  recently  submitted  to  the  Bureau  of  Standards,  Washington, 
D.  C,  for  determinations  of  the  coefficients  of  expansion  within  the  range  of  tem- 
peratures common  to  boiler  practice.  The  mean  coefficient  of  expansion  (a)  of  these 
materials  between  0**  C.  and  200°  C.  was  found  to  be: 


Chemical  Analyses 

(a) 

Carbon 

Phosphorus 

Manganese 

Sulphur 

Charcoal  iron 

Trace 
0.07 

0.12 

0.049 
0.132 

0.0145 

Trace 
0.40 

0.51 

0.020 
0.052 

0.035 

0.00001235 

Bessemer  steel 

0.00001258 

Seamless    op  en -hearth 
steel  (hot  finished)  — 

0.00001239 

TENACITY  QF  METAI^  815 

The  length  of  a  tube  at  t  degrees  Centigrade  is: 

L|=La(l+at). 

The  report  of  this  investigation  contains  the  following  remark: 

''As  might  have  been  expected  from  the  known  behavior  of  metals,  nearly  all  the 
specimens  appeared  to  expand  faster  at  higher  than  at  low  temperatures.  The 
measurements  indicate  that,  throughout  the  range  from  0®  C.  to  200**  C,  the  values 
of  the  coefficients  (a)  might  increase  from  as  much  as  about  1.3  per  cent  less  than  to 
about  as  much  as  1.3  per  cent  greater  than  the  values  given  in  the  above  table." 

The  volume  of  a  perfect  gas  increases  1/273.1  of  its  volume  at  0**  C.  for  every 
increase  of  temperature  of  1°  C,  and  decreases  1/273.1  of  its  voliune  at  0°  C.  for 
every  decrease  of  temperature  of  1**  C.  At  —273.1°  C.  the  volume  would  then  be 
reduced  to  nothmg.  This  point,  -273.1**  C.  = -469.6°  F.,  or  491.6°  F.  below  the 
temperature  of  melting  ice,  is  called  the  absolute  zero,  and  absolute  temperatures  are 
measured  on  either  the  Centigrade  or  the  Fahrenheit  scale,  from  this  zero.  The 
freezing  point,  32°  F.,  corresponds  to  491.6°  F.  absolute.  If  po  be  the  pressure  and  vo 
the  volume  of  a  perfect  gas  at  32°  F.  =491.6°  absolute,  —Tot  and  p  the  pressure  and 
V  the  volume  of  the  same  weight  of  gas  at  any  other  absolute  temperature,  T,  then 

pv     T     f +459.6      ?w    Po»o     „ 


Pf^o    To       491.6  '     T      Ti 


0 


A  cubic  foot  of  dry  air  at  32°  F.  at  sea  level  (barometer  =  29.921  inches  of  mercury) 
weighs  0.080728  pound.  The  volume  of  1  pound  is  1/0.080728  =  12.387  cubic  feet. 
The  pressure  is  2116.3  pounds  per  square  foot. 

poro    2116.3X12.387    26,214 

•*^ ^ "7^  ~ .^^  ^ ~  ~rzz~z  ~ 53.32. 

To  491.6  491.6 


Tenacitt  op  Metals  at  Various  Temperatures 

The  British  Admiralty  made  a  series  of  experiments  to  ascertain  what  loss  of  strength 
and  ductility  takes  place  in  gun-metal  compositions  when  raised  to  high  temperajtures. 
It  was  found  that  all  the  varieties  of  gun-metal  suffer  a  gradual  but  not  serious  loss  of 
strength  and  ductility  up  to  a  certain  temperature,  at  which,  within  a  few  degrees,  a 
great  change  takes  place,  the  strength  falls  to  about  one-half  the  original,  and  the 
ductility  is  wholly  gone.  At  temperatures  above  this  point,  up  to  500°  F.,  there  is 
little,  if  any,  further  loss  of  strength;  the  temperature  at  which  this  great  change  and 
loss  of  strength  takes  place,  although  uniform  in  the  specimens  cast  from  the  same  pot, 
varies  about  100°  in  the  same  composition  cast  at  dififerent  temperatures,  or  with  some 
varying  conditions  in  the  foundry  process.  The  temperature  at  which  the  change  took 
place  in  No.  1  series  was  ascertained  to  be  about  370°,  and  in  that  of  No.  2,  at  a  little 
over  250°.  Rolled  Mimtz  metal  and  copper  are  satisfactory  up  to  500°,  and  may  be 
used  afi  securing-bolts  with  safety.  Wrought  iron  increases  in  strength  up  to  500°,  but 
loses  slightly  in  ductility  up  to  300°,  where  an  increase  begins  and  continues  up  to  500°, 
where  it  is  still  less  than  at  the  ordinary  temperature  of  the  atmosphere.  The  strength 
of  Landore  steel  is  not  affected  by  temperature  up  to  500°,  but  its  ductility  is  reduced 
more  than  one-half.     (Iron,  Oct.  6,  1877.) 

Strength  of  iron  and  steel  boiler-plate  at  high  temperatures. — (ChaA.  Huston,  Jour. 
F.  I.,  1877.) 


»o 


575* 

925* 

63,060 

65,a43 

23 

21 

66,083 

64,350 

38 

33 

69,266 

68,600 

30 

21 
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Average  of  Three  Testa  of  Each 

Temperature  F.  68' 

Charcoal  iron  plate,  tensile  strength,  pounds 55,366 

Charcoal  iron  plate,  contr.  of  area,  per  cent 26 

Soft  open-hearth  steel,  tensile  strength,  pounds 54,600 

Soft  open-hearth  steel,  contr.,  per  cent 47 

Soft  Crucible  steel,  tensile  strength,  poimds 64,000 

Soft  Crucible  steel,  contr.,  per  cent 36 

Tensile  strength  of  iron  and  steel  at  high  tempenttures. — ^James  E.  Howard's  tests 
(Iron  Age,  April  10,  1800)  show  that  the  tensile  strength  of  steel  diminishes  as  tJie 
temperature  increases  from  0*  until  a  minimum  is  reached  between  200*  and  300*  F., 
the  total' decrease  being  about  4000  poimds  per  square  inch  in  the  softer  steels,  and  from 
6000  to  8000  pounds  in  steels  of  over  80,000  pounds  tensile  strength.  From  this  mini* 
mum  point  the  strength  increases  up  to  a  temperature  of  400*  to  650*  F.,  the  maximiim 
being  reached  earlier  in  the  harder  steels,  the  increase  amounting  to  from  10,000  to 
20,000  pounds  per  square  inch  above  the  minimum  strength  at  from  200*  to  300**. 
From  this  maximum,  the  strength  of  all  the  steel  decreases  steadily  at  a  rate  approxi- 
mating 10,000  pounds  decrease  per  100*  increase  of  temperature.  A  strength  of  20,000 
pounds  per  square  inch  is  still  shown  by  0.10  C.  steel  at  about  1000*  F.,  and  by  0.60  to 
1.00  C.  steel  at  about  1600*  F. 

The  strength  of  wrought  iron  increases  with  temperature  from  0*  up  to  a  maximum 
at  from  400*  to  600*  F.,  the  increase  being  from  8000  to  10,000  poimds  per  square  inch, 
and  then  decreases  steadily  till  a  strength  of  only  6000  pounds  per  square  inch  is  shown 
at  1500*  F. 

Cast  iron  appears  to  maintain  its  strength,  with  a  tendency  to  increase,  until  900*  is 
reached,  beyond  which  temperature  the  strength  gradually  diminishes.  Under  the 
highest  temperatures,  1500*  to  1600*  F.,  numerous  cracks  on  the  cylindrical  surface  of 
the  specimen  were  developed  prior  to  rupture.  It  is  remarkable  that  cast  iron,  so  much 
inferior  in  strength  to  the  steels  at  atmospheric  temperature,  under  the  highest  tempera- 
tures has  nearly  the  same  strength  the  high-temper  steels  then  have. 

Strength  of  wrought  iron  and  steel  at  high  temperatures. — (Jour.  F.  I.,  CXII,  1881, 
page  241.) — Kollmann's  experiments  at  Oberhausen  included  tests  of  the  tensile  strength 
of  iron  and  steel  at  temperatures  ranging  between  70*  and  2000*  F.  Three  kinds  of 
metal  were  tested,  viz.,  fibrous  iron  of  52,464  pounds  T.  S.,  38,280  poimds  £.  L.,  and 
17.5  per  cent  elong.;  fine-grained  iron  of  56,892  pounds,  T.  S.,  39,113  pounds  £.  L.,  and 
20  per  cent  elong.;  and  Bessemer  steel  of  84,826  pounds  T.  S.,  55,029  pounds  E.  L.,  and 
14.5  per  cent  elong.  The  mean  ultimate  tensile  strength  of  each  material  expressed  in 
per  cent  of  its  tensile  strength  at  ordinary  atmospheric  temperature  is  given  in  the 
following  table,  the  fifth  column  of  which  exhibits,  for  purposes  of  comparison,  the  results 
of  experiments  by  a  committee  of  the  Franklin  Institute  in  the  years  1832-36. 

Effect  of  cold  on  the  strength  of  iron  and  steel. — ^The  following  conclusions  were 
arrived  at  by  Mr.  Styffe  in  1865: 

(1)  The  absolute  strength  of  iron  and  steel  is  not  diminished  by  cold,  even  at  the 
lowest  temperature  which  ever  occurs  in  Sweden. 

(2)  Neither  in  steel  nor  in  iron  is  the  extensibility  less  in  severe  cold  than  at  the 
ordinary  temperature. 

(3)  The  limit  of  elasticity  in  both  steel  and  iron  lies  higher  in  severe  cold. 

(4)  The  modulus  of  elasticity  in  both  steel  and  iron  is  increased  on  reduction  of 
temperature,  and  diminished  on  elevation  of  temperature;  but  these  variations  never 
exceed  0.05  per  cent  for  a  change  of  1.8*  F. 


THERMAL  CHANGES  OF  STRENGTH  OF  IRON 
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Temperature, 
degrees  F. 

Fibrous 
iron, 

Fine-grained 
iron, 

Bessemer 
steel, 

Franklin 
Institute, 

per  cent 

per  cent 

per  cent 

per  cent 

0 

100.0 

100.0 

100.0 

96.0 

100 

100.0 

100.0 

100.0 

102.0 

200 

100.0 

100.0 

100.0 

105.0 

300 

97.0 

100.0 

100.0 

106.0 

400 

95.5 

100.0 

100.0 

106.0 

500 

92.5 

98.5 

98.5 

104.0 

600 

88.5 

95.5 

92:0 

99.5 

700 

'     81.5 

90.0 

68.0 

92.5 

800 

67.5 

77.5 

44.0 

15.5 

900 

44.5 

51.5 

36.5 

53.5 

1000 

26.0 

36.0 

31.0 

36.0 

1100 

20.0 

30.5 

26.5 

1200 

18.0 

28.0 

22.0 

1400 

13.5 

19.0 

15.0 

1600 

7.0 

12.5 

10.0 

1800 

4.5 

8.5 

7.5 

2000 

3.5 

5.0 

5.0 

W.  H.  Barlow  (Proc.  Inst.  C.  E.)  made  experiments  on  bars  of  wrought  iron,  cast 
iron,  malleable  cast  iron,  Bessemer  steel,  and  tool  steel.  The  bars  were  tested  with 
tensile  and  transverse  strains,  and  also  by  impact;  one-half  of  them  at  a  temperature  of 
50**  F.,  and  the  other  half  at  5"*  F. 

The  results  of  the  experiments  were  summarised  as  follows: 

1.  When  bars  of  wrought  iron  or  steel  were  submitted  to  a  tensile  strain  and  broken, 
their  strength  was  not  affected  by  severe  cold  (5**  F.),  but  their  ductility  was  increased 
about  1  per  cent  in  iron  and  3  per  cent  in  steel. 

2.  When  bars  of  cast  iron  were  submitted  to  a  transverse  strain  at  a  low  temperature, 
their  strength  was  diminished  about  3  per  cent  and  their  flexibility  about  16  per  cent. 

3.  When  bars  of  wrought  iron,  malleable  cast  iron,  sted,  and  ordinary  cast  iron  were 
subjected  to  impact  at  5^  F.,  the  force  requiied  to  break  them,  and  their  flexibility,  were 
reduced  as  follows: 


Wrought  iron,  about 

Steel  (best  cast  tool),  about. 
Malleable  cast  iron,  about . . 
Cast  iron,  about 


Reduction  of  force 
of  impact,  per  cent 


3 

3i 
4i 
21 


Reduction  of 
flexibility,  per  cent 


18 

17 

15 

Not  taken 


The  experience  of  railways  in  Russia,  Canada,  and  other  coimtries  where  the  winter 
is  severe,  is  that  the  breakages  of  rails  and  tires  are  far  more  numerous  in  the  cold  weather 
than  in  the  summer.  On  this  account  a  softer  class  of  steel  is  employed  in  Russia  for 
rails  than  is  usual  in  more  temperate  climates. 

The  evidence  extant  in  relation  to  this  matter  leaves  no  doubt  that  the  capability  of 
wrought  iron  or  steel  to  resist  impact  is  reduced  by  cold.  On  the  other  hand,  its  static 
strength  is  not  impaired  by  low  temperatures. 
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Crane  Special  Brass 
Tensile  strength.    Pounds  per  square  inch 


70**  F. 

300*'F. 

450*"  F. 

500^  F. 

525''  F. 

560^  F. 

600*  F. 

750**  F. 

900**  F. 

1000*' F. 

36,500 
36,050 

33,700 
35,700 
34,780 

33,100 
34,350 

34,600 
35,000 

30,500 
26,150 
24,940 

29,250 
27,300 

26,400 
26,950 
30,500 

28,300 
28,650 

15,300 
15,700 

16,350 
17,280 
20,250 
17,750 
16,950 
16,350 
15,500 

16,300 
15,200 

14,800 
18,200 
16,000 

13,375 
11,700 
11,800 

14,580 
13,550 

9530 

6400 

Av.  35,345 

34,260 

27,630 

28,160 

15,500 

17,200 

16,100 

13,000 

9530 

6400 

Crane  Cast  Monel  Metal 
Tensile  strength.    Pounds  per  square  inch 


Crane  Soft  Cast  Iron 
Tensile  strength.     Pounds  per  square  inch 


70*'F. 

285**  F. 

435**  F. 

450**  F. 

600°  F. 

750*' F. 

1030**  F. 

53,450 

52,100 
55,350 
51,460 
52,000 

46,900 
57,000 
55,500 

55,800 
52,400 

47,200 

38,850 
39,150 
40,900 
38,900 

42,800 
42,300 
40,850 
41,200 

25,600 
27,200 

Av.  52,870 

53,130 

54,100 

47,200 

39,450 

41,787 

26,400 

70°  F. 

300°  F. 

450°  F. 

600°  F. 

750°  F. 

860°  F. 

1000°  F. 

22,210 

23,260 

20,730 

20,250 

24,660 

18,760 

21,300 

19,510 

22,670 

18,890 

23,900 

20,120 
21,020 

21,410 
18,610 

23,170 

22,040 

20,860 

21,690 

22,970 

20,100 

20,760 

22,790 

22,010 

21,590 

21,450 

21,360 

21,250 

Av.  22,060 

23,260 

20,730 

21,240 

21,925 

21,590 

19,820 

TENSILE  STRENGTH  OF  METALS 
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Crane  Malleable  Iron 
Tensile  strength.    Pounds  per  square  inch 


70**  F. 

300**  F. 

416°  F. 

450*»F. 

600*»F. 

655**  F. 

710**  F. 

750**  F. 

822*'F. 

950°  F. 

38,070 
36,800 
38,130 
38,580 
36,540 

32,480 
32,030 

32,470 
33,080 
37,470 

32,960 

30,760 
33,480 

33,400 
35,470 

31,300 
34,990 
34,690 
34,220 
34,910 
33,780 

33,940 

33,050 

31,000 
33,930 

36,360 
33,670 
35,470 
34,910 

31,830 

25,710 
31,170 
26,010 
27,790 
24,880 

Av.  37,625 

33,505 

32,960 

33,280 

34,000 

33,940 

33,050 

34,055 

31,830 

27,110 

Crane  Ferrosteel 
Tensile  strength.    Pounds  per  square  inch 


70°  F. 

300°  F. 

450°  F. 

600°  F. 

750°  F. 

873°  F. 

900°  F. 

1000°  F. 

30,660 

30,940 

32,440 

32,200 

31,530 

26,630 

31,450 

30,530 

33,720 

32,980 

29,980 

26,430 

32,850 

28,190 
26,450 

33,970 

31,640 

33,310 

30,620 

30,960 

33,420 

29,770 

31,090 

36,400 

■ 

33,780 

33,960 

28,380 

31,280 

34,450 

28,740 

35,240 

35,450 

34,850 

32,710 

33,490 

27,200 

28,280 

34,750 

33,600 

32,700 

35,880 

35,310 

24,350 

27,920 

32,850 

33,600 

34,800 

25,350 

Av.  32,692 

33,290 

33,400 

33,110 

23,860 

33,420 

25,780 

27,310 

Crane  Cast  Steel 


70°  F. 


300°  F. 


450°  F. 


600°  F. 


720'' F. 


750°  F. 


1000° F. 


Tensile  strength.     Pounds  per  square  inch 


72,000 
72,100 

77,100 
72,100 

• 

77,000 
74,500 
77,000 

77,100 
77,250 

80,000 

82,750 
80,750 

66,080 
70,000 
68,800 

63,200 
68,750 

64,000 
60,000 
57,150 

53,700 

•  ••>>• 

41,000 
40,250 
40,100 
44,200 

19,270 
21,000 

17,800 
12,200 

Av.  73,325 

76,570 

81.167 

67,366 

58,713 

41,388 

17,568 

r 
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Cbane  Cast  SrsBir— Contmued 
Elastic  limit.    Pounds  per  square  inch 


70*'F. 

300^  F. 

490'^F. 

600^  F. 

720«»F. 

750«F. 

1000**  F. 

28,750 

31,500 

27,300 

31,000 

13,400 

38,600 

40,000 
34,250 

28,000 
32,000 
27,750 

36,000 

« 

43,400 

34,000 

40,550 

29,730 

32,940 

26,200 

7,050 

37,450 

33,100 

30,750 

31,750 

28,250 
27,220 

8,500 

Av.  39,817 

34,020 

34,267 

29,422 

33,313 

27,223 

9,650 

Rolled  Rod  Brass 


70^  F. 


300*'F. 


450°  F. 


600°  F. 


750°  F. 


900°  F. 


Tensile  strength.    Pounds  per  square  inch 


54,600 
54,300 

52,700 

49,000 

34,800 
35,300 

• 

18,740 

10,170 

Av.  54,450 

52,700 

49,000 

35,050 

18,740 

10,170 

Elastic  limit.    Pounds  per  square  inch 


44,200 
45,800 

43,200 

39,100 

25,070 
22,400 

15,050 

8,060 

Av.  45,000 

43,200 

39,100 

23,735 

15,050 

8,060 

Elongation.  Per  cent  in  2  inches 

15.6 
17.2 

26.6 

21.9 

14.1 
15.6 

17.2 

21.9 

*  •  •  •  •  ^ 

Av. 

16.4 

26.6 

21.9 

14.9 

17.2 

21.9 

MONEL  METAL 
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Rolled  Monel  Metal 


70«F. 


300**  F. 


460^  F. 


525**  F. 


600**  F. 


750**  F. 


1030**  F. 


Tensile  strength.    Pounds  per  square  inch 


105,000 
104,800 

97,400 

97,800 

96,400 

89,600 

67,600 

47,200 

Av.   104,900 

97,400 

97,800 

96,400 

89,600 

67,600 

47,200 

Elastic  limit. 

Pounds  per  square  inch 

74,200 
82,500 

58,500 

58,600 

58,400 

57,950 

42,550 

26,800 

Av.     78,350 

58,500 

58,600 

58,400 

57,950 

42,550 

26,800 

Elongation.    Per  cent  in  2  inches 


31.3 
31.3 

29.7 

29.7 

32.8 

32.8 

28.1 

28.1 

Av.      31.3 

29.7 

29.7 

32.8 

32.8 

28.1 

28.1 

Reduction  of  area.    Per  cent. 


60.8 
62.5 

57.8 

51.0 

51.5 

59.5 

58.1 

60.7 

Av.      61.7 

57.8 

51.0 

51.5 

59.5 

58.1 

60.7 
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Cold-Rolled  SHAjmNO  (Bessemer) 


70*"  F. 


300°  F. 


375°  F. 


450°  F. 


525°  F. 


600°  F. 


795°  F. 


Tensile  strength.    Pounds  per  square  inch 


950°  F. 


82,800 
82,800 


Av.  82,800 


91,850 


91,850 


93,350 


93,350 


95,600 
96,650 
96,000 


96,083 


96,250 


96,250 


90,600 
86,450 


88,525 


59,500 


59,500 


Elastic  limit.    Poimds  per  square  inch 


77,400 
76,200 


Av.  76,800 


77,100 


77,100 


66,030 


66,030 


71,300 
74,400 


72,850 


75,300 


75,300 


53,200 
55,350 


54,275 


53,200 


53,200 


41,200 
37,300 


39,250 


32,000 
28,800 


30,400 


49.9 
49.2 


Av.    49.6 


Reduction  of  area.    Per  cent 


39.1 

36.8 

39.1 

36.8 

38.8 
38.3 
39.1 


38.7 


37.5 


37.5 


43.6 
44.9 


44.2 


Elongation.    Per  cent  in  2  inches 

21.9 
21.9 

•   ■   •   » 

21.9 

18.8 

21.9 
21.9 
21.9 

18.8 

25.0 
25.0 

25.0 

34.4 
35.9 

Av.    21.9 

21.9 

18.8 

21.9 

18.8 

25.0 

25.0 

35.2 

58.5 


58.5 


78.6 
77.4 


78.0 


Latent  Heats  of  Fusion  and  Evaporation 

Latent  heat  means  a  quantity  of  heat  which  has  disappeared,  having  been  employed 
to  produce  some  change  other  than  elevation  of  temperature.  By  exactly  reversing 
that  change,  the  quantity  of  heat  which  has  disappeared  is  reproduced.  Maxwell 
defines  it  as  the  quantity  of  heat  which  must  be  communicated  to  a  body  in  a  given 
state  in  order  to  convert  it  into  another  state  without  changing  its  temperature. 


LATENT  HEAT 
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Latent  heat  of  fusion. — ^When  a  body  passes  from  the  solid  to  the  liquid  state,  its 
temperature  remains  stationary,  or  nearly  stationary,  at  a  certain  melting  point  during 
the  whole  operation  of  melting;  and  in  order  to  make  that  operation  go  on,  a  quantity 
of  heat  must  be  transferred  to  the  substance  melted,  being  a  certain  amount  for  each 
unit  of  weight  of  the  substance.    This  quantity  is  called  the  latent  heat  of  fusion. 

When  a  body  passes  from  the  liquid  to  the  solid  state,  its  temperature  remains 
stationary,  or  nearly  stationary,  during  the  whole  operation  of  freezing;  a  quantity  of 
heat  equal  to  the  latent  heat  of  fusion  is  produced  in  the  body  and  released  into  the 
atmosphere  or  other  surrounding  bodies. 

The  following  are  examples  in  British  thermal  units  per  pound,  as  given  in  Landolt 
and  Bomstein's  "  Physikalische-Chemische  Tabellen  "  (Berlin  1894). 


Substances 


Bismuth 

Cast  iron,  gray. 
Cast  iron,  white 

Lead 

Tin 

Zinc 


Latent  heat 

of  fusion 

22.75 

41.4 

59.4 

9.66 

25.65 

50.63 

1 

Substances 

lifttent  heat 
of  fusion 

Silver 

Beeswax 

Paraffin 

37 .  93 
76.14 
63.27 

Spermaceti 

Phosphorus 

Sulphur 

66.56 

9.06 

16.86 

The  latent  heat  of  fusion  of  ice  is  generally  taken  at  144  B.t.u.  per  pound.  The 
U.  S.  Bureau  of  Standards  (1915)  gives  it  as  79.76  20**-calories  per  gram  =  143.56  B.t.u. 
per  pound. 

Latent  heat  of  evaporation. — ^When  a  body  passes  from  the  solid  or  liquid  to  the 
gaseous  state,  its  temperature  during  the  operation  remains  stationary  at  a  certain 
boiling  point,  depending  on  the  pressure  of  the  vapor  produced;  and  in  order  to  make 
the  evaporation  go  on,  a  quantity  of  heat  must  be  transferred  to  the  substance  evapo- 
rated, whose  amount  for  each  imit  of  weight  of  the  substance  evaporated  depends  on 
the  temperature.  That  heat  does  not  raise  the  temperature  of  the  substance,  but 
disappears  in  causing  the  substance  to  assume  the  gaseous  state,  and  is  called  the  latent 
heat  of  evaporation. 

When  a  body  passes  from  the  gaseous  state  to  the  liciuid  or  solid  state,  its  temperature 
remains  stationary,  during  that  operation,  at  the  boiling  point  corresponding  to  the 
pressure  of  the  vapor;  a  quantity  of  heat  equal  to  the  latent  heat  of  evaporation  at  that 
temperature  is  produced  in  the  body;  and  in  order  that  the  operation  of  condensation 
may  go  on,  that  heat  must  be  transferred  from  the  body  condensed  to  some  other  body. 

The  following  are  examples  of  the  latent  heat  of  evaporation  in  British  thermal 
units,  of  one  pound  of  certain  substances,  when  the  pressure  of  the  vap>or  is  one  atmos- 
phere of  14.7  pounds  on  the  square  inch: 


Substance 


r 

Water 

Alcohol 

Ether 

Bisulphide  of  carbon . . . 


Boiling  point  under 
1  atmosphere  F**. 


212.0 

172.2 

95.0 

114.8 


Latent  heat  in 
British  units 


965 . 7  (Regnault) 
364.3  (Andrews) 

162 . 8  (Andrews) 
156 . 0  (Andrews) 
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The  total  heat  of  evaporation  is  the  sum  of  the  heat  which  disappears  in  evaporating 
one  pound  of  a  given  substance  at  a  given  temperature  (or  latent  heat  of  evaporation) 
and  of  the  heat  required  to  raise  its  temperature,  before  evaporation,  from  some  fixed 
temperature  up  to  the  temperature  of  evaporation.  The  latter  part  of  the  total  heat  is 
called  the  sensible  heat. 

Radiation  of  Heat 

Radiation  of  heat  takes  place  between  bodies  at  all  distances  apart,  and  follows  the 
laws  for  the  radiation  of  light. 

The  heat  nya  proceed  in  straight  lines,  and  the  intensity  of  the  rays  radiated  from 
any  one  source  varies  inversely  as  the  square  of  their  distance  from  the  source. 

This  statement  has  been  erroneously  interpreted  by  some  writers,  who  have  assumed 
from  it  that  a  boiler  placed  2  feet  above  a  fire  would  receive  by  radiation  only  one- 
fourth  as  much  heat  as  if  it  were  only  1  foot  above  the  fire.  Li  the  case  of  boiler  furnaces 
the  side  walls  reflect  those  rays  that  are  received  at  an  angle — ^foUowing  the  law  of 
optics,  that  the  angle  of  incidence  is  equal,  to  the  angle  of  reflection — ^with  the  result 
that  the  intensity  of  heat  2  feet  above  the  fire  is  practically  the  same  as  at  1  foot  above, 
instead  of  only  one-fourth  as  much. 

The  rate  at  which  a  hotter  body  radiates  heat,  and  a  colder  body  absorbs  heat, 
depends  upon  the  state  of  the  surfaces  of  the  bodies  as  well  as  on  their  temperatures. 
The  rates  of  radiation  and  of  absorption  are  increased  by  darkness  and  roughness  of 
the  surfaces  of  the  bodies,  and  diminished  by  smoothness  and  polish.  For  this  reason 
the  covering  of  steam  pipes  and  boilers  should  be  smooth  and  of  a  light  color;  uncovered 
pipes  and  steam-cylinder  covers  should  be  polished. 

The  quantity  of  heat  radiated  by  a  body  is  also  a  measure  of  its  heat-absorbing 
power  under  the  same  circumstances.  When  a  polished  body  is  struck  by  a  ray  of  heat, 
it  absorbs  part  of  the  heat  and  reflects  the  rest.  The  reflecting  power  of  a  body  is  there- 
fore  the  complement  of  its  absorbing  power,  which  latter  is  the  same  as  its  radiating 
power. 


Relative  Radiating  and  Reflect!  no  Power  of  Different  Substances 


Lampblack 

Water 

Carbonate  of  lead .... 

Writing-paper 

Ivory,  jet,  marble .... 

Ordinary  glass 

Ice 

Gum  lac 

Silver-leaf  on  glass. . . . 
Cast  iron,  bright  polished 

Mercury,  about 

Wrought  iron,  polished 


Radiat- 

ing or 

Reflect- 

absorb- 

ing 

mg 

power 

power 

100 

0 

100 

0 

100 

0 

98 

2 

93  to  98 

7to2 

90 

10 

85 

15 

72 

28 

27 

73 

25 

75 

23 

77 

23 

77 

Zinc,  polished 

Steel,  polished 

Platinum,  polished 

Platinum  in  sheet 

Tin 

Brass,  cast,  dead  polished 
Brass,  bright  polished . .  . 

Copper,  varnished.^ 

Copper,  hammered 

Gold,  plated 

Gold  on  polished  steel. . . 


Radiat- 
ing or 

absorb- 
ing 
power 


19 

17 

24 

17 

15 

11 

7 

14 

7 

5 

3 


Reflect- 
ing 

power 


81 
83 
76 
83 
85 
89 
93 
86 
93 
95 
97 
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Conduction  and  Convection  op  Heat 

x»nducti(m  is  the  transfer  of  heat  between  two  bodies  or  parts  of  a  body  which  touch 
each  other.  Internal  conduction  takes  place  between  the  parts  of  one  continuous  body, 
and  external  conduction  through  the  surface  of  contact  of  a  pair  of  distinct  bodies. 

The  rate  at  which  conduction,  whether  internal  or  external,  goes  on,  being  propoiv 
tional  to  the  area  of  the  section  or  surface  through  which  it  takes  place,  may  be  expressed 
in  thermal  units  per  square  foot  of  area  per  hour. 

Internal  conduction  varies  with  the  heat  condiuAwityf  which  depends  upon  the  nature 
of  the  substance,  and  is  directly  proportional  to  the  difference  between  the  tempera- 
tures of  the  two  faces  of  a  layer,  and  inversely  as  its  thickness.  The  reciprocal  of  th& 
conductivity  is  called  the  internal  thermal  resistance  of  the  substance.  If  r  representff 
this  resistance,  x  the  thickness  of  the  layer  in  inches,  T'  and  T  the  temperatures  on  the 
two  faces,  and  q  the  quantity  in  thermal  units  transmitted  per  hour  per  square  foot  of 
area, 

T'-T 

q  — .    (Rankine  ) 

rx 


P6clet  gives  the  following  values  of  r: 

Gold,  platinum,  silver 0.0016 

Copper 0.0018 

Iron 0.0043 

Zinc 0.0045 


Lead 0.0090 

Marble 0.0716 

Brick 0.1600 


Relative  Heat-conducting  Power  op  Metals 


Metals 


Silver 

Gold 

Gold,  with  1  per  cent  of 

silver 

Copper,  rolled 

Copper,  cast 

Mercury 

Mercury,  with  1.26  per 

cent  of  tin 

Aluminum 

Zinc: 

Cast  vertically .... 

Cast  horizontally. . 

Rolled 


♦C.  &  J. 


1000 
981 

840 
845 
811 
677 

412 
665 

628 
608 
641 


tW.  &  F. 


1000 
632 


736 


Metals 


Cadmium 

Wrought  iron 

Tin 

Steel 

Platinum 

Sodium 

Cast  iron 

Lead 

Antimony: 

Cast  horizontally 
Cast  vertically .  . 

Bismuth 


•C.&J. 


677 
436 
422 
397 
380 
365 
359 
287 

216 

192 

61 


tW.  &  F. 


119 
145 
116 

84 


86 


18 


*  Calvert  A  Johnaon. 


t  Weidemann  A  Frans. 


Influence  op  a  Non-metallic  Substance  in  Combination  on  the  Conducting 


Power  of 

Influence  of  carbon  on  iron: 

Wrought  iron 436 

Steel 397 

Cast  iron 359 


A  Metal 

Cast  copper 811 

Copper  with  1  per  cent  of  arsenic .  .  .  670 
Copper,  with  0.5  per  cent  of  arsenic .  669 
Copper,  with  0.25  per  cent  of  arsenic  771 
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The  rate  of  external  conduction  through  the  bounding  surface  between  a  solid  body 
and  a  fluid  is  approximately  proportional  to  the  difference  of  temperature,  when  that  is 
small;  but  when  that  difference  is  considerable,  the  rate  of  conduction  increases  faster 
than  the  simple  ratio  of  that  difference.     (Rankine.) 

If  r,  as  before,  is  the  coefficient  of  internal  thermal  resistance,  e  and  e'  the  coefficient 
of  external  resistance  of  the  two  surfaces,  x  the  thickness  of  the  plate,  and  7'  and  T  the 
temperatures  of  the  two  fluids  in  contact  with  the  two  surfaces,  the  rate  of  conduction  is 

T'-T 

^""e+c'+rx* 
According  to  P<!>clet, 

^"'"^  ^All+B(r-T)]' 

in  which  the  constants  A  and  B  have  the  following  values: 

B  for  polished  metallic  surfaces 0 .  0026 

B  for  rough  metallic  surfaces  and  for  non-metallic  surfaces 0 .  0037 

A  for  polished  metals,  about 0 .  90 

A  for  glassy  and  varnished  surfaces 1 .  34 

A  for  dull  metallic  surfaces 1 .  68 

A  for  lampblack 1 .78 

< 
When  a  metal  plate  has  a  liquid  at  each  side  of  it,  it  appears  from  experiments  by 

P^let  that  B= 0.058,  A«8.8. 

The  results  of  experiments  on  the  evaporative  power  of  boilers  agree  very  well  with 

the  following  approximate  formula  for  the  thermal  resistance  of  boiler  plates  and  tubes: 

which  gives  for  the  rate  of  conduction,  per  square  foot  of  surface  per  hoiur, 

g^ . 

a 

This  formula  is  proposed  by  Rankine  as  a  rough  approximation,  near  enough  to  the 
truth  for  its  purpose.  The  value  of  a  lies  between  160  and  200.  Experiments  on 
modem  boilers  usually  give  higher  values. 

Convection,  or  canying  of  heat,  means  the  transfer  and  diffusion  of  the  heat  in  a  fluid 
mass  by  means  of  the  motion  of  the  particles  of  that  mass. 

The  conduction,  properly  so  called,  of  heat  through  a  stagnant  mass  of  fluid  is  very 
slow  in  liquids,  and  almost,  if  not  wholly,  inappreciable  in  gases.  It  is  only  by  the  con- 
tinual circulation  and  mixture  of  the  particles  of  the  fluid  that  uniformity  of  temperature 
can  be  maintained  in  the  fluid  mass,  or  heat  transferred  between  the  fluid  mass  and  a 
solid  body. 

The  free  circulation  of  each  of  the  fluids  which  touch  the  side  of  a  solid  plate  is  a 
necessary  condition  of  the  correctness  of  Rankine's  formulae  for  the  conduction  of  heat 
through  that  plate;  and  in  these  formulae  it  is  implied  that  the  circulation  of  each  of 
the  fluids  by  currents  and  eddies  is  such  as  to  prevent  any  considerable  difference  in 
temperature  between  the  fluid  particles  in  contact  with  one  side  of  the  solid  plate  and 
those  at  considerable  distances  from  it. 

Wlien  heat  is  to  be  transferred  by  convection  from  one  fluid  to  another,  thn>u|^  an 
intervening  layer  of  metal,  the  nootions  of  the  two  fluid  masses  should,  if  possible,  be  in 
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opposite  directions,  in  order  that  the  hottest  particles  of  each  fluid  may  be  in  communi- 
cation with  the  hottest  particles  of  the  other,  and  that  the  minimum  difference  of  tem- 
perature between  the  adjacent  particles  of  the  two  fluids  may  be  the  greatest  possible. 
Thus,  in  the  surface  condensation  of  steam,  by  passing  it  through  metal  tubes 
inmiersed  in  a  current  of  cold  water  or  air,  the  cooling  fluid  should  be  made  to  move  in 
the  opposite  direction  to  the  condensing  steam, 


Heat  Conducting  and  Resisting  Valxtes  of  Different  Materials 


Insulating  material 


1.  f-inch  oak  board,  1  inch  lampblack,  J-inch  pine  board 

(ordinary  family  refrigerator) 

2.  {-inch  board,  1  inch  pitch,  J-inch  board 

3.  f-inch  board,  2  inches  pitch,  J-illch  board 

4.  {-inch  board,  paper,  1  inch  mineral  wool,  paper,  {-inch 

board 

5.  {-inch  board,  paper,  2}  inches  mineral  wool,  paper, 

{-inch  board 

6.  {-inch  board,  paper,  2}  inches  calcined  pumice,  {-inch 

board 

7.  Same  as  above,  when  wet 

8.  {-inch  board,  paper,  3  inches  sheet  cork,  {-inch  board . 

9.  Two  {-inch  boards,  paper,  solid,  no  air  space,  paper, 

two  {-inch  boards 

10.  Two  {-inch  boards,  paper,  1  inch  air  space,  paper,  two 

{-inch  boards 

11.  Two  {-inch  boards,  paper,  1  inch  hair  felt,  paper,  two 

{-inch  boards 

12.  Two   {-inch  boards,  paper,  8  inches  mill  shavings, 

paper,  two  {-inch  boards 

13.  The  same,  slightly  moist 

14.  The  same,  damp 

15.  Two  {-inch  boards,  paper,  3  inches  air,  4  inches  sheet 

cork,  paper,  two  {-inch  boards 

16.  Same,  with  5  inches  sheet  cork 

17.  Same,  with  4  inches  granulated  cork 

18.  Same,  with  1  inch  sheet  cork 

19.  Four  double  {-inch  boards  (8  boards),  with  paper  be- 

tween, three  8-inch  air  spaces 

20.  Four  {-inch  boards,  with  three  quilts  of  i-inch  hair 

between,  papers  separating  boards 

21.  {-inch  board,  6  inches  patented  silicated  strawboard, 

finished  inside  with  thin  cement 


Ck>nductance, 

B.t.u.  per 
square  foot 
per  day  per 

degree 
difference  of 
temperature 


5.7 

4.89 

4.25 

4.6 

3.62 

3.38 
3.90 
2.10 

4.28 

3.71 

3.32 

1.35 
1.80 
2.10 

1.20 
0.90 
1.70 
3.30 

2.70 

2.52 

2.48 


Coefficient 

of  heat 

resistance, 

C. 


4,21 
4.91 
5.65 

5.22 

6.63 

7.10 

6.15 

11.43 

5.61 

6.47 

7.23 

17.78 
13.33 
11.43 

20.00 

26.67 

14.12 

7.27 

8.89 

9.52 

9.68 


828 


GENERAL  TABLES 


Transmission  of  heat  from  steam  to  water  through  coils  of  iron  pipe. — ^H.  G.  C.  Kopp 
and  F.  J.  Me3rstre  (Stevens  Indicator,  Jan.,  1894)  give  an  account  of  some  experiments 
on  transmission  of  heat  through  coils  of  pii)e.  They  collate  the  results  of  earUer  experi- 
ments as  follows,  for  comparison : 


Experi- 
menter 

Character 

of 

surface 

Steam    condensed 
per  square  foot 
per  degree  differ- 
ence of  tempera- 
ture per  hour 

Heat    transmitted 
per  square  foot 
per  degree  differ- 
ence of  tempera- 
ture per  hour 

Remarks 

Heating, 
pounds 

Evapo- 
rating, 
pounds 

Heating, 
B.t.u. 

Evapo- 
rating, 
B.t.u. 

Laurenz . . 
Laurenz. . 
Havrez . . . 

Perkins. . . 

Perkins. . . 

Box 

Box 

Box 

Havrez . . . 

Copper  coils 

2  copper  coils 

Copper  coil 

Iron  coil 

Iron  coil 

Iron  tube 

Iron  tube 

Iron  tube 

Cast-iron  boiler. . 

0.292 

•  •   ■   • 

0.268 

•  •  •   * 

•  •   •   • 

0.235 
0.196 
0.206 
0.077 

0.981 

1.20 

1.26 

0.24 
0.22 

•  •   •   • 
«   •  •   • 

•  •   •   • 

0.105 

315 

•   •  •  • 

280 

• 

■   •   •   ■ 

230 

207 

210 

82 

974 
1120 
1200 

215 
208.2 

100 

f  Steam  pressure 
\      =100 
( Steam  prensure 
\      =10 

Heating  water  by  steam  coils. — ^A  catalogue  of  the  American  Radiator  Co.  (1908) 
gives  a  chart  showing  the  pounds  of  steam  condensed  per  hour  per  square  foot  of  iron, 
brass  and  copper  pipe  surface,  for  different  mean  or  average  differences  of  temperature 
between  the  steam  and  the  water.  Taking  the  latent  heat  of  the  steam  at  966  B.t.u. 
per  pound,  the  following  figures  are  derived  from  the  table: 


Mean 
tempera- 
ture 

Poimds  steam  condensed 
per   hour   per   square 
foot  of  pipe 

Pounds  steam  condensed 
per   hour   per   square 
foot  per  degree  differ- 
ence 

B.t.u.  per  square  foot  per 
hour  per  degree  differ- 
ence 

difference 

Iron 

Brass 

Copper 

Iron 

Brass 

Copper 

Iron 

Brass 

Copper 

50 
100 
150 
200 

7.5 
18.5 
32.2 
48 

12.5 
38 
76.5 
128 

14.6 
43.5 

87.8 
144 

0.150 
0.185 
0.215 
0.240 

0.250 
0.380 
0.510 
0.640 

0.290 
0.435 
0.535 
0.720 

101 
179 
208 
232 

198 
367 
493 
618 

280 
415 
565 
696 
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The  chart  is  aaid  to  have  been  plotted  from  a  large  number  of  tests  with  pipes  placed 
vertically  in  a  tank  of  water,  about  20  per  cent  being  deducted  from  the  actual  results 
as  a  margin  of  safety. 

Cooling  of  air. — ^H.  F.  Benson  (Am.  Mach.,  Aug.  31,  1905)  derives  the  following 
formula  for  transmission  of  heat  from  air  to  water  through  copper  tubes.  It  is  assumed 
that  the  rate  of  transmission  at  any  point  of  the  surface  is  directly  proportional  to  the 
difiference  of  temperature  between  the  air  and  water. 

Let     A  s  cooling  surface,  square  feet; 

/expounds  of  air  per  hour; 

iSa=^ specific  heat  of  air; 
Tai— temperature  of  hot  inlet  air; 
Tot = temperature  of  cooled  outlet  air; 

d»  actual  average  difference  of  temi)erature  between  the  air  and  the  water; 

U—h.i.vL.  absorbed  by  the  water  per  degree  of  difference  of  temperature  per 
square  foot  per  hour. 

TTs  pounds  of  water  per  hour; 
T|pi — temi)erature  of  inlet  water; 
Tftk — temperature  of  outlet  water     Then 

AdU^KSa{Tai-Tta);     A^  KSa(Tai-Tai)^dU. 

d-[(7'«i-!r«,)-(r^-.r«0]4.iog[(r„i-r^)-^(ra.-!r«,i)]. 


W-KS, 


Tat-Z 


tpl 


T^^(SaK-i-WKTai-Taz)-\-T„i. 


The  more  cooling  water  used,  the  lower  is  the  temperature  T^.  Also  the  less  T^^ 
is,  the  larger  d  becomes  and  the  less  surface  is  needed.  About  10  is  the  largest  value  of 
W/  K  that  it  is  economical  to  use,  as  there  is  a  saving  of  less  than  0.5  per  cent  in  increas- 
ing it  from  10  to  15.  When  it  is  desirable  to  save  water  it  will  be  advisable  to  make 
W/K^5.  Values  of  U  obtained  by  experiment  with  a  Wainwright  cooler  made  with 
corrugated  copper  tubes  are  given  in  the  following  table.  K  and  W  are  in  pounds  per 
minute,  Ba^B.t.u.  from  air  per  minute,  B|p=B.t.u.  from  water  per  minute,  F|p= 
velocity  of  water,  feet  per  minute. 


n. 

To, 

T^ 

T^ 

K 

W 

Ba 

B„ 

v„ 

U 

221,0 

76.3 

50.0 

169.0 

125.2 

28.50 

4303 

3392 

2.20 

6.75 

217.0 

64.3 

45.8 

146.4 

122.8 

36.73 

4452 

3695 

2.84 

7.12 

224.0 

63.3 

45.7 

149.2 

126.3 

40.30 

4819 

4171 

3.11 

7.91 

209.6 

54.0 

43.8 

125.9 

122.1 

50.00 

4511 

4105 

3.86 

8.81 

214.5 

46.3 

43.0 

106.2 

124.6 

68.95 

4976 

4357 

5.32 

10.55 

234.6 

63.6 

52.6 

120.2 

124.4 

73.25 

5051 

4852 

5.65 

8.41 

214.2 

43.5 

43.0 

94.7 

117.3 

79.84 

4753 

4128 

6.16 

14.32 

242.9 

61.7 

55.3 

114.0 

133.6 

92.72 

5649 

5443 

7.15 

10.01 

223.0 

46.0 

40.1 

79.1 

130.5 

114.80 

5484 

4477 

8.86 

7.86 

239.3 

57.5 

51.0 

95.2 

130.0 

125.70 

5612 

5556 

9.70 

9.38 

246.0 

58.0 

52.3 

95.1 

133.8 

145.90 

5977 

6244 

11.26 

10.57 

830 
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Heat  Untts  Lost  by  Convection  from  Horizontal  Pipes  per  Square  Foot  op 
Surface  per  Hour,  for  a  Temperature  Difference  of  V  F. 


External 

Heat 

External 

1 
Heat 

External 

Heat 

diameter  of 

units 

diameter  of 

units 

diameter  of 

imits 

pipe,  inches 

lost 

pipe,  inches 

lost 

pipe,  inches 

lost 

2 

0.728 

7 

0.509 

18 

0.455 

3 

0.626 

8 

0.498 

24 

0.447 

4 

0.574 

9 

0.489 

36 

0.438 

5 

0.544 

10 

0.482 

48 

0.434 

6 

0.523 

12 

0.472 

SPECIFIC  GRAVITY 
(See  Testing  Methods,  page  594) 

The  specific  gravity  of  a  substance  is  its  weight  as  compared  with  the  weight  of  an 
equal  bulk  of  pure  water.  In  the  metric  83rstem  it  is  the  weight  in  grams  per  cubic 
centimeter. 

To  find  the  specific  gravity  of  a  substance. — Tr»  weight  of  body  in  air;   w= weight 

of  body  submerged  in  water. 

W 
Specific  gravity  =  — — . 

If  the  substance  be  lighter  than  the  water,  sink  it  by  means  of  a  heavier  substance, 
and  deduct  the  weight  of  the  heavier  substance. 

Specific  gravity  determinations  are  usually  referred  to  the  standard  of  the  weight  of 
water  at  62**  F.,  62.355  pounds  per  cubic  foot.  Some  experimenters  have  used  60*  F. 
as  the  standard,  and  others  32°  and  39.1°  F.    There  is  no  general  agreement. 

Given  the  specific  gravity  referred  to  water  at  39.1°  F.,  to  reduce  it  to  the  standard 
of  62°  F.  multiply  it  by  1.00112. 

Given  the  specific  gravity  referred  to  water  at  62°  F.,  to  find  weight  per  cubic 
foot  multiply  by  62.355.  Given  weight  per  cubic  foot,  to  find  specific  gravity  multiply 
by  0.016037.  Given  the  specific  gravity,  to  find  weight  per  cubic  inch  multiply  by 
0.036085. 


Specific  Gravity  op  Liquids  at  60°  F. 


Acid,  muriatic 1 .  200 

Acid,  nitric 1 .  54 

Acid,  sulphuric 1 .  849 

Alcohol,  pure 0. 794 

Alcohol,  95  per  cent 0.816 

Alcohol,  50  per  cent 0.934 

Ammonia,  27.9  per  cent 0.891 

Bromine 2.97 

Carbon  disulphide 1 .  26 

Ether,  sulphuric 0.72 

Oil,  Unseed 0.93 


Oil,  olive 0.92 

Oil,  palm 0.97 

Oil,  petroleum 0.78  to    0.88 

Oil,  rape 0.92 

Oil,  turpentine 0. 86 

Oil,  whale 0.92 

Tar 1.00 

Vinegar 1 .  08 

Water 1.00 

Water,  sea 1.026  to  1.03 
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Weight  and  Specific  Gravity  of  Stones,  Brick,  Cement,  etc.     (Pure  water  =  1.00) 


Aflhes 

Asphaltum 

Brick,  soft 

Brick,  common 

Brick,  hard 

Brick,  pressed 

Brick,  fire 

Brick,  sand-lime 

Brickwork  in  mortar 

Brickwork  in  cement 

Cement,  American,  natural . 

Cement,  Portland 

Cement,  Portland,  loose 

Cement,  Portland,  in  barrel 

Clay 

Concrete 

Earth,  loose 

Earth,  rammed 

Emery 

Glass 

Glass,  Hint 

Gneiss   1 
Granite  / 

Gravel 

Gypsum 

Hornblende 

Ice 

lime,  quick,  in  bulk 

Limestone 

Magnesia,  carbonate 

Marble 

Masonry,  dry  rubble 

Masonry,  dressed 

Mica 

Mortar 

Mud,  soft  flowing 

Pitch 

Plaster  of  Paris 

Quartz 

Sand 

Sand,  wet 

Sandstone 

Slate 

Soapstone 

Stone,  various 

Stone,  crushed 

Tile 

Trap  rock 


Pounds  per  cubic  foot 

Specific  gravity 

43 

87 

1.39 

100 

1.6 

112 

1.79 

125 

2.0 

135 

2.16 

140  to  150 

2.24  to2. 4 

136 

2.18 

100 

1.6 

112 

1.79 

2.8    to  3.2 

3.05  to  3. 15 

92 

» 

115 

120  to  150 

1.92  to  2.4 

120  to  155 

1.92  to  2.48 

72  to    80 

1.15  to  1.28 

90  to  110 

1.44  to  1.76 

250 

4 

156  to  172 

2.5    to  2.75 

180  to  196 

2.88  to  3.14 

160  to  170 

2.56  to  2.72 

100  to  120 

1.6    to  1.92 

130  to  150 

2.08to2.4 

200  to  220 

3.2    to  3.52 

55  to    57 

0.88  to  0.92 

50to    60 

0.8    to  0.96 

140  to  185 

2.30  to  2.90 

150 

2.4 

160  to  180 

2.56  to  2.88 

140  to  160 

2.24  to  2.56 

140  to  180 

2.24  to  2.88 

175 

2.80 

90  to  100 

1.44  to  1.6 

104  to  120 

1.67  to  1.92 

72 

1.15 

93  to  113 

1.50  to  1.81 

165 

2.64 

90  to  110 

1.44  to  1.76 

118  to  129 

1.89  to  2.07 

140  to  150 

2.24  to  2.4 

170  to  180 

2.72  to  2.88 

166  to  175 

2.65  to  2.8 

135  to  200 

2.16  to  3.4 

100 

110  to  120 

1.76  to  1.92 

170  to  200 

2.72  to  3.4 

832 


GENERAL  TABLES 


Compression  of  Flxtids  under  a  Pressttre  op  15  Pounds  per  Square  Inch 


Water 0,00004663 

Alcohol 0.0000216 


Ether 0.00006158 

Mercury 0.00000265 


Specific  Gravity  and  Weight  of  Gases  at  Atmospheric  Pressure  and  32*  F. 
(For  other  temperatures  and  pressures,  see  Physical  Properties  of  Gases) 


Air 

OxygcD,  O 

Hydroi^n,  H 

Nitrogen,  N 

Carbon  monoxide,  CO . . . 

Carbon  dioxide,  COs 

Methane,  marsh  gas,  CH4 

Ethylene,  CjH* 

Acetylene,  CjHi 

Ammonia,  NH* 

Water  vapor,  H^ 

Sulphur  dioxide,  SOs 


Density, 
air  =  l 


1. 
1. 
0. 
0. 
0. 
1. 
0. 
0 
0 
0 
0 
2 


0000 
1052 
0692 
9701 
9671 
5197 
5530 
9674 
8982 
5889 
6218 
213 


Density, 
H  =  l 


14.444 
15.963 

1.000 
14.012 
13.968 
21.950 

7.987 
13.973 
12.973 

8.506 

8.981 
31.965 


Grains 
per 
liter 


1.2931 
1.4291 
0.0895 
1.2544 
1.2505 
1.9650 
0.7150 
1.2510 
1 .  1614 
0.7615 
0.8041 
2.862 


I 


Pound 

per 
cubic 

foot 


0.080728 

0.08921 

0.00559 

0.07831 

0.07807 

0.12267 

0.04464 

0.07809 

0.07251 

0.04754 

0.05020 

0.1787 


Cubic 

feet  per 

pound 


12.388 
11.209 
178.931 
12.770 
12  810 

8.152 
22.429 
12.805 
13.792 
21.036 
19.922 

5.597 


Oil  Equivalents  Due  to  Specific  GRAvmr 

The  Baum^  degrees  of  the  table  and  the  oorreqionding  specific  gravities  are  for 
the  standard  temperature  of  60**  F. 

The  various  values  given  opposite  each  degree  Baurn^  are,  however,  independent 
of  temperature;  that  is  to  say,  with  a  given  oil  of  any  temperature,  if  the  table  is  used 
in  connection  with  the  actual  (uncorrected)  reading  of  the  hydrometer,  the  weights 
and  relations  given  are  those  actually  existing  for  the  oil  while  at  that  temperature. 

If  the  temperature  changes,  the  Baum^  degree  will  change,  and  the  new  values  will 
be  found  from  the  new  reading  of  the  hydrometer. 

For  purposes  of  comparison,  however,  the  temperature  should  always  be  noted. 

For  practical  purposes,  60®  F.  (actually  59**)  equals  15**  C. 

The  Centigrade,  or  Celsius,  thermometer  divides  the  space  between  freezing  point 
and  boiling  point  into  100  divisions. 

The  Fahrenheit  thermometer  divides  the  same  space  into  180  divisions  (212**— 32''). 

Therefore,  1°C.  =  1.8*'F.  and  1**  F.- 0.555*' C. 

The  Reaumur  thermometer  divides  the  space  between  freezing  and  boiling  points 
into  80  divisions. 

Therefore,  1**  R.=2.25*'  F.  =  1.25''  C. 

The  ratio  of  spaces  is: 

R^umur  =4  divisions 
Centigrade  «=  5  divisions 
Fahreaoheit =9  divisions 


OIL  EQUIVALENTS 
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W%                       M 

Specific 
gravity 

Weight  in  Pounds 

No.  PBB  Metric  Ton 
(1000  kg.  or  10  quintals) 

No.  PEB  Long 
Ton  (2240  lbs.) 

U.S. 
gallons 

per 
Russian 

pood 

BftumA 

U.S. 

Imperial 

Cubic 

U.S. 

U.S. 

Cubic 

U.S. 

Imperial 

Baum4 

gallons 

galions 

feet 

gallons 

barrels 

meters 

barrels 

gallons 

10 

1.0000 

8.33 

10.00 

62.30 

264.72 

6.303 

1.002 

6.404 

223.06 

4.336 

.    10 

11 

0.9929 

8.27 

9.93 

61.86 

266.61 

6.348 

1.009 

6.450 

225.56 

4.367 

11 

12 

0.9859 

8.21 

9.86 

61.42 

268.50 

6.393 

1.016 

6.495 

227.16 

4.398 

12 

13 

0.9790 

8.15 

9.79 

60.99 

270.39 

6.438 

1.024 

6.541 

228.76 

4.429 

13 

14 

0.9722 

8.10 

9.72 

60.57 

272.28 

6.483 

1.031 

6.587 

230.36 

4.460 

14 

15 

0.0655 

8.04 

9.66 

60.15 

274.17 

6.528 

1.038 

6.633 

231.06 

4.401 

15 

16 

0.9580 

7.99 

9.59 

50.74 

276.06 

6.573 

1.045 

6.678 

233.56 

4.522 

16 

17 

0.9524 

7.93 

9.53 

59.33 

277.06 

6.618 

1.052 

6.724 

235.16 

4.553 

17 

18 

0.0459 

7.88 

9.46 

58.93 

279.84 

6.663 

1.059 

6.770 

236.76 

4.584 

18 

19 

0.9396 

7.83 

9.40 

58.54 

281.74 

6.706 

1.066 

6.816 

238.36 

4.615 

19 

20 

0.9333 

7.77 

9.33 

58.15 

288.63 

6.753 

1.074 

6.861 

239.06 

4.646 

20 

21 

0.9272 

7.72 

9.27 

57.76 

285.52 

6.798 

1.061 

6.907 

241.56 

4.677 

21 

22 

0.0211 

7.67 

9.21 

57.38 

287.41 

6.843 

1.088 

6.053 

243.16 

4.708 

22 

23 

0.9150 

7.62 

9.15 

57.01 

289.30 

6.888 

1.095 

6.999 

244.76 

4.730 

23 

24 

0.9001 

7.57 

9.09 

56.64 

291.19 

6.933 

1.102 

7.044 

246.36 

4.770 

24 

25 

0.9032 

7.52 

0.03 

56.27 

293.08 

6.978 

1.109 

7.000 

247.96 

4.801 

25 

26 

0.8974 

7.47 

8.98 

55.91 

294.97 

7.023 

1.117 

7.136 

249.50 

4.832 

26 

27 

0.8917 

7.43 

8.92 

55.55 

296.86 

7.068 

1.124 

7.182 

251.10 

4.863 

27 

28 

0.8861 

7.38 

8.86 

55.20 

298.75 

7.113 

1.131 

7.227 

252.76 

4.804 

28 

29 

0.8805 

7.33 

8.81 

54.85 

300.64 

7.158 

1.138 

7.273 

254.36 

4.925 

29 

30 

0.8750 

7.29 

8.75 

54.51 

302.53 

7.203 

1.145 

7.319 

255.96 

4.956 

30 

31 

0.8606 

7.24 

8.70 

54.17 

304.43 

7.248 

1.152 

7.365 

257.56 

4.987 

31 

32 

0.8642 

7.20 

8.64 

53.84 

306.32 

7.293 

1.160 

7.410 

259.16 

5.017 

32 

33 

0.8589 

7.16 

8.59 

53.51 

308.21 

7.338 

1.167 

7.456 

260.76 

5.048 

33 

34 

0.8537 

7.11 

8.54 

53.18 

310.10 

7.383 

1.174 

7.502 

262.36 

5.079 

34 

35 

0.8485 

7.07 

8.49 

52.86 

311.99 

7.428 

1.181 

7.548 

263.06 

5.110 

35 

36 

0.8434 

7.02 

8.44 

52.54 

313.88 

7.473 

1.188 

7.503 

265.56 

5.141 

36 

37 

0.8383 

6.98 

8.38 

52.23 

315.77 

7.518 

1.195 

7.639 

267.16 

5.172 

37 

88 

0.8333 

6.04 

8.83 

51.92 

317.66 

7.563 

1.202 

7.685 

268.75 

5.203 

38 

39 

0.8284 

6.90 

8.29 

51.61 

319.55 

7.608 

1.210 

7.730 

270.35 

5.234 

39 

40 

0.8235 

6.86 

8.24 

51.31 

321.44 

7.653 

1.217 

7.776 

271.95 

5.265 

40 

41 

0.8187 

6.82 

8.19 

51.01 

323.33 

7.698 

1.224 

7.822 

273.55 

5.296 

41 

42 

0.8140 

6.78 

8.14 

50.71 

325.22 

7.743 

1.231 

7.868 

275.15 

5.327 

42 

43 

0.8092 

6.74 

8.09 

50.42 

327.12 

7.788 

1.238 

7.013 

276.75 

5.358 

43 

44 

0.8046 

6.70 

8.05 

50.13 

329.01 

7.833 

1.245 

7.059 

278.35 

5.389 

44 

45 

0.8000 

6.66 

8.00 

40.84 

330.90 

7.879 

1.253 

8.005 

279.95 

5.420 

45 

46 

0.7955 

6.62 

7.96 

49.56 

332.70 

7.924 

1.260 

8.051 

281.55 

5.451 

46 

47 

0.7910 

6.59 

7.91 

49.28 

334.68 

7.969 

1.267 

8.006 

283.15 

5.482 

47 

48 

0.7865 

6.55 

7.87 

49.00 

336.57 

8.014 

1.274 

8.142 

284.75 

5.513 

48 

49 

0.7821 

6.51 

7.82 

48.73 

338.46 

8.059 

1.281 

8.188 

286.35 

5.544 

49 

50 

0.7778 

6.48 

7.78 

48.45 

340.35 

8.104 

1.288 

8.234 

287.95 

5.575 

50 

51 

0.7735 

6.44 

7.74 

48.10 

342.24 

8.149 

1.296 

8.270 

289 .  55 

5.606 

51 

52 

0.7692 

6.41 

7.60 

47.92 

344.13 

8.104 

1.303 

8.325 

291.15 

5.637 

52 

53 

0.7650 

6.37 

7.65 

47.66 

346.02 

8.239 

1.310 

8.371 

292.75 

5.668 

53 

54 

0.7609 

6.34 

7.61 

47.40 

347.91 

8.284 

1.317 

8.417 

294.35 

5.699 

54 

834 
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*^                   0 

Specific 
gravity 

Wemht  uf  Pouinw 

No.  PBB  Mmuc  Ton 
(lOOOkcorlOquintab) 

No.  PKR  Long 
Ton  (2240  lbs.) 

U.S. 
gaUons 

per 
Rusoiaii 

pood 

Wfmipit 

U.S. 
gallons 

Imperial 
gallons 

Cubic 
feet 

U.S. 
gallons 

U.S. 
barrelB 

Cubic 
meters 

U.S. 
barrels 

Imperial 
gallons 

Bmud^ 

55 

0.7568 

6.30 

7.57 

47.15 

340.81 

8.320 

1.324 

8.462 

205.05 

5.730 

55 

56 

0.7527 

6.27 

7.53 

46.80 

351.70 

8.374 

1.331 

8.508 

207.55 

5.761 

56 

57 

0.7487 

6.24 

7.40 

46.64 

353.50 

8.410 

1.338 

8.554 

200.15 

5.702 

67 

58 

0.7447 

6.20 

7.45 

46.30 

355.48 

8.464 

1.346 

8.600 

300.75 

5.823 

58 

50 

0.7407 

6.17 

7.41 

46.15 

357-37 

8.500 

1.353 

8.645 

302.35 

5.854 

SO 

60 

0.7368 

6.14 

7.37 

45.00 

350.26 

8.554 

1.360 

8.601 

303.05 

5.885 

eo 

61 

0.7330 

6.10 

7.33 

45.66 

361.15 

8.500 

1.367 

8.737 

305.55 

5.016 

61 

62 

0.7202 

6.07 

7.20 

45.43 

363.04 

8.644 

1.374 

8.783 

307.15 

5.047 

62 

63 

0.7254 

6.04 

7.26 

45.10 

3<H.03 

8.680 

1.381 

8.828 

306.75 

5.078 

63 

64 

0.7216 

6.01 

7.22 

44.06 

366.82 

8.734 

1.380 

8.874 

310.35 

6.000 

M 

65 

0.7170 

5.08 

7.18 

44.73 

368.71 

8.770 

1.306 

8.020 

311.05 

6.040 

65 

66 

0.7143 

5.05 

7.14 

44.50 

370.60 

8.824 

1.408 

8.066 

313.55 

6.071 

66 

67 

0.7107 

5.02 

7.11 

44.27 

372.50 

8.860 

1.410 

0.011 

315.15 

6.102 

67 

68 

0.7071 

5.80 

7.07 

44.05 

374.30 

8.014 

1.417 

0.057 

316.75 

6.132 

6S 

60 

0.7035 

5.86 

7.04 

43.83 

376.28 

8.060 

1.424 

0.103 

318.35 

6.163 

60 

70 

0.7000 

5.83 

7.00 

43.61 

378.17 

0.004 

1.432 

0.148 

310.05 

6.104 

70 

71 

0.6065 

5.80 

6.07 

43.30 

380.06 

0.040 

1.430 

0.104 

321.55 

6.225 

71 

72 

0.6031 

5.77 

6.93 

43.18 

381.05 

0.004 

1.446 

0.240 

323.15 

6.256 

72 

73 

0.6807 

5.74 

6.00 

42.07 

383.84 

0.130 

1.453 

0.286 

324.75 

6.287 

73 

74 

0.6863 

6.72 

6.86 

42.75 

385.73 

0.184 

1.460 

0.331 

326.35 

6.318 

74 

75 

0.6820 

5.00 

6.83 

42.55 

387.62 

0.220 

1.467 

0.377 

327.04 

6.840 

75 

76 

0.6706 

5.66 

6.80 

42.34 

380.51 

0.274 

1.474 

0.423 

320.54 

6.380 

76 

77 

0.6763 

5.63 

6.76 

42.13 

301.40 

0.310 

1.482 

0.460 

331.14 

6.411 

77 

78 

0.6731 

5.61 

6.73 

41.03 

303.20 

0.364 

1.480 

0.514 

332.74 

6.442 

78 

70 

0.0600 

5.58 

6.70 

41.73 

305.10 

0.400 

1.406 

0.560 

334.34 

6.473 

79 

80 

0.6667 

5.55 

6.67 

41.53 

307.08 

0.454 

1.503 

0.606 

335.04 

6.504 

80 

81 

0.6635 

5.53 

6.64 

41.34 

308.07 

0.409 

1.510 

0.652 

337.54 

6.535 

81 

82 

0.6604 

5.50 

6.60 

41.14 

400.86 

0.544 

1.517 

0.607 

330.14 

6.566 

82 

83 

0.6573 

5.47 

6.57 

40.05 

402.75 

0.580 

1.525 

0.743 

340.74 

6.607 

83 

84 

0.6542 

5.45 

6.54 

40.76 

404.64 

0.634 

1.532 

0.780 

342.34 

6.628 

84 

85 

0.6512 

5.42 

6.51 

40.57 

406.53 

0.670 

1.530 

0.835 

343.04 

6.650 

85 

86 

0.6481 

5.40 

6.48 

40.38 

406.42 

0.724 

1.546 

0.880 

345.54 

6.600 

86 

87 

0.6452 

5.37 

6.45 

40.10 

410.31 

0.760 

1.553 

0.026 

347.14 

6.721 

87 

88 

0.6422 

5.35 

6.42 

40.01 

412.20 

9.814 

1.560 

0.072 

348.74 

6.752 

88 

89 

0.6303 

5.32 

6.30 

30.83 

414.09 

0.850 

1.568 

10.C18 

850.34 

6.783 

80 

00 

0.6364 

5.30 

6.36 

30.64 

415.00 

0.004 

1.575 

10.063 

351.04 

6.814 

00 

1 
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TSMFBRATUBB   CORBECTIOMB   TO   READINGS   OF   SPECIFIC   GbAVITT   HtDBOMETBRS   IN 

American  Petroleum  Oils  at  Various  Temperatures 

(Standard  at  607W**  F.) 


Obsbbvbo  SPBCinc  Qbavitt 

Obseryed 

tempera- 
ture. 

0.650 

0.700 

0.750 

0.800 

0.850 

0.900 

0.950 

Subtract  fbou 

Obsbbybd  Spbcuic  Gbavitt 

30 
32 
34 
36 
38 

0.016 
0.015 
0.014 
0.013 
0.012 

0.015 
0.014 
0.013 
0.012 
0.011 

0.014 
0.013 
0.012 
0.011 
0.010 

0.012 
0.012 
0.011 
0.010 
0.009 

0.011 
0.011 
0.010 
0.009 
0.008 

0.011 
0.010 
0.010 
0.009 
0.008 

0.011 
0.010 
0.010 
0.009 
0.008 

40 
42 
44 

46 
48 

0.0195 
0.0095 
0.0085 
0.0075 
0.0065 

0.0095 
0.0085 
0.0075 
0.0065 
0.0060 

0.0090 
0.0080 
0.0070 
0.0060 
0.0055 

0.0080 
0.0070 
0.0065 
0.0055 
0.0050 

0.0075 
0.0065 
0.0060 
0.0050 
0.0045 

0.0070 
0.0065 
0.0060 
0.0050 
0.0045 

0.0070 
0.0065 
0.0055 
0.0050 
0.0040 

50 
62 
54 
56 
58 

0.0050 
0.0040 
0.0030 
0.0020 
0.0010 

0.0050 
0.0040 
0.0030 
0.0020 
0.0010 

0.0045 
0.0035 
0.0025 
0.0020 
0.0010 

0.0040 
0.0030 
0.0025 
0.0015 
0.0005 

0.0035 
0.0030 
0.0020 
0.0015 
0.0005 

0.0035 
0.0030 
0.0020 
0.0015 
0.0005 

0.0035 
0.0030 
0.0020 
0.0015 
0.0005 

Add  to  Obi 

BBBVBD  SpBCI 

ino  Gbavitt 

60 
62 
64 
66 
68 

0.0000 
0.0010 
0.0020 
0.0030 
0.0040 

0.0000 
0.0010 
0.0020 
0.0030 
0.0040 

0.0000 
0.0010 
0.0015 
0.0025 
0.0035 

0.0000 

0.0005 
0.0015 
0.0025 
0.0030 

0.0000 
0.0005 
0.0015 
0.0020 
0.0030 

0.0000 
0.0005 
0.0015 
0.0020 
0.0030 

0.0000 

70 
72 
74 
76 
78 

0.0050 
0.0060 
0.0070 
0.0080 
0.0090 

0.0050 
0.0055 
0.0065 
0.0075 
0.0085 

0.0045 
0.0050 
0.0060 
0.0070 
0.0080 

0.0040 
0.0045 
0.0055 
0.0065 
0.0070 

0.0040 
0.0045 
0.0050 
0.0060 
0.0065 

0.0035 
0.0040 
0.0050 
0.0055 

0.0065 

* 

• 

80 
82 
84 

86 
88 

0.010 
0.011 
0.012 
0.013 
0.014 

0.009 
0.010 
0.011 
0.012 
0.013 

0.008 
0.009 
0.010 
0.011 
0.012 

0.008 
0.008 
0.009 
0.010 
0.011 

0.007 
0.008 
0.009 
0.009 
0.010 

0.007 
0.007 
0.008 
0.009 
0.010 

90 
92 
94 
96 
98 

0.015 
0.016 
0.017 
0.018 
0.019 

0.014 
0.015 
0.016 
0.016 
0.017 

0.013 
0.013 
0.014 
0.016 
0.016 

0.012 
0.012 
0.013 
0.014 
0.015 

0.011 
0.011 
0.012 
0.013 
0.014 

0.010 
0.011 
0.012 
0.013 
0.013 

100 
102 
104 
106 
108 

0.020 
0.021 
0.022 
0.023 
0.024 

0.018 
0.019 
0.020 
0.021 
0.022 

0.017 
0.018 
0.018 
0.019 
0.020 

0.015 
0.016 
0.017 
0.017 
0.018 

0.014 
0.015 
0.016 
0.016 
0.017 

0.014 
0.015 
0.015 
0.016 
0.017 

110 
112 
114 
116 
118 

0.025 
0.026 
0.027 
0.028 
0.029 

0.023 
0.024 
0.025 
0.026 
0.026 

0.021 
0.022 
0.022 
0.023 
0.024 

0.019 
0.020 
0.020 
0.021 
0.022 

0.018 
0.019 
0.019 
0.020 
0.021 

0.017 
0.018 
0.019 
0.019 
0.020 

120 

0.030 

0.027 

0.025 

0.023 

0.022 

0.021 

(ThiB  table  is  calculated  from  the  same  data  as  Table  I,  Circular  No.  57,  Bureau  of  Standards) . 
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GENERAL  TABLES 


Temperature  Correctionb  to  Readings  of  Bauic^  Htdromeivrs  in  Ambhican 

Petroleum  Oii^  at  Various  Temperatures 


(Standard  at  60**  F.;  modulus  140) 


ObSBBVBD   DBOBBEfl  BaUMA 

Observed 

■ 

temperature, 

20.0 

30.0 

40.0 

50.0 

60.0           70.0 

80.0 

90.0 

op 

'Add  to  Obsbbvbd  Dbobbeb  BavuA 

30 

1.7 

2.0 

2.4 

3.0 

3.7 

4.3 

5.0 

5.7 

32 

1.6 

1.9 

2.3 

2.8 

3.4 

4.0 

4.7 

5.3 

34 

1.5 

1.8 

2.1 

2.6 

3.1 

3.7 

4.3 

4.9 

36 

1.4 

1.6 

2.0 

2.4 

2.9 

3.4 

4.0 

4.6 

38 

1.3 

1.5 

1.8 

2.2 

2.6 

3.1 

3.6 

4.2 

40 

1.2 

1.4 

1.6 

2.0 

2.4 

2.8 

3.2 

3.8 

42 

1.1 

1.2 

1.5 

1.8 

2.2 

2.5 

2.9 

3.4 

44 

0.9 

1.1 

1.3 

1.6 

2.0 

2.2 

2.6 

3.0 

46 

0.8 

0.9 

1.1 

1.4 

1.7 

1.9 

2.3 

2.7 

48 

0.7 

0.8 

0.9 

1.2 

1.4 

1.6 

2.0 

2.3 

60 

0.6 

0.7 

0.8 

1.0 

1.2 

1.4 

1.6 

1.9 

52 

0.5 

0.6 

0.7 

0.8 

1.0 

1.1 

1.3 

1.5 

54 

0.3 

0.4 

0.6 

0.6 

0.8 

0.9 

1.0 

1.1 

56 

0.2 

0.3 

0.3 

0.4 

0.5 

0.6 

0.6 

0.7 

58 

0.1 

0.1 

0.1 

0.2 

0.3 

0.3 

0.3 

0.4 

SuBTBACT  nou  Obbcbybd  Dbobbbs  BauiiA 

60 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

62 

0.1 

0.1 

0.1 

0.2 

0.2 

0.3 

0.3 

0.4 

64 

0.2 

0.3 

0.3 

0.4 

0.4 

0.6 

0.6 

0,7 

66 

0.3 

0.4 

0.5 

0.6 

0.7 

0.8 

0.9 

1.0 

68 

0.5 

0.6 

0.6 

0.7 

0.9 

1.1 

1.3 

1.4 

70 

0.6 

0.7 

0.8 

0.9 

1.1 

1.4 

1.6 

1.7 

72 

0.7 

0.8 

0.9 

1.1 

1.3 

1.6 

1.9 

2.1 

74 

0.8 

0.9 

1.1 

1.3 

1.6 

1.8 

2.2 

2.5 

76 

0.0 

1.1 

1.3 

1  5 

1.8 

2.1 

2.5 

2  8 

.     78 

1.0 

• 

1.2 

1.4 

1.7 

2.0 

2.4 

2.8 

3.1 

80 

1.1 

1.3 

1.5 

1.8 

2.2 

2.6 

3.1 

3.5 

82 

1.2 

1.4 

1.7 

2.0 

2.5 

2.9 

3.4 

3.9 

84 

1.3 

1.5 

1.8 

2.2 

2.7 

3.2 

3.7 

4.3 

86 

1.4 

1.7 

2.0 

2.4 

2.0 

3.4 

4.0 

4.6 

88 

1.6 

1.8 

2.1 

2.6 

3.1 

3.7 

4.2 

4.0 

00 

1.7 

2.0 

2.3 

2.7 

3.3 

3.9 

4.5 

5.2 

92 

1.8 

2.1 

2.4 

2.0 

3.5 

4.2 

4.8 

5.6 

94 

1.9 

2.2 

2.6 

3.1 

3.8 

4.4 

5.1 

5.0 

96 

2.0 

2.3 

2.7 

3.3 

4.0 

4.6 

5.4 

6.3 

98 

2.1 

2.4 

2.9 

3.4 

4.2 

4.9 

5.7 

6.6 

100 

2.2 

2.6 

3.0 

3.6 

4.4 

5.1 

6.0 

6.9 

102 

2.3 

2.7 

3.2 

3.8 

4.6 

5.4 

6.3 

7.2 

104 

2.4 

2.9 

3.3 

4.0 

4.8 

5.7 

6.6 

7.5 

106 

2.5 

3.0 

3.5 

4.2 

5.0 

5.9 

6.0 

7.9 

108 

2.7 

3.1 

3.6 

4.3 

5.2 

6.2 

7.2 

8.2 

110 

2.8 

3.2 

3.7 

4.4 

5.4 

6.4 

7.5 

8.5 

112 

2.9 

3.3 

3.9 

4.6 

5.6 

6.7 

7.7 

8.8 

114 

3.0 

3.4 

4.0 

4.7 

•5.8 

6.9 

7.9 

9.1 

116 

3.1 

3.6 

4.1 

4.9 

6.0 

7.1 

8.2 

0.4 

118 

3.2 

3.7 

4.3 

5.1 

6.2 

7.3 

8.5 

0.8 

120 

3.3 

3.8 

4.4 

5.3 

6.4 

7.5 

8.8 

10.1 

(This  table  is  calculated  from  the  same  data  as  Table  11,  Circular  No.  57,  Bureau  orStandards.) 


SPECIFIC  GRAVITY  CORRECTION 
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TBMPEBATURB  COBBBCnONB  TO  APPARENT  SPECIFIC  GRAVITIES  OF  PETROLEUM  OiLS 

(Thia  table  gives  the  oorreotion  to  be  added  to  apparent  apeoifio  gravities  of  heavy  petroleum  oib 
(fuel  oib,  lubricating  oib,  etc.)*  at  temperatures  from  60^  to  210**  F.  to  give  the  true  specific  gravity  of 
the  oil  at  60°/60*  F.  It  is  assumed  that  the  hydrometer  or  pionometer  used  is  of  glass  having  a 
coefficient  of  cubical  expansion  of  0.000023  per  degree  Centigrade  and  is  correct  at  60*  F.] 


Observed 

Obsbbvbd  SPBCinc  OaAviTr 

tempera- 
ture, 
•  F. 

0.850 

0.860 

0.870 

0.880 

0.890 

0.900 

0.910 

0.920 

0.930 

0.940 

0.950 

0.960 

*  • 

Add 

toObs 

BRVED  £ 

Spbcipic 

;  Gbavx 

TT  TO  OIVB  TbUB  BpBCIPIC  GbAVITT  AT  60V60"  F. 

60 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

0.000 

62 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

64 

0.002 

0.002 

0.002 

0.002 

0.002 

0.002 

0.002 

0.002 

0.002 

0.002 

0.002 

0.002 

66 

0.002 

0.002 

0.002 

0.002 

0.002 

0.002 

0.002 

0.002 

0.002 

0.002 

0.002 

0.002 

68 

0.003 

0.003 

0.003 

0.003 

0.003 

0.003 

0.003 

0.003 

0.003 

0.003 

0.003 

0.003 

70 

0.004 

0.004 

0.004 

0.004 

0.004 

0.004 

0.004 

0.004 

0.004 

0.004 

0.004 

0.004 

72 

0.004 

0.004 

0.004 

0.004 

0.004 

0.004 

0.004 

0.004 

0.004 

0.004 

0.004 

0.004 

74 

0.005 

0.005 

0.005 

0.005 

0.005 

0.005 

0.005 

0.005 

0.005 

0.005 

0.005 

0.005 

76 

0.006 

0.006 

0.006 

0.006 

0.006 

0.006 

0.006 

0.006 

0.006 

0.006 

0.006 

0.006 

78 

0.006 

0.006 

0.006 

0.006 

0.006 

0.006 

0.006 

0.006 

0.006 

0.006 

0.006 

0.006 

80 

0.007 

0.007 

0.007 

0.007 

0.007 

0.007 

0.007 

0.007 

0.007 

0.007 

0.007 

0.007 

82 

0.008 

0.008 

0.008 

0.008 

0.008 

0.007 

0.007 

0.007 

0.007 

0.007 

0.007 

0.007 

84 

0.009 

0.008 

0.008 

0.008 

0.008 

0.008 

0.008 

0.008 

0.008 

0.008 

0.008 

0.008 

86 

0.009 

0.009 

0.009 

0.009 

0.009 

0.009 

0.009 

0.009 

0.009 

0.009 

0.009 

0.009 

88 

0.010 

0.010 

0.010 

0.010 

0.010 

0.010 

0.010 

0.010 

0.010 

0.010 

0.010 

0.010 

90 

0.011 

0.011 

0.011 

0.011 

0.010 

0.010 

0.010 

0.010 

0.010 

0.010 

0.010 

0.010 

92 

0.011 

0.011 

0.011 

0.011 

0.011 

0.011 

0.011 

0.011 

0.011 

0.011 

0.011 

0.011 

94 

0.012 

0.012 

0.012 

0.012 

0.012 

0.012 

0.012 

0.012 

0.012 

0.012 

0.012 

0.012 

96 

0.013 

0.013 

0.013 

0.013 

0.013 

0.013 

0.012 

0.012 

0.012 

0.012 

0.012 

0.012 

98 

0.014 

0.013 

0.013 

0.013 

0.013 

0.013 

0.013 

0.013 

0.013 

0.013 

0.013 

0.013 

100 

0.014 

0.014 

0.014 

0.014 

0.014 

0.014 

0.014 

0.014 

0.014 

0.014 

0.014 

0.014 

106 

0.016 

0.016 

0.016 

0.016 

0.016 

0.016 

0.016 

0.016 

0.016 

0.016 

0.016 

0.016 

110 

0.018 

0.018 

0.018 

0.018 

0.017 

0.017 

0.017 

0.017 

0.017 

0.017 

0.017 

0.017 

116 

0.020 

0.020 

0.020 

0.020 

0.019 

0.019 

0.019 

0.019 

0.019 

0.019 

0.019 

0.019 

120 

0.022 

0.021 

0.021 

0.021 

0.021 

0.021 

0.021 

0.021 

0.021 

0.021 

0.021 

0.021 

125 

0.023 

0.023 

0.023 

0.023 

0.023 

0.023 

0.023 

0.023 

0.023 

0.022 

0.022 

130 

0.025 

0.025 

0.025 

0.025 

0.025 

0.024 

0.024 

0.024 

0.024 

0.024 

0.024 

135 

0.027 

0.027 

0.026 

0.026 

0.026 

0.026 

0.026 

0.026 

0.026 

0.026 

0.026 

140 

0.028 

0.028 

0.028 

0.028 

0.028 

0.028 

0.028 

0.028 

0.028 

0.027 

0.027 

145 

0.030 

0.030 

0.030 

0.030 

0.030 

0.030 

0.029 

0.029 

0.029 

0.029 

0.029 

150 

0.032 

0.032 

0.032 

0.031 

0.031 

0.031 

0.031 

0.031 

0.031 

0.031 

0.031 

155 

0.034 

0.033 

0.033 

0.033 

0.033 

0.033 

0.033 

0.033 

0.033 

0.033 

160 

0.035 

0.035 

0.035 

0.035 

0.035 

0.035 

0.034 

0.034 

0.034 

0.034 

165 

0.037 

0.037 

0.037 

0.037 

0.036 

0.036 

0.036 

0.036 

0.036 

0.036 

170 

0.039 

0.039 

0.038 

0.038 

0.038 

0.038 

0.038 

0.038 

0.038 

0.037 

175 

0.040 

0.040 

0.040 

0.040 

0.040 

0.040 

0.039 

0.039 

0.039 

0.039 

180 

0.042 

0.042 

0.042 

0.041 

0.041 

0.041 

0.041 

0.041 

0.041 

0.041 

185 

0.044 

0.044 

0.043 

0.043 

0.043 

0.043 

0.043 

0.043 

0.042 

190 

0.045 

0.045 

0.045 

0.045 

0.045 

0.044 

0.044 

0.044 

0.044 

195 

0.047 

0.047 

0.047 

0.047 

0.046 

0.046 

0.046 

0.046 

0.046 

200 

0.049 

0.049 

0.048 

0.048 

0.048 

0.048 

0.048 

0.048 

0.047 

205 

0.061 

0.050 

0.060 

0.050 

0.050 

0.050 

0.049 

0.049 

0.049 

210 

0.052 

0.052 

0.052 

0.061 

0.051 

0.051 

0.061 

0.061 

o.a5i 

(For  more  complete  oil  tables,  see  Circular  No.  57,  Bureau  of  Standards.) 
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GENERAL  TABLES 


Temfebaturb  Cobrections  to  Appabent  Degrees  Baum£  of  Petroleum  On^ 

[ThiB  table  gives  the  corrections  to  be  subtracted  from  the  apparent  decrees  Baum6  of  hesry 
petroleum  oils  (fuel  oils,  lubricating  oils,  etc.)  at  temperatures  from  00**  to  210°  F.  to  give  the  true 
degrees  Baum6  at  60°  F.  (modulus,  140).  It  is  assumed  that  the  hydrometer  is  of  glass  having  s 
coefficient  of  cubical  exi>ansion  of  0.000023  per  degree  Centigrade  and  is  correct  at  60°  F.] 


Observed 

ObSBBVKD   DkOBBBS  BAUMi 

tempera- 
ture, 

14 

16 

18 

20 

22 

24 

26 

28 

30 

32 

34 

36 

O    J. 

^ 

SUBTBACT  FBG 

m  Obsbbvbd  Dbqbbbs  Bxuui  to  qivb  Tbub  Dbobbbs  BaumA  at 

60' F. 

60 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

0.0 

62 

0.1 

0.1 

0.1 

0.1 

0.1 

0.1 

0.1 

0.1 

0.1 

0.1 

0.1 

0  1 

64 

0.2 

0.2 

0.2 

0.2 

0.2 

0.2 

0.3 

0.3 

0.3 

0.3 

0.3 

0.3 

66 

0.3 

0.3 

0.3 

0.3 

0.3 

0.3 

0.4 

0.4 

0.4 

0.4 

0.4 

0.4 

68 

0.4 

0.4 

0.4 

0.5 

0.5 

0.5 

0.5 

0.5 

0.6 

0.6 

0.6 

0.6 

70 

0.5 

0.5 

0.5 

0.6 

0.6 

0.6 

0.6 

0.6 

0.7 

0.7 

0.8 

0.8 

72 

0.6 

0.6 

0.6 

0.7 

0.7 

0.7 

0.7 

0.7 

0.8 

0.8 

0.9 

0.9 

74 

0.7 

0.7 

0.7 

0.8 

0.8 

0.8 

0.9 

0.9 

0.9 

0.9 

1.0 

1.1 

76 

0.8 

0.8 

0.8 

0.9 

0.9 

0.9 

1.0 

1.0 

1.1 

1.1 

1.2 

1.2 

78 

0.9 

0.9 

0.9 

1.0 

1.1 

1.1 

1.1 

1.2 

1.2 

1.2 

1.3 

1.4 

80 

1.0 

1.0 

1.1 

1.1 

1.2 

1.2 

1.2 

1.3 

1.3 

1.3 

1.4 

1.5 

82 

1.1 

1.2 

1.2 

1.3 

1.3 

1.3 

1.4 

1.4 

1.5 

1.5 

1.6 

84 

1.3 

1.3 

1.3 

1.4 

1.4 

1.5 

1.5 

1.5 

1.6 

1.7 

1.8 

86 

1.4 

1.4 

1.4 

1.5 

1.5 

1.6 

1.6 

1.7 

1.8 

1.8 

1.9 

88 

1.5 

1.6 

1.6 

1.6 

1.7 

1.7 

1.8 

1.8 

1.9 

2.0 

2.0 

90 

1.6 

1.6 

1.7 

1.7 

1.8 

1.8 

1.9 

2.0 

2.0 

2.1 

2.1 

92 

1.7 

1.7 

1.8 

1.8 

1.9 

1.9 

2.0 

2.1 

2.1 

2.2 

2.3 

94 

1.8 

1.8 

1.9 

1.9 

2.0 

2.0 

2.1 

2.2 

2.2 

2.3 

2.4 

96 

1.9 

1.9 

2.0 

2.0 

2.1 

2.2 

2.3 

2.3 

2.4 

2.5 

2.5 

98 

2.0 

2.0 

2.1 

2.2 

2.2 

2.3 

2.4 

2.4 

2.5 

2.6 

2.7 

100 

2.1 

2.2 

2.2 

2.3 

2.3 

2.4 

2.5 

2.6 

2.7 

2.7 

2.8 

105 

2.4 

2.4 

2.5 

2.6 

2.6 

2.7 

2.8 

2.9 

3.0 

3.1 

3.2 

110 

2.6 

2.7 

2.8 

2.8 

2.9 

3.0 

3.1 

3.2 

3.3 

3.4 

3.5 

115 

2.9 

2.9 

3.0 

3.1 

3.2 

3.3 

3.4 

3.5 

3.6 

3.8 

3.9 

120 

3.1 

3.2 

3.3 

3.4 

3.5 

3.6 

3.7 

3.8 

3.9 

4.0 

42 

125 

. . . 

*   ft   • 

3.4 

3.5 

3.6 

3.7 

3.8 

4.0 

4.1 

4.2 

4.3 

4.5 

130 

•  •   • 

3.7 

3.8 

3.9 

4.0 

4.1 

4.3 

4.4 

4.5 

4.7 

4.S 

135 

•   •   • 

3.9 

4.1 

4.2 

4.3 

4.4 

4.6 

4.7 

4.8 

5.0 

5.2 

140 

•   •   • 

4.2 

4.3 

4.4 

4.6 

4.7 

4.8 

5.0 

5.1 

5.3 

5.5 

145 

4.4 

4.6 

4.7 

4.8 

5.0 

5.1 

5.3 

5.4 

5.6 

5.8 

150 

•  •   • 

4.7 

4.8 

5.0 

5.1 

5.2 

5.4 

5.6 

5.7 

5.9 

6.1 

155 

•   •   • 

4.9 

5.1 

5.2 

5.4 

5.5 

5.7 

5.9 

6.0 

6.2 

6.4 

160 

•   •   • 

•   •    > 

5.3 

5.5 

5.6 

5.8 

6.0 

6.2 

6.3 

6.5 

6.7 

165 

>   •   . 

•   .    • 

5.6 

5.7 

5.9 

6.1 

6.3 

6.5 

6.6 

6.8 

7.0 

170 

.   .   • 

•    •    ■ 

5.8 

6.0 

6.2 

6.3 

6.5 

6.7 

6.9 

7.1 

7.3 

175 

•   ■   • 

•    •    • 

6.0 

6.2 

6.4 

6.6 

6.8 

7.0 

7.2 

7.4 

7.6 

180 

*   ■  * 

•   •    • 

6.3 

6.5 

6.6 

6.8 

7.1 

7.3 

7.5 

7.7 

8.0 

185 

*  •  • 

•   •    • 

6.5 

6.7 

6.9 

7.1 

7.3 

7.6 

7.8 

8.0 

8.3 

190 

•  •   • 

•    •    • 

6.8 

7.0 

7.2 

7.4 

7.6 

7.8 

8.1 

8.3 

8.6 

195 

«  •  • 

•    •   • 

7.0 

7.2 

7.4 

7.6 

7.9 

8.1 

8.4 

8.6 

8.9 

200 

■  •   • 

«    «    • 

•   •    ft 

7.5 

7.7 

7.9 

8.1 

8.4 

8.6 

8.9 

9.2 

205 

•  •   • 

•    ■    • 

•    •    • 

7.7 

7.9 

8.2 

8.4 

8.7 

8.9 

9.2   , 

9.5 

210             ...     1     ... 

. .  . 

•    •    • 

8.0 

8.2 

8.4 

8.7 

8.9 

9.2 

9.5  : 

96 

(For  more  complete  oil  tables,  see  Circular  No.  57,  Bureau  of  Standards,) 
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Satobated  Ammonia  Vapor;   Pressube  and  Cobresponding  Temperature 

These  values  are  figured  from  the  tables  by  Goodenougb  and  Mosher,  Bulletin  No. 
66,  University  of  Illinois.    The  temperatures  are  given  to  the  nearest  0.5*  F. 


PreflBure, 

Tempera- 

Pressure, 

Tempera- 

Pressure, 

Tempera- 

Pressure, 

Tempera- 

ix>und8 

ture, 

pounds 

ture, 

poimds 

ture, 

poimds 

ture, 

gage 

•^F. 

gage 

**F. 

gage 

**F. 

gage 

**F. 

0 

-27 

50 

34 

100 

63.5 

200 

100.5 

1 

-24 

51 

35 

102 

64.5 

202 

101 

2 

-22 

52 

36 

104 

65.5 

204 

101.5 

3 

-20 

53 

36.5 

106 

66.5 

206 

102 

4 

-18 

54 

37 

108 

67 

208 

102.5 

5 

-16 

55 

38 

110 

68 

210 

103 

6 

-14 

56 

38.5 

112 

69 

212 

103.5 

7 

-12 

57 

39 

114 

70 

214 

104.5 

8 

-10.5 

58 

40 

116 

71 

216 

105 

9 

-  9 

59 

40.5 

118 

71.5 

218 

105.5 

10 

-  7 

60 

41 

120 

72.5 

220 

106 

11 

-  5.5 

61 

42 

122 

73.5 

222 

106.5 

12 

-  4 

62 

42.5 

124 

74 

224 

107 

13 

-  2.5 

63 

43 

126 

75 

226 

107.5 

14 

-  1 

64 

44 

128 

76 

228 

108 

15 

0 

65 

44.5 

130 

76.5 

230 

108.5 

16 

+  1 

66 

45 

132 

77.5 

232 

109.5 

17 

2.5 

67 

46 

134 

78 

234 

110 

18 

4 

68 

46.5 

136 

79 

236 

110.5 

19 

5 

69 

47 

138 

79.5 

238 

111 

20 

6.5 

70 

47.5 

140 

80.5 

240 

111,5 

21 

7.5 

71 

48 

142 

81 

242 

112 

22 

9 

72 

49 

144 

82 

244 

112.5 

23 

10 

73 

49.5 

146 

82.5 

246 

113 

24 

11 

74 

50 

148 

83.5 

248 

113.5 

25 

12 

75 

50.5 

150 

84 

250 

114 

26 

13 

76 

51 

152 

85 

252 

114.5 

27 

14 

77 

51.5 

154 

85.5 

254 

115 

28 

15 

78 

52 

156 

86.5 

256 

115.5 

29 

16 

79 

53 

158 

87 

258 

116 

30 

17 

80 

53.5 

160 

87.5 

260 

116.5 

31 

18 

81 

54 

162 

88.5 

262 

117 

32 

19 

82 

54.5 

164 

89 

264 

117.5 

33 

20 

83 

55 

166 

89.5 

266 

118 

34 

21 

84 

55.5 

168 

90.5 

268 

118.5 

35 

22 

85 

56 

170 

.   91 

270 

119. 

36 

23 

86 

56.5 

172 

91.5 

272 

119.5 

37 

24 

87 

57 

174 

92.5 

274 

120 

38 

25 

88 

57.5 

176 

93 

276 

120.5 

39 

25.5 

89 

58 

178 

93.5 

278 

120.5 

40 

26.5 

90 

58.5 

180 

94.5 

280 

121 

41 

27 

91 

59 

182 

95 

282 

121.5 

42 

28 

92 

59.5 

184 

95.5 

284 

122 

43 

29 

93 

60 

186 

96 

286 

122.5 

44 

30 

94 

60.5 

188 

96.5 

288 

123 

45 

30,5 

95 

61 

190 

97.5 

290 

123.5 

46 

31 

96 

61.5 

192 

98 

292 

124. 

47 

32 

97 

62 

194 

98.5 

294 

124.5 

48 

33 

98 

62.5 

196 

99 

296 

124.5 

49 

33.5 

99 

63 

198 

99.5 

298 
300 

125 
125.5 
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AQUA  AMMONU 
By  W.  C.  Ferguson 


Specific 

1 

Ppr 

Specific 

Per 

Specific 

Pm- 

Degrees 

gravity, 

cent 
NH, 

Degrees 

gravity, 

cent 
NH, 

Degrees 

gravity, 

cent 

NHa 

Baum6 

60760° 
F. 

Baum6 

60760** 
F. 

Baum6 

60760*' 
F. 

10.00 

1.0000 

0.00 

16.25 

0.9573 

10.73 

22.50 

0.9180 

22.56 

10.25 

0.9982 

0.40 

16.50 

0.9556 

11.18 

22.75 

0.9165 

23.04 

10.50 

0.9964 

0.80 

16.75 

0.9540 

11.64 

23.00 

0.9150 

23.52 

10.75 

0.9947 

1.21 

17.00 

0.9524 

12.10 

23.25 

0.9135 

24.01 

11.00 

0.9929 

1.62 

17.25 

0.9508 

12.56 

23.50 

0.9121 

24.50 

11.25 

0.9912 

2.04     ! 

17.50 

0.9492 

13.02 

23  75 

0.9106 

24.99 

11.50 

0.9894 

2.46 

17.75 

0.9475 

13.49 

24.00 

0.9091 

25.48 

11.75 

0.9876 

2.88 

18.00 

0.9459 

13.96 

24.25 

0.9076 

25.97 

12.00 

0.9859 

3.30 

18.25 

0.9444 

14.43 

24.50 

0.9061 

26.46 

12.25 

0.9842 

3.73 

18.50 

0.9428 

14.90 

24.75 

0.9047 

26.95 

12.50 

0.9825 

4.16 

18.75 

0.9412 

15.37    1 

25.00 

0.9032 

27.44 

12.75 

0.9807 

4.59     . 

19.00 

0.9396 

15.84 

25,25 

0.9018 

27  93 

13.00 

0.9790 

5.02     ' 

19.25 

0.9380 

16.32 

25.50 

0.9003 

28.42 

13.25 

0.9773 

5.45 

19.50 

0.9365 

16.80 

25.75 

0.8989 

28.91 

13.50 

0.9756 

5.88 

19.75 

0.9349 

17.28 

26.00 

0.8974 

29.40 

13.75 

0.9739 

6.31 

20.00 

0.9333 

17.76 

26.25 

0.8960 

29.89 

14.00 

0  9722 

6.74 

20.25 

0.9318 

18.24 

26.50 

0.8946 

30.38 

14.25 

0.9705 

7.17 

20.50 

0  9302 

18.72 

26.75 

0.8931 

30.87 

14  50 

0.9689 

7.61 

20.75 

0.9287 

19.20 

27.00 

0.8917 

31.36 

14.75 

0.9672 

8.05 

21.00 

0.9272 

19.68 

27.25 

0.8903 

31.85 

15.00 

0.9655 

8.49 

21.25 

0.9256 

20.16 

27.50 

0.8889 

32.34 

15.25 

0.9639 

8.93 

21.50 

0.9241 

20.64 

27.75 

0.8875 

32.83 

15.50 

0.9622 

9.38 

21.75 

0.9226 

21.12 

28.00 

0.8861 

33.32 

15.75 

0.9605 

9.83 

22.00 

0.9211 

21.60 

28.25 

0.8847 

33.81 

16.00 

0.9589 

10.28 

22.25 

1 

0.9195 

22.08 

28.50 

28.75 

;    29.00 

d  d  d 

34.30 
34.79 
35.28 

Ammonia — ^Allowance  for  Temperature 

As  the  coefficient  of  expansion  for  ammonia  solutions  varies  with  the  temperature, 
correction  must  be  applied  according  to  the  following  table: 


Degrees 
Baum^ 

Corrections  to  be 

Added  for  Each 

Degree  below  60°  F. 

Corrections  to  be  Subtracted  por  EIach 
Degree  above  60°  F. 

40*»F. 

50°  F. 

70°  F. 

80°  F. 

90°  F. 

100°  F. 

14 
16 
18 
20 
22 
26 

0.015 
0.021 
0.027 
0.033 
0.039 
0.053 

0.017 
0.023 
0.029 
0.036 
0.042 
0.057 

0.020 
0.026 
0.031 
0.037 
0.043 
0.057 

0.022 
0.028 
0.033 
0.038 
0.045 
0  059 

0.024 
0.030 
0.035 
0.040 
0.047 

0.026 
0.032 
0.037 
0.042 
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SULPHTJRIC  AdD 

By  W.  C.  Ferguson  and  H.  P.  Talbot 


Specific 

Per 

Specific 

Per 

Specific 

Per 

Degrees 

gravity, 

cent 

Degrees 

gravity, 

cent 

Degrees 

gravity, 

cent 

Baum^ 

60760** 

H2SO4 

Baumd 

60760'' 

H2SO4 

Baum^ 

60760** 

H,S04 

■ 

F. 

F. 

F. 

0 

1.0000 

0.00 

25 

1.2083 

28.28 

50 

1.5263 

62.18 

1 

1.0069 

1.02 

26 

1.2185 

29.53 

51 

1.5462 

63.66 

2 

1.0140 

2.08 

27 

1.2288 

30.79 

52 

1.6591 

65.13 

3 

1.0211 

3.13 

28 

1.2393 

32.05 

53 

1.5761 

66.63 

4 

1.0284 

4.21 

29 

1.2500 

33.33 

54 

1.5934 

68.13 

5 

1.0357 

5.28 

30 

1.2609 

34.63 

55 

1.6111 

69.65 

6 

1.0432 

6.37 

31 

1.2719 

35.93 

56 

1.6292 

71.17 

7 

1.0507 

7.45 

32 

1.2832 

37.26 

57 

1.6477 

72.76 

8 

1.0584 

8.55 

33 

1.2946 

38.58 

58 

1.6667 

74.36 

9 

1.0662 

9.66 

34 

1.3063 

39.92 

59 

1.6860 

75.99 

10 

1.0741 

10.77 

35 

1.3182 

41.27 

60 

1.7059 

77.67 

11 

1.0821 

11.89 

36 

1.3303 

42.63 

61 

1.7262 

79.43 

12 

1.0902 

13.01 

37 

1.3426 

43.99 

62 

1.7470 

81.30 

13 

1.0985 

14.13 

38 

1.3551 

45.35 

63 

1.7683 

83.34 

14 

1.1069 

15  25 

39 

1.3679 

46.72 

64 

1.7901 

86.66 

15 

1.1164 

16.38 

40 

1.3810 

48.10 

64} 

1 . 7957 

86.33 

16 

1.1240 

.  17.53 

41 

1.3942 

49.47 

64i 

1.8012 

87.04 

17 

1.1328 

18.71 

42 

1.4078 

50.87 

64f 

1.8068 

87.81 

18 

1 . 1417 

19.89 

43 

1.4216 

52.26 

65 

1.8125 

88.65 

19 

1.1508 

21.07 

44 

1.4356 

53.66 

65i 

1.8181 

89.55 

20 

1  1600 

22.25 

45 

1.4500 

56.07 

65i 

1.8239 

90.60 

21 

1.1694 

23.43 

46 

1.4646 

56.48 

65i 

1.8297 

91.80 

22 

1.1789 

24.61 

47 

1.4796 

57.90 

66 

1.8354 

93.19 

23 

1.1885 

25.81 

48 

1.4948 

59.32 

24 

1.1983 

27.03 

49 

1.5104 

60.75 

Specific  gravity  determinations  were  made  at 
From  the  specific  gravities  the  corresponding 
following  formula: 

**  Baum^  =  145 


60°  F.,  compared  with  water  at  60**  F. 
degrees  Baum6  were  calculated  by  the 

145 


60° 
specific  gravity  —  F. 


Allowance  for  Temperatures 


At  10°  Baum6  correction  of  0.029° 
At  20°  Baum<^  correction  of  0.036° 
At  30°  Baum6  correction  of  0.035° 
At  40°  Baum^  correction  of  0.031° 
At  50°  Baum6  correction  of  0.028° 
At  60°  Baum6  correction  of  0.026° 
At  63°  Baum6  correction  of  0.026° 


Baum6  or  0.00023  specific  gravity  for  every  1°  F. 
Baum6  or  0.00034  specific  gravity  for  every  1°  F. 
Baumc  or  0  00039  specific  gravity  for  every  1°  F. 
Baum^  or  0.00041  specific  gravity  for  every  1°  F. 
Baum^  or  0.00045  specific  gravity  for  every  1°  F. 
Baum^  or  0.00053  specific  gravity  for  every  1°  F. 
Baum^  or  0.00057  specific  gravity  for  every  1°  F. 
At  66°  Baum6  correction  of  0.0235°  Baum6  or  0.00054  specific  gravity  for  every  1°  F. 

For  temperatures  above  60°  F.,  the  correction  is  added  to  the  observed  indication; 
below  60°  F.  it  is  subtracted. 

Thr  tables  were  approved  and  adopted  as  standards  by  the  Manufacturing  Chemists' 
Association  of  the  United  States,  June  23,  1904. 
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CSENERAL  TABLES 


Specific  Gravity 

AND  Content  of 

Sulphuric  Acm 

100  Pabts  by 

1  Liter 

100  Parts  by 

1  Liter 

Specific 
gravity. 

Weight  Cobbe- 

8POND  TO 

.  Contains 
Grams 

Specific 
gravity. 

Weight  Corre- 
spond TO 

Contains 
Grams 

IS** 

15** 

4*' 

• 

Per 

Per 

4** 

Per 

Per 

in  vacuo 

cent 
SO, 

cent 
H2SO4 

SO, 

H^4 

in  vacuo 

cent 
SO, 

cjiet 
H1SO4 

SO, 

H1SO4 

1.000 

0.07 

0.09 

1 

1 

1.176 

19.69 

24.12 

231 

283 

1.005 

0.68 

0.83 

7 

8 

1.180 

20.21 

24.76 

238 

292 

1.010 

1.28 

1.57 

13 

16 

1.185 

20.73 

25.40 

246 

301 

1.015 

1.88 

2.30 

19 

23 

1.190 

21.26 

26.04 

253 

310 

1.020 

2.47 

3.03 

25 

31 

1.195 

21.78 

26.68 

260 

319 

1.026 

3.07 

3.76 

32 

39 

1.200 

22.30 

27.32 

268 

328 

1.030 

3.67 

4.49 

38 

46 

1.205 

22.82 

27.95 

275 

337 

1.035 

4.27 

6.23 

44 

64 

1.210 

23.33 

28.68 

282 

346 

1.040 

4.87 

5.96 

51 

62 

1.216 

23.84 

29.21 

290 

355 

1.045 

5.45 

6.67 

67 

71 

1.220 

24.36 

29.84 

297 

364 

1.060 

6.02 

7.37 

63 

77 

1.225 

24.88 

30.48 

305 

373 

1.066 

6.69 

8.07 

70 

85 

1.230 

25.39 

31.11 

312 

382 

1.060 

7.16 

8.77 

76 

93 

1.236 

26.88 

31.70 

320 

391 

1.066 

7.73 

9.47 

82 

102 

1.240 

26.36 

32.28 

327 

400 

1.070 

8.32 

10.19 

89 

109 

1.245 

26.83 

32.86 

334 

409 

1.075 

8.90 

10.90 

96 

117 

1.250 

27.29 

33.43 

341 

418 

1.080 

9.47 

11.60 

103 

125 

1.255 

27.76 

34.00 

348 

426 

1.086 

10.04 

12.30 

109 

133 

1.260 

28.22 

34.67 

366 

435 

1.090 

10.60 

12.99 

116 

142 

1.265 

28.69 

36.14 

363 

444 

1.095 

11.16 

13.67 

122 

150 

1.270 

29.16 

35.71 

370 

454 

1.100 

11.71 

14.35 

129 

158 

1.275 

29.62 

36.29 

377 

462 

1.105 

12.27 

15.03 

136 

166 

1.280 

30.10 

36.87 

.  386 

472 

1.110 

12.82 

15.71 

143 

175 

1.285 

30.57 

37.45 

393 

481 

1.115 

13.36 

16.36 

149 

183 

1.290 

31.04 

38.03 

400 

490 

1.120 

13.89 

17.01 

156 

191 

1.295 

31.52 

38.61 

408 

500 

1.125 

14.42 

17.66 

162 

199 

1.300 

31.99 

39.19 

416 

510 

1.130 

14.95 

18.31 

169 

207 

1.306 

32.46 

39.77 

424 

519 

1.135 

15.48 

18.96 

176 

215 

1.310 

32.94 

40.35 

432 

529 

1.140 

16.01 

19.61 

183 

223 

1.315 

33.41 

40.93 

439 

538 

1.145 

16.54 

20.26 

1S9 

231 

1.320 

33.88 

41.60 

447 

548 

1.150 

17.07 

20.91 

196 

239 

1.325 

34.35 

42.08 

455 

557 

1.155 

17.59 

21.65 

203 

248 

1.330 

34.80 

42.66 

462 

567 

1.160 

18.11 

22.19 

210 

257 

1.335 

35.27 

43.20 

471 

577 

1.165 

18.64 

22.83 

217 

266 

1.340 

35.71 

43.74 

479 

586 

1.170 

19.16 

23.47 

224 

275 

1.345 

36.14 

44.28 

486 

506 

1 
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SPEGinC 

;  UBAvii 

nr  AND  I 

X)NTENT 

OF  SULPE 

[UBIC  AC 

no — C'on 

nnued 

100  Pabtb  bt 

1  LiTEB 

100  Pabtb  by 

1  LiTEB 

^>ecific 

gravity, 

IS** 

Weight  Cobbe- 

SPONDTO 

Contains 
Gbamb 

Specific 

gravity, 

15** 

Weight  Cobbb- 
BPOND  to 

Contains 
Gbamb 

4** 
in  vacuo 

Per 
cent 
SO, 

Per 

cent 

H,S04 

SO, 

H,S04 

4** 
in  vacuo 

Per 
cent 
SO, 

Per 

cent 

H,S04 

SO, 

H^04 

1.350 

36.58 

44.82 

494 

605 

1.525 

50.66 

62.06 

773 

946 

1.355 

37.02 

45.35 

502 

614 

1.530 

51.04 

62.53 

781 

967 

1.360 

37.45 

45.88 

509 

624 

1.535 

51.43 

63.00 

789 

967 

1.365 

37.89 

46.41 

517 

633 

1.540 

51.78 

63.43 

797 

977 

1.370 

38.32 

46.94 

525 

643 

1.545 

52.12 

63.85 

805 

987 

1.375 

38.75 

47.47 

533 

653 

1.550 

52.46 

64.26 

813 

996 

1.380 

39.18 

48.00 

541 

662 

1.555 

52.79 

64.67 

821 

1006 

1.385 

39.62 

48.53 

549 

672 

1.560 

53.12 

65.08 

829 

1015 

1.390 

40.05 

49.06 

557 

682 

1.565 

53.46 

65.49 

837 

1025 

1.395 

40.48 

49.50 

564 

692 

1.570 

53.80 

65.90 

845 

1036 

1.400 

40.91 

50.11 

573 

702 

1.575 

54.13 

66.30 

853 

1044 

1.405 

41.33 

50.63 

581 

711 

1.580 

54.46 

66.71 

861 

1054 

1.410 

41.76 

51.15 

589 

721 

1.585 

54.80 

67.13 

869 

1064 

1.416 

42.17 

51.66 

597 

730 

1.590 

55.18 

67.59 

877 

1076 

1.420 

42.57 

52  15 

604 

740 

1.595 

55.55 

68.05 

886 

1086 

1.425 

42.96 

52.63 

612 

750 

1.600 

55.93 

68.51 

897 

1096 

1.430 

43.36 

53.11 

620 

759 

1.605 

56.30 

68.97 

904 

1107 

1.435 

43.75 

53.59 

628 

769 

1.610 

56.68 

69.43 

913 

1118 

1.440 

44.14 

54.07 

636 

779 

1.615 

57.05 

69.89 

921 

1128 

1.445 

44.53 

54.55 

643 

789 

1.620 

57.40 

70.32 

930 

1139 

1.450 

44.92 

55.03 

651 

798 

1.625 

57.75 

70.74 

938 

1150 

1.455 

45.31 

55.50 

659 

808 

1.630 

58.09 

71.16 

947 

1160 

1.460 

45.69 

55.97 

667 

817 

1.635 

58.43 

71.57 

955 

1170 

1.465 

46.07 

56.43 

675 

827 

1.640 

58.77 

71.99 

964 

1181 

1.470 

46.45 

56.90 

683 

837 

1.645 

59.10 

72.40 

972 

1192 

1.475 

46.83 

57.37 

691 

846 

1.650 

59.45 

72.82 

981 

1202 

1.480 

47.21 

57.83 

699 

856 

1.655 

59.78 

73.23 

989 

1212 

1.485 

47.57 

58.28 

707 

865 

1.660 

60.11 

73.64 

998 

1222 

1.490 

47.95 

58.74 

715 

876 

1.665 

60.46 

74.07 

1007 

1233 

1.495 

48.34 

59.22 

723 

885 

1.670 

60.82 

74.51 

1016 

1244 

1.500 

48.73 

59.70 

731 

896 

1.675 

61.20 

74.97 

1025 

1256 

1.505 

49.12 

60.18 

739 

906 

1.680 

61.57 

75.42 

1034 

1267 

1.510 

49.51 

60.65 

748 

916 

1.685 

61.93 

75.86 

1043 

1278 

1.515 

49.89 

61.12 

756 

926 

1.690 

62.29 

76.30 

1053 

1289 

1.520 

50.28 

61.59 

764 

936 

1.695 

62.64 

76.73 

1062 

1301 

844 


GENERAL  TABLES 


Specific  Gbavitt  and  Content 

OF  Sulphuric  ActD—Conhnued 

100  Pabtb  by 

1  Liter 

100  Parts  by 

1  Liter 

Specific 

gravity, 

IS** 

Weiuut  Cobre- 

SPOND  TO 

Contains 
Grams 

Specific 

gravity, 

15** 

Weiuut  Corre- 
spond to 

Contains 
Gramb 

• 

4'' 
in  vacuo 

Per 
cent 
SO, 

Per 

cent 

H1SO4 

SO, 

H,S04 

4** 
in  vacuo 

Per 

cent- 

SO, 

Per 

cent 

H,S04 

SO, 

HSO4 

1.700 

63.00 

77.17 

1071 

1312 

1.823 

73.96 

90.60 

1348 

1651 

1.705 

63.35 

77.60 

1080 

1323 

1.824 

74.12 

90.80 

1352 

1656 

1.710 

63.70 

78.04 

1089 

1334 

1.825 

74.29 

91.00 

1356 

1661 

1.715 

64.07 

78.48 

1099 

1346 

1.826 

74.49 

91.25 

1360 

1666 

1.720 

64.43 

78.92 

1108 

1357 

1.827 

74.69 

91.50 

1364 

1671 

1.725 

64.78 

79.36 

1118 

1369 

1.828 

74.86 

91.70 

1368 

1676 

1.730 

65.14 

79.80 

1127 

1381 

1.829 

75.03 

91.90 

13V2 

1681 

1.735 

65.50 

80.24 

1136 

1392 

1.830 

75.19 

92.10 

1376 

1685 

1.740 

65.86 

80.68 

1146 

1404 

1.831 

75.35 

92.30 

1380 

1690 

1.745 

66.22 

81.12 

1156 

1416 

1.832 

75.53 

92.52 

1384 

1695 

1.750 

66.58 

81.56 

1165 

1427 

1.833 

75.72 

92.75 

1388 

1700 

1.755 

66.94 

82.00 

1175 

1439 

1.834 

75.96 

93.05 

1393 

1706 

1.760 

67.30 

82.44 

1185 

1451 

1.835 

76.27 

93.43 

1400 

1713 

1.765 

67.65 

82.88 

1194 

1463 

1.836 

76.57 

93.80 

1405 

1722 

1.770 

68.02 

83.32 

1204 

1475 

1.837 

76.90 

94.20 

1412 

1730 

1.775 

68.49 

83.90 

1216 

1489 

1.838 

77.23 

94.60 

1419 

1739 

1.780 

68.98 

84.50 

1228 

1504 

1.839 

77.55 

95.00 

1426 

1748 

1.785 

69.47 

85.10 

1240 

1519 

1.840 

78.04 

95.60 

1436 

1759 

1.790 

69.96 

85.70 

1252 

1534 

1.8405 

78.33 

95.95 

1441 

1765 

1.795 

70.46 

86.30 

1265 

1549 

1.8410 

79.19 

97.00 

1458 

1786 

1.800 

70.94 

86.90 

1277 

1564 

1.8415 

79.76 

97.70 

1469 

1799 

1.805 

71.50 

87.60 

1291 

1581 

1.8410 

80.16 

98.20 

1476 

1808 

1.810 

72.08 

88.30 

1305 

1598 

1.8405 

80.57 

98.70 

1483 

1816 

1.815 

72.69 

89.05 

1319 

1621 

1.8400 

80.98 

99.20 

1490 

1825 

1.820 

73. 5i 

90.05 

1338 

1639 

1.8395 

81.18 

99.45 

1494 

1830 

1.821 

73.63 

90.20 

1341 

1643 

1.8390 

81.39 

99  70 

1497 

1834 

1.822 

73.80 

90.40 

1345 

1647 

1.8385 

81.59 

99  95 

1500 

1 

1838 

FUMING  SULPHURIC  ACID 
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Percentage  of  Sulphur  Trioxide  and  Sulphuric  Acid  in  FuiONa  Sulphuric 

Acid 


The  Acid 

The  Acid 

The  Acid 

TotAl  so, 

Contains 

Total  SO, 
as  found 

Contains 

Total  SO, 
as  found 

Contains 

as  found 

by 

Per 

Per 

by 

Per 

Per 

by 

Per 

Per 

titration 

cent 

cent 

titration 

cent 

cent 

titration 

cent 

cent 

H,S04 

SO, 

H2SO4 

SO, 

H^04 

SO, 

81.8326 

100 

0 

87.8775 

66 

34 

93.9389 

33 

67 

81.8163 

99 

1 

88.0612 

60 

36 

94.1224 

32 

68 

82.0000 

98 

2 

88.2448 

64 

36 

94.3061 

31 

69 

82.1836 

97 

3 

88.4285 

63 

37 

94.4897 

30 

70 

82.3674 

96 

4 

88.6122 

62 

38 

94.6734 

29 

71 

m 

82.5510 

95 

5 

88.7959 

61 

39 

94.8571 

28 

72 

82.7346 

94 

6 

88.9795 

60 

40 

95.0408 

27 

73 

82.9183 

93 

7 

89 . 1632 

59 

41 

95.2244 

26 

74 

83.1020 

92 

8 

89.3469 

58 

42 

95.4081 

25 

75 

83.2867 

91 

9 

89.5306 

57 

43 

95 . 5918 

24 

76 

83.4693 

90 

10 

89.7142 

56 

44 

95.7755 

23 

77 

83.6530 

89 

11 

89.8979 

55 

45 

95.9591 

22 

78 

83.8367 

88 

12 

90.0816 

54 

46 

96.1428 

21 

79 

84.0204 

87 

13 

90.2653 

63 

47 

96.3265 

20 

80 

84.2040 

86 

14 

90.4489 

52 

48 

96.5102 

19 

81 

84.3877 

85 

15 

90.6326 

51 

49 

96.6938 

18 

82 

84.5714 

84 

16 

90.8163 

50 

50 

96.8775 

17 

83 

84.7551 

83 

17 

91.0000 

49 

51 

97.0612 

16 

84 

84.9387 

82 

18 

91 . 1836 

48 

52 

97.2448 

15 

85 

85.1224 

81 

19 

91.3673 

47 

53 

97.4285 

14 

86 

85.3061 

80 

20 

91 . 5510 

46 

54 

97.6122 

13 

87 

85.4897 

79 

21 

91.7346 

45 

55 

97 . 7959 

12 

88 

85.6734 

78 

22 

91.9183 

44 

56 

97.9795 

11 

89 

85.8571 

77 

23 

92.1020 

43 

57 

98 . 1632 

10 

90 

86.0408 

76 

24 

92.2857 

42 

58 

98.3469 

9 

91 

86.2244 

75 

25 

92.4693 

41 

59 

98.6306 

8 

92 

86.4081 

74 

26 

92.6530 

40 

60 

98.7142 

7 

93 

86.5918 

73 

27 

92.8367 

39 

61 

98.8979 

6 

94 

86.7755 

72 

28 

93.0204 

38 

62 

99.0816 

5 

95 

86.9591 

71 

29 

93.204Q 

37 

63 

99.2753 

4 

96 

87.1428 

70 

30 

93.3877 

36 

64 

99.4489 

3 

97 

87.3265 

69 

31 

93 . 5714 

35 

65 

99.6326 

2 

98 

87.5102 

68 

32 

93 . 7551 

34 

66 

99.8163 

1 

99 

87.6938 

67 

33 
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GENERAL  TABLES 

CONCENnUTION  OF  SODIUM  HtDBOXIDE  SOLUTION  AT  15^  C. 

(Aooording  to  Lunge) 


1  Liter  Contaimb 

Specific 

Degrees 

Degrees 

Per  cent 

Per  cent 

Grams 

gravity 

Baurn^ 

Twaddell 

NaiO 

NaOH 

NaiO 

NaOH                 1 

1.007 

1.0 

1.4 

0.47 

0.61 

4 

6 

1.014 

2.0 

2.8 

0.93 

1.20 

9 

12 

1.022 

3.1 

4.4 

1.56 

2.00 

16 

21 

1.029 

4.1 

5.8 

2.10 

2.70 

22 

28 

1.036 

5.1 

7.2 

2.60 

3.36 

27 

35 

1.045 

6.2 

9.0 

3.10 

4.00 

32 

42 

1.052 

7.2 

10.4 

3.60 

4.64 

38 

49 

1.060 

8.2 

12.0 

4.10 

6.29 

43 

56 

1.067 

9.1 

13.4 

4.65 

6.87 

49 

63 

1.076 

10.1 

15.0 

5.08 

6.56 

56 

70 

1.083 

11.1 

16.6 

5.67 

7.31 

61 

79 

1.091 

12.1 

18.2 

6.20 

8.00 

68 

87 

1.100 

13.2 

20.0 

6.73 

8.68 

74 

95 

1.108 

14.1 

21.6 

7.30 

9.42 

81 

104 

1.116 

15.1 

23.2 

7.80 

10.06 

87 

112 

1.125 

16.1 

25.0 

8.60 

10.97 

96 

123 

1.134 

17.1 

26.8 

9.18 

11.84 

104 

134 

1.142 

18.0 

28.4 

9.80 

12.64 

112 

144 

1.152 

19.1 

30.4 

10.60 

13.66 

121 

156 

1.162 

20.2 

32.4 

11.14 

14.37 

129 

167 

1.171 

21.2 

34.2 

11.73 

15.13 

137 

177 

1.180 

22.1 

36.0 

12.33 

16.91 

146 

188 

1.190 

23.1 

38.0 

13.00 

16.77 

165 

200 

1.200 

24.2 

40.0 

13.70 

17.67 

164 

212 

1.210 

25.2 

42.0 

14.40 

18.68 

174 

225 

1.220 

26.1 

44.0 

16.18 

19.68 

186 

239 

1.231 

27.2 

46.2 

16.96 

20.69 

196 

253 

1.241 

28.2 

48.2 

16.76 

21.42 

208 

266 

1.262 

29.2 

60.4 

17.65 

22.64 

220 

283 

1.263 

30.2 

62.6 

18.36 

23.67 

232 

299 

1.274 

31.2 

64.8 

19.23 

24.81 

246 

316 

1.285 

32.2 

57.0 

20.00 

25.80 

267 

332 

1.297 

33.2 

69.4 

20.80 

26.83 

270 

nrtO 

1.308 

34.1 

61.6 

21.65 

27.80 

282 

364 

1.320 

35.2 

64.0 

22.35 

28.83 

295 

381 

1.332 

36.1 

66.4 

23.20 

29.93 

309 

399 

1.346 

37.2 

69.0 

24.20 

31.22 

326 

420 

1.367 

38.1 

71.4 

25.17 

32.47 

342 

441 

1.370 

39.2 

74.0 

26.12 

33.69 

369 

462 

1.383 

40.2 

76.6 

27.10 

34.96 

376 

483 

1.397 

41.2 

79.4 

28.10 

36.26 

392 

606 

1.410 

42.2 

82.0 

29.06 

37.47 

410 

528 

1.424 

43.2 

84.8 

30.08 

38.80 

428 

563 

1.438 

44.2 

87.6 

31.00 

39.99 

446 

676 

1.463 

46.2 

90.6 

32.10 

41.41 

466 

602 

1.468 

46.2 

93.6 

33.20 

42.83 

487 

629 

1.483 

47.2 

96.6 

34.40 

44.38 

610 

668 

1.498 

48.2 

99.6 

36.70 

46.15 

635 

691 

1.614 

49.2 

102.8 

36.90 

47.60 

669 

721 

1.630 

60.2 

106.0 

38.00 

49.02 

681 

760 

CALCIUM  CHLORIDE  SOLUTIONS 
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Calcium  Chloride  (CaCk) 


Degrees 

Specific 

Degrees 

Percent 
CaCl, 

by 

weight 

Pounds  CaClj 
per  gallon 
of  solution 

(Approximate) 

Freezing 

Baum^ 
60**  F. 

gravity, 
60760**  F. 

salometer, 
60**  F. 

point, 
"F. 

0 

1.000 

0 

0 

0 

+32 

1 

1.007 

4 

1 

•  •  ■  • 

31.1 

2.1 

1.016 

8 

2 

•  •  ■  • 

30.4 

3.4 

1.024 

12 

3 

\ 

29.5 

4.5 

1.032 

16 

4 

•  •  ■  • 

28.6 

6.7 

1.041 

22 

5 

«       ■       •       B 

27.7 

6.8 

1.049 

26 

6 

1 

26.6 

8 

1.058 

32 

7 

•       •       ■       • 

25.5 

9.1 

1.067 

36 

8 

•       •       »       • 

24.3 

10.2 

1.076 

40 

9 

IJ 

22.8      • 

11.4 

1.085 

44 

10 

•       •       »       • 

21.3 

12.5 

1.094 

48 

11 

«       •       •       ■ 

19.7 

13.5 

1.103 

62 

12 

2 

18.1 

14.6 

1.112 

58 

13 

•  •  •   • 

16.3 

15.6 

1.121 

62 

14 

•   •  •   ■ 

14.3 

16.8 

1.131 

68 

15 

21 

12.2 

17.8 

1.140 

72 

16 

•      •      •      • 

10 

19 

1.151 

76 

17 

*      •     a      • 

7.5 

20 

1.160 

80 

18 

3 

4.6 

21 

1.169 

84 

19 

•   •  •  • 

+  1.7 

22 

1.179 

88 

20 

a      •     •      « 

-  1.4 

23 

1.188 

92 

21 

3J 

4.9 

24 

1.198 

96 

22 

•      a      •      • 

8.6 

25 

1.208 

100 

23 

•      a      •      a 

11.6 

26 

1.218 

104 

24 

4 

17.1 

27 

1.229 

108 

25 

•     a     •     • 

21.8 

28 

1.239 

112 

26 

•     •     a     a 

27 

29 

1.250 

116 

27 

4i 

32.6 

30 

1.261 

120 

28 

a      •      •      • 

39.2 

31 

1.272 

124 

29 

a      •      •      • 

46.2 

32 

1.283 

128 

30 

5 

-54.4 
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GENERAL  TABLES 


SoDHTM  Chloride  (NaCl) 
(By  Gerlock) 


Specific 

Degrees 

Degrees 

Per  cent 

Naa 

by 

Pounfl8  NaQ 

Freesbis 

gravity, 

Bauin6, 

salometer. 

per  gallon 

pointy 

60760**  F. 

60**  F. 

60**  F. 

solution 

••F. 

1.00000 

0 

0 

0 

0 

+32.0 

1.00725 

1.04 

3.8 

1 

0.084 

30.5 

1.01450 

2.07 

7.6 

2 

0.169 

29.3 

1.02174 

3.08 

11.4 

3 

0.256 

27.8 

1.02899 

4.08 

15.2 

4 

0.344 

26.6 

1.03624 

5.07 

18.9 

5 

0.433 

25.2 

1.04366 

6.07 

22.7 

6 

0.523 

23.9 

1.05108 

• 

7.06 

26.5 

7 

0.617 

22.5 

1.05851 

8.01 

30.3 

8 

0.708 

21.2 

1.06593 

8.97 

33.9 

9 

0.802 

19.9 

1.07335 

9.90 

37.5 

10 

0.897 

18.7 

1.08097 

10.86 

41.3 

11 

0.994 

17.4 

1.08859 

11.80 

45.2 

12 

1.092 

16.0 

1.09622 

12.73 

49.2 

13 

1.190 

14.7 

1.10384 

13.64 

53.0 

14 

1.289 

13.4 

1.11146 

14.54 

56.8 

15 

1.389 

12.2 

1.11938 

15.46 

60.6 

16 

1.495 

11.0 

1 . 12730 

16.37 

64.4 

17 

1.602 

9.8 

1 . 13523 

17.27 

68.2 

18 

1.719 

8.5 

1 . 14315 

18.16 

71.9 

19 

1.819 

7.3 

1.15107 

19.03 

75.5 

20 

1.928 

6.1 

1 . 15931 

19.92 

79.1 

21 

2.037 

5.0 

1 . 16755 

20.80 

83.0 

22 

2.147 

3.9 

1.17580 

21.68 

86.9 

23 

2.266 

2.8 

1.18404 

22.54 

90.9 

24 

2.376 

1.7 

1.19228 

23.39 

94.7 

25 

2.488 

+  0.6 

1.20098 

24.27 

98.5 

26 

2.610 

-  1.1 

1.20433 

24.60 

100 

26.395 

2.661 

1.6 

Temperature  correction  1**  salometer  for  every  71"  F.  added  to  reading  for  tem- 
peratures above  60**  F.,  subtracted  for  those  below. 

There  is  also  a  salometer  scale  in  use  with  1  **  equal  to  }  per  cent  NaCl. 

0  » 1 .  0000  specific  gravity  100  » 1 .  19228  specific  gravity,  or  26  per  cent  NaQ. 


CURRENT  PETROLEUM  LITERATURE 


BY 

DAVID  T.  DAY 


The  classic  work  of  S.  F.  Peckham,  in  his  review  of  the  petroleum  industry  for 
the  tenth  census,  the  unequaled  diligence  of  Sir  Boverton  Redwood,  and  lately  the 
work  of  Miss  Elizabeth  H.  Burroughs,  of  the  Bureau  of  Mines,  have  contributed  a 
wealth  of  bibliographic  data  concerning  the  petroleum  industry.  It  is  better  to  refer 
the  reader  to  these  authorities  than  to  attempt  to  furnish  any  additional  petroleum 
bibliography  within  the  limits  of  a  single  chapter  of  this  handbook.  The  reader, 
however,  may  value  the  following  lists  of  present-day  sources  of  most  reliable  informa- 
tion as  to  the  ever-changing  phases  of  petroleum  development. 

In  few  lines  of  industrial  specialization  is  the  public  so  thoroughly  and  continuously 
provided  with  reliable  information  as  in  the  petrolemn  industry.  The  importance 
of  the  subject  has  been  recognized  by  special  appropriations  to  scientific  branches 
of  the  Government,  which  have  enabled  the  public  to  rely  upon  well-known  Govern- 
ment of&ces  for  authentic  information  on  each  special  phase  of  the  industry. 

The  primary  Government  agency  to  afford  systematic  information  on  petroleum 
was  the  Mineral  Resources  Division  of  the  U.  S.  Geological  Survey.  This  Division 
has  now  achieved  the  publication  of  a  report  on  petroleum  production  every  month. 
It  has  given  nearly  forty  years  of  continuous  service  in  furnishing  statistics,  with 
steadily  increasing  accuracy,  showing  the  amount  and  value  of  petroleum  produced 
in  the  United  States.  It  has  supplemented  this  information  by  authoritative  reports 
on  the  conditions  of  occurrence  of  oil  and  on  the  chemical  characteristics  of  the 
products  of  each  field.  The  Geological  Survey  is  also  responsible  by  law  for  the 
publication  of  official  information  as  to  the  geological  conditions  governing  the  oil 
pools  in  the  United  States,  for  exploration  for  oil  on  the  public  lands,  and  for  topo- 
graphic and  geologic  maps  of  American  oil-fields,  with  such  investigations  as  are  from 
time  to  time  authorized  regarding  oil-fields  in  foreign  lands.  Much  information  has 
also  been  given  as  to  the  utilization  of  various  oils,  a  line  of  investigation  which  has 
now  become  a  function  of  the  Federal  Bureau  of  Mines.  This  organization  has  become 
an  authoritative  source  of  information  as  to  refinery  statistics  (published  monthly) 
and  other  featiu«s  of  the  utilization  of  petroleum.  It  carries  on  general  systematic 
studies  of  improvements  in  the  methods  of  drilling,  producing,  transporting  and 
refining  crude  oil,  as  well  as  the  natural-gM  gasoline  industry,  and  cooperates  with 
other  organizations  in  the  study  of  oil-testing  methods.  The  Bureau  of  Mines  has 
taken  the  lead  in  petroleum  specifications  for  the  various  Government  Departments. 

The  Bureau  of  Standards  is  authorized  to  establish  standard  tests  for  petroleum 
products  and  to  standardize  instruments  for  this  kind  of  work.  This  has  resulted  in 
many  publications  which  should  become  part  of  the  plant  of  every  oil  engineer. 

The  Government  offices  cited  above  have  absorbed  most  of  the  special  lines  of 
investigation  concerning  petroleum  which  developed  during  the  period  of  the  war, 
but  the  Federal  Trade  Commission  and  the  Bureau  of  Internal  Revenue  publish 
occasional  pamphlets  resulting  from  special  investigations  pertinent  to  their  bureaus. 
The  Interstate  Commerce  Conmiission  is  responsible  for  regulations  governing  the 
interstate  transportation  of  oil  products. 
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The  publications  of  the  Government  offices  can  be  obtained  by  application  to  the 
DirectoiB  of  the  different  Government  Bureaus  until  the  free  edition  is  exhausted, 
and  then  may  be  obtained  at  small  prices  by  application  to  the  Superintendent  of 
Documents,  Government  Printing  Office,  Washington,  D.  C.  It  is  usually  possible 
to  receive  lists  of  oil  publications  through  this  agency.  The  Bureaus  themselves 
publish,  at  frequent  intervals,  circulars  describing  their  recent  publications. 

The  consideration  of  serials  which  appear  regularly  begins  with  the  bulletin  sent 
weekly  to  its  members  by  the  office  of  the  American  Mining  Congress,  in  Washington, 
and  a  similar  bulletin  which  the  American  Petroleum  Institute,  of  New  York,  sends  to 
its  members  once  a  week,  or  more  frequently  when  occasion  requires.  The  American 
Mining  Congress  assumes  the  responsibility  to  its  members  especially  for  news  of  coming 
national  legislation  concerning  petrolemn;  while  the  American  Petroleum  Institute 
covers  the  whole  petroleum  field  very  broadly.  It  issues  regularly  an  estimate  of  the 
previous  week's  production  of  petroleum,  chiefly  valuable  as  to  the  rate  of  increase  or 
decrease,  also  a  weekly  statement  of  the  imports  of  mineral  oil,  and,  monthly,  an 
analysis  of  the  production  and  consmnption  of  petroleum,  based  on  official  government 
figures,  issued  by  the  Geological  Survey  and  the  Bureau  of  Mines.  Reports  of  various 
Institute  departments  and  committee  activities,  and  the  complete  proceedings  of  the 
Institute  annual  meetings,  including  addresses  delivered  and  technical  papers  presented, 
are  also  included  in  the  bulletin. 

Credit  must  be  given  to  the  Oil  City  Derrick  as  the  first  regular  reliable  source  of 
information  as  to  the  amount  of  oil  run  through  the  pipe-lines  of  the  country  every 
week,  and  as  to  the  general  news  concerning  oil-field  development.  The  enormous 
value  of  this  publication  in  aiding  the  development  of  the  petroleum  industry  cannot 
easily  be  stated. 

The  chief  journals  which  have  followed  the  Derrick,  and  which  have  established 
and  sustained  a  reputation  for  enterprise  and  accuracy,  include  the  Oil,  Paint  and 
Drug  Reporter  (the  petroleum  section  of  which  is  now  published  and  known  as  the 
Intemalional  Petroleum  Reporter),  OHdom,  the  Oil  and  Oaa  Journal,  etc. 
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The  following  pages  present  a  collection  of  the  tenns  in  common  use  in  the 
petroleum  industry,  especially  those  to  which  that  industry  has  given  a  meaning 
different  from  the  ordinary  dictionary  meaning.  The  effort  has  also  been  made  to 
give  an  exact  statement  of  many  terms  which  are  frequently  used  without  careful 
definition.  The  material  has  been  gathered  primarily  from  the  definitions  given 
by  the  authors  themselves  and  found  in  the  several  chapters  of  this  handbook. 
The  glossary  of  mining  terms  by  A.  H.  Fay,  published  by  the  Bureau  of  Mines,  and 
that  in  Bacon  and  Hamor's  "  American  Petrolemn  Industry,"  have  been  freely  drawn 
upon,  as  have  also  the  "  Coal  Miners'  Pocket  Book,''  and  other  authorities.  Exact 
definitions  from  authoritative  dictionaries  have  been  inserted  where  it  has  seemed 
advisable,  and  credit  for  the  source  of  the  definitions  is  given,  where  practicable,  for 
each  item. 

Abney  level. — ^An  instrument  having  a  vertical  graduated  arc  and  a  movable  vernier. 
It  can  be  used  also  as  a  clinometer. 

Absolute  atmosphere. — ^An  absolute  unit  of  pressure,  equal  to  one  million  times  the 
pressure  produced  on  a  square  centimeter  by  the  force  of  one  dyne. 

Absolute  pressure. — ^That  measure  of  pressure  which  includes  atmospheric  pressure. 
Pressure  expressed  in  absolute  measure,  commonly  in  absolute  atmospheres 
(Century).     Pressure  reckoned  from  a  vacuum. 

Absolute  temperature. — The  temperature  measured  from  the  absolute  sero  of  tempem- 
ture  on  the  absolute  or  thermodynamic  scale  of  temperature.  This  scale  differs 
slightly  from  that  of  an  air  thermometer,  and  by  the  absolute  temperature  is  often 
meant  the  temperature  on  the  latter  scale  above  the  absolute  zero  (Century). 

Absolute  zero. — ^That  point  of  temperature  at  which  a  body  would  be  wholly  deprived 
of  heat,  and  at  which  a  perfect  gas  would  exert  no  pressure;  supposed  to  be  --273** 
C,  or  —461*'  F.,  or  —219°  R6aumur;  used  on  the  only  thermodynamic  scale 
(Standard). 

Absorb;  Absorption. — ^To  take  up  by  cohesive,  chemical  or  any  molecular  action, 
as  when  charcoal  absorbs  gases  (Webster). 

Absorption  oil. — ^An  oil  containing  little  or  no  gasoline,  used  in  the  absorption  process 
for  extracting  gas  from  natural  gas.  Mineral  seal  oil  (q.v.)  is  preferred  because 
of  its  low  viscosity,  good  absorbent  power  and  low  cost. 

Absorption  process. — Gasoline. — ^The  process  of  extracting  gasoline  from  natural  gas 
by  passing  the  gas  through  a  medium  capable  of  absorbing  the  gasoline,  such 
as  oil  or  charcoal.  The  gasoline  is  subsequently  distilled  from  the  absorbing 
medium  and  collected. 

Acetone. — An  inflammable  liquid  (CaHcO)  with  a  biting  taste,  obtained  by  the  destruc- 
tive distillation  of  acetates  and  various  organic  compounds.  It  is  used  in  making 
chloroform  and  as  a  solvent  for  fats,  camphor,  and  resins  (Standard). 

Acetylene. — The  most  brilliant  illuminating  gas  (CiHi);  it  may  be  produced  syntheti- 
cally from  its  elements  by  incomplete  combustion  of  coal  gas,  and  commerdaUy 
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from  calcium  acetylid  (calcium  carbide,  CaCi)  by  the  action  of  water  (Standard). 
Much  used  for  underground  lighting. 
Add. — Sharp  or  biting  to  the  taste,  having  acid-fonning  constituents  present  in  excess 
of  the  proportion  required  to  form  a  neutral  or  normal  compound  (Webster). 

In  modem  chemistry  an  acid  may  be  regarded  as  a  salt  of  hydrogen,  or  as 
a  compound  containing  one  or  more  atoms  of  hydrogen,  which  may  be  displaced 
by  a  metal,  of  by  a  radical  possessing,  to  a  certain  extent,  metallic  functions 
(Century). 

Add  tar. — See  Sludge. 

Acid  blow  case. — A  smaU  iron  tank  of  heavy  construction,  from  which  the  sulphuric 

acid  used  in  the  process  of  '^  treating ''  is  blown  by  compressed  air  to  the  agitator. 

When  the  tank  is  of  cast  iron,  it  is  usually  termed  an  "  egg  "  (A.  D.  Smith). 

Add  coke. — ^A  by-product  obtained  in  treating  dry-run  tar,  at  an  elevated  temperature, 
with  sulphuric  acid;  it  is  a  soft,  solid  coke  containing  free  carbon,  complex  heavy 
hydrocarbons,  free  sulphiir,  and  sulphuric  acid  (A.  D.  Smith). 

Add  heat  test. — The  increase  in  temperature  produced  by  adding  commercial  sul- 
phuric acid  to  a  petroleum  distillate  under  standard  test  conditions  (Delbridge). 

Add  number. — The  number  of  milligrams  of  potassium  hydroxide  necessary  to  neu- 
tralize one  gram  of  oil. 

Add  restoring  plant. — An  auxiliary  department  of  certain  refineries,  in  which  sludge 
acid  is  separated  into  acid  oil,  tar,  and  weak  sulphuric  acid,  with  provision  for 
roconcentrating  the  latter  to  66°  B^.  or  93.5  per  cent  acidity  H2SO4  (commercial 
concentrated  sulphuric  acid)  (A.  D.  Smith). 

Add  sludge. — See  Sludge. 

Add  treatment. — The  process  of  agitating  petroleum  products,  particularly  gasoline, 
kerosene,   and  lubricating  stock,   with  sulphuric  acid,   to  remove  compounds 
.causing  undesirable  color  or  odor. 

Adinic. — (Geology). — Without  inclination  or  dip. 

Adamantine  drill;  shot  drill. — ^A  core  drill  with  chilled-steel  shot  employed  in  rotary 
drilling  in  very  hard  ground. 

Adhesion. — A  molecular  force  by  which  bodies  of  matter  are  caused  to  stick  together 
(Rickard). 

Adiabatic  line. — ^The  line  indicating  the  relation  between  the  pressure  and  volume 
of  a  gas,  due  to  expansion  or  compression,  when  no  transmission  of  heat  takes 
place  (Goldingham). 

Adsorb. — ^To  condense  and  hold  a  substance,  usually  a  gas,  on  the  surface  of  another 
substance,  usually  a  solid;  also  to  hold  a  mineral  particle  within  a  liquid  interface. 

Adsorption. — ^The  adhesion  of  molecules  of  gases  or  dissolved  substances  to  the  surface 
of  other  bodies,  usually  solids,  resulting  in  a  relatively  high  concentration  of  the 
gas  or  solution  at  the  point  of  contact. 

Aeolian. — An  adjective  applied  to  rocks  formed  of  wind-borne  sands.  Some  such 
aeolian  sands  3rield  large  quantities  of  oil;  practically  all  the  great  Baku  spouters 
have  been  obtained  from  sands  of  this  class  (Mitzakis).    Also  spelled  Eolian. 

Aerify. — ^To  change  into  a  gaseous  form  (Standard).  To  infuse  or  force  air  into;  to 
combine  with  air  (Webster). 

Agitator. — ^An  implement  or  apparatus  for  shaking  and  mixing  (Webster).  A  mechani- 
cal apparatus  employed  in  refining  p>etroleum  to  keep  the  oil  in  constant  motion 
when  it  is  treated  with  sulphuric  acid.  Agitation  on  a  large  scale  is  now  performed 
by  means  of  compressed  air  or  by  mechanical  stirring. 
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Air. — The  mixture  of  gases  that  surrounds  the  earth  and  forms  its  atmosphere;  com- 
posed by  volume  of  21  parts  of  oxygen  and  78  parts  of  nitrogen;  by  weight  of  about 
23  parts  of  oxygen  and  77  of  nitrogen.  It  contains  also  about  0.03  per  cent  of 
carbon  dioxide,  some  aqueous  vapor,  and  about  1  per  cent  argon. 

Air  condenser. — ^A  surface  condenser  cooled  by  contact  with  air  instead  of  water 

(Webster). 

^  drive  or  air  flooding. — Increasing  the  flow  of  oil  in  surrounding  wells  by  forcing 
compressed  air  into  centrally  located  wells. 

Air  gas. — A  combustible  gas  made  by  saturating  air  with  the  vapor  of  some  vola- 
tile hydrocarbon  mixture,  as  gasoline,  and  used  for  lighting  and  heating 
(Webster). 

Air  lift — ^An  arrangement  for  raising  water  or  other  liquid  from  a  well  or  sump,  air 
under  pressure  being  introduced  near  the  foot  of  an  open-ended  pipe  having  a 
certain  submergence.  The  column  of  solid  and  liquid  in  the  pipe,  because  of  the 
introduction  of  the  air,  is  made  lighter  than  the  submergence  column  outside, 
and  an  upward  flow  within  the  pipe  results  (Fay). 

Air  pumping. — Pumping  oil  wells  by  means  of  the  air-lift  principle. 

Alidade. — An  instrument  used  in  topographical  surveying  and  particularly  in  oil 
geology.  It  consists,  in  its  simplest  form,  of  a  pair  of  sights  affixed  to  a  straight- 
edge, so  that  the  line  of  sight  is  parallel  to  the  edge  of  the  straight-edge.  As  gener- 
ally used,  the  sii^ts  are  replaced  by  a  telescope  containing  cross-hairs  and  stadia- 
hairs. 

Alkali. — ^In  chemistry,  any  substance  having  marked  basic  properties.  In  its  restricted 
and  common  sense,  the  term  is  applied  only  to  hydroxides  of  potassium,  sodium, 
lithimn,  and  ammonium.  They  are  soluble  in  water,  have  the  power  of  neutralis- 
ing acids  and  forming  salts  with  them,  and  of  turning  red  litmus  blue.  In  a  more 
general  sense,  the  term  is  also  applied  to  the  hydroxides  of  the  so-called  alkaline- 
earth  metals — barimn,  strontium,  and  calcium. 

Alkali  liquor. — The  spent  liquor  left  after  washing  petroleum  products,  such  as  koo- 
sene,  with  alkali.    It  usuaUy  contains  phenols  and  sulphonates. 

Alkali  wash. — ^A  process  by  which  kerosene  is  treated  with  a  solution  of  caustic  soda, 
making  it  purer  and  more  suitable  for  illmninating. 

Alkyl-sulphur  compounds. — Sulphur  combinations  occurring  in  petroleum  in  which 
the  hydrogen  content  of  the  simple  compound  HsS  (hydrogen  sulphide)  has  been 
wholly  or  in  part  replaced  by  organic  radicals;  such  as  (CtHs)  HS,  (CsHt)i  S 
(A.  D.  Smith). 

Allegheny  formation. — ^The  second,  in  order  of  age,  of  the  formations  comprised  in 
the  Pennsylvania  series  of  strata  in  the  bituminous  coal  districts  of  the  Northern 
Appalachian  field.    It  overUes  the  Pottsville  formation  (Fay). 

Allotrophy;  allotropism. — ^The  capacity  of  existing  in  two  or  more  conditions,  that 
are  distinguished  by  differences  in  properties.  Thus,  carbon  occurs  crystaUine, 
as  in  the  diamond,  and  amorphous,  as  in  charcoal  (Webster). 

Aloes  rope. — ^A  special  kind  of  rope,  sometimes  used  in  oil-well  drilling,  the  breaking 
strain  of  which  is  300  kg.  p>er  circular  centimeter.  It  is  manufactured  from  the 
aloe,  a  plant  indigenous  to  Cape  Colony  (Mitxakis). 

Alteration. — Strictly,  any  physical  or  chemical  change  in  a  rock  or  mineral,  subsequent 
to  its  formation.    As  ordinarily  used,  however,  the  term  excludes  cementation 
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or  induration  of  sediments  to  form  hard  rocks,  and  implies  change  to  such  an 
extent  that  new  minerals  or  new  rock  textures  have  developed  (La  Forge). 

Altitude. — Vertical  distance  or  elevation  above  any  given  point  or  base-level,  as  the 
sea;  height;  hence,  also,  such  distance  numerically  expressed  (Standard). 

Ambar. — ^The  Russian  name  given  to  excavations  dug  around  a  derrick  and  forming 
small  reservoirs,  where  the  sand  raised  from  the  bore-hole  is  deposited.  Also 
used  as  a  temporary  reservoir  for  oil  (Mitzakis). 

American  parafin  oil. — ^An  English  term  for  kerosene  of  American  origin  (Bacon). 

American  pump. — A  special  kind  of  bailer,  used  in  oil-fields  for  cleaning  out  wells 
(Mitzakis).    See  also  Bailer  and  Sand  pump. 

American  system  of  drilling. — See  Cable  system. 

Ammonia. — A  colorless  gaseous  compound  of  hydrogen  and  nitrogen  (NHs)  with 

extremely  pungent  smell  and  taste.    Specific  gravity  as  compared  with  air,  0.589 

(Webster). 

Amorphous. — Without  form;  applied  to  rocks  and  minerals  having  no  definite  crystal- 
line structure  (Roy.  CJom.). 

Amortizatioa. — ^The  repayment  of  a  debt,  principal  and  interest,  in  equal  annual  install- 
ments. Frequently  used  in  finance  as  the  extinction  of  a  debt,  regardless  of  the 
means  employed  (£.  B.  Skinner,  p.  114).  Important  in  connection  with  mining 
finance. 

Amortize. — To  clear  off,  liquidate,  or  otherwise  extinguish,  as  a  debt.  To  extinguish 
by  periodically  charging  off  a  portion,  so  as  to  bring  the  value  to  par  at  maturity 
(Webster). 

Analysis. — Specifically,  in  chemistry  and  mineralogy,  the  determination,  by  chemical 
methods,  of  the  nature  and  proportionate  amounts,  and  sometimes  also  of  the 
manner  of  combination,  of  the  elementary  constituents  of  a  compound  substance, 
as  a  mineral  or  a  rock.  Also,  loosely,  a  tabular  statement  of  the  re.ult  of  such 
an  analysis  (La  Forge). 

Analyzer. — That  part  of  a  polariscope  that  receives  the  light  after  polarization,  and 
exhibits  its  properties  (Webster). 

Aneroid  barometer. — An  instrument,  operated  by  atmospheric  pressure,  used  to 
determine  elevations  above  sea  level. 

Angle  of  polarization. — That  angle  whose  tangent  is  the  index  of  refraction  of  a  reflecting 
substance  (Dana). 

Anhydrous. — Destitute  of  water,  especially  water  of  crystallization  (Webster). 

Anthracite;  hard  coal. — A  hard,  black,  lustrous  coal,  containing  85  to  95  per  cent 
carbon,  as  against  70  to  80  per  cent  in  bituminous  or  *'  soft  "  coal.  See  also  Coal 
(U.  S.  Geol.  Survey).  Characterized  by  its  small  percentage  of  volatile  matter, 
high  specific  gravity,  hardness,  nearly  metallic  luster,  rich  black  color,  and  semi- 
conchoidal  fracture. 

Anticlinal. — Of,  or  pertaining  to,  an  anticline  (Webster). 

Anticlinal  bulges. — Expansions  and  elevations  in  the  crests  of  definite  anticlines  or 
continuous  folds  (Clapp). 

Anticlinal  flexure;  anticlinal  fold. — See  Anticlinal;  Anticline. 

Anticlinal  line  or  axis. — (Geology.)  The  medial  line  of  a  folded  structure,  from  which 
the  strata  dip  on  either  side  (Century). 

Anticline. — A  fold  or  arch  of  rock  stra  a,  dipping  in  opposite  direction  from  an  axis 
(Webster). 
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Anytoles. — Proprietaiy  preparations  in  which  substances  like  phenol,  cresol,  volatile 
oils,  camphors,  etc.,  are  dissolved  in  water  by  means  of  anytin,  a  substance  formed 
by  the  action  of  sulphuric  acid  on  various  mineral  oils,  resin  oils,  and  hydro- 
carbons (Bacon). 

Apex. — (Geology.)    The  top  of  an  anticlinal  fold  in  strata. 

Appalachian. — Of,  or  pertaining  to,  a  system  of  mountains  in  the  eastern  United 
States,  also  incorrectly  called  Allegheny  from  its  western  range  (Webster). 

Apron  ring. — The  bottom  ring  of  plates  used  in  construction  of  a  tank  (A.  D.  Smith). 

Arch. — See  Anticline. 

Archimedean  screw. — A  spiral  screw,  fitting  closely  in  a  tube,  for  raising  water  or 
other  liquids,  often  used  as  a  screw  conveyor  for  grain,  sand,  gravel,  and  fine 
ore  (Fay).    See  Screw  conveyor. 

Arenaceous. — ^An  adjective  applied  to  rocks  that  have  been  derived  from  sand  or 
that  contain  sand  (Kemp).     Not  to  be  confounded  with  siliceous. 

Areometer. — ^An  instrument  for  measuring  the  specific  gravity  of  liquids,  a  hydrom- 
eter (Standard). 

Aifon. — ^A  colorless,  odorless  gas  contained  in  the  air,  of  which  it  constitutes  almost 
1  per  cent  by  volume.  Symbol,  A;  atomic  weight,  39.88;  specific  gravity,  1.4 
(Webster). 

Aromatic  con^otuids, — ^Those  derived  from  the  series  of  hydrocarbons  beginning  with 
bensol  or  bensene,  CtEI«  as  the  initial  member. 

Artesian  welL — ^A  well  bored  down  to  a  point,  usually  at  considerable  depth,  where 
the  water  pressure,  owing  to  the  conformation  of  the  strata,  is  so  great  as  to  force 
the  water  to  the  surface.  Often  applied  to  any  deep  bored  well,  even  where 
pumping  is  necessary,  as  in  an  ordinary  driven  well. 

Asphalt. — ^A  black  or  brownish-black  product  having  cementitious,  waterproof,  and 
usually  resilient  properties.  Its  technical  definition  is:  SoUd  or  semi-solid  native 
bitumens,  solid  or  semi-solid  bitumens  obtained  by  refining  petroleum,  or  solid 
or  semi-solid  bitumens  which  are  combinations  of  the  bitumens  mentioned,  with 
petroleums  or  derivations,  thereof,  which  melt  upon  the  application  of  heat,  and 
which  consist  of  a  mixture  of  hydrocarbons  and  their  derivatives  of  a  complete 
structure,  largely  cyclic  and  bridge  compounds  (A.  S.  T.  M.  Standard,  Serial 
Designation  D8-18). 

Asphalt. — A  group  of  complex  compounds  of  various  hydrocarbons,  part  of  which  are 
oxidized  or  contain  sulphur.  Related  in  origin  to  petroleum.  Varies  from  viscous 
liquid  to  a  brittle  soUd.  Also  called  mineral  pitch.  The  same  as  asphaltum. 
See  Elaterite,  Gilsonite,  Grahamite. 

The  name  bitumen  is  often  used  as  synonymous  with  asphalt,  but  is  more 
properly  the  general  name  for  all  soluble  bituminous  materials  obtained  from  the 
earth,  including  petroleum.  Asphalt  may  be  native  or  may  result  from  the  dis- 
tillation of  mineral  oil;  in  the  latter  case  it  is  known  as  petroleum  asphalt,  or 
petroleum  pitch. 

Asphalt-base  petroleum. — ^Petroleum  that  yields  asphalt  and  no  paraffin  when  dis- 
tilled.   See  Base. 

Asphalt  block  pavement. — ^A  pavement  having  a  wearing  course  of  previously  prepared 
blocks  of  asphaltic  concrete  (Bacon). 

Asphalt  cement. — A  fluxed  or  unfluxed  asphaltic  material,  especially  prepared  as  to 
quality  and  consistency,  suitable  for  direct  use  in  the  manufacture  of  aqihaltie 
pavements  (Bacon). 


GLOSSARY  859 ' 

Asphalt  content — ^The  percentage  by  weight  of  lOO-penetration  asphalt  contained 
in  the  substance  tested  (Delbridge). 

Asphalt-earth  pavement. — ^A  pavement  containing  a  mechanical  mixture  of  asphalt 
with  finely  divided  earthy  material,  such  as  clay  (R.  G.  Smith). 

Asphalt  flux. — As  steam-refined  stock  is  produced  from  a  parafi^-base  crude,  asphalt 
flux  is  obtained  from  an  asphalt-base  crude.  There  is  naturally  no  fixed  line  of 
demarcation;  fluxes  low  in  asphalt  are  marketed  as  steam-refined  stocks  in 
periods  of  acute  demand,  and  conversely,  cheap  stocks  become  flux  products  and 
road-oil  bases  in  a  slack  lubricating  market.  Asphalt  flux  is  often  sold  directly 
as  road  oil,  and  it  forms  the  base  for  further  reduced  malthas,  pitches,  and 
oxidised  asphalts  (A.  D.  Smith). 

Asphalt  furnace. — A  portable  furnace  in  which  asphalt  is  heated  for  use  in  roofing, 
paving,  etc.  (Century). 

Asphalt  macadam. — ^A  broken  stone  pavement  laid  in  a  manner  similar  to  ordinary 
macadam,  except  that  the  broken  stone  of  the  wearing  course  is  coated  and  filled 
with  asphalt  applied  by  the  pouring  method  after  the  stone  has  been  placed  on  the 
road.  Such  applications  may  be  made  with  hand  pouring  pots,  or  with  mechanical 
pressure  distributors  (R.  G.  Smith). 

Asphalt  mastic  pavements. — Asphalt  mastic  is  a  mechanically  mixed  asphalt  mixture 
which  is  heated  and  mixed  over  a  comparatively  long  period  of  time,  forming  a 
mass  which  may  be  poured  into  place  and  put  into  form  by  troweling,  and  which, 
when  allowed  to  cool,  sets  in  the  required  condition.  This  distinguishes  it  from 
sheet  asphalt  or  asphaltic  concrete  mixtures,  which  are  usually  compressed  into 
place,  and  which  usually  do  not  contain  as  much  asphalt  as  the  mastic  pavement 
(R.  G.  Smith). 

Asphalt  rock. — Asphalt  stone.  Limestone  impregnated  with  asphalt  (Webster). 
This  term  is  also  applied  to  asphaltic  sandstone. 

Asphalted. — Literally,  coated  with  asphalt.  Usually  some  of  the  special  compositions, 
such  as  California  oil  (which  has  an  asphaltic  base),  coal  tar,  mineral  wax,  giisonite 
or  elaterite,  are  added  to  give  the  right  consistency  to  suit  the  average  temperature 
which  prevails  when  the  coating  is  used  (National  Tube  Co.). 

Asphaltene. — That  portion  of  the  asphalt  which  is  soluble  in  carbon  disulphide  but  not 
dissolved  by  SS"*  B6.  naphtha  is  called  "  asphaltene  "  (R.  G.  Smith). 

Asphaltic. — Similar  to,  or  essentially  composed  of,  asphalt  (Bacon). 

Asphaltic  concrete  pavement. — A  pavement  composed  of  a  mixture  of  asphalt  with 
broken  stone,  broken  slag,  or  gravel,  together  with  sand  and  mineral  filler.  The 
term  *^  concrete "  presupposes  a  mechanical  mixture  prepared  before  laying 
(R.  G.  Smith). 

Asphaltic  limestones. — Limestones  that  have  become  impregnated  with  asphalt  in 
var3ring  proportions  (R.  G.  Smith). 

Asphaltic  pyrobitumens.  (Elaterite,  wiu*tzilite,  albertite  and  impsonite). — Natural 
asphaltic  substances,  generally  containing  less  than  10  per  cent  of  mineral  matter, 
and  characterized  by  their  hardness  and  infusibility  and  the  bitumen  yielded  on 
destructive  distillation.  Black  in  color,  these  four  classes  of  substances  merge 
or  grade  into  one  another,  so  that  they  may  be  roughly  distinguished  from  one 
another  by  their  bright  to  dull  surfaces,  and  their  conchoidal  to  hackly  fractures 
(R.  G.  Smith). 

Asphaltic  sands. — Natural  mixtures  of  asphalts  with  varying  proportions  of  loose 
sand  grains.    The  quantity  of  bituminous  cementing  material  extracted  from  the 
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sand  may  run  as  high  as  12  per  cent,  and  this  bitumen  is  composed  of  a  soft  asphalt 
which  rarely  has  a  penetration  as  low  as  60°  (R.  G.  Smith). 

Asphaltum. — See  Asphalt. 

Assessment  work. — The  annual  work  upon  an  unpatented  mining  claim  on  the  public 
domain  necessary  under  the  United  States  law  for  the  maintenance  of  possessor}' 
title  thereto.     Same  as  Annual  labor  (Min.  Stat.  pp.  233-253). 

Astatki;  ostatki. — A  Russian  name  for  a  petroleum  residue  now  used  as  fuel.  Until 
1870  it  was  considered  a  useless  article  and  was  disposed  of  by  burning  in  open 
pits  near  the  refineries  (Mitzakis). 

Atmosphere. — The  whole  mass  of  air  surrounding  the  earth.  The  pressure  of  air  at 
the  sea  level,  used  as  a  unit.    See  also  Atmospheric  pressure  (Webster). 

Atmospheric  pressure. — ^The  pressure  of  air  at  the  sea  level,  exerted  equally  in  all 
directions.  The  standard  pressure  is  that  imder  which  the  mercury  barometer 
stands  at  760  millimeters.  It  is  equivalent  to  about  14.7  pounds  to  the  square 
inch  (Webster). 

Atom. — According  to  the  atomic  theory,  the  smallest  particle  of  an  element  that  can 
exist  either  alone  or  in  combination  with  similar  particles  of  the  same  or  of  a 
different  element;  the  smallest  particle  of  an  element  that  enters  into  the  com- 
position of  a  molecule  (Webster). 

Atomic  weight. — The  weight  of  an  atom  of  a  chemical  element  as  compared  with  that 
of  an  atom  of  hydrogen  (Standard). 

Atomization. — The  method  by  which  a  jet  of  steam,  or  compressed  air,  is  made  to 
divide  a  fluid  finely,  as  in  an  oil-burning  furnace  (Fay). 

Atomizer. — An  apparatus  for  converting  liquid  into  spray.     See  also  Atomization. 

Atreol. — A  petroleum  product  resulting  from  the  action  of  sulphuric  acid  on  certain 
petroleum  distillates.  Properly  refined  and  combined  with  ammonia,  it  produces 
the  active  principle  of  atreol,  the  ammonium  atreolate.  It  is  soluble  in  water 
and  alcohol,  and  is  miscible  with  petroleum  and  lanolin.     See  Ichthyol. 

Auger  stem. — The  heavy  iron  bar  attached  just  above  the  bit  in  a  string  of  tools 

(Sands). 

Autun  shale  oil. — A  name  applied  to  a  certain  kind  of  illuminating  oil,  so  called  through 
being  extracted  from  the  bituminous  shale  found  at  Autun  in  France  (Mitzakis). 

Avoirdupois. — The  system  of  weights  used  in  England  and  the  United  States  for  the 
ordinary  purposes  of  trade,  of  which  the  fundamental  unit  is  the  pound  of  16 
ounces  or  7000  grains  (Standard).  The  avoirdupois  pound  is  equivalent  to  14.583 
troy  oimces,  453.6  grains. 

Axis. — A  straight  line,  real  or  imaginary,  passing  through  a  body,  on  which  the  body 
revolves  or  may  be  supposed  to  revolve;  a  line  passing  through  a  body  or  S3rstem, 
around  which  the  parts  are  symmetrically  arranged  (Fay). 

See  Anticlinal  axis  and  Synclinal  axis.  Often  used  synonymously  with 
anticline;  thus,  the  "  Brady's  bend  axis  "  for  the  "  Brady's  bend  anticline  " 
(Chance). 

(Geology.)  The  central  or  dominating  region  of  a  mountian  chain,  the  line  of 
which  follows  the  crest  of  a  range,  thus  indicates  the  position  of  the  most  con- 
spicuous part  of  the  uplift  (Fay). 

Azoic. — Formerly,  that  part  of  geologic  time  represented  by  the  pre-Cambrian  strati- 
fied rocks;  also  the  rocks  formed  during  that  time.  Later  restricted  to  the  period 
and  system  now  generally  called  Archean.    Now  practically  obsolete  (La  Forge;. 
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Back  pressure  Ytlve, — ^A  valve  similar  to  a  low-pressure  safety  valve,  but  capable  of 

being  opened  independently  of  the  pressure,  thereby  giving  free  exhaust  (National 

Tube  Co.). 
Bailer. — ^The  apparatus  used  to  remove  mud,  sand,  and  water  from  a  well.     It  is 

essentially  a  long  pipe  fitted  with  a  dart  valve  at  the  bottom.    See  also  Sand  pump. 

Occasionally  used,  instead  of  a  pxunp,  to  recover  the  oil. 

Bailing. — One  of  the  most  common  ways  by  which  the  water  and  dnUings  that  collect 
at  the  bottom  of  a  well  during  drilling  are  brought  to  the  surface.  In  Russia,  the 
petroleum  itself  is  also  removed  by  a  bailer. 

Barograph. — ^A  self-recording  aneroid  barometer  (Lahee). 

Barometer. — ^An  instrument  for  determining  the  weight  or  pressure  of  the  atmosphere, 
and  hence  for  judging  of  probable  changes  of  weather,  or  for  ascertaining  the  height 
of  any  ascent,  etc.  (Webster). 

Base. — (1)  A  compound  capable  of  reacting  with  acids  to  form  salts. 

(2)  The  artificial  foimdation  of  a  pavement. 

(3)  The  residuum  from  the  distillation  of  petroleums.  When  paraffin  is 
obtained  from  the  petroleum,  the  original  oil  is  said  to  have  a  paraffin  base;  when 
the  residue  is  entirely  asphaltic,  the  original  petroleum  is  said  to  have  an  asphaltic 
base.  Some  petroleums  have  both  an  asphaltic  and  a  paraffin  base  and  are 
therefore  called  paraffin-asphalt  petroleums. 

Base  map. — A  map,  usually  drawn  with  considerable  acciuracy,  which  serves  as  a  base 
for  geologic  work. 

Basic. — (Chemistry.)  Performing  the  office  of  a  base  in  a  salt;  having  the  base  in 
excess.  Having  more  than  one  equivalent  of  the  base  for  each  equivalent  of  acid 
(Century).     Compare  acidic  (Kemp). 

Batch  stiU. — ^A  still  without  connections  for  continuous  feed  or  outflow;  a  discon- 
tinuous still  (A.  D.  Smith). 

Battery. — ^A  series  of  stills  or  boilers  set  in  continuous  masonry. 

Baum€  gravity. — Specific  gravity  expressed  on  the  Baiun^  scale  for  liquids  lighter  than 
water  (Delbridge). 

Baum6  scale. — ^An  arbitrary  scale  of  the  relative  density  of  liquids. 

Bed. — The  smallest  division  of  a  stratified  series,  marked  by  a  more  or  less  well-defined 
divisional  plane  from  its  neighbors  above  and  below  (Kemp). 

Bedding. — See  Stratification. 

Bell  socket. — ^A  fishing  tool. 

Bench. — (Geology.)  An  outcropping  bed  which  forms  a  conspicuous,  relatively  hori- 
zontal ledge. 

Bench  level. — A  level  used  in  setting  up  a  machine  to  bring  its  bed  into  an  exactly 
horizontal  position  (Century). 

Bench  mark. — A  mark  or  monument,  the  elevation  of  which  is  known  or  assumed,  used 
as  a  reference  point  by  a  surveyor. 

Bend. — (1)  A  curved  length  of  pipe  struck  to  a  larger  radius  than  the  elbow. 

(2)  Pipe  bent  to  45,  90  or  180 ""  is  often  specified  as  i,  }  or  i  bends. 

(3)  A  slight  bend  is  often  called  a  spring  (Poor  usage)  (National  Tube  Co.). 

Benzene;  benzol. — ^A  hydrocarbon  of  the  composition  CeHe.  The  initial  member 
of  the  aromatic  or  benzene  (CnHsn-e)  series.  The  properties  of  the  series  are 
consistently  expressed  by  the  6  atoms  in  a  ring  with  double  linkage  between  each 
alternate  pair.    While  benzene  occurs  to  a  slight  extent  in  most  natural  petro- 
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leuzns,  it  is  chiefly  found  in  East  Indian  and  Califomian  petroleums.      It  is  usually 
obtained  from  the  light  oils  from  coal  tar. 

Benzine. — A  colorless,  inflammable  and  volatile  liquid  obta'ned  from  petroleum  by 
fractional  distillation  and  consisting  of  various  hydrocarbons.  Called  also  petro- 
leum spirit  (Standard).  It  is  totally  distinct  from  the  aromatic  hydrocarbon 
benzene. 

Benzine;   naphtha  tops. — ^Usually  the  first  products  obtained  in  distillation,  ranfpng 
from  water-white  to  standard  white  in  color,  400°  to  500**  F.  end-point,  and  from 
66°  to  48°  B^.  gravity,  depending  on  the  nature  of  the  crude  cuts  employed  (A.  £>. 
Smith). 

BenzoL — ^The  commercial  name  applied  to  benzene  not  necessarily  pure.  See  also 
Bensine. 

Berea  sandstone. — Berea  grit.  A  rock  formation  consisting  of  fine-grained  sandstone 
and  grit,  generally  considered  as  the  base  of  the  Carboniferous  system  in  Ohio. 
It  is  one  of  the  principal  oil-bearing  formations  of  the  State  (La  Forge). 

Bermudez  asphalt. — ^A  relatively  pure  black  bitumen.  It  is  soft,  breaks  with  a  con- 
choidal  fracture,  and  melts  at  a  low  temperature.  It  takes  its  name  from  the  state 
of  Bermudez,  in  Venezuela,  where  two  large  deposits  have  been  found.  Its  chief 
use  is  in  the  paving  industry  (R.  G.  Smith). 

Bevel. — (Geology.)  The  angle  which  one  surface  makes  with  another  when  ihey  aro 
not  at  right  angles  (Webster). 

Bhider. — ^The  course  frequently  used  in  a  sheet-asphalt  pavement  between  the  con- 
crete foundation  and  the  sheet-asphalt  mixture  of  graded  sand  and  asphalt 
cement  (Bacon). 

Bit  gage. — An  iron  ring  of  known  diameter  used  to  test  the  bit  during  dressing  to 
determine  when  it  has  reached  correct  size  (Sands).  • 

Bit  hook. — A  tool  for  straightening  a  lost  bit  in  the  hole  (Sands). 

Bitulithic. — A  kind  of  paving  consisting  of  broken  stone  cemented  with  bitumen  or 
asphalt  (Webster). 

Bitumen. — See  Asphalt.  (1)  A  general  name  for  various  solid  and  semi-solid  hydrocai^ 
bons.  In  1912,  the  term  was  used  by  the  American  Society  for  Testing  Materials 
to  include  all  those  hydrocarbons  which  are  soluble  in  carbon  bisulphide,  whether 
gases,  easily  mobile  liquids,  viscous  liquids,  or  solids  (U.  S.  Geo.  Survey). 

(2)  Bitumen,  in  the  asphalt  trade,  is  defined  as  a  mixture  of  native  or  pyrogenous 
hydrocarbons  and  their  non-metallic  derivatives  which  are  soluble  in  carbon 
disulphide  (R.  G.  Smith). 

Bituminous. — Containing  much  organic,  or  at  least  carbonaceous  matter,  mostly  in 
the  form  of  the  tarry  hydrocarbons  which  are  usually  described  as  bitumen 
(Kemp).     Having  the  odor  of  bitumen.    Often  applied  to  minerals  (Dana). 

Bituminous  cement. — A  bituminous  material  suitable  for  use  as  a  binder,  having 
cementing  qualities  which  are  dependent  mainly  on  its  bituminous  character 
(Bacon). 

Bituminous  concrete  pavement. — A  pavement,  composed  of  stone,  gravel,  sand,  shell 
or  slag,  or  combinations  thereof,  and  bituminous  materials,  incorporated  by  mixing 
methods  (Bacon). 

Bituminous  limestone. — A  limestone  impregnated  with  bituminous  material  and 
emitting  a  fetid  odor  when  rubbed.  Called  also  stink  stone  and  svnnestone 
(Standard). 
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Bitominoiis  macadam  pavement. — ^A  pavement  having  a  wearing  oouroe  of  macadam, 
with  the  interstices  filled  by  penetration  methods  with  a  bitimunous  binder 
(Bacon). 

Bitnmmous  sandstone. — See  Sandstone. 

Bituminous  shale. — A  shale  containing  hydrocarbons  or  bituminous  material;  when 
rich  in  such  substances  it  yields  oil  or  gas  on  distillation.  Also  called  pyroschist 
or  oilHshale  (Standard). 

Bituminous  suiface. — (Paving.)  A  superficial  coat  of  bituminous  material,  with  or 
without  the  addition  of  stone  or  slag  chips,  gravel,  sand,  or  material  of  similar 
character  (Bacon). 

BitusoL — Dispersed  solid  colloids  in  solution  in  bitumen. 

Blackjack. — Crude  black  oil  used  to  lubricate  mine-car  wheels. 

Black  oiL — The  residuum  from  a  wax  "  cracking  "  still  is  sold  as  black  oil  when 
obtained  from  an  asphalt-free  wax  distillate  The  term  is  rather  generally 
applied  to  any  dark-colored  lubricating  oil  of  moderate  flash  and  viscosity, 
suitable  for  heavy  lubrication,  such  as  that  of  railroad  car  journals,  gears,  cables^ 
etc.  (A.  D.  Smith). 

Blaes. — In  Scotland,  the  brownish  oil-«hales  are  interstratified  with  non-bitiuninous 
or  less  bituminous  beds,  sometimes  of  a  bluish-gray  color.  These  are  termed 
''  blaes  "  by  the  shale  miners  (Baoon). 

Blanket. — A  bituminous  surface  of  appreciable  thickness,  generally  formed  on  top 
of  a  roadway  by  the  application  of  one  or  more  coats  of  bituminous  material  and 
sand.    Also  called  Caix)et  (Bacon). 

Blank  flange. — ^A  flange  which  is  not  drilled  but  which  is  otherwise  complete  (National 
Tube  Co.). 

Blasting. — A  method  of  loosening  or  shattering  masses  of  solid  matter,  by  means  of 
explosive  compounds.  Where  petroleum  occurs  in  a  dense  hard  ock,  recourse 
must  sometimes  be  had  to  the  use  of  explosives,  the  effect  of  these  being  to  set 
up  a  subterranean  disturbance,  which  may  thus  be  the  means  of  giving  freer 
movement  to  the  oil  (Mitzakis).    See  Shooting. 

Blasting  oiL — Same  as  Nitroglycerin  (C])entury). 

Blau  or  blue  gas. — ^A  mixture  of  volatile  hydrocarbons,  such  as  propane,  butane, 
the  pentanes,  etc.,  in  solution  under  pressure.  The  pressure  solution  is  put  into 
steel  cylinders,  and  is  thus  available  for  transport.  Blau  gas  is  used  for  illuminat- 
ing, heating  and  power  purposes  (Bacon). 

Bleacher. — ^A  rectanulgar  or  cylindrical  upright  tank  having  a  roof  provided  with 
hatches  or  glass  panels  to  allow  escape  of  vapor  or  admit  sunlight;  a  tank  in  which 
burning  or  lubrication  oil  is  "  brightened  "  (A.  D.  Smith). 

Bleeding. — Testing  a  tank  of  oil  for  water  and  sediment,  by  drawing  off  at  the  bottom. 

Blending. — The  addition  of  one  oil  to  another  so  that  the  mixture  or  blend  is  homo- 
geneous in  all  its  parts 

Blind  flange. — The  flange  used  to  close  the  end  of  a  pipe.  It  produces  a  blind  end 
which  is  also  called  a  dead  end  (National  Tube  Co.). 

Blind  splicing. — Joining  the  ends  of  a  steel  cable  by  removing  the  hemp  core  to 
accommodate  the  ends  of  the  strands  (Sands). 

Bloom. — ^The  fluorescence  of  petroleum  and  its  products,  especially  lubricating  oils. 

Blow-out — ^A  sudden  or  violent  escape  of  gas  or  air. 
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Blow-out  prevention. — A  heavy  casing  head  control  filled  with  special  gates  or  disks 
which  may  be  closed  around  the  drill  pipe  or  which  completely  close  the  top  of 
the  casing  if  the  drill  pipe  ia  withdrawn  (Sands). 

Blown  oils. — Semi-solid  or  solid  products  obtained  primarily  by  the  action  of  air  upon 
originally  fluid  native  bitumens,  which  are  heated  during  the  blowing  process. 
Also  called  **  condensed  "  oils. 

Blue  oiL — (1)  A  mixture  of  heavy  oils  and  paraffin  obtained  in  the  distillation  of 
ozokerite  (Webster). 

(2)  In  the  Scottish  shale-oil  industry,  the  oil  produced  from  heavy  oil  and 
paraffin  by  cooling  and  pressing  for  separation  of  hard  paraffin  scale.  It  is  refined 
and  fractioned  into  lubricating  oils  (Bacon). 

Body. — The  thickness  of  a  lubricating  oil  or  other  fluid;  also  the  measure  of  that 
thickness  expressed  in  the  number  of  seconds  in  which  a  given  quantity  of  the  oO 
at  a  given  temperature  flows  through  an  aperture.  See  Viscosity  (C.  and 
M.  M.  P.). 

Boghead  coal. — ^A  dark  brown  variety  of  cannel  coal,  valuable  as  a  source  of  paraffin 
oils  and  gas  (Webster). 

Boiler  flange. — See  Saddle  flange. 

Boiling. — ^Heated  to  the  point  of  bubbling;  heaving  with  bubbles  (Webster). 

Boiling  point. — The  temperature  at  which  a  liquid  begins  to  boil,  or  to  be  converted 
into  vapor  by  bubbles  forming  within  its  mass.  It  varies  with  the  pressure  In 
water,  under  ordinary  conditions,  it  is  212°  F.  or  100**  C,  but  it  becomes  less  with 
lessened  atmospheric  pressure,  as  in  ascending  a  mountain,  being  lowered  about 
1**  F.  for  every  650  feet  of  ascent*  (Standard). 

Bone-black. — rThe  black  carbonaceous  substance  into  which  bones  are  converted  by 
calcination  in  closed  vessels;  also  called  animal  black,  or  charcoal  (Webster). 

Boot  jack. — A  fishing  tool. 

Bore. — (1)  To  make  a  hole  or  perforation  with  a  boring  instrument;  to  cut  a  circular 
hole  by  rotary  motion  of  a  tool,  as  to  bore  for  water,  oil,  etc.  (Fay).  (2)  A  hole 
made  by  boring. 

Borebit. — A  rock-boring  chisel  (Standard). 

Bore-hole. — A  hole  made  with  a  drill,  auger,  or  other  tools,  for  exploring  strata  in 
search  of  minerals,  for  water  supply,  for  blasting  purposes,  for  proving  the  position 
of  old  workings,  faults,  and  letting  off  accumulations  of  gas  or  of  water  (Cresley) 
See  also  Oil  well. 

Bore-hole  pump. — ^A  pump  for  use  in  a  bored  well  (Standard). 

Boring. — The  act  or  process  of  making  a  hole  with  a  boring  tool;  a  hole  so  made; 
material  removed  by  boring  (Standard). 

Boring  bar. — A  revolving  or  stationary  bar  carrying  one  or  more  cutters  or  drills  for 
boring. 

Boring  contract. — See  Lease. 

Boring  rod. — ^A  rod  made  up  of  segments,  carrying  at  its  lower  end  a  tool  for  earth- 
boring  or  rock-drilling  (Webster). 

Bottom  hole  packer. — A  type  of  packer  used  at  the  bottom  of  the  casing  (Sands). 

Bottoms  (still  bottoms). — The  crude  distillate  left  in  the  bottom  of  a  still  after  distillation, 
or  that  part  of  the  crude  which  does  not  vaporize  and  pass  through  the  condenser. 

Bottom  settlings;  "  B.  S." — ^A  term  quite  generally  applied  to  the  emulsions  of  oil, 
water,  and  mud  which  settle  out  of  crude  in  storage,  and  which  would  have  no 
value  as  a  petrolatum  base.     The  "  B.  S."  from  Pennsylvania  crude  is,  however. 
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an  emulsion  of  water  and  amorphous  wax,  and  when  properly  freed  from'  foreign 
matter  forms  an  excellent  base  for  the  light  yellow  and  darker  grades  of  petrolatum 
(A.  D.  Smith). 

Bottom  sheets. — The  steel  plates  forming  the  bottom  of  an  oil  still  (A.  D.  Smith). 

Bottom  water. — In  oil  wells,  water  that  lies  below  the  productive  sand,  and  is  sepa- 
rated from  it.    Compare  Top  water,  Edge  water  (U.  S.  Geol.  Survey). 
Box. — See  Joint. 

Bcadenhead. — In  oil-well  drilling,  an  iron  or.  steel  head  screwed  into  the  top  of  the 
casing.  The  inner  pipe  projects  up  through  it  and  is  packed  with  some  pliable 
substance,  preferably  rubber.  The  bradenhead  is  used  to  confine  gas  between 
the  tubing  and  casing  or  between  two  strings  of  casing,  and  has  an  outlet  through 
which  gas  may  be  piped  away.  More  commonly  called  stuffing-box  casing- 
head  (Fay). 

Bradenhead  gas. — In  oil  wells,  natural  gas  inclosed  or  confined  by  a  bradenhead.  It 
applies  to  all  the  gas  that  lies  above  the  oil  and  through  which  the  drill  must  go 
to  reach  the  lower  and  more  profitable  oil  sands  (Fay). 

Brake,  or  actual  horse-power. — The  power  developed  by  an  engine,  as  measured  at 
the  crank  shaft  or  flywheel  by  the  Frony  brake  or  other  device  (Goldingham). 

Beaman  stadia  arc. — A  logarithmic  calculator  for  solving  right  triangles,  fixed  to  the 
vertical  arc  of  a  transit. 

Brea. — Sand  or  soil  impregnated  with  petroleum  from  seepages,  the  volatile  constituents 
having  evaporated.  A  term  in  common  usage  in  California,  where  the  pressure  of 
brea  is  considered  one  of  the  most  reliable  surface  indications  of  petroleum. 

Break. — A  fault,  rupture  or  fracture  (Webster). 

Break-out  tongs. — ^A  heavy  pipe  wrench  used  to  connect  and  disconnect  drill  pipes 
(Sands). 

Briggs  standard. — A  list  of  pipe  sizes,  thicknesses,  threads,  etc.,  compiled  by  Robert 
Briggs,  about  1862,  and  subsequently  adopted  as  a  standard  (National  Tube  Co.). 

Brine. — Water  strongly  impregnated  with  salt  (Webster). 

Briquetlng. — A  process  by  which  coal  dust  is  bound  with  asphalt,  in  briquets,  and  thus 
made  readily  available  for  commercial  use.  Asphalt  is  the  best  known  binder  and 
is  used  at  the  rate  of  4  to  6  per  cent  by  weight  of  the  coal  dust.  It  is  usually 
heated  and  intimately  mixed  mechanically,  after  which  the  dough  is  pressed  into 
molds,  compressed  into  briquets  and  cooled  (R.  G.  Smith). 

British  thermal  unit. — The  xiir  P*^  of  the  heat  required  to  raise  the  temperature 
of  1  pound  of  wat«r  from  32**  F.  to  212°  F.;  substantially  equal  to  that  required  to 
raise  the  temperature  of  1  pound  of  water  from  63°  F.  to  64°  F.  Abbreviated  as  B.t.u. 

Brunton. — A  combination  compass,  clinometer,  and  transit,  of  pocket  size  named  for 
its  inventor. 

"  B.S."— See  Bottom  settlings. 

B.t.tt. — ^Abbreviation  for  British  thermal  unit. 

Bull  plugs. — Plugs  which  are  temporarily  screwed  into  the  end  of  an  unfinished  pipe- 
line to  keep  out  dirt,  small  animals,  etc.  (Towl). 

Bull  pump. — A  direct  single-acting  pump,  the  steam  cylinder  of  which  is  placed  over 
the  top  of  a  shaft  or  slope,  and  the  piston  rod  attached  to  the  pump  rods.  The 
steam  lifts  piston  and  pump  rods,  and  the  weight  of  these  produces  the  down 
stroke  (Raymond). 

Bull  rope. — In  well  boring,  the  rope  from  which  the  boring  tools  are  suspended  and  by 
which  they  are  worked  (Webster). 
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Bun  w&ee(s. — Large  pulleys,  rope-driven  from  the  main  shaft  of  a  rig,  used  to  raise 
and  lower  the  bit  or  fishing  tools  and  sometimes  the  casing  (Sands). 

Bumper.— A  device  used  to  loosen  the  tools  when  drilling  is  carried  on  without  jars  (Sands). 

Bumping. — ^A  refinery  colloquialism  applied  to  the  violent  boiling  of  a  water-containing 
petroleum  product.  It  usually  ceajses  before  the  water  is  entirely  evaporated 
(A.  D.  Smith). 

Burning-oil. — ^A  common  name  for  kerosene. 

Burning  point — The  temperature  at  which  a  volatile  oil  in  an  open  vessel  will  ignite 
from  a  flame  held  close  to  its  sinface,  and  continue  to  bum.  Used  to  determine 
the  safety  of  kerosene  and  other  illuminants.    See  Fire  test. 

Burrell  gas  detector. — A  device  to  obtain  a  safe,  rapid  and  accin^te  determination 
for  low  percentage  of  methane  inside  the  mine.  (Complete  combustion  of  the 
methane  takes  place  within  the  apparatus,  and  the  percentage  is  measured 
volumetrically  (Fay). 

Bushing. — A  pipe-fitting  for  the  purpose  of  connecting  a  pipe  with  a  fitting  of  larger 
size,  being  a  hollow  plug  with  internal  and  external  threads  to  suit  the  different 
diameters.    See  Flush  bushing  (National  Tube  (Do.). 

Butted  and  strappe'd  joint. — A  joint  where  the  ends  of  two  pieces  of  pipe  are  united 
by  a  sleeve  and  riveted  thereto.  The  strap  may  be  inside  or  outside  and  may 
be  single  or  double  riveted  (National  Tube  Co.). 

Buttweld. — Welded  along  a  seam  that  is  not  scarfed  or  lapped  (National  Tube  Co.). 

By  heads. — Term  used  when  a  well  flows  intermittently  (Sands). 

By-pass. — A  small  passage  to  permit  equalizing  the  pressure  on  the  two  sides  of  a 
large  valve  so  that  it  may  be  readily  opened  or  closed  (National  Tube  Co.). 

By-pass  valve. — ^A  small  pilot  valve  used  in  connection  with  a  larger  valve  to  equalize 
the  pressure  on  both  sides  of  the  disk  of  the  larger  valve  before  the  larger  valve  is 
opened  (National  Tube  Co.) 

By-product. — ^A  secondary  or  additional  product  (Webster). 

Cable. — Same  as  Cable-laid  rope;  a  fiber  cable  consists  of  three  hawsers  laid  up  left- 
handed  (CM. P.).     A  steel  rope  for  hoisting  or  for  aerial  trams. 

Cable-laid  rope. — ^Wire  cables  made  of  several  ropes  twisted  together,  each  rope  being 
composed  of  strands  or  direction  of  twist.  A  fiber  cable-laid  rope  is  composed  of 
strands  of  hawser-laid  rope,  twisted  right-handed  (C.M.P.) 

Cable  system. — One  of  the  well-known  drilling  systems,  sometimes  designated  as  the 
American  rope  system.  The  drilling  is  performed  by  a  heavy  string  of  tools 
suspended  from  a  flexible  manila  or  steel  cable  to  which 'a  reciprocating  motion 
is  imparted  by  its  suspension  from  an  oscillating  "walking  beam."  One  end 
of  the  walking  beam  is  above  the  mouth  of  the  well  when  horizontal,  and  the  other 
end  is  directly  above  a  crank  attached  to  the  band-wheel  shaft  (Mitsalds).  Also 
called  standard  or  percussion  system. 

Cable  tools. — ^The  apparatus  used  in  drilling  deep  holes,  such  as  artesian  wells,  with  a 
rope,  instead  of  rods,  to  connect  the  drill  with  the  machine  on  the  surface 
(Raymond). 

Cage. — (1)  A  structure  of  elastic  iron  rods  slipped  into  the  bore-hole  in  rod-boring 
to  prevent  vibration  of  the  rods. 

(2)  The  container  for  the  ball  in  a  ball  valve,  such  as  found  in  the  pump 
ordinarily  used  in  oil  production. 

Calf  wheel. — A  drum  usually  operated  by  chain  and  sprockets  from  the  main  shaft 
of  a  rig,  used  in  raising  and  lowering  heavy  strings  of  casing  (Sands). 
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Calorie. — The  amount  of  heat  required  to  raise  the  temperature  of  1  gram  of  water 
l""  Centigrade  at  or  near  the  temperature  of  maximum  density.  Called  small 
calorie  (Webster). 

Calorimeter. — ^Any  apparatus  for  measuring  the  quantity  of  heat  generated  in  a  body 
or  emitted  by  it,  as  by  observing  the  quantity  of  a  solid  liquefied  or  of  a  liquid 
vaporised,  or  the  amount  of  heat  absorbed  by  a  certain  quantity  of  water,  under 
given  conditions  (Fay). 

Calorize. — ^To  protect  (iron  or  steel)  from  high  temperature  by  coating  the  surface 
with  a  ferro-aluminum  alloy  (a  trade  expression). 

Calyx. — ^A  long  cylindrical  vessel  of  the  same  diameter  as  the  core-barrel,  which  guides 
the  bit,  and  receives  the  debris  resulting  from  the  action  of  the  cutter.  Its  action 
is  not  unlike  that  of  the  diamond  drill,  and  necessitates  the  use  of  a  powerful 
water  flush.  The  cutter,  which  takes  the  place  of  the  diamond  crown,  has  a 
number  of  long  teeth  which  produce  a  chipping  action  when  rotated  by  hollow 
flushing  rods  in  the  presence  of  a  constant  flow  of  water.  Used  in  a  system  of  oil- 
well  drilling,  originating  in  Australia.  The  great  advantage  of  this  system  is  that 
a  core  is  extracted  and  preserved  in  a  core-barrel  and  brought  to  the  suriace 
(Mitzakis). 

CasiAdian  pole  system. — A  system  of  oil-well  drilling  differing  from  the  American 
cable  system  in  that  wooden  rods  screwed  together  are  used  instead  of  a  rope. 
The  Canadian  pole  is  a  useful  all-round  prospecting  rig,  and  it  is  particularly 
suitable  for  regions  where  excessive  caving  makes  it  necessary  to  have  some  posi- 
tive method  of  rotating  the  bit  (Mitzakis). 

Cannel  coaL — A  massive,  non-coking,  tough,  clean,  block  coal,  of  fine,  even,  compact 
grain,  dull  luster  and  conunonly  conchoidal  cross  fracture,  having  a  typical  low 
fuel  ratio,  a  high  percentage  of  hydrogen,  easy  ignition,  long  yellow  flame,  black 
to  brown  greasy  streak,  and  moderate  ash.  It  is  essentially  a  rock  derived  by 
solidification  and  partial  distillation  or  oxidation  of  water-laid  deposits  consisting 
of,  or  containing,  large  quantities  of  plant  spores  and  pollen  grains  and  more  or 
leas  comminuted  remains  of  low  orders  of  water  plants  and  animals.  There  may 
be  admixed  greater  or  less  quantities  of  mud,  woody  or  peaty  material  (U.  S. 
Geol.  Survey).    Has  frequently  been  distilled  for  oil. 

Cant. — ^A  segment  used  in  building  the  bull  wheels  of  a  rig  (Sands). 

Cap. — ^A  fitting  that  goes  over  the  end  of  a  pipe,  to  close  it,  producing  a  dead  end 
(National  Tube  Co.). 

Capillarity. — The  peculiar  action  by  which  the  surface  of  a  liquid,  where  it  is  in  contact 
with  a  solid  (as  in  a  capillary  tube)  is  elevated  or  depressed.  Capillarity  depends 
on  the  relative  attraction  of  the  molecules  of  the  liquid  for  each  other  and  for 
those  of  the  solid.    See  also  Suriace  tension  (Webster). 

Capping. — (1)  The  name  given  to  a  method  by  which  the  flow  of  a  spouting  oil  well 
is  stopped  or  restricted.  When  a  very  strong  discharge  of  petroleiun  is  expected, 
strong  valves  are  attached  to  the  casing,  which  permit  the  flow  to  be  controlled, 
and  in  order  to  prevent  these  valves  from  being  blown  away,  they  are  firmly 
anchored  to  the  ground  by  means  of  long,  heavy  bolts  (Mitzakis). 
(2)  The  impervious  beds  overlying  an  oil  sand.    See  Cap  rock. 

Cap  rock. — ^A  comparatively  impervious  stratum  immediately  overlying  an  oil-bearing 
rock. 

Carbenes. — The  difference  between  the  amount  of  asphalt  soluble  in  carbon  disulphide 
and  that  dissolved  by  carbon  tetrachloride  is  known  as  **  carbenes  "  (R.  G.  Smith). 
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Carbide  — (1)  A  binary  compound  of  carbon  with  some  other  element  (Webster). 
(2)  A  commercial  term  for  calcium  carbide  used  in  miners'  lampts. 

Carbolic  acid. — A  white,  crystalline,  deliquescent  compound,  CeHsOH,  with  a  burning 
taste  and  odor  resembling  that  of  creosote.     It  is  a  caustic  poison  (Standard). 

Carbon* — ^An  elementary  substance  occurring  native  as  the  diamond  and  also  as 
graphite  or  black  lead  and  fornu'ng  a  constituent  of  coal,  petroleum,  asphalt, 
limestone,  and  other  carbonates,  and  all  organic  compounds.  Symbol,  C;  atomic 
weight,  12.0;  specific  gravity,  1.7  to  3.6  (Webster). 

Carbonaceous. — Coaly,  containing  carbon  or  coal.  Especially  shale  or  rock  containing 
small  particles  of  carbon  distributed  throughout  the  whole  mass  (Steel). 

Carbon  black. — ^A  name  for  lampblack. 

Carboniferous. — In  the  nomenclature  of  the  U.  S.  Geological  Survey,  and  in  general 
usage  as  well,  the  youngest  of  the  systems  into  which  the  Paleozoic  stratified  rocks 
are  divided;  also  the  corresponding  period  of  geological  time  (La  Forge). 

Carbon  oil. — ^A  trade  name  for  kerosene. 

Carbureted  hydrogen. — ^Any  of  several  gaseous  compounds  of  carbon  and  hydrogen, 
some  of  which  are  the  constituents  of  illuminating  gas  (Webster).  Light  carbureted 
hydrogen  is  methane  or  marsh  gas,  CH4.     It  is  the  chief  constituent  of  fire-damp. 

Car  oil. — Black  lubricating  oils  designated  as  low  cold-test  black  oil,  etc. 

Carpet. — ^A  bituminous  surface  of  appreciable  thickness,  generally  formed  on  top  of 
a  roadway  by  the  application  of  one  or  more  coats  of  bituminous  material  with 
gravel,  sand,  or  stone  chips  added  (Bacon). 

Carry. — To  run  casing  intermittently  with  drilling,  without  landing  it  (Sands). 

Casing. — A  term  applied  to  steel  or  iron  pipe  used  in  a  well  to  prevent  caving  of  the 
walls  or  the  ingress  of  water,  or  both  (Sands). 

Casing  anchor  packer. — A  type  of  packer. 

Casing  bowl. — A  fishing  tool. 

Casing  clamps. — Instruments  generally  manufactured  from  wrought  iron,  and  used 
for  raising  and  lowering  casing. 

Casing  dog. — In  well  boring,  a  fishing  instrument  provided  with  serrated  pieces,  or 
dogs,  sliding  on  a  wedge,  to  grip  severed  casing;  also  called  bull  dog;  casing  spear 
(National  Tube  Co.). 

Casing  elevators. — A  well-boring  device  consisting  of  two  semicircular  clamps  with 
a  chain  link  on  either,  which  are  hinged  together  at  one  end  and  secured  by  a  latch 
at  the  other.    Used  for  raising  and  lowering  casing  (National  Tube  Co.). 

Casing  fitting. — ^A  fitting  threaded  with  a  casing  thread  (National  Tube  Co.). 

Casing  head. — ^A  fitting  used  at  the  top  of  the  casing  of  a  well,  to  separate  oil  and 
gas,  to  allow  pumping  and  cleaning  out  the  well,  etc.  It  may  have  several 
lateral  outlets,  through  which  the  oil  is  led  away  to  reservoirs  by  means  of  pipes. 

In  well  boring,  a  heavy  mass  of  iron  screwed  into  the  top  of  a  string  of  casing 
to  take  the  blows  produced  when  driving  the  pipe.  Also  called  drive  head 
(National  Tube  Co.). 

Casing-head  gas. — The  trade  name  given  to  the  gas  which  issues  from  the  casing 
head  of  oil  wells  (Cooper). 

Casing  hook. — A  heavy  hook,  usually  attached  to  the  traveling  pulley  block,  which 
engages  the  links  of  the  casing  elevator  (Sands). 

Casing  knife. — A  tool  for  cutting  off  casing  in  the  hole  (Sands). 
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Casing  ripper. — ^A  tool  containing  expanding  knives  which  can  be  lowered  into  a  drill 
hole  to  cut  longitudinal  slits  in  the  casing. 

Casing  shoe. — In  well  boring,  a  ring  or  ferrule  of  hard  steel  with  a  sharp  edge,  screwed 
or  shrunk  on  to  the  bottom  of  a  string  of  casing,  to  cut  its  way  through  the  forma- 
tion as  the  casing  is  forced  down  (National  Tube  Co.)< 

Casing  spear. — See  Casing  dog. 

Casing  substitute. — ^A  connection  used  in  fishing  with  the  rotary  (Sands). 

Casing  tester. — ^A  device  used  to  determine  the  location  of  a  leak  in  casing  (Sands). 

Catalysis. — ^A  process  described  by  Berzelius  as  a  decomposition  and  new  combination 
produced  among  the  proximate  and  elementary  principles  of  one  or  more  com- 
pounds by  virtue  of  the  mere  presence  of  a  substance  or  substances  which  do  not 
of  themselves  enter  into  the  reaction  (Ingalls). 

Catalytic. — An  agent  employed  in  catalysis,  as  platinum  black,  aluminum  chloride, 

etc.  (Webster). 
Catch-all. — A  tool  for  extracting  broken  implements  from  drilled  wells  (Webster). 

Cat  head. — A  winch  head  on  the  counter  shaft  of  the  draw  works  in  a  rotary  rig  (Sands). 

Cave. — The  partial  or  complete  falling  in  of  a  mine  or  well.    Also  called  cave-in. 

Cementing. — The  construction  of  a  barrier  between  the  exterior  of  the  lower  portion 
of  the  casing  and  the  wall  of  a  well,  in  order  to  exclude  all  water  from  the  drill 
hole  (Sands). 

Center  irons. — The  iron  or  steel  parts  which  make  up  the  shaft  on  which  the  walking 
beam  moves  (Sands). 

Centigrade. — Consisting  of  a  himdred  divisions.  The  centigrade  thermometer  has 
zero,  0°,  as  the  freezing  point  of  water  and  100°  as  its  boiling  point.  Centigrade  — 
C  Fahrenheit-32)Xf  =  **  R6aumurX|. 

Centigram. — A  weight  eqiud  to  one  hundredth  part  of  a  gram  or  0.15432  of  a  grain. 
See  also  Gram  (Webster). 

Centrifuge. — ^An  instrument  for  separating  liquids  of  different  specific  gravities  by  use 
of  centrifugal  force  (Delbridge). 

Centrifuge  stock. — This  name  is  obtained  from  the  rapid  centrifugal  method  of  separ 
ration.  The  wax  obtained  from  the  process  is  of  somewhat  higher  melting  point 
than  that  obtained  simply  by  cold  settling  (A.  D.  Smith). 

Centrifugal  force. — A  force  directed  outward  when  any  body  is  constrained  to  move 
in  a  ciurved  path;  fl3ring  away  from  the  center  (Webster). 

Centrodinical. — (Geology.)  An  uplift  of  strata  which  gives  them  a  partial  quaqua- 
versal  dip  (Webster). 

Ceresin. — ^A  substitute  for  beeswax,  prepared  by  heating  ozokerite  with  sulphuric 
acid,  with  constant  stirring,  and  decolorizing  with  charcoal;  the  product  is  then 
treated  with  volatile  solvents  to  extract  the  contained  ceresin. 

Chain. — (Chemistry.)    A  niunber  of  atoms  united  serially  (Webster). 

Chain  tongs. — A  pipe-fitter's  tool;  a  lever  with  a  serrated  end  provided  with  a  chain 
to  enlace  the  pipe.  The  chain  is  wrapped  around  the  pipe  to  hold  the  lever  in 
place,  and  the  teeth  on  the  end  of  the  latter  grip  into  the  pipe,  thus  affording 
a  powerful  leverage  to  screw  or  unscrew  the  joints  (National  Tube  Co.). 

Chalk  rock. — Driller's  term  for  soft  white  limestone,  diatomaceous  shale,  etc. 

Check  vahre. — An  automatic  non-return  valve;  or  a  valve  which  permits  a  fluid  to  pass 
in  one  direction,  but  automatically  closes  when  the  fluid  attempts  to  pass  in  the 
opposite  direction  (National  Tube  Co.). 
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Cheeseboz. — ^A  vertical  cylindrical  still,  naed  in  the  distillation  of  kerosene. 

Chemistry. — The  science  that  treats  of  the  composition  of  substances  and  of  the  trans- 
formations which  they  midergo.  There  are  two  main  groups:  (a)  organic  chem- 
istry, which  treats  of  the  hydrocarbons  and  their  derivatives;  and  (6)  inorganic 
chemistry  which  treats  all  other  compounds,  and  of  the  elements  (Webeter). 

Cherry  picker. — A  fishing  tool. 

Chert — A  form  of  amorphous  siUca  (SiOa). 

Chromometer. — An  instrument  for  determining  the  color  of  petrolcimi  and  other  oQs 
(Standard).    See  Colorimeter. 

Chum  drill  — Also  called  cable  drill  or  well  drill.  Applied  to  a  stationary  drill  operated 
from  a  derrick  as  in  oil-well  drilling.  Also  portable  drilling  equipment,  usually 
motmted  on  four  wheels  and  driven  by  gasoline,  electricity,  or  steam.  The  diill 
head  is  raised  by  means  of  a  rope  or  cable  and  allowed  to  drop,  thus  striking 
successive  blows  by  means  of  which  the  rock  is  pulverized  and  the  hole  deepened 
(Bowles). 

Circular  polarization. — A  phenomenon  observed  in  a  polariscope  when  two-plane- 
polarized  rays,  propagated  in  the  same  direction,  have  their  vibration  directions 
at  right  angles  to  each  other  and  differ  by  one-quarter  of  a  wave-length  in  phase 
(Dana). 

Circulation. — Passing  water,  with  or  without  mud,  through  a  rotary  bore-hole. 

Claroline. — A  mineral  oil  used  as  a  solvent  for  natural  gases. 

Clay  revivifying  system. — ^A  method  by  which  fullers'  earth  or  other  decolorizing  days 
are  cleaned  for  re-use  (A.  D.  Smith), 

Clay  wash. — Method  used  to  improve  color  or  odor  of  an  oil  by  agitating  the  oil  with 
fullers'  earth  or  other  clay. 

Cleavage. — (Petrology.)  A  tendency  to  cleave  or  split  along  definite,  parallel,  closely 
spaced  planes,  which  may  be  highly  inclined  to  the  bedding  planes.  It  is  a 
secondary  structure,  commonly  confined  to  bedded  rocks.  It  is  developed  by  at 
least  some  recrystallization  of  the  rock  (La  Forge).  The  term  cleavage  should  not 
be  applied  to  the  fracturing  of  rocks,  which  is  jointing. 

Clinch^  or  clink  bolts. — Cross  bolts  under  spear  bolts  to  prevent  the  pump  rods  from 
stripping  (G.  C.  Greenwell). 

Clinometer. — An  instrument  used  to  measure  vertical  angles,  such  as  the  dip  of  strata 
or  the  slope  of  the  ground  (Lahee). 

Closed  basin. — A  district  draining  to  some  depression  or  lake  within  its  area,  from 
which  water  escapes  only  by  evaporation  (Webster). 

Closed  fold. — A  fold  in  which  the  limbs  (sides  of  the  arch)  have  been  compressed  until 

•  _ 

they  are  parallel  (Farrell). 

Close  nipple. — One  whose  length  is  about  twice  the  length  of  a  standard  pipe  thread 
and  is  without  any  shoulder  (National  Tube  Co.) 

Close  return  bend. — A  short,  cast  or  malleable  iron,  U-«haped  fitting  for  uniting  two 
parallel  pipes.  It  differs  from  the  open  return  bend  in  having  the  arms  joined 
together  (National  Tube  Co.). 

Close  sand. — Sand  that  is  too  closely  grained  to  form  a  good  oil  reservoir. 

Cloud  test. — The  temperature  at  which  parafiin  waxes  or  other  solid  substances  begin 
to  crystallize  out  or  separate  from  solution  when  an  oil  is  chilled  under  definite 
specified  conditions  (Delbridge). 
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CoaL — ^A  carbonaceous  substance  formed  by  the  remains  of  vegetation  by  partial 
decomposition  (U.  S.  Geol.  Survey).  A  solid  and  more  or  less  distinctly  stratified 
carbonaceous  substance  var3ring  in  color  from  dark  brown  to  black;  brittle,  com- 
bustible, and  used  as  a  fuel;  not  fusible  without  decomposition  and  very  insoluble. 
In  its  formation,  the  Vegetal  matter  appears  to  have  first  taken  the  form  of  peat, 
then  lignite,  and  finally  bituminous  coal.  The  latter,  by  the  loss  of  its  bitumen, 
has  in  some  places  been  converted  into  anthracite  or  hard  coal.  Lignite  gives  a 
brown  powder,  coal  a  black.  Lignites  contain  a  large  percentage  of  water  and 
ash  (Fay). 

Coal  gas. — Gas  made  from  coal  by  distilling  bituminous  coal  in  retorts,  and  used  for 
lighting  and  heat  (Webster). 

Coal  oiL — ^The  crude  oil  obtained  by  the  destructive  distillation  of  bituminous  coal; 
that  distillate,  obtained  from  such  a  crude  oil,  which  may  be  used  for  illuminating 
purposes;  kerosene,  crude  petroleum  (Bacon). 

Coal  tar. — The  mixture  of  tar  distillates  produced  in  the  destructive  distillation  of  coal. 
The  hydrocarbons  contained  in  raw  coal-tar  are  chiefly  unsaturated  ring  compounds. 
The  tar  contains  also  light  oils,  pyridine  bases,  phenols,  etc. 

Coal-tar  naphtha. — The  light  oil  produced  in  the  distillation  of  coal  tar. 

Coal-tar  pitch. — ^The  residuum  from  the  distillation  of  coal  tar. 

Coating  for  pipe. — Usually  a  coal-tar  composition  sometimes  called  asphalt  (National 
Tube  Co.). 

Cock. — ^A  device  for  regulating  or  stopping  the  flow  in  a  pipe,  made  by  a  taper  plug 
that  may  be  rotated  in  a  body  having  ports  corresponding  to  those  in  the 
plug  (National  Tube  Co.). 

Coefficient. — (Physics.)  A  number  commonly  used  in  computations  as  a  factor, 
expressing  the  amount  of  some  change  or  effect  under  certain  conditions  as  to 
temperature,  length,  time,  volume,  etc.,  as  the  coefiicient  of  contraction,  depres- 
sion, discharge,  displacement,  efficiency,  etc. 

Cofferdam. — A  double  bulkhead,  provided  in  tank  steamers  for  the  purpose  of  iso- 
lating the  oil  cargo  from  the  engine  and  boiler  space  or  from  the  holds  used  for 
other  cargo,  and  to  prevent  leakage  into  the  adjacent  compartments  (Mitzakis). 

Cohesion. — That  force  by  which  molecules  of  the  same  kind  or  of  the  same  body  are 
held  together,  so  that  the  body  resists  being  pulled  to  pieces  (Rickard). 

Coil. — ^A  number  of  turns  of  piping  or  series  of  connected  pipes  in  rows  or  layers  for 
the  piurpose  of  radiating  or  absorbing  heat  (National  Tube  Co.). 

Coil  drag. — ^A  tool  to  pick  up  pebbles,  bits  of  iron,  etc.,  from  the  bottom  of  a  drill  hole 
(Raymond). 

Coke. — Bituminous  coal  from  which  the  volatile  constituents  have  been  driven  off  by 
heat,  so  that  the  fixed  carbon  and  the  ash  are  fused  together.  Commonly  arti- 
ficial; but  natural  coke  is  also  known  (U.  S.  Geol.  Survey).  See  also  Petroleum 
coke. 

Coke-oven  tar. — Coal  tar  produced  in  by-product  coke  ovens  in  the  manufacture  of 
coke  from  bituminous  coal. 

Coke  scmbber. — An  apparatus  filled  with  coke  moistened  with  oil,  used  to  purify  gases. 

Coking. — The  process  of  distilling  to  dryness  a  petroleum  product  containing  complex 
hydrocarbons  that  break  down  in  structure  during  distillation;  usually  applied 
to  the  dry  distillation  of  tar  or  crude  when  an  appreciable  layer  of  carbon  (coke) 
is  formed  on  the  bottom  of  the  still  (A.  D.  Smith). 
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Cold-pressiiig  or  '' pressing." — The  separation  by  filtration  of  a  solid  Petroleum 
product  from  a  liquid  petroleum  medium  in  a  standard  type  of  filter  press.  The 
term  pressing,  in  its  usual  application,  refers  to  the  separation  of  paraffin  wax 
from  some  form  of  lubricating  distillate  (A.  D.  Smith). 

Cold-settling. — The  separation,  by  virtue  of  difference  in  specific  gravity,  of  a  petroleum 
product,  solid  at  the  temperature  employed,  from  an  enveloping  liquid  petroleum 
medium.  In  its  usual  application,  the  term  refers  to  the  separation  of  amorphous 
wax  at  low  temperature  from  a  naphtha  solution  of  filtered  steam-refined  stock 
(A.  D.  Smith). 

Cold  test. — A  name  given  to  a  test  applied  to  lubricating  oils  in  order  to  ascertain  their 
power  of  withstanding  low  temperatures  without  solidifying  or  depositing  paraffin 
(Mitzakis). 

Collar. — (1)  A  term  used  in  place  of  the  word  coupling,  in  such  connections  as  "  Kim- 
berley  Ck)llars.''     Also  used  to  mean  threaded  pipe  coupling  (National  Tube  Co.). 

(2)  The  sleeve  in  the  back  of  certain  styles  of  flanges,  such  as  a  riveted  flange, 
is  called  a  collar  (National  Tube  Co.). 

(3)  Again,  certain  styles  of  flanges  attached  by  peening  and  beading  are  known 
as  "  Collar  Flanges  "  (National  Tube  Co.). 

Collar  buster. — A  fishing  tool  used  to  part  a  string  of  casing  above  the  point  at  which 
it  is  frozen  (Sands). 

Collar  flange. — One  having  sufficient  collar  on  its  back  to  allow  it  to  be  securely  attached 
to  pipe  by  peening  or  riveting  (National  Tube  Co.). 

Colloid. — ^A  term  describing  a  state  of  matter  supposed  to  represent  a  degree  of  sub- 
division into  almost  molecular  dimensions.  Colloidal  particles  possess  the  property 
of  carrying  electric  charges,  and  also  of  failing  to  diffuse  through  a  membrane, 
this  being  the  original  distinction  between  colloids  and  crystalloids. 

Colophony. — See  Rosin. 

Colorimeter. — An  instrument  for  determining  the  color  of  petroleum,  as  compared  to 
water. 

Comanche  series. — The  Lower  Cretaceous  series  of  limestones  covering  most  of  Texas. 

Combination  gas. — Natural  gaa  rich  in  oil  vapors;   wet  gaa.    Also  called  casing-head 

gas  (Fay). 

Combination  rig. — ^A  rig  comprising  a  complete  cable-tool  outfit  and  a  complete  rotary 
outfit  (Sands). 

Combination  socket. — A  fishing  tool  (Sands). 

Combining  weight. — That  proportional  weight,  referred  to  some  standard,  and  for  each 
element  fixed  and  exact,  by  which  an  element  unites  with  another  to  form  a  distinct 
compound.  The  combining  weights  are  either  identical  with,  or  are  some  mul- 
tiples or  sub-multiples  of,  the  atomic  weight  (Webster). 

Combustible. — Capable  of  undergoing  combustion;   inflammable  (Webster). 

Combustion. — The  act  or  process  of  burning.  Chemically  considered,  it  is  a  pit>cefls 
of  rapid  oxidation  caused  by  the  union  of  the  oxygen  of  the  air,  which  is  the  sup- 
porter of  combustion,  with  any  material  that  is  capable  of  oxidation  (Century). 

Combustion  chamber. — A  space  over  or  in  front  of  a  furnace,  where  the  gases  from  the 
fire  become  more  thoroughly  mixed  and  burnt  (Webster). 

Combustion  method. — ^A  method  for  the  quantitative  determination  of  carbon,  hydro- 
gen, etc.,  by  combustion  of  the  substance  with  air,  oxygen,  or  some  solid  oxidising 
material,  as  copper  oxide,  and  absorption  or  collection  of  gaseous  products.     It 
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IS  extensively  used  for  the  analysis  or  organic  compounds,  and  also  for  the  deter- 
mination of  carbon  in  iron  and  steel  (Webster). 

Combustion  tube. — ^A  tube  capable  of  standing  considerable  heat,  used  in  the  com- 
bustion method  (Webster). 

Compass. — An  instrument  for  determining  directions,  usually  by  the  pointing  of  a 
magnetic  needle  free  to  turn  in  a  horizontal  plane,  as,  for  example,  the  ordinary 
surveyor's  compass. 

Composition. — An  aggregate,  mixture,  mass,  or  body  formed  by  combining  two  or  more 
substances;  a  composite  substance  (Webster).  The  chemical  constitution  of  a 
rock  or  mineral  (Power). 

Compound. — (1)  A  distinct  substance  formed  by  the  union  of  two  or  more  ingredients 
in  definite  proportions  by  weight.     To  be  distinguished  from  a  mixture  (Webster). 
(2)  A  lubricant  applied  to  the  inside  and  outside  of  ropes,  preventing  corrosion 
and  lessening  abrasion  of  the  rope  when  in  contact  with  hard  surfaces  (C.  M.  P.). 

Compound  oils. — Mineral  oils  which  are  mixed  with  animal  or  vegetable  oils  to  increase 
viscosity  or  adhesion. 

ConchoidaL — Having  shell-shaped  depressions  or  elevations.  Thus,  a  rock  breaks 
with  a  conchoidal  fracture  when  the  faces  made  by  such  fracture  are  irregularly 
concave  or  convex. 

Condenser. — ^An  apparatus  for  liquef3ring  vapors  by  cooling  only. 

Conduction. — Transmission  through,  or  by  means  of,  a  conductor.  Distinguished, 
in  the  case  of  heat,  from  convection  and  radiation  (Webster). 

Conductor. — In  drilling,  the  first  string  of  casing  (Sands). 

Cone  rock-bit. — A  rotary  drill,  composed  of  two  hardened  steel  cones,  used  in  hard 
rock  (Sands). 

Conformable. — When  beds  or  strata  lie  upon  one  another  in  unbroken  and  parallel 
order,  and  this  arrangement  shows  that  no  disturbance  has  taken  place  at  the  local- 
ity while  their  deposition  was  going  on,  they  are  said  to  be  conformable.  But  if  one 
set  of  beds  rests  upon  the  eroded  or  the  upturned  edges  of  another,  showing  a 
change  of  conditions  or  a  break  between  the  formations  of  the  two  sets  of  rocks, 
they  are  said  to  be  unconformable  (Roy.  Com.). 

Conglomerate. — ^An  aggregate  of  rounded  and  water-worn  pebbles  and  bowlders 
cemented  together  into  a  coherent  rock  (Kemp).  It  is  deposited  by  streams  or 
waves,  generally  with  some  sorting  and  stratification. 

Connate  water. — Water  which  was  deposited  simultaneously  with  the  deposition  of 
soUd  sediments,  and  which  has  not,  since  its  deposition,  existed  as  surface  water 
or  atmospheric  moisture  (Meinzer). 

Conservation. — A  conserving,  preserving,  guarding,  or  protecting;  a  keeping  in  a  safe 
or  entire  state;  preservation,  as  of  mineral  resources. 

The  best  definition  is  that  of  C.  W.  Hayes :  The  maximum  efiiciency  with  mini- 
mum waste  in  the  production  of  unrenewable  resources. 

Consistency. — The  degree  of  solidity  or  fluidity  of  bituminous  materials  (Fay). 

Contact  process. — A  process  for  the  manufacture  of  sulphuric  acid,  based  on  the 
catalytic  action  of  finely  divided  platiniun.  It  is  conducted  by  passing  the  well- 
dried  and  purified  bin-ner  gases  through  the  contact  apparatus,  at  a  temperature  of 
350°  C.  and  absorbing  the  sulphur  trioxide,  formed  by  the  direct  union  of  sulphur 
dioxide  and  oxygen,  in  water  (Webster). 

Continuous  process  of  distillation. — A  petroleum  distillation  process  in  which  the  crude 
oil  flows  slowly  by  gravitation  through  a  series  of  stills  or  retorts  each  placed 


874  GLOSSARY 

slightly  lower  than  the  preceding  one.    Each  still  has  a  carefully  maintained  tem- 
perature, and  yields,  therefore,continuously  a  product  of  given  volatility  (Mitsakis). 

Contour. — In  mapping,  a  line  which  joins  points  of  equal  elevation  above  sea  level.  A 
synonym  for  relief. 

Contour  interval. — The  difference  in  elevation  between  two  contours.  It  may  be  any 
chosen  quantity;  but  must  be  the  same  on  all  parts  of  any  particular  map. 
Small  intervals  ai<e  employed  when  bed  dips  gently,  but  if  bed  dips  several  htmdred 
feet  to  the  mile,  a  large  interval  is  used. 

Contour  map. — Map  showing,  by  use  of  curved  lines  or  contours,  supposed  to  be 
drawn  on  the  top  or  bottom  surface  of  some  definite  stratum  or  key  bed,  the 
elevation,  the  sketch  showing  these  lines  as  they  would  appear  if  viewed  from 
above. 

Control. — In  geologic  field  mapping,  a  system  of  stations,  the  positions  of  which  have 
been  established  so  that  they  may  serve  as  a  guide  in  the  location  of  subsequent 
stations  or  in  the  plotting  of  geologic  features  (Lahee). 

Control  casing  head. — A  casing  head  equipped  with  valves  or  gates  by  which  an 
imexpected  flow  of  oil  may  be  diverted  into  flow  lines  either  with  or  without  with- 
drawing the  tools. 

Convection. — A  process  of  transmission,  as  of  heat,  by  means  of  currents  in  liquids  or 
gases,  resulting  from  changes  of  temperature  or  other  causes  (Webster). 

Converse  lock  joint. — A  joint,  for  wrought  pipe,  that  is  made  up  with  a  cast-iron 
hub  (National  Tube  Co.). 

Conveyer;  conveyor. — One  who  or  that  which  conveys,  transports,  or  transfers; 
specifically,  any  mechanical  contrivance  for  conve3ring  material  in  the  working 
of  mills,  elevators,  etc.,  such  as  endless  chains,  etc.  (Standard). 

Cooker. — ^A  lead-lined  vat  in  which  the  original  separation  of  sludge  acid  is  carried  out 

(A.  D.  Smith). 

Cordage. — A  term  applied  to  both  fiber  and  steel  wire  rope  used  in  drilling  (Sands). 

Core. — A  cylinder-shaped  piece  of  rock  produced  by  a  core-drill  (Steel).  The  central 
part  of  a  rope,  forming  a  cushion  for  the  strands.  In  wire  ropes  it  is  sometimes 
made  of  wire,  but  usually  it  is  of  hemp,  jute,  or  some  like  material  (C.  M.  P.). 

Core  bit. — A  hollow  cylindrical  boring  bit  for  cutting  out  a  core  in  earth  boring  or  rock 
drilling  (Webster).     In  operation  it  is  attached  to  and  forms  part  of  the  core  drill. 

Core  drill. — A  diamond  or  other  hollow  drill  for  securing  cores  (C.  M.  P.).  See  also 
Diamond  drill,  Adamantine  drill,  Shot  drill,  and  Calyx. 

Core  lifter. — ^An  instrument  used  to  bring  up  the  cores  left  by  an  annular  bit  in  a  boring 

(Standard). 

Correction  curve. — A  chart  which  shows  how  much  should  be  added  to  or  subtracted 
from  an  observation  to  arrive  at  a  standard  reading;  as  to  barometric  readings 
to  obtain  the  true  elevation.    See  Diurnal  pressure  variation. 

Correlate. — To  connect  by  the  disclosure  of  mutual  relation  (Webster).  Thus,  to 
determine  the  continuity  of  a  series  of  strata  over  a  considerable  area. 

Correlation. — The  determination  of  the  equivplence  in  geologic  age  and  stratigraphic 
position  of  two  formations  or  other  stratigraphic  units  in  separated  areas;  or, 
more  broadly,  the  det^mination  of  the  contemporaneity  of  events  in  the  geologic 
history  of  two  areas.  Fossils  constitute  the  chief  evidence  in  problems  of  corre- 
lation (La  Forge). 
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Corrosion. — ^The  process  of  wearing  away,  disintegrating  or  destroying  by  the  gradual 
separation  of  small  parts  of  particles,  especially  by  the  action  of  chemical  agents, 
as  an  acid  (Century). 

CofTOsion  and  gumming  test. — The  quantity  of  tarry  residue  remaining,  and  the  dis- 
coloration of  the  copper  cup  resulting  from  the  complete  evaporation  of  gasoline 
under  standard  laboratory  conditions  (Delbridge). 

Corrugated  friction  socket — ^A  fishing  tool. 

Counter-current  pipe  exchanger. — A  heat  exchanger,  constructed  of  pipe,  in  which 
the  direction  of  the  cold  oil  is  opposite  to  that  of  the  hot  oil  (A.  D.  Smith). 

Countersink. — (1)  A  tool  used  to  chamfer  the  mouth  of  a  hole. 

(2)  The  operation  that  uses  a  coimtersink  tool  (National  Tube  Co.). 

Countersunk. — (1)  Having  the  shape  given  by  the  use  of  a  countersink. 

(2)  Also  applied  to  a  certain  t3rpe  of  plug  which  has  an  opening  depressed  to 
receive  a  square  wrench. 

(3)  When  applied  to  fittings  it  means  chamfered  at  an  angle  of  45°  at  the  tapped 
opening  (National  Tube  Co.). 

Coupling.. A  threaded  sleeve  used  to  connect  two  pipes  (National  Tube  Co.).  A 
device  for  joining  two  rope-ends  without  splicing  (C.  M.  P.). 

Cow  sucker. — A  heavy  piece  of  iron  attached  to  the  end  of  the  drilling  cable  in  order 
to  facilitate  the  descent  of  the  latter  when  the  tools  are  disconnected  (Mitzakis). 

Cracker. — ^A  length  (usually  about  100  feet)  of  manila  cable  inserted  between  the 
tools  and  the  wire  line  to  furnish  the  desired  elasticity  (Sands). 

Cracking. — The  art  of  producing  low-boiling-point  hydrocarbons  suitable  for  motor 
fuel,  in  commercial  quantities,  from  distillates  or  residua  of  high  molecular  weight 
(A.  D.  Smith).  It  originated  about  fifty  years  ago  among  stillmen  in  the  old 
Pennsylvania  refineries  and  means  just  what  its  connotation  conveys,  namely,  a 
partial  alteration,  as  distinguished  from  the  more  complete  decomposition  which 
would  disrupt  the  molecule  largely  into  carbon  and  permanent  gas.  Cracking 
simply  alters  the  molecules  to  an  extent  that  produces  an  amount  of  low-boiling 
fractions  that  cannot  be  obtained  by  simple  distillation.  It  may  not  be  accom- 
panied by  any  considerable  production  of  permanent  gas,  the  product  being  largely 
a  liquid  condensate,  but  of  different  character  from  that  obtained  by  simple  dis- 
tillation (Min.  and  Sci.  Press). 

Creosote. — (1)  An  oily  antiseptic  fluid  obtained  by  the  distillation  of  wood  tar.  Also 
a  similar  substance  obtained  from  coal  tar. 

(2)  To  saturate  or  impregnate  with  creosote,  as  timber,  to  prevent  decay 
(Webster). 

Cretaceous. — ^The  third  and  latest  of  the  periods  included  in  the  Mesozoic  era;  also  the 
system  of  strata  deposited  in  the  Cretaceous  period  (La  Forge). 

Crevice  oiL — Oil  occurring  in  shale,  as  in  the  Florence,  Colorado,  oil  field.  Sometimes 
erroneously  called  shale  oil. 

Critical  density. — The  density  of  a  substance  at  its  critical  point  (Fay). 

Critical  pressure. — The  pressure  necessary  to  raise  the  boiling  point  of  a  substance, 
in  the  liquid  state,  to  the  critical  temperature;  the  pressure  that  will  just  liquefy 
a  gas  at  its  critical  temperature  (Webster). 

Critical  temperature. — Any  temperatiu^  marked  by  a  transition;  the  temperature 
above  which  a  substance  can  exist  only  in  the  gaseous  state,  no  matter  what  the 
pressure  (Webster). 
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Crop  out — ^To  be  exposed  at  the  surface;  referring  to  strata  (Whitney).    See  Outcrop. 

Cropping  out — The  natural  exposure  of  bedrock  at  the  surface.  That  part  of  a  vein 
which  appears  at  the  surface  is  called  the  cropping  or  outcrop  (Raymond). 

Croppings. — Portions  of  a  vein  or  bed  as  seen  exposed  at  the  surface. 

Cross. — ^A  pipe-fitting  with  four  branches  arranged  in  pairs,  each  pair  on  one  axis  and 
the  axes  at  right  angles.  When  the  outlets  are  otherwise  arranged  the  fittings 
are  branch  pipes  or  specials  (National  Tube  Co.). 

Cross-anticline. — See  Anticlinal  bulges. 

Cross-bedded. — Characterized  by  minor  beds  or  lamina  oblique  to  the  main  strati- 
fication; cross-stratified  (Webster). 

Cross-bedding. — Lamination,  in  sedimentary  rocks,  confined  to  single  beds  and 
incUned  to  the  general  stratification  (La  Forge).  Caused  by  swift,  local  currents, 
deltas,  or  swirling  wind-gusts  and  especially  characteristic  of  sandstones,  both 
aqueous  and  aeolian  (Kemp). 

Cross-over. — A  small  fitting  like  a  double  offset  or  the  letter  "  U,"  with  ends  turned 
out.  It  is  only  made  in  small  sizes  and  used  to  pass  the  flow  of  one  pipe  past 
another  when  the  pipes  are  in  the  same  plane  (National  Tube  Co.). 

Cross-over  tee. — ^A  fitting  made  along  lines  similar  to  the  cros&-over,  but  having  at 
one  end  two  openings  in  a  tee  head  whose  plane  is  at  right  angles  to  the  plane  of  the 
cross-over  bend  (National  Tube  Co.). 

Cross-stratification. — (Geology.)  The  condition  of  having  the  minor  laminations 
oblique  to  the  plane  of  the  main  stratum  which  they  help  to  compose  (Standard). 
See  Cross-bedding. 

Crown  block. — The  group  of  timbers  at  the  top  of  a  derrick  which  support  the  bearings 
for  the  various  pulleys. 

Crown  pulley. — ^The  pulley  at  the  top  of  the  derrick  over  which  the  drilling  line  passes 

(Sands). 

Crown  sheets. — The  upper  steel  plates  in  an  oil  still  (A.  D.  Smith). 

Crude. — ^A  name  for  unrefined  petroleum.  In  a  natural  state;  not  altered,  refined, 
or  prepared  for  use  by  any  process,  as  crude  ore  (Webster). 

Crude  mineral  oil. — A  name  for  petroleum. 

Crude  naphtha. — Unrefined  petroleum  naphtha  (Standard). 

Crude  oil. — Petroleum. 

Crystalloid. — ^A  substance  which,  in  solution,  diffuses  readily  through  animal  mem- 
branes, lowero  the  freezing  point  of  the  solvent,  and  generally  is  capable  of  being 
crystallized.  Opposed  to  colloid  (Webster).  Metallic  salts,  sugar  and  oxaUc 
acid  are  crystalloids. 

Curly  shale. — ^A  Pumpherston  oil-shale.    Any  folded  or  distorted  oil-shale. 

Cuts. — Divisions  of  petroleum  distillate  according  to  temperature,  gravity,  or  percentage 
of  the  amolmt  distilled. 

Cut-back  products. — Petroleum  or  tar  residua  which  have  been  fiuxed,  each  with  its 
own  or  similar  distillates  (Bacon). 

Cyclic. — A  term  applied  to  certain  hydrocarbons,  the  properties  of  which  are  best 

explained  by  the  assumption  that  some  of  the  atoms  of  carbon  are  connected  in 

a  ring;  or  in  several  rings — poly  cyclic. 
Cymogene. — The  lightest  conmiercial  product  obtained  from  petroleum.     It  finds 

use  as  a  local  anesthetic  and  is  also  employed  in  certain  types  of  refrigerating 

machines  (A.  D.  Smith). 
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Dead  end. — The  closed  end  of  a  pipe  or  system  of  pipes  (National  Tube  Co.). 

Dead  ofl. — ^A  name  given  to  those  products  of  distillation  consisting  of  carbolic  acid, 
naphthalene,  etc.,  obtained  in  the  distillation  of  coal  tar,  which  are  heavier  than 
water  and  which  come  oflf  at  about  340®  F.,  or  over  (Century). 

Deadwood. — Roof  or  coil  supports,  swing-pipes,  etc.;  any  permanent  material  in  a 
tank  that  displaces  volume  (A.  D.  Smith). 

Deblooming  agents. — Mono-nitronaphthalene  and  yellow  coal-tar  dyes  sometimes 
added  to  mineral  oils  to  mask  the  fluorescence  (Bacon). 

Declination. — The  angle  which  the  magnetic  needle  makes  with  the  geographical 
meridian. 

Decolorizing. — The  process  of  removing  suspended,  colloidal,  and  dissolved  impurities 
from  liquid  petroleum  products  by  filtering,  adsorption,  acid  treatment  or  redis- 
tillation. 

Decomposition. — The  breaking  up  of  compotmds  into  simpler  chemical  forms. 
Deep-wen  pump. — A  pump  for  oil  wells,  etc.  (Standard). 

Definite  proportions  law. — ^The  fundamental  chemical  law  that  a  chemical  compound 
always  contains  the  same  elements  in  the  same  proportions  by  weight  (Liddell). 

Degree. — A  division,  space,  or  interval  marked  on  a  mathematical  or  other  instrument, 
as  on  a  thermometer  (Webster). 

Dehydrate. — To  render  free  from  water  (Webster). 

Dehydrator. — An  apparatus  in  which  water  is  removed  from  oil.  This  may  be  accom- 
plished (1)  by  settling  and  gravitational  separation,  (2)  by  centrifugal  separation, 
(3)  by  boiling  off  the  water,  (4)  by  electric  currents  of  high  voltage  which  break 
down  the  emulsion  and  permit  gravitational  settling. 

Densimeter. — An  apparatus  for  determining  the  specific  gravity  or  relative  density  of  a 
substance  (Standard). 

Density. — The  ratio  of  the  mass  of  any  volume  of  a  substance  to  the  mass  of  an  equal 
volume  of  some  standard  substance.  For  liquids  and  solids  the  standard  sub- 
stance is  water  (Webster). 

Dephlegmator. — A  column  or  tower  provided  with  bafifles  or  surface  contact  in  the  shape 
of  rings,  crocks,  stones,  etc.;  an  apparatus  for  securing  more  complete  separation 
of  products  than  is  possible  in  simple  distillation  (A.  D.  Smith). 

Depletion. — The  act  of  emptying,  reducing  or  exhausting,  as  the  depletion  of  natural 
resources  (Century). 

Deposit — An3rthing  laid  down.  Formerly  applied  to  suspended  matter  left  by  the 
agency  of  water,  but  now  made  to  include  also  mineral  matter  in  any  form,  and 
precipitated  by  chemical  or  other  agencies,  as  the  ores,  etc.,  in  veins  (Winchell). 

Derrick. — The  framework  or  tower  over  a  deep  drill  hole,  such  as  that  of  an  oil  well, 
for  supporting  the  tackle  for  boring,  hoisting  or  lowering.  Any  of  various  hoisting 
apparatus  employing  a  tackle  rigged  at  the  end  of  a  spar  or  beam  (Webster). 

Desiccated. — Dried  to  a  powdery  or  granular  condition. 

Destructive  distillation. — The  process  of  heating  an  organic  compound  in  a  closed 
vessel,  without  access  of  air,  and  collecting  the  products  (Nicholls).  A  process  of 
distillation  in  which  hydrocarbon  molecules  are  broken  down.  Thus,  illuminating 
gas  is  a  product  of  the  destructive  distillation  of  coal.  Also  called  dry  distillation 
and  cracking. 
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Detritus. — The  product  of  the  wear  or  erosion  of  rocks. 

Devonian. — The  fourth,  in  order  of  age,  of  the  periods  comprised  in  the  Paleosoic  era, 
following  the  Silurian  and  succeeded  by  the  Carboniferous.  Also  the  83rstem  of 
strata  deposited  at  that  time  (La  Forge). 

DiaclinaL — Crossing  a  fold,  as  a  diaclinal  river  (Webster). 

Dialysis. — The  separation  of  crystalloids  and  colloids  in  solution,  by  means  of  their 
unequal  diffusion  through  certain  natural  or  artificial  membranes  (Webster). 

Diamond  drill. — A  form  of  rotary  rock-drill  in  which  the  work  is  done  by  abrasion 
instead  of  percussion,  black  diamonds  (borts)  being  set  in  the  head  of  the  boring 
tool  (Raymond).  Used  in  prospecting  and  development  work  where  a  core  is 
desired. 

Diastrophism. — The  process  or  processes  by  which  the  crust  of  the  earth  is  deformed, 
producing  continents  and  ocean  basins,  plateaus  and  mountains,  fleioires,  folds, 
and  faults.    Also  the  result  of  these  processes  (Webster). 

Diatom. — A  minute  plant  provided  with  a  siliceous  envelope  (Duryee). 

Diatomaceous  shale. — Bedded  rock  composed  of  the  siliceous  skeletons  of  diatoms. 

Die. — The  name  of  a  tool  used  for  cutting  threads,  usually  at  one  passage.  The 
essential  distinctive  feature  of  a  die  is  its  multiple  cutting  edges,  while  a  chasing 
or  threading  tool  usually  has  one,  or  at  most,  only  a  few  cutting  edges  (National 
Tube  Co.). 

Die  nipple. — A  tool  used  in  recovering  drill  pipe.  It  acts  as  a  die,  cutting  threads  on 
the  lost  pipe. 

Diesel  engine. — The  engine  invented  by  Dr.  Rudolf  Diesel,  the  important  features  of 
which  are  its  adherence  to  the  principle  of  the  Camot  cycle  and  the  elimination 
of  any  means  of  ignition  other  than  the  pressure  generated  in  the  engine  cylinder 
(Goldingham).  An  internal  combustion  engine  in  which  only  air  is  drawn  in  by 
the  suction  stroke,  and  the  air  is  so  highly  compressed  that  the  heat  generated 
ignites  the  fuel  which  is  automatically  sprayed  into  the  cylinder  under  high  pres- 
sure (Webster). 

Diifusate. — (Chemistry.)  Material  which,  in  the  process  of  dialysis,  has  diffused  or 
passed  through  the  separating  membrane  (Webster). 

Dike. — A  long  and  relatively  thin  body  of  igneous  rock,  which,  while  in  a  state  of  fusion, 
has  entered  a  fissure  in  older  rocks  and  has  there  chilled  and  solidified  (Century). 

Diluent. — That  which  dilutes,  or  makes  more  fluid;  a  fluid  that  weakens  the  strength 
or  consistence  of  another  fluid  upon  mixture  (Century). 

Dip. — The  angle  at  which  beds  or  strata  are  inclined  from  the  horizontal. 

Dip-arrow  map. — Crude  type  of  map  used  in  rapid  field  work  with  the  object  of  indi- 
cating the  approximate  position  of  structures;  used  to  record  results  of  reoon- 
naissance  work. 

Dip  pipe. — A  valve  in  a  gas  main,  so  arranged  as  to  dip  into  water  and  tar,  and  thus 
form  a  seal.    Called  also  a  seal  pipe  (National  Tube  Co.). 

Dip  slip. — See  under  Displacement,  normal. 

Dip  slope. — The  slope  of  an  escarpment  in  the  direction  of  the  dip  of  the  beds  which 
form  the  escarpment. 

Dip  throw. — The  component  of  the  slip  measured  parallel  with  the  dip  of  the  strata 

(Lindgren). 
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Direction  of  strata. — The  strike,  or  line  of  bearing.     (Hitchcock). 

Discovery. — The  first  finding  of  a  mineral  deposit,  including  petroleum,  in  place 
upon  a  mining  claim.  A  discovery  is  necessary  before  the  location  can  be  held 
by  a  valid  title.  The  opening  by  which  it  is  made  is  called  discovery-shaft, 
discovery-tunnel,  etc.  (Raymond).  The  finding  of  a  mineral  in  place,  as  dis- 
tinguished from  float  rock,  constitutes  a  discovery  (Book  vs.  Justice  Mining  Co., 
158  Fed.  Rept.,  p.  120;  Nevada  Sierra  Oil  0>.  vs.  Home  Oil  0>.,  08  Fed.  Rept., 
p.  676;  Shoshone  Mining  0>.  vs.  Rutter,  87  Fed.  Rept.,  p.  807;  Migeon  vs. 
Montana,  etc.,  R.  O).,  77  Fed.  Rept.,  p.  249;  McShane  vs.  Kenkle,  18  Montana, 
p.  208;  44  Pacific,  p.  979;  U.  S.  Mm.  Stat.,  p.  23;  pp.  66-70). 

Disintegnition. — The  breaking  asunder  and  crumbling  away  of  a  rock,  due  to  the 
action  of  moisture,  heat,  frost,  air,  and  the  internal  chemical  reaction  of  the 
component  parts  of  rock  when  acted  upon  by  these  surface  influences  (Roy.  Com.). 

Dispersoid. — ^A  body  that  has  been  dispersed  in  a  liquid  (Rickard). 

Displacement,  horizontaL — ^A  term  used  by  Tollman  to  designate  Strike  slip,  See 
Fault  (Lindgren). 

Displacement,  normaL — ^A  term  used  by  ToUman  to  designate  Dip  slip.  See  Fault 
(Lindgren). 

Displacement,  total. — ^A  term  used  by  Spurr  and  Tollman  to  designate  Slip,  See 
Fault  (Lindgren). 

Dissociate. — (Chemistry.)  To  resolve,  through  variation  of  some  physical  condition, 
into  simpler  substances  that  are  capable  of  reuniting  to  form  an  original  one 

(Century). 

Dissociation. — The  act  or  process  consisting  in  the  reversible  resolution  or  decom- 
position of  substances  with  complex  molecules  into  those  with  simpler  ones,  when 
produced  by  a  variation  in  physical  conditions;  also  the  state  resulting  from  such 
process  (Century). 

Distillate. — (1)  The  product  of  distillation,  as  petroleum  distillate. 

(2)  The  product  of  distillation  intermediate  between  gasoline  and  lubricating 
stock,  including  kerosene  and  gas  oil. 

Distillation. — Volatilization,  followed  by  condensation  to  the  liquid  state  (Raymond). 

Distillation  loss. — In  a  standard  laboratory  distillation,  the  difference  between  the 
volume  of  liquid  originally  introduced  into  the  distilling  flask  and  the  sum  of  the 
recovery  and  the  residue  (Delbridge). 

Distilling  or  stilling* — The  separation  by  volatilization  of  one  group  of  petroleum 
constituents  from,  another,  in  some  form  of  closed  apparatus,  by  the  aid  of  directly 
or  indirectly  applied  heat  (A.  D.  Smith). 

Distnrbance. — ^The  bending  or  faulting  of  a  rock  or  stratum  from  its  original  position 
(Roy.  Com.). 

Diurnal  pressure  variation. — The  daily  fluctuation  of  the  aneroid  barometer  at  a  given 
spot. 

Divining  rod. — ^A  rod  (most  frequently  of  witch-hazel,  and  forked  in  shape)  used, 
according  to  an  old,  but  still  extant  superstition,  for  discovering  mineral  veins 
and  springs  of  water,  and  even  for  locating  oil  wells  (Raymond). 

Doctor  solution. — An  aqueous  solution  of  sodiiun  plumbite  and  sodium  hydroxide  used 

in  making  the  doctor  test  (Delbridge). 
Doctor  test — A  qualitative  method  of  detecting  undesirable  sulphur  compounds  in 

petroleum  distillates  (Delbridge). 
Dog. — See  Casing  dog. 
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I>og  legs. — In  drilling,  a  tenn  applied  to  short  bends  in  wire  cable  (Sands). 

Dome. — (Geology.)  An  uplift  in  which  the  beds  dip  outward  in  all  directions  from 
a  center  (Webster).     Oil  and  gas  pools  are  frequently  found  beneath  domes. 

Double  core-barrel  drill. — A  core  drill  having  an  inner  tube  that  is  suspended  on  baU 
bearings  and  thus  may  remain  still  while  the  outer  tube  revolves.  It  is  designed 
to  bring  out  a  core  from  a  delicate  material  with  a  minimum  of  breaking  or  other 
damage  (Bowles). 

Double  extra  strong. — The  correct  term  or  name  for  a  certain  class  of  very  thick  pipe, 
which  is  often,  less  correctly,  called  double  extra  heavy  pipe  (National  Tube  Co.). 

Double  sweep  tee. — A  tee  made  with  easy  curves  between  body  and  branch,  i.e.,  the 
center  of  curve  between  run  and  branch  lies  outside  the  body.  This  is  in  con- 
tradistinction to  the  short  fillet  between  body  and  branch  of  standard  tees 
(National  Tube  Co.). 

Drainage  fittings. — Fittings  that  have  their  interior  flush  with  I.D.  of  pipe,  thereby 
securing  an  unobstructed  surface  for  the  passage  of  solid  matter  (National  Tube 
Co.). 

Draw  works. — A  counter-shaft  and  drum  substituted  in  rotary  drilling  for  the  bank 
wheel,  calf  wheel,  bull  wheel  and  sand  reel  used  in  the  cable-tool  method. 

Dress. — In  drilling,  to  sharpen  the  bit  and  to  bring  it  to  the  required  diameter  of 
gage  (Sands). 

Dresser  joint. — ^A  peculiar  form  of  Normandy  joint.  There  are  various  styles 
(National  Tube  Co.). 

Drill. — (1)  A  metallic  tool  for  boring  in  hard  material.  The  ordinary  miner's  drill 
is  a  steel  bar  with  a  chisel-shaped  end,  and  is  struck  with  a  hanuner.  See  Rock 
drill.    See  Diamond  drill  (Raymond). 

(2)  To  make  a  hole  with  a  drill  or  a  similar  tool.    See  Drilling,  as  applied 
to  oil  and  gas  wells. 

Drill  core. — A  solid,  cylindrical  core  of  rock  cut  out  by  a  diamond  or  shot  drill.  It 
forms  a  record  of  the  strata  penetrated. 

Driller. — One  who,  or  that  which,  drills.     A  drilling  machine. 

Drill   extractor. — A   device   for  withdrawing  the   drill   bit  from   wells;   drill  tongs 

(Standard). 

Drilling. — A  term  employed  in  a  general  way  to  denote  the  different  processes  employed 
for  the  discovery  and  extraction  of  petroleum  or  natural  gas.  Two  general 
methods  of  drilling  have  come  to  be  recognized:  (a)  Percussion  systems,  which 
consist  of  breaking  up  the  ground  by  means  of  a  sharp-pointed  instrument  of  a 
particular  form,  which  is  made  to  strike  the  ground  in  a  series  of  blows;  (6)  Rotary 
systems,  which  permit  all  the  disintegrated  material  to  be  washed  away,  or  aim 
at  the  extraction  of  a  core.     The  English  term  is  "  boring." 

Drilling  jars. — ^Jars  with  a  short  stroke,  usually  placed  above  the  auger  stem  in  a  string 
of  tools;  used  to  impart  a  sharp  blow  in  dislodging  the  tools  (Sands). 

Drill  pipe. — The  pipe  used  as  auger  stem  in  drilling  a  rotary  well  (Sands). 

Drill  rod. — A  vertical  rod  bearing  a  drilling  tool,  for  boring  wells  (Standard). 

Drip. — A  name  given  to  an  apparatus  attached  to  natural-gas  wells  to  extract  from  the 
mains  any  liquid,  such  as  oil  or  water,  that  may  accompany  the  gas.  It  usually 
consists  of  four  iron  tubes  placed  vertically,  the  inner  two  being  connected  by  a 
cross  tube.  During  the  passage  of  the  gas  through  this  apparatus,  the  liquid 
becomes  separated  and  accumulates  in  a  tube  called  a  tail  piece,  from  which  it  is 
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blown  out  from  time  to  time  (Mit^akis).    Any  opening  arranged  to  take  a  liquid 
from  a  line  carrying  gas,  as  in  condensation  from  a  steam  line. 

Drips. — Filter  draining?  too  dark  in  color  to  be  included  in  filtered  stock.  They  are 
set  aside  for  charging  into  the  next  filter  in  succession  (A.  D.  Smith). 

Drhren  welL — A  well  which  is  sunk  by  driving  a  casing  at  the  end  of  which  there  is  a 
drive-point,  without  the  aid  of  any  boring,  jetting  or  drilling  device  (Meinzer). 

Drive-pipe. — A  pipe  which  is  driven  or  forced  into  a  bored  hole,  to  shut  oflf  water  or 
prevent  caving  (National  Tube  Co.).  A  thick  tube  or  casing  fitted  at  its  lower 
end  with  a  sharp  steel  shoe,  which- is  employed  when  heavy  driving  has  to  be 
resorted  to  for  inserting  the  casing  (Mitzakis). 

Drive-pipe  ring. — ^A  device  for  holding  the  drive-pipe  while  it  is  being  pulled  from  a 
well  (National  Tube  Co.). 

Drive  shoe. — ^A  protecting  end  attached  to  the  bottom  of  drive-pipe  and  casing  (National 
Tube  Co.). 

Driving  cap. — ^A  cap  of  iron  fitted  to  the  top  of  a  pipe,  as  in  an  oil  well,  to  receive  the 
blow  when  driven  and  thus  protect  the  pipe  (Fay). 

Drowned. — A  term  describing  the  condition  of  a  well  when  water  is  present  in  large 
enough  quantities  to  make  production  unprofitable,  or  when  the  water  actually 
forces  back  the  oil  in  the  producing  horizon  (Sands). 

Drum. — (1)  That  part  of  the  winding  machinery  on  which  the  rope  or  chain  is  coiled 
(Raymond). 

(2)  A  metal  cask  for  the  shipment  of  oil,  gasoline,  etc. 

Drum  rings. — Cast-iron  wheels,  with  projections,  to  which  are  bolted  the  staves  or 
laggings  forming  the  surface  for  the  hoisting  cable  to  wind  upon.  The  outside 
rings  are  flanged  to  prevent  the  cable  from  slipping  off  the  drum  (Gresley). 

Dry  distillation. — See  Destructive  distillation. 

Dry  gas. — Natural  gas  obtained  from  sands  that  produce  gas  only.  It  does  not  contain 
an  appreciable  amount  of  gasoline. 

Dry  hole. — A  well  in  which  no  oil  or  gas  is  foimd. 

Dry  sand. — A  stratum  of  dry  sand  or  sandstone  encountered  in  well  drilling.  A  non- 
productive sandstone  in  oil-fields. 

Dual  system. — A  rig  which  has  only  sufficient  cable  tools  and  machinery  to  complete 
the  well  and  driU  into  the  sand  after  the  rotary.  Also  called  standard  tool  drilling- 
in  outfit  (Sands). 

Duriron. — An  acid-resisting  alloy  used  for  making  evaporating  dishes  in  recovering 
sulphuric  acid  from  sludge.  It  consists  of  14  to  14.5  per  cent  silicon,  0.25  to  0.35 
per  cent  manganese,  0.2  to  0.6  per  cent  carbon,  0.16  to  0.2  per  cent  phosphorus, 
and  under  0.05  per  cent  sulphur,  the  remainder  being  iron.  Its  melting  point  is 
from  2600°  to  2550**  F.    The  specific  gravity  is  7  (Min.  and  Sci.  Press). 

Duster. — ^An  unproductive  boring  for  oil  or  gas. 

Dust-laying  oils. — Crude  oils,  heavy  asphalt  oils,  tars,  solutions  of  petroleum  asphalt 
in  gas  oils,  liquid  asphalt,  and  emulsions  of  oils  and  water,  used  for  laying  dust 
on  roads  (Bacon). 

Earth. — (1)  The  solid  matter  of  the  globe  as  distinguished  from  water  and  air;  the 
ground;  the  firm  land  of  the  earth's  surface. 

(2)  The  disintegrated  particles  of  solid  matter  as  distinguished  from  rock; 
soil;  loose  material  of  the  earth's  surface. 

(3)  (Chemistry.)     Metallic  oxides  of  the  calcium  group. 
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Earth  oiL — Petroleum  (Webster). 

Easement. — The  rights  of  entry,  etc.,  necessary  for  developing  the  enterprise  in 
question. 

Eccentric  bit. — A  modified  form  of  chisel  used  in  drilling,  in  which  one  end  of  the  cutting 
edge  is  extended  farther  from  the  center  of  the  bit  than  the  other.  The  eccentric 
bit  renders  imder-reaming  unnecessary.     It  is  very  useful  in  hard  rock  (Mitzakis). 

Edge  water. — In  oil  and  gas  wells,  water  that  holds  the  oil  and  gas  in  the  higher 
structural  positions.  Edge  water  usually  encroaches  on  a  field  after  much  of  the 
oil  and  gas  has  been  recovered  and  th^  pressure  has  become  greatly  reduced. 
Compare  Top  water;  Bottom  water  (U.  S.  Geol.  Survey  Bull.  668,  p.  44). 

Eduction  pipe. — The  exhaust  pipe  from  a  low-pressure  cylinder  to  the  condenser 
(National  Tube  Co.). 

EUterite. — A  massive  amorphous  dark-brown  hydrocarbon  ranging  from  soft  and 
elastic  to  hard  and  brittle.  It  melts  in  a  candle  fiame  without  decrepitation,  has 
a  conchoidal  fracture  and  gives  a  brown  streak.  See  also  WurtEilite  (U.  S.  GeoL 
Survey).    Elastic  bitumen. 

Elbow,  ell. — A  fitting  that  makes  an  angle  between  adjacent  pipes.  The  angle  is 
always  90**,  unless  another  angle  is  stated  (National  Tube  Co.) 

Electrolysis. — Act  or  process  of  chemical  decomposition  by  the  action  of  an  electric 
current. 

Electrolyte. — (1)  The  solution  in  which  electrolytic  separation  of  metals  is  carried  on 
(Weed). 

(2)  A  chemical  compoimd  which  can  be  decomposed  by  an  electric  current 
(Standard). 

Elevation  of  a  point. — The  vertical  distance  of  the  point  above  mean  sea  level. 

Elevator. — A  device  for  raising  or  lowering  tubing,  casing,  or  drive  pipe,  from  or  into 
a  well.    See  Casing  elevator  (National  Tube  Co.). 

Emanations. — Gaseous  discharges. 

Emulsification. — The  act  of  making  or  causing  an  emulsion. 

Emulsification  test. — A  test  conducted  for  the  purpose  of  obtaining  information  in  the 
laboratory  as  to  the  emulsifying  tendency  of  oils  under  service  conditions  (Del- 
bridge). 

Emulsion. — A  liquid  mixture  in  which  a  fatty  or  resinous  substance  is  suspended 
in  minute  particles,  almost  equivalent  to  molecular  dispersion  (Fay).  A  combina- 
tion of  water  and  oily  material  made  miscible  with  water  through  the  action  of  a 
saponifying  or  other  agent  (Bacon). 

Endosmosis. — The  ta*ansmission  of  a  fluid  inward  through  a  porous  septum  or  partition 
which  separates  it  from  another  fluid  of  different  density.  Opposed  to  exosmoais 
(Century). 

Endothermic. — Pertaining  to  a  chemical  reaction  which  occurs  with  absorption  of 
heat  (Webster). 

End  point  or  maTimiim  temperature. — The  highest  temperature  indicated  on  the 
distillation  thermometer  during  standard  laboratory  distillation  (Delbridge). 

Eocene. — The  earliest  of  the  epochs  into  which  the  Tertiary  period  is  divided;  also 
the  series  of  strata  deposited  at  that  time  (La  Forge). 

Eolian. — See  Aeolian. 

Erosion. — The  group  of  processes  whereby  earthy  or  rock  material  is  loosened  or  dis- 
solved and  removed  from  any  part  of  the  earth's  surface.    It  includes  the  proo- 
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of  weathering^  solution,  corrosion,  and  transportation.  The  mechanical 
wear  and  transportation  are  effected  by  running  water,  waves,  moving  ice,  or 
winds,  which  use  rock  fragments  to  pound  or  grind  other  rocks  to  powder  or 
sand  (Ransome). 

Escarpment  or  scarp. — A  cliff  or  relatively  steep  slope  separating  level  or  gently 
sloping  tracts.  Scaip:  cliff  or  steep  slope  along  the  margin  of  a  plateau,  mesa, 
terrace  or  bench.  The  term  should  not  be  used  for  a  cliff  or  slope  of  highly 
irregular  outline  (La  Forge). 

Ether. — (1)  A  hypothetical  mediimi  of  extreme  elasticity  and  supposed  to  be  diffused 
throughout  all  space  as  well  as  among  the  molecules  of  which  solid  bodies  are 
composed  and  to  be  the  medium  of  the  transmission  of  light  and  heat. 

(2)  A  highly  volatile,  inflammable,  light,  mobile,  colorless  liquid  used  as  an 
anesthetic  and  solvent  (Century). 

Ethylene. — A  colorless  gas  (CaHi),  first  member  of  the  unsaturated  C»H|||  series  of 
hydrocarbons.  It  has  a  sweetish  odor  and  taste  and  is  a  frequent  product  of 
destructive  distillation.  It  bums  with  a  highly  luminous  flame.  Often  called 
olefiant  gas  or  heavy  carbureted  hydrogen. 

Eudiometer. — An  instrument  for  the  voliunetric  measurement  and  analysis  of  gases 
(Webster). 

Evaporate. — To  convert  into  vapor,  usually  by  means  of  heat;  to  vaporize;  also,  to 
remove  and  dissipate  by  this  process  (Standard). 

Evaporation  test. — ^A  test  applied  to  volatile  petroleum  products  to  determine  the 
completeness  or  rapidity  of  evaporation  (Delbridge). 

Exhaustion. — (Chemistry.)  The  process  of  completely  extracting  from  a  substance 
whatever  is  removable  by  a  given  solvent  (Century). 

Ezosmosis. — See  Endosmosis. 

Exothermic. — Pertaining  to  a  chemical  reaction  which  occurs  with  the  evolution  of 
heat  (Webster). 

Expander. — A  device  for  expanding  the  end  of  a  tube,  in  a  tube-plate  or  casing  in  a  well 
(Fay). 

Expansion  bit. — A  drill  bit  that  may  be  adjusted  for  holes  of  various  sizes  (Fay). 

Expansion  joint. — ^A  device  used  in  connecting  up  long  lines  of  pipe,  etc.,  to  permit 
linear  expansion  or  contraction  as  the  temperature  rises  or  falls  (National  Tube 
Co.). 

Expansion  loop. — Either  a  bend,  like  the  letter  ''  U,''  or  a  coil  in  a  line  of  pipe  to  provide 
for  expansion  or  contraction  (National  Tube  Co.). 

Expansion  ring. — The  hoop  or  ring  of  Unsection  used  to  join  lengths  of  pipe  so  as  to 
permit  expansion  (National  Tube  Co.). 

Exploitation. — The  extraction  and  utilization  of  minerals.  Often  confused  with 
exploration  (Fay). 

Exploration. — The  work  involved  in  looking  for  or  measuring  mineral  deposits. 

Explosive. — Any  mixture  or  chemical  compound  by  whose  decomposition  or  com- 
bustion gas  is  generated  with  such  rapidity  that  it  can  be  used  for  blasting  or  in 
firearms;  for  example,  gunpowder,  dynamite,  etc.  (Fay). 

Exposure. — (Geology.)  The  condition  or  fact  of  being  exposed  to  view,  either  naturally 
or  artificially.  Hence,  also,  that  part  of  a  rock  bed  or  formation  which  is  so 
exposed;  an  outcrop  (La  Forge). 
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Extra  heavy. — ^When  applied  to  pipe,  means  pipe  thicker  than  standard  pipe;  whoi 
applied  to  valves  and  fittings,  indicates  goods  suitable  for  a  working  pressure 
of  250  pounds  per  square  inch  (National  Tube  Co.). 

Extra  strong. — The  correct  term  or  name  for  a  certain  class  of  pipe  which  is  heavier  than 
standard  pipe  and  not  as  heavy  as  double  extra  strong  pipe.  Often  less  correctly 
called  extra  heavy  pipe  (National  Tube  Co.). 

Extraction. — The  process  of  separating,  by  solvents  or  by  distillation,  the  desired  part 
of  a  complex  mixture  from  the  undesirable  residue. 

Exude. — To  discharge  gradually  through  pores  or  small  openings,  as  liquid,  gum 
(oil  or  gas);  to  give  off  or  out  by  slow  percolation;  as,  the  pines  exude  pitch 
(Standard).  To  ooze  or  flow  slowly  forth  through  pores,  cracks,  or  gashes;  as^ 
gas  and  oils  exude  from  the  tmderlying  formation. 

Fahrenheit. — ^A  thermometer  scale  with  the  freezing  point  of  water  at  32^  and  the 
boiling  point  at  212°.  Degrees  Fahrenheit » (Degrees  CentigradeX{^)+32= 
(Degrees  R6aumurXj)+32. 

Fat. — (1)  A  white  or  yellowish  substance  forming  the  chief  part  of  adipose  tissue. 
It  may  be  soUd  or  liquid.  It  is  insoluble  in  water.  When  treated  with  an  alkali, 
the  fatty  acid  unites  with  the  alkaline  base  to  form  soap  (Rickard). 

(2)  Containing  an  excess.    A  fat  asphalt  mixture  is  one  in  which  the  excess  of 
asphalt  cement  is  clearly  apparent. 

Fatty  acids. — ^Acids  of  the  series  CtJimOi.  They  are  called  fatty  acids  because  some 
of  the  higher  members  occur  in  fats.  The  lower  members  are  liquids;  the  higher 
ones,  starting  with  caproic  acid,  CioHsoOi,  are  solids  at  ordinary  temperature. 
(Webster). 

Fault. — (1)  (Geology.) — A  break  in  the  continuity  of  a  body  of  rock,  attended  by  a 
movement  on  one  side  or  the  other  of  the  break,  so  that  what  were  once  parts 
of  one  continuous  rock  stratum  or  vein  are  now  separated.  The  amount  of 
displacement  of  the  parts  may  be  a  few  inches  or  thousands  of  feet.  Closed 
fault:  A  fault  in  which  the  two  walls  are  in  contact  (Lindgren).  Dip:  A  fault 
whose  strike  is  approximately  at  right  angles  to  the  strike  of  the  strata  (lind- 
gren). Dip  slip:  A  fault  in  which  the  net  slip  is  practically  in  the  line  of  the 
fault  dip  (Lindgren).  Distributive:  See  Slip  fault.  Flaw:  A  rare  type  of  fault 
(described  by  Luess)  in  which  the  strike  is  transverse  to  the  strike  of  the  rocks, 
the  dip  high  and  varying  from  one  side  to  the  other  in  the  course  of  the  fault, 
and  the  relative  movement  practically  horizontal  and  parallel  with  the  strike  of 
the  fault  (Lindgren).  Gravity:  See  Normal  fault.  Hinge:  A  faulting  about 
an  axis  normal  to  the  plane  of  faulting,  which  may  produce  a  fault  that  on  one 
side  of  the  pivotal  axis  would  be  called  normal  and  on  the  other  side  reverse;  yet 
there  may  not  be  any  differential  movement  in  the  center  of  the  mass  of  two 
parts  of  the  faulted  body  (Leith).  Horizontal:  A  fault  with  no  vertical  displace- 
ment (Webster).  Longitudinal:  A  fault  whose  strike  is  parallel  with  the  general 
structure  (Lindgren).  Normal:  A  fault  in  which  the  hanging  wall  has  been 
depressed  relatively  to  the  foot  wall  (Lindgren).  Oblique:  A  fault  whose  strike 
is  oblique  to  the  strike  of  the  strata  (Lindgren).  Oblique  slip:  A  fault  in  which 
the  net  slip  is  between  the  direction  of  dip  and  the  direction  of  strike  (Lindgren) 
Open:  A  fault  in  which  the  two  walls  are  separated  (Lindgren).  Overlap:  A 
thrust  fault  in  which  the  shifted  strata  double  back  over  themselves  (C.  and 
M.  M.  P.).  Parallel  displacement:  A  fault  in  which  all  straight  lines  on  opposite 
sides  of  a  fault  and  outside  of  the  dislocated  zone,  that  were  parallel  before  the 
displacement,    are   parallel   afterward    (Lindgren).    Pivotal:     See   Hinge   fault. 
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Reverse:  A  fault  in  which  the  hanging  wall  has  been  raised  relatively  to  the 
foot  wall  (Lindgren).  Rotary:  A  fault  in  which  some  straight  lines  on  opposite 
sides  of  the  fault  and  outside  of  the  dislocated  zone,  parallel  before  the  displace- 
ment, are  no  longer  parallel,  that  is,  where  one  side  has  suffered  a  rotation  relative 
to  the  other  (Lindgren).  Step:  A  series  of  closely  associated  parallel  faults 
(Webster).  Strike  slip:  A  fault  in  which  the  net  slip  is  practically  in  the  direc- 
tion of  the  fault  strike.  J.  Geike  calls  such  faults  "  transcurrent  faults.''  Jukes- 
Brown  designates  them  "heaves"  (Lindgren).  Strike:  A  fault  whose  strike 
is  parallel  to  the  strike  of  the  strata  (Lindgren).  Thrust:  A  reverse  fault  (Leith). 
Thmscurrent:  See  Strike  slip  fault.  Translatory:  See  Rotary  fault.  Vertical: 
A  fault  in  which  the  dip  is  90^  (Lindgren). 

Fault  block. — ^A  body  of  rock  boimded  by  faults  (Webster). 

Fault  breccia. — The  breccia  which  is  frequently  found  in  a  shear  zone,  more  especially 
in  the  case  of  thrust  faults  (Lindgren). 

Fault  dip. — The  inclination  of  the  fault  plane  or  shear  zone,  measiu^  from  a  horizontal 
plane  (Lindgren). 

Fault  escarpment;  scarp. — An  escarpment  or  cliff  resulting  from  a  fault  or  a  dislo- 
cation of  the  adjacent  rocks  (Century). 

Fault  fissure. — ^The  fissure  produced  by  a  fault,  even  thou^  it  is  afterwards  filled  by  a 
deposit  of  minerals  (Century). 

Fault  line;  trace. — The  intersection  of  a  fault  siuface  or  plane  with  the  surface  of  the 
earth  or  with  any  artificial  siu*face  of  reference  (Lindgren).  Comi>are  trend. 
The  line  of  intersection  of  a  fault  plane  with  the  surface  (Leith). 

Fault  plane. — A  surface  along  which  dislocation  or  faulting  has  taken  place  (Fay). 

Fault  strike. — ^The  direction  of  the  intersection  of  the  fault  surface,  or  the  shear  zone, 
with  a  horizontal  surface  (Lindgren). 

Fault  terrace. — A  terrace  formed  by  two  parallel  fault  scarps  on  the  same  declivity, 
"  thrown  "  in  the  same  direction  (Standard). 

Fee. — Land  operated  for  oil,  gas,  etc.,  under  right  of  ownership  as  contrasted  with 
land  operated  imder  lease. 

Fells  shale. — A  Scottish  oil-shale,  said  to  be  the  richest  in  Scotland,  which  yields  from 
26  to  40  gallons  of  crude  oil  and  from  20  to  35  pounds  of  anmionium  sulphate  per 
ton  (Bacon). 

Field  work. — ^Work  done,  observations  taken,  or  other  operations,  such  as  triangulation, 
leveling,  making  geological  observations,  etc.,  in  the  field  or  on  the  ground  (Century). 

Filter. — (1)  Any  porous  article,  as  cloth,  paper,  sand  or  charcoal,  through  which  water 
of  other  liquid  is  passed  to  separate  from  it  matter  held  in  suspension. 
(2)  To  pass  through;  to  percolate  (Webster). 

Filtered  stock. — Lubricating  stock  that  has  been  filtered  through  fuller's  earth,  or  any 
other  filtering  medium  (A.  D.  Smith). 

Filtrate. — The  liquid  which  has  passed  through  a  filter  (Century). 

Filtration. — The  act  or  process  of  filtering:  the  process  of  mechanically  removing  the 
undissolved  particles  in  a  liquid  by  passing  the  liquid  through  filtering  paper, 
charcoal,  sand,  etc.  (Century). 

Fines. — Rock  or  mineral  in  too  fine  or  pulverulent  a  condition  to  be  treated  in  the 
same  way  as  ordinary  coarse  material. 

Finishing. — Preparing  (oils)  for  a  specified  use. 
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Fire-damp. — ^A  combustible  gas  or  ^'  damp ''  formed  by  the  deoomposition  of  coal 
or  other  carbonaceous  matter,  and  consisting  chiefly  of  methane  CH4;  also,  the 
explosive  mixture  formed  by  this  gas  (5.5  to  13  per  cent)  and  air  (Webster).  The 
gas  is  contained  in  the  coal  and  given  off  in  large  quantities,  and  explodes  upon 
ignition  when  mixed  with  atmospheric  air  (Fay). 

Fire  test. — The  lowest  temperature  at  which,  under  definite  specified  conditions,  a 
petroleum  product  vaporizes  sufficiently  rapidly  to  form,  above  its  surface,  an  air 
vapor  mixture  which  bums  continuously  for  at  least  five  seconds  when  ignited  by 
a  small  flame  (Delbridge). 

Fishing. — Pulling  up  or  out  from  some  deep  place,  as  if  by  fishing.  Said  of  reoovering 
lost  or  broken  well-boring  tools. 

Fishing  jars. — Jars  used  with  fishing  tools  to  recover  lost  tools  or  casing  from  a  hole. 
They  have  a  longer  stroke  than  those  used  in  drilling  (Sands). 

Fittings. — A  term  used  to  denote  all  those  pieces  which  may  be  attached  to  pipes  in 
order  to  connect  or  provide  outlets,  etc.,  except  couplings  and  valves  (National 
Tube  Co.). 

Fixation. — The  act  or  process  by  which  a  fluid  or  a  gas  becomes  or  is  rendered  firm  or 
stable  in  consistency,  and  evaporation  or  volatilization  prevented.  Specifically, 
in  chemistry,  that  process  by  which  a  gaseous  body  becomes  fixed  or  solid  on 
uniting  with  a  solid  body;  as,  fixation  of  oxygen,  fixation  of  nitrogen  (Century). 

Fixed  carbon. — The  organic  matter  of  the  residual  coke  obtained  upon  burning  hydit>- 
carbon  products  in  a  covered  vessel  in  the  absence  of  free  oxygen  (Bacon).  That 
part  of  the  carbon  which  remains  behind  when  coal  is  heated  in  a  closed  vessel 
until  the  volatile  matter  is  driven  off  (Steel).  It  is  the  non-volatile  matter  minus 
ash  (Webster). 

Flange. — A  projecting  rim,  edge,  lip  or  rib  (National  Tube  Co.).  A  plate  to  close 
a  pipe  opening  or  other  orifice  (Standard). 

Flapped  joint. — A  joint  in  pipes  made  by  flanges  bolted  together  (National  Tube  Co.). 

Flanged  pipe. — Pipe  provided  with  flanges  so  that  the  ends  can  be  held  together  by 
means  of  bolts  (National  Tube  Co.). 

Flange  union. — A  fitting  consisting  of  a  pair  of  flanges  and  bolts  to  connect  them, 
for  use  on  threaded  pipe.    Compare  Union  (National  Tube  Co.). 

Flash  test  or  point. — The  lowest  temperature  at  which,  under  definite  specified  condi- 
tions, a  petroleum  product  vaporizes  rapidly  enough  to  form  above  its  surface  an 
air  vapor  mixture  which  gives  a  flash  or  slight  explosion  when  ignited  by  a  small 
flame  (Delbridge). 

Flint. — A  dense,  fine-grained  form  of  silica  which  is  very  tough  and  breaks  with  a 
conchoidal  fracture  and  cutting  edges.    See  also  Chert  (U.  S.  Geol.  Survey). 

Float. — (1)  The  floating  part  of  an  apparatus  for  indicating  the  height  of  water  in  a 
steam  boiler  or  other  vessel  (Fay). 

(2)  Fragments  of  a  bed,  exposed  on  the  siu-face  but  not  in  place. 

Flock,  floe. — Any  small  tufted  or  flake-like  mass  of  matter  floating  in  a  solution,  especi- 
ally if  produced  by  precipitation  (Standard). 

Flocculent. — Resembling  wool,  therefore  wooly,  coalescing,  and  adhering  in  flocks. 
A  cloud-like  mass  of  precipitate  in  a  solution  (Rickard). 

Floe  test. — A  qualitative  test  applied  to  illuminating  oils  for  the  detection  of  sub- 
stances rendered  insoluble  by  heat  (Delbridge). 

Floridin. — Fuller's  earth  from  Quincy  and  Jamieson,  Florida,  used  in  decolorizing 
petroleum  products  (Bacon). 


GLOSSARY  887 

« 

Flotation  oiL^-An  oil  used  for  flotation  purposes;  usually  a  pine  oil  or  turpentine  or  a 
coal-tar  derivative,  although  petroleiun  products  have  been  successfully  used  for 
flotation  purposes. 

Flotation  process. — A  concentration  process  that  takes  advantage  of  the  principles  of 
surface  tension  and  colloid  chemistry,  with  whatever  allied  principles  may  be 
involved,  to  separate  mineral  from  gangue  by  means  of  floating  it  upon  the  sur- 
face of  water  or  other  solutions,  while  the  gangue  is  induced  to  sink  through  the 
surface  and  settle  separately  (Megraw).  The  process  or  processes  by  which 
the  valuable  minerals  in  a  mass  of  finely  ground  ore  can  be  caused  to  float  on  a 
liquid  into  which  the  finely  ground  ore  is  fed.  Classified  as  film  flotation  and 
froth  flotation  (Ralston,  U.  S.  Bur.  Mines). 

Flowing  well. — An  oil  well  in  which  pumping  is  not  necessary  to  bring  the  oil  to  the 
surface  (Redwood). 

Flow  tank. — The  tank  to  which  the  oil  is  piped  from  the  well,  to  settle. 

Flow  test. — See  Pour  test. 

Flue. — A  passage  for  air,  gas,  or  smoke  (Raymond).  A  British  term  tised  in  the  same 
sense  as  the  term  tube  is  used  in  America  (National  Tube  Co.). 

Fluid. — Having  particles  which  easily  move  and  change  their  relative  position  without 
separation  of  the  mass,  and  which  easily  yield  to  pressure;  capable  of  flowing; 
hquid  or  gaseous  (Webster). 

Fluidimeter. — An  instrument  devised  by  H.  Joshua  Phillips  for  determining  the 
fluidity  of  oils  at  various  temperatures  (Mitzakis). 

Fluid  inclusion. — A  liquid  inclosed  in  a  cavity,  usually  very  minute,  in  a  mineral 
(Century). 

Fluorescence. — The  emission  of  light  from  within  a  substance  while  it  is  being  exposed 
to  direct  radiation,  or  in  certain  cases,  to  an  electrical  discharge  in  a  vacuum  tube 
(Dana). 

Flush. — To  clean  out  (a  line  of  pipes)  by  letting  in  a  sudden  rush  of  water. 

Flush  bushing. — See  under  Bushing. 

Flush  production. — The  yield  of  an  oil  well  during  the  early  period  of  production  and 
before  the  output  has  settled  down  to  what  may  be  regarded  as  usual  for  the 
field  or  district  in  which  it  is  drilled  (Redwood). 

Fluted  swedge. — A  tool  used  for  straightening  out  crooked  or  dented  casing  in  the 
hole  (Sands). 

Flux. — ^A  heavy  reduced  residuum  from  an  asphalt  base  crude;  a  maltha  (A.  D.  Smith). 
Bitumens,  generally  liquid,  used  in  combination  with  harder  bitumens  for  the 
purpose  of  softening  the  latter  (Bacon). 

Foaming. — ^A  method  of  extinguishing  oil  fires  by  spraying  with  a  foaming  hquid. 

Foamite. — ^The  trade  name  for  a  preparation  used  in  smothering  oil  fires.  A  pro- 
prietary concentrated  extract  of  licorice  root.  When  mixed  with  bicarbonate 
of  soda  solution  in  proper  proportion,  it  yields  a  solution  containing  an  equivalent 
acid  radical,  and  produces  a  mass  of  foam  impregnated  with  carbonic  acid  gas 
(A.  D.  Smith). 

Fold. — A  strong  flexiu^  of  a  stratum  with  steeply  inclined  sides;  loosely  and  more 
conunonly,  any  flexure  of  a  stratum  (Standard). 

"  Foots  "  oU. — An  oil  containing  only  low  melting  point  wax  of  little  market  value, 
and  yet  too  high  a  cold  test,  and  too  low  viscosity  for  a  lubricating  product 
(A.  D.  Smith). 
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Forced  production. — The  working  of  a  mine  or  well  so  as  to  make  it  produce  a  greater 
output  than  can  be  maintained. 

Force  pump. — A  pump  that  forces  water  above  its  valves  (C.  and  M.  M.  P.). 

« 

Forechamber. — An  auxiliary  combination  for  gas-fired  boilers,  that  provides  an 
incandescent  surface  for  lighting  gas  instantly  when  turned  on  after  being  shut 
oflf  for  any  reason.    Also  called  Dutch  oven  and  dog  house  (Willcox). 

Fork. — An  appliance  used  in  free-fall  systems  of  drilling,  which  serves  to  hold  up  the 
string  of  tools  during  connection  and  disconnection  of  the  rods  (Mitzakis). 

Formation. — The  ordinary  unit  of  geologic  mapping,  consisting  of  a  large  and  per>. 
sistent  stratum  of  some  one  kind  of  rock  (U.  S.  Geol.  Survey).  It  is  also  loosely 
employed  for  any  local  and  more  or  less  related  group  of  rocks. 

Formation  map. — Map  showing  rock  formation  by  use  of  color  or  by  various  line  or 
s3rmbol  patterns,  dips  and  strikes  usually  shown  by  letter  T.  This  type  of  map  is 
generally  used  where  strata  have  steep  dips,  gently  dipping  beds  being  mapped  by 
contours. 

Fonnolite. — For  the  determination  of  the  unsaturated  cyclic  hydrocarbons  in  a  mineral 
oil,  the  oil  is  treated  with  formaldehyde  in  the  presence  of  concentrated  sulphuric 
acid,  whereby  a  solid  yellow  product  is  separated,  for  which  the  name  "  formolite  " 
has  been  proposed  (Bacon). 

FossiL — (1)  Originally,  any  rock,  mineral  or  other  object  dug  out  of  the  earth. 

(2)  Now,  any  remains,  impressions,  or  traces  of  an  animal  or  plant  of  past 
geological  ages,  which  have  been  preserved  in  a  stratified  deposit  or  in  a  cave 
(Webster). 

Fractional  distillation. — An  operation  'for  separating  a  mixture  of  two  or  more  liquids 
which  have  diflferent  boiling  points  (Century).  Used  extensively  in  petroleum 
distillation. 

Fractionate. — To  separate  a  mixture  (as  a  liquid  by  distillation)  into  fractions  having 
more  or  less  fixed  properties  but  which  are  not  necessarily  definite  compounds 
(Standard). 

Fractionation. — Separation  by  successive  operations,  each  removing  from  a  liquid 
some  proportion  of  one  of  the  substances.  The  operation  may  be  one  of  precipi- 
tation, or  of  crystallization,  or  of  distillation  (Century). 

Frasch  process. — A  desulphurizing  process  which  consists  of  distilling  oil  with  copper 
oxide,  followed  by  refining  with  sulphuric  acid. 

Free  carbon. — In  tars,  organic  matter  which  is  insoluble  in  carbon  disulphide  (Bacon). 

Freeze. — To  set  in  a  drill  hole  so  that  it  cannot  be  pulled  out  (said  of  a  pipe). 

Freezing  point. — The  temperature  at  which  oil  ceases  to  flow  when  the  bottle  is  invert^. 

Friable. — Easily  crumbled  or  pulverized;  easily  reduced  to  powder,  as  pumice. 

Fuel  gas. — Gas  used  for  heating,  as  distinguished  from  illuminating  gas  (Standard). 

Fuel  oil. — (1)  Any  product  of  petroleum  used  for  the  production  of  power  or  heat. 

(2)  From  another  standpoint,  fuel  oils  are  the  distillates  heavier  than  illum- 
inating oils  and  lighter  than  lubricating  oils  ranging  from  25°  to  30°  B6,  (Bacon). 
Heavy  crude  and  residual  oils  when  used  as  fuels.  This  grade  is  produced  in  enor- 
mous quantities  by  continuous  skimming  plants  in  the  Southwest,  and  by  topping 
plants  on  the  Pacific  Coast.  It  varies  from  26"  to  14"  B4.  gravity,  with  corre- 
sponding fluctuations  in  its  other  physical  constants.  These  depend  on  the  nature 
of  the  crude,  the  extent  of  gas-oil  or  stove  distillate  stripped,  the  amount  of  bottom 
steam  used,  etc.     Its  color  ranges  from  dark  green  to  black,  its  cold  test  from  80° 
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to  10^  F.    It  18  ooznmonly  marketed  in  the  Mid-Continent  field  on  guaranteed 
gravity  alone,  such  as  26°  to  28**,  24 "*  to  26°,  22°  to  24°  B^.  gravity  fuel  oil. 

Fuel  ratio. — The  amount  of  heating  capacity  in  a  fuel  as  compared  v/ith  another  fuel 
taken  as  a  standard  (Century). 

Fuller's  earth. — A  fine  earth  resembling  clay.  It  is  much  the  same  chemically  as  clay, 
but  has  a  decidedly  higher  percentage  of  water  (Kemp).  It  possesses  the  prop- 
erty of  decolorizing  oils  and  fats  by  retaining  the  coloring  matter. 

Faming  sulphuric  acid. — An  acid  made  by  dissolving  sulphur  trioxide  in  concentrated 
sulphuric  acid;   Nordhausen  acid  (Webster). 

Fuse. — To  unite  or  blend  as  if  melted  together  (Webster). 

Gabian. — A  variety  of  petroleum  obtained  at  Gabian,  Department  of  H^rault,  France 
(Standard). 

Gage;  gauge. — To  measure  or  ascertain  the  amount  or  contents  of,  or  the  capacity 
of,  as  of  a  pipe,  barrel  or  keg.  A  standard  measure  of  dimensions,  distance,  or 
capacity  (Webster). 

Gager. — One  whose  business  it  is  to  systematically  determine  the  amount  of  oil  in  a 
producer's  storage. 

Gaging  nipple. — A  small  projecting  hatch,  usually  cylindrical  in  form,  about  3  to  4 
inches  in  diameter,  located  in  the  roof  of  a  tank  close  to  the  manplate;  a  small 
aperture,  preferably  with  self-closing  cover  which  permits  the  gaging  of  the  tank 
contents  without  the  necessity  of  removing  the  larger  manplate  (A.  D.  Smith). 

Gallon. — The  standard  gallon  of  the  United  States  contains  231  cubic  inches,  or  8.3389 
pounds  avoirdupois  of  distilled  water  at  its  maximum  density  and  with  a  bar- 
ometer of  30  inches.    The  English  Imperial  gallon  contains  almost  exactly  1.2i 
U.  S.  gallons  (Webster). 

Gas. — ^An  aeriform  fluid,  having  neither  independent  shape  nor  volume,  but  tending 
to  expand  indefinitely  (Webster).  Gas  is  considered  as  a  mineral,  and  while 
"  in  situ  "  is  a  part  of  the  land  (Westmoreland,  etc.  Gas  Co.  vs.  DeWitt,  130 
Pennsylvania  Statutes). 

Gas  black. — A  superior  kind  of  lampblack,  collected  by  introducing  a  cold  iron  surface 
into  a  luminous  gas  flame  (Webster). 

Gas  carbon. — A  compact  variety  of  carbon  obtained  as  an  incrustation  on  the  interior 
of  gas  retorts,  and  used  for  the  manufacture  of  carbon  rods  or  pencils  for  the  electric 
arc,  and  for  the  plates  of  voltaic  batteries  (Webster). 

Gas  coaL — Any  coal  that  yields  a  large  quantity  of  illuminating  gas  in  distillation 
(Gresley).     It  should  be  low  in  sulphur  and  other  impurities. 

Gas  coke. — The  coke  formed  in  gas  retorts,  as  distinguished  from  that  made  in  coke 
ovens  (Webster). 

Gas  detector. — A  device  to  show  the  presence  of  fire-damp,  etc.,  in  a  mine  (Standard). 

Gas  engine. — A  kind  of  internal-combustion  engine  using  fixed  gas;  also,  broadly, 
any  internal-combustion  engine  (Webster). 

Gaseous. — (1)  In  the  form,  or  in  the  nature,  of  gas;   pertaining  to  gases. 
(2)  Lacking  substance  or  solidity  (Webster). 

Gas  field. — A  tract  or  district  yielding  natural  gas  (Webster). 

Gas  firing. — The  combustion  of  coal  effected  by  burning  in  such  a  way  as  to  produce  a 
combustible  gas,  which  is  then  burned  secondarily  in  the  furnace  (Ingalls). 

Gas  furnace. — A  furnace  using  gas  for  fuel,  or  one  for  making  gas  (Webster). 
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Gas  gage. — An  instrument  for  ascertaining  the  pressure  of  gas,  generally  conststing 
of  a  bent  graduated  tube  containing  water  or  mercury,  open  at  one  end,  with  the 
other  end  screwed  into  the  vessel  containing  the  gas  (Century). 

Gas  generator. — (1)  An  apparatus  for  generating  gas,  such  as  a  retort  in  which 
hydrocarbons  are  evolved  by  heat. 

(2)  A  carburetor. 

(3)  A  machine  for  the  production  of  carbonic  acid  gas,  for  aerating  water 
(Webster). 

Gas-house  coal  tar. — Coal  tar  produced  in  gas-house  retorts  in  the  manufacture  of 
illuminating  gas  from  bituminous  coal  (Bacon). 

Gasket. — A  thin  sheet  of  composition  or  metal  used  in  making  a  joint  water,  gas,  or 
steam-tight  (National  Tube  Co.). 

Gas-oil. — (light.) — A  product,  intermediate  between  "  heavy  end "  and  paraffin 
distillate.  This  is  distinguished  from  heavy  gas-oil  obtained  in  the  subsequent 
reduction  of  paraffin  distillate.  As  cut  from  crude,  gas-oil  usually  runs  33*'  to 
37"  B6.  gravity,  175°  F.  flash,  or  better,  is  a  straw  color,  and  varies  in  cold  test 
from  30°  to  10**  F.,  depending  ont  he  nature  of  the  crude,  and  the  cuts  employed. 
It  finds  direct  sale  as  an  absorbent  or  scrubbing  oil,  and  when  mixed  with  heavier 
gas-oils,  forms  the  32°  to  36°  B^.  oil  of  the  trade.  It  is  also  sold  for  special  fuel 
and  may  be  further  refined  into  grease  stock  or  light  non-viscous  lubricants  (A.  D. 
Smith). 

Gasoline. — The  commercial  name  applied  broadly  to  the  lighter  products  derived  from 
the  distillation  of  petroleum.  It  is  volatile,  inflammable,  and  used  chiefly  as  a 
fuel  in  internal-combustion  engines  of  the  automobile  type;  also  as  a  solvent  for 
fats  and  oils  for  the  generation  of  gas,  and  as  a  fuel  in  vapor  stoves.  The  specifi- 
cations for  motor  gasoline,  under  which  a  very  large  percentage  of  the  product  is 
sold,  vary.  When  obtained  by  direct  distillation  from  crude,  it  runs  about  21  to 
25  in  color;  95°  to  120°  F.  initial  boiling  point;  350°  to  400°  F.  end  point;  and 
64°  to  66°  B^.  gravity.  This  grade  is  made  from  comparatively  few  crudes  and 
is  used  principally  for  blending.  Specific  gravity  is  no  longer  included  in  gasoline 
specifications. 

Gas  producer. — ^A  furnace  in  which  coal  is  burned  for  the  manufacture  of  producer 
gas.  There  are  two  types,  namely:  (1)  the  step-grate,  natural-draught  generator, 
which  is  but  a  development  of  the  ordinary  firebox.  (2)  the  shaft  furnace,  with 
or  without  a  grate  and  worked  by  a  natural  draft  or  forced  draft.  The  latter  t3rpc 
is  identical  in  many  respects  with  a  blast-smelting  furnace.  The  principal  pro- 
ducers are:  Boettius,  Dawson,  Dowson,  Duff,  Hegeler,  Mond,  Siemens,  Smythe, 
Swindell,  Talbott,  Taylor,  Wellman,  and  Wilson  (Ingalls). 

Gas  rights. — See  oil  rights. 

Gas  sand. — A  sandstone  containing  natural  gas  (Webster). 

Gas  separator. — See  Gas  trap. 

Gasser. — A  well  that  yields  gas,  especially  an  oil  well  producing  much  gas  (Webster). 

Gas  spurts. — Little  heaps  observed  on  the  surface  of  certain  geological  strata  containing 
organic  matter;  so  called  because  believed  to  be  due  to  the  escape  of  gas  (Webster). 

Gassy. — ^Characteristic  of  or  impregnated  with  gas,  especially  coal  gas  (Standard). 
Applied  to  any  mine  which  generates  methane,  or  any  other  gas. 

Gas  tank. — See  Gas  trap. 

Gas  tar. — Coal  tar  obtained  as  a  by-product  in  the  manufacture  of  illuminating  gas 
(Webster). 
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Gas  trap. — One  of  many  devices  for  separating  and  saving  the  gas  from  the  flow  and 
lead  lines  of  producing  oil  wells.  The  mixture  of  oil  and  gas  is  allowed  to  flow 
through  a  chamber  large  enough  to  reduce  the  velocity  of  the  mixture  to  the 
point  at  which  the  oil  and  gas  tend  to  separate.  The  gas  seeking  the  top  of  the 
chamber  is  drawn  off  from  the  oil,  while  the  oil  is  discharged  at  the  bottom 
(Tech.  Paper  No.  209,  Bur.  Mines).    Also  called  Gas  separator,  Gas  tank. 

Gas  water. — Water  through  which  coal  gas  has  been  passed,  and  which  has  absorbed 
the  impurities  of  the  gas  (Century). 

Gas  well. — (1)  A  deep  boring  from  which  natural  gas  is  discharged  (Raymond). 

(2)  As  used  in  oil  and  gas  leases,  a  well  having  such  a  pressure  and  volume  of 
gas,  taking  into  account  its  proximity  to  market,  that  it  can  be  utilized  com- 
mercially (Pritchard  vs.  Freekmd  Oil  Co.,  84  S.  E.  Rep.,  p.  946). 

Gas  works. — A  manufactory  of  gas,  with  all  of  its  machinery  and  appurtenances; 
a  gas  plant  (Webster). 

Gas  zone. — ^A  formation  which  contains  capillary  or  supercapillary  voids,  or  both, 
that  are  full  of  natural  gas  under  considerably  more  than  the  atmospheric  pressure. 

Gate  valve. — A  sluice  valve;  one  having  two  incUned  seats  between  which  the  valve 
wedges  down  in  closing,  the  passages  through  the  valve  being  in  an  uninterrupted 
line  from  one  end  to  the  other,  while  the  valve,  when  opened,  is  drawn  up  into  a 
dome  or  recess,  thus  leaving  a  straight  passage  the  full  diameter  of  the  pipe 
(National  Tube  Co.). 

Gathering  lines. — Pipes  connecting  production  tanks  at  oil  wells  with  trunk  pipe-lines. 

Gauge. — See  Gage. 

Ganger. — See  Gager. 

Gauging  nipple; — See  Gaging  nipple. 

Geanticline. — ^An  anticline  so  extremely  long  and  broad  that  it  constitutes  more  than 
a  local  feature  (Clapp). 

Gelatin  dynamite. — An  explosive,  the  composition  of  which  varies  between  wide 
limits,  depending  upon  its  use.  A  typical  composition  is  62.5  per  cent  nitro- 
glycerin; 2.5  collodion  cotton;  25.5  sodium  nitrate;  8.7  meal;  0.8  soda  (Bruns- 
wig). It  is  a  plastic,  waterproof  high  explosive  of  great  density,  used  principally 
for  close  work  and  where  it  is  exposed  to  water  (Du  Pont). 

Gelignite. — ^The  term  by  which  gelatin  d3aiamite  is  known  abroad  (Du  Pont). 

Generator. — A  vessel,  chamber  or  machine  in  which  the  generation  of  a  gas  is  effected; 
as  by  chemical  action  (Standard). 

Generator  gas. — Producer  gas  (Webster). 

Genetic. — Of  or  pertaining  to  genesis  in  any  way;  as  regards  origin  or  mode  of  pro- 
duction. 

Geological  horizon. — Rocks  of  one  geological  age  (Weed). 

Geologic  high. — Sometimes  used  in  oil-fields  to  indicate  a  later  geological  formation, 
regardless  of  elevation;  opposed  to  geologic  low,  which,  refers  to  earlier  forma- 
tion.    Compare  Topographic  high  (Fay). 

Geology. — The  science  which  treats  of  the  history  of  the  earth  and  its  life,  especially 
as  recorded  in  the  rocks.  Three  principal  branches  or  phases  are  usually  dis- 
tinguished: (1)  Structural,  or  geotectonic  geology,  treating  of  the  form,  arrange- 
ment, and  internal  structure  of  the  rocks.  (2)  Djrnamic  geology,  dealing  with  the 
causes  and  processes  of  geological  change.  (3)  Historical  geology,  which,  aided 
by  other  branches,  aims  to  give  a  chronological  account  of  the  events  in  the  earth's 
history  (Webster).    Other  subdivisions  are:    Economic  geology,  that  branch  of 
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geology  which  deals  with  the  applications  of  the  science  in  industrial  relations  and 
operations;  Stratigraphic  geology,  a  study  of  the  succession  of  the  beds  of  rock 
laid  down  during  the  progress  of  geologic  ages  (Shamel);  and  Petroleum  or  Oil 
geology,  which  treats  of  the  geologic  factors  involved  in  the  origin,  accumulation, 
and  production  of  petroleum. 

Geos3mcline. — ^A  great  downward  flexiu^  of  the  earth's  crust;   opposed  to  geanticline 

(Fay). 

Gilsonite. — An  asphaltite;  a  hard,  black  asphalt  of  homogeneous  texture,  which 
softens  and  flows  at  a  high  temperature.  It  is  exceedingly  brittle  and  breaks 
with  a  lustrous  conchoidal  fracture  which  soon  becomes  dead  black  on  exposure 
to  the  weather.  Gilsonite  has  a  wide  variety  of  uses  in  the  industries.  Properly 
fluxed  with  a  heavy  asphaltic  oil,  it  forms  an  asphalt  of  peculiar  rubbery  texture, 
only  very  slightly  susceptible  to  temperature  changes.  It  is  also  valuable  as  a 
base  for  marine  paints  and  protective  coatings  for  steel  work,  for  use  in  the  maniJH 
facture  of  automobile  tires  and  other  rubber  products,  for  insulation  and  for  roofing 
materials  (R.  G.  Smith). 

Girth  sheets. — The  steel  plates  forming  the  sides  of  an  oil  still  (A.  D.  Smith). 

Gland. — The  outer  portion  of  a  stuffing  box,  having  a  tubular  projection  embracing 
the  rod,  extending  into  the  bore  of  the  box,  and  bearing  against  the  packing 
(Standard). 

Globe  valve. — A  valve  with  approximately  a  spherical  chamber.  A  valve  in  which  a 
ball  is  pressed  against  a  seat  to  close  it  (Standard). 

Globule. — A  small  globe  or  spherical  particle.  Often  applied  to  particles  of  liquids 
found  in  rock  cavities,  or  suspended  in  other  liquids  (Webster). 

Glossary. — ^A  collection  of  notes  or  explanations  of  words  and  passages  of  a  work 
or  author;  a  partial  dictionary  of  a  work,  an  author,  a  dialect,  art,  or  science, 
explaining  archaic,  technical,  or  other  uncommon  words  (Webster). 

Go-devil. — (1)  A  scraper  with  self-adjusting  spring  blades,  inserted  in  a  pipe-line  and 
carried  forward  by  the  fluid  pressure,  clearing  away  accumulations  from  the  walls 
of  the  pipe  (National  Tube  Co.). 

(2)  This  term  is  also  applied  to  a  device  for  exploding  the  nitroglycerin  used  to 
shoot  an  oil  well  (Redwood). 

Goudron. — A  Russian  petroleum  product  possessing  a  specific  gravity  of  at  least 
0.935  and  a  flash  point  of  at  least  270^  C,  often  the  equivalent  of  tar. 

Grahamite. — ^A  comparatively  pure,  brittle,  black  bitumen  which  does  not  melt  at  a 
high  temperature,  but  merely  intumesces.  It  is  rarely  of  compact  structure, 
often  containing  a  large  proportion  of  inorganic  impurities,  and  when  it  is  fractured 
the  break  is  irregular  or  hackly  and  the  broken  surface  dull  (R.  G.  Smith).  When 
mixed  with  heavy  asphaltic  fluxes,  it  is  very  rubbery  and  elastic  and  non-susceptible 
to  heat  changes.  It  is  used  as  a  substitute  for  rubber,  as  a  filler  between  stone  and 
brick  blocks,  and  in  the  manufacture  of  flooring,  varnishes,  and  paints. 

Gram. — Weight  of  one  cubic  centimeter  of  water  =  15,432  grains. 

Gravimetric  analysis. — The  quantitative  determination  of  the  constituents  of  a 
compound  by  weight;  contrasted  with  volumetric  analysis  (Standard). 

Gravitation. — The  force  by  which  all  bodies  attract  each  other,  specifically  applied 
to  the  force  by  which  the  earth  attracts  bodies  (Webster). 

Gray  shale. — A  shale,  which  was  worked  at  Addiewell,  Scotland,  lying  above  the 
Houston  coal,  which  consists  of  several  thin  coal  seams  (Bacon). 
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Gfay's  tester. — ^An  instrument  used  for  detennining  the  flashing  point  of  heavy  oils 
(Mitzakis). 

Grease. — Properly  speaking,  this  term  should  only  be  applied  to  fatty  or  oily  matter 
of  animal  origin;  but  mixtures  of  mineral  oil  with  lime-cmd-soda  soaps  constitute 
well-known  lubricating  greases  (Bacon). 

Grease  box,  or  cup. — ^A  box  or  cup  containing  fat  or  grease  for  lubricating  a  bearing. 

Grease  plant. — ^An  auxiliary  department  of  certain  refineries,  in  which  lime-and-soda 
soaps  of  various  fatty  products,  such  as  inedible  lard  and  tallow  oils,  horse  oil, 
etc.,  are  compoimded  with  non-viscous  paraffin  oils  or  other  petroleum  products 
into  semi-fluid  or  pastry  lubricants  technically  called  "  greases  "  (A.  D.  Smith). 

Green  oil. — In  the  Scottish  shale-oil  industry,  the  once-run  crude  oil  after  chemical 
treatment.  It  is  distilled  in  the  first-stage  oil  stills  and  is  fractioned  into  naphtha, 
light  oil,  heavy  oil,  and  heavy  oil  and  wax  (Bacon). 

Green  tar. — ^Barbados  petroleum  (Bacon). 

Grief  stem. — A  heavy  fluted  or  square  steel  pipe  which  is  screwed  on  at  the  top  of  the 
drill  pipe  and  is  engaged  by  the  bushing  or  grips  in  the  turn  table  (Sands). 

Ground  water. — The  water  which  permeates,  in  an  unbroken  sheet,  the  rock  masses 
of  the  earth,  filling  their  pores  and  fissures  (Fay). 

Ground-water  leveL — ^The  level  below  which  the  rock  and  subsoil,  down  to  unknown 
depths,  are  full  of  water  (Chamberlain). 

Grout. — A  thin  cement  mixture  forced  into  the  crevices  of  a  stratum  to  prevent  ground 
water  from  seeping  or  flowing  into  an  excavation.  Frequently  employed  in  shaft 
sinking  and  bore-hole  drilling. 

Growler  board. — The  foimdation  for  the  jack  and  jack  boards,  in  laying  pipe-lines 
(Towl). 

Gumbo. — Any  relatively  sticky  formation,  such  as  clay,  encountered  in  drilling. 

Gum  dynamite. — Explosive  gelatin  (Standard). 

Gum  resin. — The  semi-solid  to  solid  and  usually  light-colored  emulsion  or  mixture  of 
true  resins  with  various  gums  (carbohydrates),  constituting  the  sap  of  certain 
plants  and  trees,  partly  soluble  in  water  (Bacon). 

Gurley  compass. — A  combined  compass  and  clinometer.  It  has  a  square  metal  base 
with  beveled  edges  which  are  graduated  on  two  sides  in  inches  and  on  two  sides 
in  degrees  of  arc.  It  has  a  pair  of  folding  open  sights,  a  swinging  clinometer  and 
retangular  spirit  levels. 

Gusher. — An  oil  well  with  a  large  natural  flow  (Webster). 

Guy. — A  guide;  a  rope,  chain,  or  rod  attached  to  an3rthing  to  steady  it;  a  rope  which 
holds  in  place  the  end  of  a  boom,  or  spar;  a  rod  or  rope  attached  to  the  top  of  a 
derrick  and  extending  obliquely  to  the  ground  where  it  is  fastened  (Webster). 

Guy  anchor. — The  support  to  which  derrick  guys  are  attached  (Bowles). 

Guy  rings. — Rings  on  the  head  block  of  a  derrick  mast,  to  which  the  guy  ropes  are 
attached  (Standard). 

Gypsum. — Hydrous  calcium  sulphate,  CaS04+2H20.  It  contains  32.5  per  cent  lime, 
46.6  per  cent  sulphur  trioxide  and  20.9  per  cent  water  (Fay). 

Half-turn  socket. — In  oil-well  drilling,  a  fishing  tool  having  jaws  bent  around  in  an 
incomplete  circle,  to  embrace  lost  tools  lying  against  the  side  of  the  well  (National 
Tube  Co.). 
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Hand-dug  wells. — The  earliest  known  method  of  extracting  petroleum  was  by  means 
of  pits  dug  by  hand  labor.  The  usual  method  was  to  dig  a  few  feet  and  then  allow 
the  oil  to  collect  at  the  bottom,  whence  it  was  subsequently  collected  by  means 
of  a  suitable  vessel.  The  deepest  of  these  wells  rarely  exceeded  50  feet  (Mitzakis). 
In  Rumania,  many  deep  wells  have  been  dug  by  hand,  occasionally  below  1000 
feet. 

Hand  level. — ^An  instrument  used  in  field  mapping  to  determine  differences  in  elevation. 
It  can  only  be  used  in  the  crudest  type  of  geological  mapping,  such  as  making  short 
branch  traverses  or  "  side  shots." 

Hard  pitch. — Pitch  showing  a  penetration  of  not  more  than  10  (Bacon). 

Head. — Pressure  due  to  height. 

Headache  post. — ^An  upright  timber  in  a  derrick  which  may  serve  to  support  the 
forward  portion  of  the  walking  beam. 

Header. — A  large  pipe  into  which  sets  of  boilers  are  connected  by  suitable  nozsles  or 
tees,  or  similar  large  pipes  from  which  a  number  of  smaller  ones  lead  to  consuming 
points.    Largely  used  for  tubes  of  water-tube  boilers  (National  Tube  Co.). 

Heads. — The  circular  end  plates  of  an  oil  still  (A.  D.  Smith). 

Headgear. — That  part  of  deep-boring  apparatus  which  remains  at  the  surface 
(Rajmaond). 

Heat. — A  physical  agent  or  form  of  energy  generated  by  the  transformation  of  some 
other  form  of  energy,  as  by  combustion,  chemical  action,  or  the  stoppage  of  mass- 
motion  by  friction,  possessing  the  power  of  expanding,  melting,  vaporizing,  and 
decomposing  bodies,  of  raising  their  temperature,  and  of  passing  through  space 
with  the  velocity  of  light  (Standard). 

Heat  energy. — ^That  form  of  energy  which  manifests  itself  through  thermal  effects 

(Webster). 

Heat  exchange. — ^A  system  of  heating  oil,  water  or  gas  by  absorbing  the  heat  from 
some  mediiun  which  must  be  cooled;  as  hot  air  or  vapor. 

Heat  of  combustion. — The  heat  evolved  when  a  substance  is  completely  burned  in 
oxygen  (Fay). 

Heat  test. — A  test  applied  to  lubricating  and  transformer  oils  to  determine  their  stability 
toward  heat  and  also  to  detect  incomplete  or  improper  refining  for  specific  purposes. 
(Delbridge). 

Heat  unit. — ^A  unit  of  quantity  of  heat;  the  heat  required  to  raise  the  unit  mass  of  water 
through  1°  of  temperature,  within  specified  temperature  range.  Con4>are 
Calorie;  also  British  thermal  unit. 

Heavy  carbureted  hydrogen. — Ethylene;  often  called  olefiant  gas. 

Height  of  instrument. — (H.  I.) — The  elevation  above  mean  sea  level  of  the  line  of 
sight  in  a  surveying  instrument. 

Height  of  tank. — The  height  of  the  shell  from  top  of  bottom  sheet  to  top  of  upper 
reinforcing  angle;  the  maximum  available  height  for  liquid  (A.  D.  Smith). 

Heterogeneous. — Differing  in  kind;  having  unlike  qualities;  possessed  of  different 
characteristics;  opposed  to  homogeneous  (Webster). 

High  dip. — ^A  dip  of  over  5  per  cent  which  may  be  measured  or  recorded  in  degrees  of 
inclination. 

Hog  still. — ^A  refinery  colloquialism  for  a  simple  form  of  tower  still  in  which  the  very 
light  products  only,  such  as  benzine  (gasoline)  are  separated  by  the  use  of  steam 
(A.  D.  Smith). 
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Hoist. — See  Draw  works. 

Hole. — A  bore-hole  (Steel). 

Hollow  reamer. — A  tool  for  straightening  a  crooked  bore-hole  (Gresley). 

Homodine. — A  monocline.    A  succession  of  beds  dipping  in  one  direction. 

Homogeneous. — Of  the  same  kind  or  nature;  consisting  of  similar  parts,  or  of  elements 
of  a  like  nature;  opposed  to  heterogeneous  (Webster). 

Homologous. — Having  a  similar  structure,  proportion,  value,  or  position;  propor- 
tional to  each  other  identical  in  natiure,  relation,  or  the  like  (Webster). 

Homologous  series. — A  series  of  organic  compounds,  the  members  of  which  differ 
from  each  other  by  a  multiple  of  CHi  (Webster). 

Horizon. — The  strata  all  over  the  earth  which  were  formed  at  the  same  time  are  said 
to  belong  to  the  same  geological  horizon. 

Horizontal  segment. — A  segment  of  a  circle  lying  in  a  horizontal  plane;  particularly 
applied  to  the  half  segment  formed  by  a  measuring  tape  drawn  over  the  vertical 
lap  joint  of  the  side  sheets  of  a  tank  (A.  D.  Smith). 

Horn  socket. — In  well  boring,  an  implement  to  recover  lost  tools,  especially  broken 
driU  poles,  etc.  It  consists  of  a  conical  socket,  the  larger  end  downward,  which 
slides  over  the  broken  part,  a  spring  latch  gripping  it  when  entered.  Frequently 
a  flaring  mouthpiece  is  riveted  to  the  horn  socket,  making  it  a  bell-mouth  socket 
(National  Tube  Co.). 

Horsepower. — A  imit  of  power  numerically  equal  to  a  rate  of  33,000  foot-pounds  of 
work  per  minute  (550  foot-pounds  per  second),  used  in  stating  the  power  of  a 
steam  engine  or  other  prime  mover  (Webster). 

Housing. — The  casing  for  a  machine  or  part  thereof  (Fay).  It  is  also  a  device  for 
shutting  off  a  leak  in  a  pipe  or  fitting. 

Hydrate. — A  compound  formed  by  the  union  of  water  with  some  other  substance 
and  represented  as  actually  containing  water;    a  hydroxide,  as  calcium  hydrate 

(Fay). 

Hydrated. — Containing  water  in  chemical  combination,  and  hence  in  a  definite  pro- 
portion in  each  case;  as  gypsum,  which  contains  water  of  cr3rstallization;  calcium 
hydrate,  lime  which  has  absorbed  water  (Roy.  Com.). 

Hydraulic. — Of  or  pertaining  to  fluids  in  motion;  conveying,  or  acting  by  water,  as 
hydraulic  mining  (Fay). 

Hydraulic  circulating  system. — A  method  of  drilling  by  which  mud-laden  fluid  is 
circulated  during  cable-tool  drilling  (Sands). 

Hydraulic  jack. — A  jack  for  lifting,  pressing,  etc.,  in  which  pressure  on  the  moving  part 
is  transmitted  by  a  liquid,  as  water  or  oil. 

Hydride. — Combination  of  hydrogen  with  a  radical  group  or  an  element. 

Hydrocarbon. — A  compound  containing  only  hydrogen  and  carbon.  The  simplest 
hydrocarbons  are  gases  at  ordinary  temperatures;  with  increase  in  molecular 
weight  they  change  to  the  liquid,  and  finally  to  the  solid  state  (Webster). 

Hydrocarbon  black. — A  name  for  lampblack. 

Hydrogen. — A  gaseous  element,  colorless,  odorless,  tasteless,  inflammable,  and  lighter 
than  any  other  isolated  element.  S3anbol,  H;  atomic  weight,  1.01;  specific 
gravity  0.07. 

Hydrolysis. — A  chemical  decomposition  by  which  a  compound  is  broken  up  and 
resolved  into  other  compounds  by  taking  up  the  elements  of  water  (Century). 

Hydrometer. — A  graduated  instrument  for  determining  the  gravity  of  liquids. 
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Hydrophilic. — (Said  of  colloids.) — Possessing  a  property  whereby  they  take  up  water 
in  conjunction  with  the  molecules  of  the  colloid  in  a  manner  analogous  to  a  dosed 
hydrated  molecule.  Hydrophilic  colloids  are  valuable  dispersing  mediums  for 
making  emulsions  (Rickard). 

Hydrostatic  balance. — A  balance  for  weighing  substances  in  water  to  ascertain  their 
specific  gravity  (Webster). 

Hydrostatic  pressure. — The  pressure  exerted  by  a  liquid,  as  water,  at  rest  (Standard). 

Hydrostatics. — That  branch  of  physics  which  relates  to  the  pressure  and  equilibrium 
of  liquids.    The  principles  of  statics  applied  to  water  and  other  other  liquids 

(Webster). 

Hydrous. — Containing  water  chemically  combined,  as  in  hydrates  or  hydroxides 
(Webster). 

Hydroxide. — A  compound  of  an  element  with  the  radical  or  ion,  OH,  as  sodium 
hydroxide,  NaOH. 

Hygrometer. — An  instrument  or  apparatus  for  measuring  the  degree  of  moisture  of  the 
atmosphere  (Webster). 

Hygroscopic. — Having  the  property  of  readily  absorbing  moisture  from  the  atmosphere 

(Power). 
Ichthyol. — A  water-soluble  oil  which  is  obtained  by  the  distillation  of  bituminous 

shales  and  subsequent  sulphonation  and  neutralization  with  ammonia  and  salt. 

Illuminating  oils. — Oils  used  for  illuminating  purposes.  .They  are  petroleum  products 
heavier  than  gasoline,  ranging  from  90®  to  250®  flash  point. 

Immiscible. — Not  capable  of  mixing,  as  oil  and  water  (Standard). 

Impalpable. — Extremely  fine,  so  that  no  grit  can  be  perceived  by  touch  (Webster). 

Impervious. — Impassable;  applied  to  strata  such  as  clays,  shales,  etc.,  which  will  not 
permit  of  the  penetration  of  water,  petroleum,  or  natural  gas  (Roy.  Com). 

Impregnated. — Said  of  a  rock  or  other  body,  the  pores  of  which  are  more  or  lecB  fiUed 
with  extraneous  material,  such  as  oil  or  tar. 

Incrustation. — A  deposit  left  on  the  surface  by  the  evaporation  of  a  liquid  or  by  deposit 
from  a  liquid;  as,  for  example,  the  crust  left  in  a  boiler  by  the  evaporation  of 
water. 

Index  of  refraction. — A  number  which  expresses  the  ratio  of  the  sine  of  the  an^e  of 
incidence  to  the  sine  of  the  angle  of  refraction  (Webster). 

Indicated  horsepower. — The  horsepower  actually  calculated  from  the  indicator  card 
(Goldingham). 

Indications. — Substances  found  on  the  earth's  surface,  by  which  the  occurrraioe  of 
petroleum  may  be  inferred.    They  include  a^haltum,  natural  gas,  films  of  oil,  etc. 

Inflammable. — Easily  set  on  fire;  as,  an  inflammable  gas  (Standard). 

Initial  boiling  point. — In  a  standard  laboratory  distillation,  the  temperature  on  the 
distillation  thermometer  at  which  the  first  drop  of  distillate  falls  from  the  con- 
denser (Delbridge). 

Initial  daily  production. — Number  of  barrels  of  oil  yielded  by  a  new  well  during  the 
first  twenty-four  homrs  after  having  been  put  in  proper  condition  for  pumping  or 
flowing. 

Injector. — Mechanism  used  for  sprasdng  fuel  oil  into  the  combustion  chamber,  feeding 
water  into  steam  boilers,  or  as  a  pump  for  exhausting  gases  from  shale  furnaces. 

Inspissated. — ^Thickened,  as  by  evaporation  and  oxidation;  as  the  pitch  or  gum  resulting 
from  petroleum  after  long  exposure. 
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Internal  comlmstion. — ^Pertaining  to  any  engine  in  which  the  heat  or  pressure  energy 
necessary  to  produce  motion  is  developed  in  the  engine  cylinder,  as  by  the  explosion 
of  gas  (Webster). 

Internal-combustion  engine. — A  self-contained  unit  arranged  to  receive,  within  its 
cylinder,  vaporiser,  or  combustion  chamber,  liquid  heavy  crude  or  fuel  oil,  petroleum 
distillates,  or  other  similar  fuels.  Such  products  are  first  vaporised  and  intimately 
mingled  in  the  combustion  space  with  air  compressed  by  inward  movement  of  the 
piston  of  the  engine.  Ignition  of  the  explosive  mixture  thus  formed  takes  place 
with  the  consequent  evolution  of  the  heat  energy  contained  in  the  fuel,  which  is 
thus  converted  into  work  (Goldingham). 

Interval. — The  perpendicular  distance  between  two  parallel  lines,  as  for  example, 
contour  lines. 

Intervisible. — Term  in  surveying,  said  of  stations  when  they  are  mutually  visible 
one  from  the  other  (Century). 

Inversion. — The  folding  back  of  strata  upon  themselves,  as  by  the  overturning  of  a 
fold,  in  such  a  manner  that  the  order  of  succession  appears  to  be  reversed  (Webster). 

Iodine  value. — The  percentage  proportion  of  iodine  absorbed  by  an  oil  or  the  number 
of  grams  of  iodine  absorbed  by  100  grams  of  the  oil.  Used  in  the  determination  of 
imsaturates. 

Iridescence. — The  exhibition  of  prismatic  colors  in  the  interior  or  on  the  surface  of  a 
mineral  (Dana). 

Isoclinal,  isodinic. — (Geology.) — Dipping  in  the  same  direction;  hence,  an  isocline 
(Standard). 

Isoclinal  fold. — (Geology.) — ^A  stratigraphic  fold  whose  sides  have  parallel  dips;  it  may 
be  an  anticline  or  a  syncline,  and  may  be  either  (1)  vertical,  (2)  overturned,  that  is, 
forced  over  into  an  oblique  position,  or  (3)  recumbent,  that  is,  pushed  over  into 
nearly  or  quite  a  horizontal  position  (Fay). 

Isocline. — (Geology.) — A  series  of  isoclinal  strata.  An  anticline  or  syncline  so  closely 
folded  that  the  rock  beds  of  the  two  sides  or  limbs  have  the  same  dip  (Webster). 

Isogenic  lines. — Imaginary  lines  joining  places  on  the  earth^s  surface  at  which  the 
variation  of  the  magnetic  needle  from  the  meridian  or  true  north  is  the  same 
(Webster). 

Isomeric. — Composed  of  the  same  elements  united  in  the  same  proportion  by  weight, 
but  differing  in  one  or  more  properties  owing  to  the  difference  in  structure 
(Webster). 

Isothermal  line. — The  line  indicating  the  relation  between  the  pressure  and  volume 
of  a  gas  due  to  expansion  or  compression  at  a  constant  temperature  (Goldingham). 

Jack. — Mechanism  installed  at  the  mouth  of  an  oil  well  for  transmitting  mechanical 
power  from  a  central  pumping  station. 

Jack  boards. — Braces  used  to  support  pipe  Jacks  (Towl). 

Jack  and  circle. — The  apparatus,  consisting  of  a  powerful  jack  and  a  steel-toothed 
circle  on  which  the  jack  moves,  used  to  tighten  the  joints  in  a  string  of  tools. 

Jar. — To  drill  by  impact,  as  a  rock;  to  use  a  drill  jar  upon  (Standard).    See  Jars. 

Jars. — In  well-drilling,  a  connection  between  the  sinker  bar  and  the  poles  or  cables 
made  in  the  form  of  two  links  that  slide  on  each  other  from  6  to  36  inches.  The 
jars  permit  the  tools  to  fall  on  the  down  stroke,  but,  on  the  up  stroke,  jar  them, 
or  give  them  a  sharp  jerk,  tending  to  loosen  them  from  any  crevices  or  cavings 
that  may  hold  them;  a  drill  jar  (National  Tube  Co.). 

Jar  socket — A  fishing  tool. 

Jet-black. — ^A  name  for  lampblack. 
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Jet  pump. — A  pump  which  moves  fluid  by  bringing  it  in  contact  with  a  rapidly  moving 
stream  of  a  fluid  of  the  same  or  different  kind,  the  motion  being  imparted  through 
friction.     Injectors  and  aspirators  are  pumps  of  this  t3rpe  (Meinzer). 

Jig. — In  well-boring,  to  driU  with  a  spring  pole  (Century). 

Joint. — In  drilling,  that  part  of  a  drilling  or  fishing  tool  by  which  connection  is  made 
with  another  member  of  the  string.  A  complete  joint  consists  of  a  threaded 
truncated  cone,  the  pin  and  a  corresponding  coupling  (the  box),  also  a  single  piece 
of  pipe  or  tubing  usually  about  20  feet  in  length  (Sands). 

Jolly  balance. — A  very  delicate  spring  balance  used  especially  for  the  determination 
of  densities  by  the  method  of  weighing  in  water  and  air  (Webster). 

Joule. — A  unit  of  work  or  energy  which  is  equivalent  to  10' ~'  ergs,  and  is  practically 
equivalent  to  the  energy  expended  in  one  second  by  an  electric  current  of  one 
ampere  in  a  resistance  of  one  ohm.  Approximately  equal  to  0.738  foot-pound 
(Webster).     The    gram-degree    centigrade    thermal    imit;    the    small    calorie 

(Standard). 

Joule's  law. — The  law  that  there  is  no  change  of  temperature  when  a  gas  expands 
without  doing  external  work  and  without  receiving  or  rejecting  heat  (Webster). 

Jumping  a  claim. — Taking  possession  of  a  mine  or  claim  by  stealth,  fraud,  or  force 

(Fay). 

Kelp  oil. — Oil  obtained  by  the  distillation  of  dried  kelp.    It  is  rich  in  nitrogen. 

Kerogen. — ^A  term  apphed  to  the  bituminous  material  in  Scottish  oil-shale  (Bacon). 

Kerosene. — ^A  mixture  of  hydrocarbons,  freed  on  the  one  hand  from  gasoline  or 
naphtha  and  on  the  other  hand  from  the  heavy  hydrocarbons  that  belong  to 
gas  oil  and  lubricating  oil  (Bacon).  It  is  usually  the  fraction  or  cut  of  petroleum 
which  distills  between  150*"  and  300''  C,  and  hajs  been  purified  by  treatment  with 
sulphuric  acid  and  alkali  and  occasionally  washed  with  fuller's  earth.  See 
Illuminating  oils. 

Kerosene  distillate,  kerosene  stock. — This  product  follows  the  light  end  or  engine 
distillate,  and  varies  in  color,  reaction  to  **  doctor,"  burning  quality,  flash,  etc., 
according  to  the  nature  of  the  crude.  For  direct  sale  or  finishing  by  simple  treat- 
ment, it  usually  runs  41°  to  46°  B^.  gravity,  150°  to  176°  F.  burning  point,  but 
where  cut  for  sweetening,  rerunning,  acid  treatment,  etc.,  its  stands  40°  to  44°  Be. 
gravity,  and  varies  widely  in  flash  and  burning  test  (A.  D.  Smith). 

Kerosene  shale. — Speaking  broadly,  this  term  may  be  applied  to  any  bituminous 
or  oil-shale  from  which  illuminating  oil  has  been  or  may  be  obtained.  The  term 
is  specifically  apphed,  however,  to  the  oil-shale  found  in  New  South  Wales  (Bacon). 

Kewanee  union. — A  patented  pipe  union  having  one  pipe  end  of  brass  and  the  other  of 
malleable  iron,  with  a  ring  or  nut  of  malleable  iron,  in  which  the  arrangement  and 
finish  of  the  several  parts  is  such  as  to  provide  a  non-corrosive  connection  between 
the  ring  and  brass  pipe  end  (National  Tube  Co.). 

Key. — A  kind  of  wrench  used  for  screwing  and  unscrewing  drill  rods.  Also  used  to 
support  the  rods  by  resting  on  top  of  the  casing  and  allowing  the  rods  to  hang 
by  the  enlarged  joint  coming  in  contact  with  the  key  (Greeley). 

Key  bed. — See  Key  rock. 

Key  horizon. — See  Key  rock. 

Key  rock. — A  stratum  so  persistent  and  identifiable  over  large  areas  as  to  be  valuable 
in  deciphering  structure,  such  as  Chattanooga  shale,  Pittsburgh  coal,  etc. 
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Key-sealing. — In  drilling,  vertical  channeling  of  the  walls  of  a  hole  (Sands). 

Kilogram. — A  imit  of  weight  in  the  metric  system,  and  equal  to  1000  grams  or  2.2046 
pounds  avoirdupois. 

Kilometer. — A  length  of  1000  meters,  equal  to  3280.8  feet  or  0.621  of  a  mile;  the  chief 
unit  for  long  distances  in  the  metric  system  (Standard). 

Kilowatt. — A  unit  of  power  equal  to  1000  watts  (Webster). 

Kilowatt  hour. — ^A  unit  of  work  or  energy  equal  to  that  done  by  one  kilowatt  acting 
for  one  hour;  approximately  1.34  horse-power  hours  (Webster). 

Kimmeridge  shale. — (Kim  coal.) — Extensive  deposits  of  bluish-gray  slaty  clay,  con- 
taining more  or  less  volatile  matter,  and  interstratified  with  thin  beds  of  highly 
bituminous  shale,  occurring  in  Dorsetshire.  This  clay,  which  is  a  member  of  the 
Upper  Oolite,  attains  in  places  a  thickness  of  as  much  as  600  feet.  Locally  called 
Kim  coal  (Bacon). 

Knock-off  joint. — In  well-drilling,  a  joint  used  in  the  rods  of  deep-well  pumps.  The 
jointed  ends  of  the  rods  are  enlarged  to  a  square  section  and  notched  to  fit  against 
one  another,  and  are  confined  by  a  clasp  or  bridle  embracing  them.  The  joint  is 
tapered  lengthwise  and  the  hole  in  the  clasp  is  tapered  to  correspond,  so  that  the 
tendency  is  always  for  the  clasp  to  tighten  around  the  joint  (National  Tube  Co.). 

Kutter's  formula. — A  formula  for  estimating  the  flow  of  water  in  rivers  and  canals, 
and  sometimes  modified  for  estimating  the  flow  through  long  pipes  with  low 
velocity  and  entrance  head  (Webster). 

Laccolith;  laccolite. — (Geology.) — ^A  mass  of  intrusive  igneous  rock,  of  approxi- 
mately circular  outline  and  lenticular  cross-section,  with  a  flat  base,  which  has 
been  forced  between  strata  so  as  to  raise  the  overlying  beds  in  the  form  of  a  dome 
(La  Forge). 

Laid  length. — The  length  measured  after  pipe  is  placed  in  position.  It  includes  such 
items  as  gaskets  or  space  between  ends  of  pipe  in  coupling  or  the  insertion  of  bell 
and  spigot  joint  or  the  central  ring  of  C.  J.  hub  (National  Tube  Co.). 

Laminae. — The  thinnest  separable  layers  or  sheets  in  stratified  rocks,  whether  (1) 
original  planes  of  decomposition,  parallel  or  oblique  to  the  general  stratification, 
or  (2)  in  rarer  usage,  planes  of  cleavage  transverse  to  stratification  (Standard). 

Lamination. — Fine  sedimentation  planes  within  strata  (Lowe). 

Lamp. — Any  device  employing  a  flame,  incandescent  wire  or  the  like,  for  furnishing 
an  artificial  light,  or  a  similar  device  for  heating,  as  in  laboratory  use  (Standard). 

Lampblack. — A  product  obtained  directly  from  natural  gas  or  oil  by  burning  the  latter 
under  plates  or  rolls. 

Lamp-burning  test. — A  test  for  illuminating  oils  in  which  the  oil  is  burned  in  a  standard 
lamp  under  standard  conditions  (Delbridge). 

Lamp  oil. — See  illuminating  oils  and  kerosene. 

Land. — To  definitely  fix  the  casing  at  a  given  depth  in  the  hole  (Sands). 

Latch  jack. — A  fishing  tool  designed  to  catch  the  bail  of  a  bailer  (Sands). 

Latent  heat. — The  thermal  equivalent  of  the  energy  expended  in  melting  a  unit  mass 
of  a  solid  or  vaporizing  a  unit  mass  of  a  Uquid;  or  conversely,  the  thermal  equiva- 
lent of  energy  set  free  in  the  process  of  solidification  or  liquefaction  (Webster). 

Lateral. — Belonging  to  the  sides  or  to  one  side  (Roy.  Com.). 

Law  of  mass  action. — The  law  that  the  chemical  action  of  a  reacting  substance  is  pro- 
portional at  any  moment  to  its  active  mass  (Webster). 
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Law  of  superpositioii. — The  law  that  underlying  strata  must  be  older  than  overlying 
strata  where  there  has  been  neither  inversion  nor  overthrust.  Upon  this  law  all 
geological  chronology  is  based  (Standard). 

Lay. — ^The  direction  or  twist  of  the  wires  and  strands  composing  a  rope  (Sands). 

Layer. — ^A  bed  or  stratum  of  rock  (Buckley). 

Lease. — A  contract  for  the  possession  and  profits  of  lands  for  a  determinate  period, 
in  consideration  of  a  recompense  of  rent.  The  instrument  by  which  such  grant 
is  made.    A  piece  of  land  leased  for  mining  purposes. 

Lease  methods. — (1)  Block:  a  method  of  leasing  oil  lands  whereby  a  fixed  royalty 
rate  on  all  oil  produced  up  to  a  certain  amount  is  called  for,  after  which  a  lower 
rate  is  charged.  (2)  Class:  a  method  of  leasing  oil  lands  whereby  the  wells  are 
classified  at  the  beginning  and  a  different  rate  used  with  each  well.  The  daasi- 
fication  is  based  on  the  ratio  of  the  value  of  the  product  to  the  cost  of  production. 
(3)  Period:  a  method  of  leasing  oil  lands  whereby  the  royalty  rate  is  changed  by 
some  definite  amount  when  the  well  produces  less  than  a  specified  quantity  per 
day  or  other  given  unit  of  time.  (4)  Uniformly  digressive:  a  method  of  leasing 
oil  lands  whereby  all  the  production  less  than  a  certain  amount  per  week  pays 
no  royalty. 

Leaser. — ^A  man  employed  to  procure  leases. 

Left  regular  lay  cable. — A  cable  with  individual  wires  laid  to  the  right  to  fonn  strands 
and  strands  laid  to  the  left  to  form  cables  (Sands). 

Legs. — The  two  sides  or  wings  of  a  saddle  reef  or  anticline  (Power). 

Lensing. — A  thickening  of  the  bed,  causing  a  variation  in  the  stratigraphic  interval. 

Lenticular. — Shaped  approximately  like  a  double  convex  lens.  When  a  mass  of  rock 
thins  out  from  the  center  to  a  thin  edge  all  around,  it  is  said  to  be  lenticular  in 
form  (Roy.  Com.). 

Lessee. — The  one  to  whom  the  lease  is  granted. 

Lessor. — ^The  one  who  grants  the  lease. 

Level. — An  instrument  used  for  determining  points  of  equal  elevation  or  differences 
in  elevation. 

Lie  key. — ^A  tool  on  which  boring  rods  are  hung  when  being  raised  or  lowered  in  a 
bore-hole  (Barrowman). 

Lift. — In  drilling,  the  vertical  movement  of  the  drilling  tools  (Sands). 

Light  carbureted  hydrogen. — See  Marsh  gas. 

Lignite. — ^A  brownish-black  coal  in  which  the  alteration  of  vegetal  material  has  pro- 
ceeded further  than  in  peat  but  not  so  far  as  in  sub-bituminous  coal  (Fay). 

Ligroin. — ^A  term  rather  loosely  applied.  It  may  denote  a  refined  petroleum  distillate 
of  boiling  point  120^  to  135°  C,  but  is  occasionally  applied  to  lower  boiling  fractions, 
such  as  benzoUne;  in  general,  it  is  held  to  be  another  name  for  light  petroleum. 
Russian  ligroin  is  a  naphtha  having  a  boiling  point  of  100®  to  120®  C.  and  a  specific 
gravity  of  0.707  to  0.722  at  16®  C.  (Bacon). 

Limb. — One  of  the  two  parts  of  an  anticline  or  syncline  on  either  side  of  the  axis.  See 
Legs. 

Limestone. — The  general  name  for  sedimentary  rocks  composed  essentially  of  calcium 
carbonate  (Kemp). 

Line  of  dip. — The  line  of  greatest  inclination  of  a  stratum  to  the  horison  (Thompson). 

Line  pipe. — ^A  special  brand  of  pipe  that  employs  recessed  and  taper-thread  couplings, 
and  usually  greater  length  of  thread  than  Briggs'  standard.    The  pipe  is  also 
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subjected  to  higher  test  (National  Tube  Co.).  It  differs  from  standard  pipe  in 
that  it  is  always  lap-welded,  the  couplinf^B  are  longer,  and  the  ends  of  both  coup- 
lings and  tubes  are  always  reamed  (Sands). 

Liner. — ^A  short  string  of  casing  (Sands). 

Liquefied  petroleum  gas. — Liquefied  condensates  from  natural  gas  or  from  casing- 
head  gas  of  oil  wells,  made  either  by  the  compression  or  absorption  process,  alone 
or  blended  with  other  petroleum  products,  and  having  a  vapor  pressure  at  IW  F. 
(90**  F.  from  Nov.  1st  to  March  1st)  exceeding  10  pounds  per  square  inch  (Towl). 

Liquid  bituminous  materiaL — Bituminous  material  which  shows  a  penetration  at 
normal  temperature,  under  a  load  of  50  grams  applied  for  one  second,  of  more 
than  350  (Bacon). 

Liter;  litre. — A  measure  of  capacity  in  the  metric  sjrstem,  being  a  cubic  decimeter, 
equal  to  61.022  cubic  inches,  or  0.890  Imperial  quart,  or  0.908  U.  S.  dry  quart, 
or  1.0567  U.  S.  liquid  quarts.  It  is  equal  to  1  kilogram  of  water  at  maximum 
density  (Webster). 

Litibaige. — Protoxide  of  lead  or  plumbous  oxide,  the  lowest  oxide  of  lead  (PbO)  (A.  D. 
Smith). 

Litibologic. — Pertaining  to  lithology  or  the  study  of  rocks.  Pertaining  to  rock  char- 
acter (Ransome). 

Litmus  paper. — A  paper  dipped  into  a  solution  of  litmus,  and  used  to  test  solutions 
in  order  to  determine  whether  they  are  acid  or  alkaline  (Standard).  Acid  turns 
it  red;   alkali  turns  it  blue. 

Live  steam. — Steam  direct  from  the  boiler,  having  its  full  power  of  expansion,  dis- 
tinguished from  exhaust  steam,  which  has  been  deprived  of  its  available  energy 
(Webster). 

Lock  nut — (1)  A  nut  placed  on  a  parallel-threaded  portion  of  pipe  at  a  Joint  in  order 
to  stop  leaks  by  means  of  a  grummet,  gasket  or  packing. 

(2)  Also  used  to  make  a  joint  where  the  long  screw  or  lock  nut  nipple  has 
been  run  through  the  tank,  the  lock  nuts  being  used  to  wedge  up  against  the  tank 
on  either  side  (National  Tube  Co.). 

Locke  leveL — ^A  hand  level  for  determining  differences  in  elevation. 

Locked-wire  rope. — ^A  rope  with  a  smooth  cylindrical  surface,  the  wires  of  which  are 
drawn  to  such  shape  that  each  one  interlocks  with  the  other  and  the  wires  are  dis- 
posed to  concentric  layers  about  a  wire  core  instead  of  in  strands.  Particularly 
adapted  for  haulage  and  rope-transmission  purposes  (C.  M.  P.). 

Log. — A  record  of  drilling,  giving  in  detail  the  color,  nature,  thickness,  and  contents 
of  the  formations  encountered  (Sands). 

Long  ton. — ^A  ton  of  2240  pounds  avoirdupois.     Equal  to  1016.06  kilograms   (Webster) . 

Look-box. — ^A  device  providing  means  for  observing  the  stream  of  distillate  from  a 
petroleimi  still.  It  is  placed  between  the  condenser  and  the  manifold  through 
which  the  stream  is  diverted  into  proper  tank?. 

ix>w  dip. — Dip  of  less  than  5  per  cent,  which  is  best  recorded  as  so  many  feet  per  mile. 

Lubricants. — Materials,  especially  oils,  greases,  and  graphite,  used  to  decrease  friction. 

Lubricating. — A  technical  term  for  coating  the  walls  of  a  well  with  mud-laden  fluid 
to  stop  water  or  gas  flow. 

Lubricating  greases. — Lubricants  employed  to  some  extent  on  account  of  their  easy 
and,  in  some  cases,  economical  application,  consisting  of  solutions  of  lime-soaps 
or  lime-alkali-soaps  in  mineral  oils;  mixtures  of  wool-grease,  tallow,  alkali  soaps, 
etc.,  with  mineral  oil;  or,  in  the  case  of  axle  or  wagon  greases,  of  lime-soaps, 
rosin  oil,  lignite-tar,  coal-tar,  oils,  magnesium  silicates  (talcum),  mica,  etc.   (Bacon). 
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Lubricatiiig  oils. — In  petroleum  refining,  lubricating  oils  may  be  the  distillates  passing 
over  after  gas  oils,  almost  to  the  end  of  the  distillation  until  still  wvix  appears, 
also  petroleum  residues  not  rendered  too  sticky  by  asphalt  or  other  resinous 
matter. 

Lubridtes. — A  word  used  by  M.  E.  Wadsworth  to  include  all  mineral  lubricants  or 
anti-friction  materials  (Power). 

Lungmotor. — A  trade  name  for  a  mechanical  device  for  inducing  respiration  in  cases 
of  asphyxia,  drowning,  electrical  shock,  etc.  It  consists  of  two  parallel  cylinders 
with  pistons  externally  connected  so  that  a  stroke  in  one  direction  exhausts  the 
lungs  through  one  cylinder  while  the  other  cylinder  fills  with  air,  oxygen,  or  both, 
and  a  stroke  in  the  opposite  direction  inflates  the  lungs  with  the  air  or  oxygen, 
and  discharges  the  foul  gases  drawn  from  the  lungs  (Fay). 

Main  shaft. — In  drilling,  the  band-wheel  shaft  (Sands). 

Make-up. — To  screw  together,  as  drill  pipe  or  a  string  of  tools  (Sands). 

Making  hole. — Depth  gained  in  drilling  wells  (Fay). 

Malleable  iron. — Cast  iron  made  from  pig  iron  of  the  proper  kind,  so  treated  as  to 
render  it  capable  of  being  bent  or  hammered  to  a  limited  extent  without  breaking, 
that  is,  to  render  it  malleable.  Its  strength  is  above  that  of  cast  iron.  The  treat- 
ment is  known  as  annealing  (National  Tube  Co.). 

Mandrel  socket. — A  well  tool  for  straightening  out  the  top  of  casing,  etc.,  within  a  well, 
consisting  of  a  lemon-shaped  swedge  within  a  cone  or  bell-mouth,  by  means  of 
which  the  casing  is  worked  to  a  circular  shape.  Also  useful  for  straightening  a 
lost  sand  pump,  etc.,  so  that  the  dogs  may  enter  (National  Tube  Co.). 

Marsh  gas. — Methane;  same  as  fire-damp.  More  accurately  used  in  recent  years 
to  describe  the  natiu^  gas  exuding  from  marshes  and  also  obtained  from  drilling 
near  the  surface,  as  distinguished  from  "  deep  gas,''  "  oil  gas,"  ''  petroleum  gas," 
obtained  from  deep  wells  and  indicative  of  the  presence  of  oil.  By  analysis, 
marsh  gas  is  distinguished  from  oil  gas  by  containing  significant  amounts  of  car- 
bon dioxide  (10  per  cent  or  more)  and  other  impurities.  Large  proportions  of 
nitrogen  may  be  found  in  either  marsh  gas  or  deep  gas.  When  large  proportions 
of  both  carbon  dioxide  and  nitrogen  are  present  in  natural  gas  from  shallow  wells, 
it  may  safely  be  assumed  to  come  from  the  decomposition  of  surface  organic 
matter. 

Mastic. — A  mixture  of  bituminous  material  and  fine  mineral  matter,  for  use  in  highway 
construction  and  for  application  in  a  heated  condition  (Bacon). 

Masttt;  mazout. — A  Russian  petroleum  product;  crude  oil  deprived  of  volatile,  light 
substances  by  exposure  to  air;  specific  gravity  above  0.880;  flash-point  about 
70°  C.  (Bacon). 

Matheson  and  Dresser  joint. — A  combination  joint  in  which  a  Dresser  leak  clamp 
of  special  form  is  used  to  reinforce  a  Matheson  joint.  Its  special  advantage  is 
that  is  allows  repair  without  shutting  of!  the  service  pressure.  Much  used  on 
natural  gas  lines  on  service  pressures  up  to  250  poimds  and  at  times  up  to  500 
pounds,  and  on  pipes  16  inches  outside  diameter  and  less — and  even  on  20  inches 
outside  diameter  (National  Tube  Co.). 

Matheson  joint — A  wrought  pipe  made  by  enlarging  one  end  of  the  pipe  to  form  a 
suitable  lead  recess,  similar  to  the  bell  end  of  a  cast-iron  pipe,  and  which  receives 
the  male  or  spigot  end  of  the  next  length.  Practically  the  same  style  of  a  joint 
as  used  for  cast-iron  pipe  (National  Tube  Co.). 
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Matrix. — The  material  which  forms  a  cushion,  or  binder,  for  use  in  the  construction  of 
pavements  (Bacon). 

Mechanical  efficiency. — The  ratio  between  the  actual  brake  horse-power,  as  shown  to 
be  developed  by  the  brake  or  other  similar  device  for  measuring  the  power 
developed,  and  the  total  or  gross  power  obtained,  as  shown  by  the  indicator 
diagram  (Goldingham). 

Melting  point. — The  degree  of  temperature  at  which  a  solid  substance  melts  or  fuses, 
best  determined  by  placing  a  particle  of  the  solid  in  a  capillary  tube  sealed  at  one 
end,  strapping  this  tube  to  a  thermometer,  which  is  then  immersed  in  a  liquid, 
the  temperature  of  which  is  gradually  raised.  The  point  at  which  the  particle  of 
solid  becomes  liquid  is  noted.     Pure  substances  usually  melt  instantly. 

Mercaptans. — Sulphur  compounds,  analogous  to  alcohols,  in  which  sulphur  has 
replaced  oxygen.  They  are  colorless  liquids,  with  a  strong  repulsive  odor  like 
garlic. 

Meta. — (1)  A  prefix  denoting  a  form  of  certain  inorganic  acids  derived  from  the  ortho, 
or  ordinary  form  by  the  loss  of  one  molecule  of  water. 

(2)  A  substance  isomeric  with,  or  otherwise  closely  related  to  the  one  to  whose 
name  the  prefix  is  attached. 

(3)  Certain  benzene  derivatives,  in  which  two  substances  added  to  the  benzene 
nucleus  are  separated  by  a  CH  group. 

Metamozphiam. — (Geology.) — Any  change  in  the  texture  or  composition  of  a  rock, 
after  its  induration  or  solidification,  produced  by  exterior  agencies,  especially  by 
deformation  and  by  rise  of  temperature.  The  processes  and  results  of  cementa- 
tion and  of  weathering  are  not  ordinarily  included  (La  Forge).  The  most  important 
agents  are  heat,  moisture,  and  pressure. 

Meter;  metre. — (1)  An  instrument,  apparatus,  or  machine  for  measuring  fluids, 
gases,  electric  currents,  grain,  etc.,  and  recording  the  results  obtained;  as,  a  gas 
meter,  a  water  meter,  an  air  meter. 

(2)  The  fundamental  unit  of  length  in  the  metric  system,  originally  defined 
as  one  ten-millionth  of  the  distance  on  the  earth's  surface  from  the  pole  to  the 
equator;  now  as  the  distance  between  two  lines  on  a  certain  metallic  rod  preserved 
in  the  archives  of  the  International  Metric  Commission  at  Paris  (Standard).  It 
is  equal  to  39.37079  inches. 

Methane. — The  initial  member  of  the  marsh  gas  or  paraffin  (CnHtn+j)  series  of 
hydrocarbons.    See  Marsh  gas. 

Metric  system. — A  system  of  weights  and  measures  depending  upon  the  meter,  in 
which  the  original  factors  are  derived  from  the  meter.  The  system  includes 
measures  of  length,  of  which  the  meter  is  the  unit;  measures  of  surface,  of  which 
the  are  is  the  unit;  measures  of  capacity,  of  which  the  liter  is  the  unit;  and  weights, 
of  which  the  gram  is  the  unit  (Standard). 

Metric  ton. — One  thousand  kilograms,  equal  to  2204.6  avoirdupois  pounds  (Webster). 

Mexican  fluxes. — The  flux  produced  from  Mexican  petroleum;  it  is  differentiated  from 
paraffin  fluxes,  semi-asphaltic  fluxes,  and  asphaltic  fluxes  by  marked  character- 
istics, such  as  the  fact  that  it  contains  a  high  percentage  of  sulphur,  yields  a  high 
ash-free  residual  coke,  and  contains  2  per  cent  or  more  of  hard  paraffin  scale, 
while  only  80  per  cent  of  it  is  soluble  in  88**  B^.  naphtha,  as  compared  to  over 
90  per  cent  in  the  case  of  the  other  residuals  (Bacon). 

Micrometer. — An  instnunent  by  which  exceedingly  minute  measurements  may  be  made. 

Migration. — Wandering  of  oil  and  gas  from  one  position  to  another,  due  to  gravity, 
water,  or  capillarity.     It  is  frequently  shown  by  change  in  character  of  the  oil. 
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Mineral. — ^A  mineral  is  a  body  produced  by  the  processeB  of  inorganic  nature,  having  a 
definite  chemical  composition  and,  if  formed  under  certain  favorable  conditions, 
a  certain  characteristic  molecular  structure,  as  exhibited  in  its  crystalline  form  and 
other  physical  properties.  A  mineral  must  be  a  homogeneous  substance,  even 
when  minutely  examined  by  the  microscope;  further,  it  must  have  a  definite 
chemical  composition,  capable  of  being  expressed  by  a  chemical  formula  (Dana). 
The  term  mineral,  when  employed  in  a  conveyance,  is  understood  to  include  every 
inorganic  substance  that  can  be  extracted  from  the  earth  for  profit,  whether  it  be 
solid,  as  rock,  fire  clay,  the  various  metals  and  coal,  or  fluid,  as  mineral  waters, 
petroleum,  and  gas  (Horace  Oeek  lAnd  and  Mine  Co.  vs,  Midkiff  (W.  Va.), 
96  S.  E.  Rept.,  p.  27). 

Mineral  land. — Land  more  valuable  for  its  deposits  of  stone,  or  whatever  is  recognised 
as  mineral,  than  for  agriculture  (McGIenn  vs.  Wienbrocer,  15  Land  Decisions,  p. 
375;  Berry  V8.  Central  Pacific  R.  R.  (Do.,  15  Land  Decisions,  p.  464;  United 
States  V8,  Iron  Silver  Min.  Co.,  128  United  States,  p.  673). 

Mineral  oiL — Oude  petroleum  and  its  products.    Also,  loosely,  liquid  petrolatum. 

Mineral  resin. — An  oxygenated  organic  substance  occurring  in  nature  partially  or 
wholly  saponifiable. 

Mineral  rigjit. — The  ownership  of  the  minerals  under  a  given  surface,  with  the  right 
to  enter  thereon,  mine,  and  remove  them.  It  may  be  separated  from  the  surface 
ownership,  but  if  it  is  not  so  separated  by  distinct  conveyance,  the  latter  includes 
it  (Raymond). 

Mineral  seal  oil. — ^A  cut  between  kerosene  distillate  and  gas-oil,  widely  used  as  a  solvent 
oil  in  gasoline  absorption  processes.  It  is  used  largely  in  signal  lamps  and  for 
light-house  illumination  (A.  D.  Smith). 

Mineral  tar. — A  viscid  variety  of  petroleum  (Power).  Tar  derived  from  various  bitu- 
minous minerals,  as  coal,  shale,  peat,  etc.    Shale  tar  (Standard). 

Miner's  inch. — The  miner's  inch  of  water  does  not  represent  a  fixed  and  definite  quantity, 
being  measured  generally  by  the  arbitrary  standard  of  the  various  ditch  companies. 
Generally,  however,  it  is  accepted  to  mean  the  quantity  of  water  that  will  escape 
from  an  aperture  1  inch  square  through  a  2-inch  plank,  with  a  steady  flow  of  water 
standing  6  inches  above  the  top  of  the  escape  aperture,  the  quantity  so  discharged 
amounting  to  2274  cubic  feet  in  twenty-four  hoiurs  (Hanks).  Inasmuch  as  the 
miner's  inch  is  a  local  term,  "  the  flow  of  water  shall  be  expressed  in  cubic  feet 
per  second,  and  where  it  is  desirable,  for  local  reasons,  to  use  the  term  '  miner's 
inch '  it  shall  represent  a  flow  of  1^  cubic  feet  per  minute  "  (W.  H.  Shockley, 
Bull.  92,  Min.  and  Met.  Soc.  of  America,  Jan.  1916,  p.  32). 

Miners'  sunshine. — A  soft  grade  of  paraffin  wax  used  by  miners  for  burning  in  lamps. 

Miner's  wax. — ^A  refined  paraffin  wax  with  a  melting  point  of  118^  to  120**  F. 

Mining. — Act  or  business  of  making  mines  or  working  them  (Webster).  Tlie  proc- 
esses by  which  useful  minerals  are  obtained  from  the  earth's  crust,  including  not 
only  underground  excavations  but  also  workings;  it  also  includes  both  under- 
ground and  surface  deposits  (Burdick  V8.  Dillon,  144  Fed.  Rept.,  p.  739).  Also 
applied  to  the  producing  of  petroleum  and  natiual  gas. 

Mix  (In  cold  settling). — A  solution  of  filtered  stock  in  naphtha,  so  proportioned  that 
the  amorphous  wax  originally  present  in  the  stock  will  be  largely  precipitated  at 
the  refrigeration  temperature  employed  (A.  D.  Smith). 

Mixture. — A  commingling  in  which  the  ingredients  retain  their  individual  properties 
or  separate  chemical  nature;  if  chemically  combined  it  is  a  compound  (Standard). 
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Molecule. — ^The  smallest  part  of  a  substance  that  can  exist  separately  and  still  retain 
its  composition  and  characteristic  properties;  the  smallest  combination  of  atoms 
that  will  form  a  given  chemical  compound  (Rickard). 

Mond  gas. — A  variety  of  semi-water  gas,  having  typically  a  calorific  value  of  about 
145  B.t.u.  per  cubic  foot.    Ammonia  is  often  collected  as  a  by-product  (Webster). 

Monoclinal. — (1)  Dipping  only  in  one  direction,  or  composed  of  strata  so  dipping; 
as,  a  monoclinal  ridge;  a  monoclinal  flexure.  Sometimes  improperly  called 
imiclinal. 

(2)  An  abrupt  downward  flexure  of  nearly  horizontal  strata  without  any  cor- 
responding bend  to  form  an  anticline  or  syncline. 

(3)  Loosely,  any  series  of  strata  dipping  in  one  direction  only,  as  an  isocline 
(Standard). 

Mottodmal  bulge. — Domes  that  rise  with  apparently  irregular  spacing  on  a  mono- 
clinal slope  (Clapp). 

Monocline. — See  under  Homocline. 

Mother  oil. — Crude  petroleum  from  which  other  crudes  have  been  derived. 

Motor. — One  who  or  that  which  produces  or  imparts  motion  or  mechanical  power. 
Specifically,  a  machine  for  producing  or  causing  motion,  especially  one  that  acts 
by  transmitting  some  other  kind  of  energy  into  mechanical  energy,  or  the  energy  of 
position  into  that  of  motion;  a  prime  mover,  as  a  steam  engine,  windmill,  water 
wheel,  or  reversed  dynamo  (Standard). 

Mud. — (1)  Moist  and  soft  earth,  or  earthy  matter,  whether  produced  by  rains  on 
the  earth's  surface,  by  ejections  from  springs  and  volcanoes,  or  by  sediment  from 
turbid  waters;  mire  (Century). 

(2)  In  drilling,  the  emulsion  made  by  the  mixture  of  water  with  the  drillings 
in  the  drill-hole. 

Mud-bit — A  chisel-like  tool  used  for  boring  wells  through  clay  (Webster). 

Mud-laden  fluid. — The  emulsion  of  mud  and  water  which  is  circulated  during  rotary 
drilling  (Sands). 

Mud  lubricator. — ^A  device  by  which  mud  is  used  to  smother  a  strong  gas  flow  (Sands). 

Mudoff. — In  rotary  drilling,  to  seal  off,  with  the  drilling  mud,  a  formation  containing 
water,  gas  or  oil  (Sands). 

Mud  sill. — ^The  lowest  sill  of  a  structure,  usually  imbedded  in  the  soil;  the  lowest 
siU  or  timber  of  a  house,  bridge,  dam  or  derrick  (Webster). 

Mud  socket. — A  device  used  on  drilling  tools  to  clean  mud  or  sand  out  of  a  well 
(Webster). 

Mud  volcano. — ^An  outburst  of  water,  sometimes  heated,  discharging  mud  into  the 
air,  occasionally  with  a  rumbling  noise,  and  sometimes  forming  a  conspicuous 
cone  many  feet  in  height  (Clapp). 

Naphtha. — Crude  naphtha  is  the  term  generally  used  for  the  first  cut  made  in  the 
distillation  of  petroleum.  It  may  or  may  not  require  treatment  with  acids  or 
steam  distillation,  to  meet  trade  demand  as  gasoline.  This  depends  upon  its 
color,  odor,  and  distillation  characteristics. 

The  term  naphtha  is  also  applied  to  the  less  volatile  portion  obtained  on  redis- 
tilling benzine.  It  is  good  practice  to  confine  the  designation  "  refined  naphtha  " 
to  mixtures  of  light  hydrocarbons  intended  for  some  purpose  that  requires  a  very 
good  odor,  such  as  dry-cleaning,  varnish-making,  soap-making,  etc.  '^  Solvent 
naphtha  "  is  usually  obtained  from  coal  tar.     **  Green  naphtha  "  is  one  of  the 
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condensates  obtained  in  the  fractionation  of  crude  shale  oil.    Also  the  name  for 
Russian  crude  petroleum. 

Naphtha  gas. — Illuminating  gas  charged  with  the  decomposed  vapor  of  naphtha 
(Standard). 

Naphthenic  acids. — Normal  oxidation  products  of  the  naphthene  series  of  hydro- 
carbons. Naphthenes  oxidize  thus  more  readily  than  do  other  hydrocarbon  aeries 
and  consequently  naphthenic  acids  are  usually  found  in  petroleums  of  the  Russian 
type  which  are  high  in  hydrocarbons  of  the  naphthene  group. 

The  rank  odor  of  these  compounds  has  thus  far  prevented  their  utilisation. 

Nascent  state. — The  condition  of  an  element  at  the  moment  of  liberation  from  a  com- 
pound, marked,  as  in  the  case  of  hydrogen  or  oxygen,  by  a  chemical  activity 
greater  than  the  ordinary  (Webster). 

Natural  gas. — A  mixture  of  gaseous  hydrocarbons  found  in  nature;  in  many  places 
connected  with  deposits  of  petroleum,  to  which  the  gaseous  compounds  are 
closely  related  (U.  8.  Geol.  Survey). 

Needle  valve. — At  times  called  needle-point  valve.  A  valve  provided  with  a  long 
tapering  point  in  place  of  the  ordinary  valve  disk.  The  tapering  point  permits 
fine  graduation  of  the  opening  (National  Tube  Co.). 

Neutral  oils. — (1)  Oils  canying  paraffin,  which  are  obtained  by  the  steam-distillation 
of  paraffin-base  petroleum  after  the  second-grade  illuminating  oil  has  been  run 
off.     Neutral  oil  carrying  paraffin  is  known  as  '^  wax  distillate ''  (Bacon). 

(2)  Lubricants  of  medium  viscosity  and  fire  test,  usually  filtered,  obtained 
by  reduction  of  pressed  distillate  from  wax  oil  or  wax  distillate  (A.  D.  Smith). 

Nipple. — A  tubular  pipe  fitting  usually  threaded  on  both  ends  and  under  12  inches  in 
length.     Pipe  over  12  inches  is  regarded  as  cut  pipe  (National  Tube  Co.). 

Nitrocellulose. — ^A  term  used  to  include  the  various  nitrates  of  cellulose,  such  as 
guncotton,  nitrolignine,  nitrocotton,  nitrojute,  etc.  The  most  common  of  these 
is  nitrocotton  (Du  Pont). 

Nitrocotton. — A  chemical  combination  of  ordinary  cotton  fiber  with  nitric  acid.  It  is 
explosive,  highly  inflammable,  and  in  certain  degree  of  nitration,  soluble  in  nitro- 
glycerin (Du  Pont). 

Nitrogelatin. — Same  as  gelatin  d3mamite  (Standard). 

Nitroglycerin. — The  product  of  the  action  of  nitric  acid  and  sulphuric  acid  on  glycerin. 
It  is  not  properly  a  nitro  compound,  as  the  name  implies,  but  is  a  nitric  est^r  of 
glycerin  (Brunewig,  p.  253).  It  is  an  oily  substance  about  one  and  one-half  times 
as  heavy  as  water  (Sp.  Gr.  1.6),  is  almost  insoluble  in  water,  and  is  used  as  a  prin- 
cipal or  active  ingredient  in  dynamite,  gelatin  djrnamite,  etc.  It  is  not  used 
commercially  in  the  form  of  a  liquid,  except  for  '^  shooting  oil  wells  "  (Du  Pont). 

Nitronaphthalene. — Obtained  by  the  action  of  nitric  acid  on  naphthalene  and  used  to 
deprive  mineral  oils  of  their  fluorescence. 

Nitrosubstitution. — The  act  or  process  of  introducing  by  substitution  the  radical  nitryl 
(NOx)  in  place  of  one  or  more  replaceable  hydrogen  atoms,  as  in  an  organic  com- 
pound (Standard).  Nitrosubstitution  compounds  are  used  in  the  manufacture  of 
certain  kinds  of  explosives. 

Nitrosulphuric  add. — An  exceedingly  corrosive  mixture  of  one  part  of  nitric  acid 
mixed  with  two  parts  by  weight  of  sulphuric  acid.  It  is  used  in  the  manufacture 
of  nitroglycerin  (Standard). 

Normal  benzine. — Benzine  of  the  specific  gravity  0.6d5  to  0.705  at  15^  C,  and  boiling 
point  from  65**  to  95*^  C,  proposed  in  Germany  for  the  purpose  of  detecting  and 
estimating  asphalt  in  petroleum  (Bacon). 
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Nonnal  pressure. — Standard  pressure,  usually  taken  to  be  equal  to  that  of  a  column 
of  mercury  760  nun.  in  height  (Webster).  Approximately  14.7  pounds  per 
square  inch. 

Normal  solution. — A  solution  containing  one  gram-equivalent  of  the  solute  in  one 
liter  of  solution  (Fay). 

Iformal  temperature. — ^In  laboratory  investigations,  20**  to  25°  C,  or  68*^  to  77**  F. 

Occlude. — To  take  in  and  retain  in  pores  or  other  openings,  to  adsorb;  used  particU'- 
larly  with  respect  to  the  adsorbing  of  gases  by  certain  substances  which  do  not 
thereby  lose  their  characteristic  properties,  as  charcoal,  iron,  etc. 

Occurrence. — In  geology,  the  existence  or  presence  of  any  thing  or  phenomenon  in 
any  special  position,  or  in  any  specified  relations  to  other  objects  or  phenomena, 
as  the  occurrence  of  gold  in  a  vein  (Standard). 

Odometer. — Instrument  used  for  measuring  distance  passed  over  by  any  wheeled 
vehicle  and  also  in  topographical  8urve3ring  in  regions  traversed  by  roads.  The 
wheel  is  generally  10  feet  in  circumference  and  is  made  with  great  care.  Used  in 
preparation  of  county  maps  (Century). 

OiL — An  unctuous  combustible  substance,  liquid,  or  at  least  easily  Uquefiable  on 
warming  and  soluble  in  ether  but  not  in  water. 

This  term  includes  (a)  fatty  oils  and  acids;  (h)  essential  oils,  mostly  of  vegetal 
origin,  such  as  eucal3rptus,  and  turpentine,  and  (c)  mineral  oib,  such  as  petroleum 
products,  including  lubricating  oils  (Min.  and  Sci.  Press). 

Oil  car. — See  Tank  car. 

Oil  engine. — An  internal  combustion  engine  adapted  for  the  use  of  an  oil  product 
and  occasionally  crude  oil. 

03  field. — A  district  containing  a  subterranean  store  of  petroleum  of  economic  value 

(Webster). 

Oil  flotation. — A  process  in  which  oil  is  used  in  ore  concentration  by  flotation.  See 
Flotation  process. 

Oil  fuel. — Refined  or  crude  petroleum,  shale  oil,  residuum,  tar,  or  similar  substances, 
used  as  fuel  (Century). 

Oil  gage. — An  instrument  of  the  hydrometer  type  arranged  for  testing  the  specific 
gravity  of  oils;  an  oleometer  (Century).    Also  a  device  for  measuring  oil  in  a  tank. 

Oil  gas. — Illuminating  gas,  or  heating  gas,  made  by  distilling  oil  in  closed  retorts 
(Standard). 

Oil-gas  tars. — Tars  produced  by  "cracking"  oil  vapors  in  the  manufacture  of  oil 
gas  (Bacon). 

Oil-line  pump. — A  pump  for  forcing  crude  petroleum  along  a  pipe-line  (Standard). 

Oil  of  paraffin. — A  colorless  to  yellowish,  limpid  oil,  having  a  specific  gravity  of  about 
0.880  and  not  boiling  below  360"*.  It  is  composed  principally  of  high-boiling 
hydrocarbons  of  the  (CnHsn+i)  series,  and  is  obtained  from  the  petroleum 
fraction  boiling  above  300°,  the  product  being  refined  and  decolorized.  It  is  used 
in  pharmacy  in  ointments,  and  as  the  base  for  various  coatings  insoluble  in  water 
(Bacon). 

Oil  pits. — See  Hand-dug  wells. 

Oil  pool. — An  accumulation  of  oil  in  sedimentary  rock  that  yields  petroleum  on  drilling. 
The  oil  occurs  in  the  pores  of  the  rock  and  is  not  a  pool  or  pond  in  the  ordinary 
sense  of  these  words  (U.  S.  Geol.  Survey). 
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Oil  pulp. — ^An  aluminum  soap,  consisting  of  aluminum  salts  of  the  fatty  acids,  chiefly 
oleic,  palmitic,  and  stearic  acids.  It  is  dissolved  in  mineral  oil  to  form  an  oil 
thickener  (Bacon). 

Oil  rights. — ^A  term  under  which  the  ownership  of  oil  under  a  given  tract  of  ground 
is  transferred  from  one  owner  to  another  by  lease  or  purchase.  In  leasing  or 
purchasing  oil  property  it  is  more  usual  to  lease  or  purchase  both  oil  and  gas 
rights,  though  in  many  cases  the  two  substances  are  disposed  of  separately. 

Oil  sand. — Porous  sandstone  from  which  petroleum  is  obtained  by  drilled  wells  (Fay). 
All  porous  oil  strata  are  commonly  termed  oil  sand  by  the  driller. 

Oil  saver. — An  appliance  affixed  to  the  mouth  of  an  oil  well  when  the  latter  requires 
deepening,  although  still  flowing  in  small  quantities.  It  consists  of  a  cap  fitted 
to  the  top  of  the  well  casing  and  having  a  lateral  pipe  communicating  with  a 
reservoir  for  the  oil  (Mitzakis). 

Oil  shale. — Shale  containing  such  a  proportion  of  hydrocarbons  as  to  be  capable  of 
.  yielding  mineral  oil  on  slow  distillation  (Gresley).  Includes  all  rocks  which, 
because  of  their  chemical  or  physical  properties  or  owing  to  the  conditions  of  sedi- 
mentation imder  which  they  were  formed,  may  be  petrographically  classed  as  shale 
and  which  will  yield  volatile  hydrocarbons  under  any  method  of  treatment  (Day). 
See  Shale,  Shale  oil,  Pumpherston  shale,  Kerogen,  and  Bituminous  shales. 

Oil  smellers. — Fakirs  who  profess  to  be  able  to  indicate. where  oil-bearing  strata  are 
to  be  found,  and  locate  places  for  successful  well  boring,  by  the  sense  of  smell 
or  by  other  non-technical  methods. 

Oil  spring. — A  spring  of  petroleum,  maltha,  or  other  hydrocarbon,  with  or  without 
admixture  of  water  (Fay). 

Oil  string. — The  string  of  casing  or  tubing  which  is  let  down  to  the  oil  sand  and 
through  which  the  oil  flows  to  the  surface  (Sands). 

Oil  switch.-^An  electric  switch  or  circuit  breaker,  in  which  the  break  occurs  under 
oil,  used  for  opening  circuits  of  very  great  power  and  very  high  voltage. 

Oil  well. — A  dug  or  bored  well  from  which  petroleum  is  obtained  by  pumping  or  by 
natural  flow. 

Oil-well  packing. — A  packing  inserted  between  the  pipe  and  the  interior  surface  of 
the  boring  in  an  oil  well  to  keep  surface  water  from  the  sides  of  the  hole  from 
running  into  the  well  and  to  prevent  oil  in  some  wells  from  being  forced  out 
around  the  pipe  by  a  pressure  of  gas  (Century). 

Oil  zone. — A  formation  that  contains  capillary  or  supercapillary  voids,  or  both,  that 
are  full  of  petroleum  that  will  move  under  ordinary  hydrostatic  pressure  (Meinser). 

Olefiant  gas. — Ethylene.    See  Heavy  carbureted  hydrogen. 

Oleo  resin. — The  viscous  to  semi-solid  and  usually  light-colored  solutions  of  true 
resins  in  essential  oils,  either  obtained  from,  or  constituting,  the  saps  of  certain 
plants  and  trees  (Bacon). 

Once-run  oil. — The  second  and  last  cut  of  the  crude  shale  oil  when  first  distilled. 

Open  hole. — The  part  of  a  well  which  is  uncased  (Sands). 

Open  sand. — Sandstone,  with  sufficient  voids  to  provide  good  storage  for  oil. 

Operator. — ^The  person,  whether  proprietor  or  lessee,  actually  operating  a  mine  or  oil 
well  or  lease. 

Optical  character. — The  designation  as  to  whether  optically  positive  or  optically  nega- 
tive (A.  F.  Rogers).    Said  of  minerals. 
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Optical  constants. — In  optical  mineralogy,  the  indices  of  refraction,  axial  angle, 
extinction  angle,  etc.  (A.  F.  Rogers). 

Option. — A  privilege  secured  by  the  payment  of  a  certain  consideration  for  the  pur- 
chase or  lease  of  mining  or  other  property,  within  a  specified  time,  or  upon  the 
fulfillment  of  certain  conditions  set  forth  in  the  contract  (Fay). 

Oxchard-heating  oil. — A  product  from  California  petroleum,  used  in  the  orange  i 
lemon  groves  to  prevent  frost  from  injuring  the  trees.    Also  termed  smudge  oil. 

Ore. — ^A  natural  mineral  compound,  of  the  elements  of  which  at  least  one  is  a  metal. 
The  term  is  applied  more  loosely  to  all  metalliferous  rock,  though  it  contain  the 
metal  in  a  free  state,  and  occasionally  to  the  compounds  of  non-metallic  sub- 
stances, as  sulphur  ore  (Raymond).  Also  material  mined  and  worked  for  non- 
metals,  as  p3rrite  is  an  ore  of  sulphur  (Webster). 

A  mineral  of  sufficient  value,  as  to  quality  and  quantity,  to  be  mined  with 
profit  (Ihlseng). 

A  mineral,  or  mineral  aggregate,  containing  precious  or  useful  metals  or 
metalloids,  and  which  occurs  in  such  quantity,  grade,  and  chemical  combination 
as  to  make  extraction  commercially  profitable  (Robert  Peele,  Min.  and  Met. 
Soc.  of  America,  Bull.  64,  p.  257). 

Ore  in  sight. — ^A  term  frequently  used  to  indicate  two  separate  factors  in  an  estimate, 
namely:  (a)  ore  blocked  out,  that  is  ore  exposed  on  at  least  three  sides  within 
reasonable  distance  of  each  other;  (h)  ore  which  may  be  reasonably  assumed  to 
exist,  though  not  actually  blocked  out.  These  two  factors  should  in  all  cases 
be  kept  distinct,  because  (a)  is  governed  by  fixed  rules,  while  (&)  is  dependent 
upon  individual  judgment  and  local  experience.  The  expression  ''  ore  in  sight '' 
as  conmionly  used  in  the  past  appears  to  possess  so  indefinite  a  meaning  as  to 
discredit  its  use  completely.  The  terms  "  positive  ore,"  "  probable  ore,"  and 
"  possible  ore  "  are  suggested  (Min.  and  Met.  Soc.  of  America,  Bull.  64,  pp.  258 
and  261). 

Organic. — (Chemistry.) — Pertaining  to  or  designating  a  branch  of  chemistry,  treating 
in  general  of  the  compounds  produced  in  plants  and  animals,  and  of  carbon  com- 
pounds of  artificial  origin;  contrasted  with  inorganic  (Webster). 

Orientation. — (Surveying.) — ^The  rotation  of  a  map  (or  instrument)  until  the  line  of 
direction  between  any  two  of  its  points  is  parallel  to  the  corresponding  direction 
in  natiure  (Webster). 

Oronite. — ^An  enamel  paint  for  protecting  metal  surfaces  from  the  action  of  hot  vapors 
(Fay). 

Ortho. — ^A  prefix  used  in  chemistry  in  two  ways:  (1)  to  denote  what  may  be  called  a 
normal  or  ordinary  compound  as  distinguished  from  others  which  are  not  normal; 
(2)  to  denote  two  adjacent  positions  in  the  benzene  ring  and  occasionally  in  other 
rings  (Webster). 

Osmosis. — A  kind  of  diffusion  which  takes  place  between  two  miscible  fluids  separated 
by  a  permeable  partition,  as  an  animal  membrane,  and  which  tends  to  equaliza- 
tion on  the  two  sides  of  the  partition  (Webster). 

Osmotic  pressure. — The  unbalanced  pressure  which  gives  rise  to  the  phenomena  of 
diffusion  and  of  osmosis,  as  in  a  solution  in  which  there  are  differences  of  con- 
centration (Webster). 

OstatkL — In  the  Russian  petroleum  industry,  the  residuum  left  in  the  still  after  the 
distillation  of  the  kerosene.  It  is  a  thin  liquid  of  a  specific  gravity  of  about  0.905 
to  0.912.    It  contains  but  little  paraffin,  and  3rields  lubricating  oik  of  good  quality. 
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Only  a  small  proportion  of  it  is  worked  up  for  this  purpose,  the  remainder  bein^ 
utilized  for  fuel. 

Outage. — The  difference  between  the  full  and  rated  capacity  and  the  actual  contents 
of  a  barrel,  tank,  or  tank  car. 

Outcrop. — (1)  The  coming  out  of  a  stratum  to  the  surface  of  the  ground.  That 
part  of  a  stratimi  which  appears  at  the  surface  (Basset). 

(2)  To  crop  out;  to  come  out  to  the  surface  of  the  ground,  as  strata  (Webster). 

Oval  socket. — In  well-boring,  a  fishing  tool  used  to  slip  over  the  ends  of  broken  and 
lost  poles,  to  grip  so  as  to  recover  them  (National  Tube  Co.). 

Over  and  short. — Balance  between  calculated  stocks  of  oil  and  oil  actually  on  hand, 
due  to  expansion,  contraction,  losses  or  faulty  measurement.  Balance  between 
bookkeeper's  statement  and  oil  on  hand. 

Overburden. — The  waste  which  overlies  the  good  stone  in  a  quarry  (Raymond). 
Worthless  surface  material  covering  a  body  of  useful  mineral  (Skinner). 

Overhead  charges. — ^Those  general  charges  or  expenses  which  can  not  be  charged 
up  as  belonging  exclusively  to  any  particular  part  of  the  work  or  product  (Webster). 

Overhead  products. — ^All  products  which  are  taken  off  from  an  oil  still  in  vapor  form 
(A.  D.  Smith). 

Over-pohit. — In  the  process  of  distillation,  the  temperature  at  which  the  first  diop 
comes  over  into  the  flask. 

Overshot. — A  fishing  tool  used  in  rotary  drilling  (Sands). 

Overthrust  fault. — A  reverse  fault  with  low  dip,  or  large  head  (Lindgren). 

Overturned. — Having  been  tilted  past  the  vertical  and  hence  inverted  in  outcrop; 
said  of  folded  strata  and  of  the  folds  themselves  (La  Forge). 

Pace  counter. — Instrument  for  approximate  measuring  of  distances,  by  pressing  lever 
for  every  other  step  taken. 

Packer. — A  device  used  to  shut  off  water  between  casing  and  tubing  and  the  wall 
of  the  hole,  between  two  strings  of  casing,  or  between  casing  and  tubing.  Based 
on  the  vertical  compression  and  the  horizontal  expansion  of  a  flexible  material, 
such  as  rubber  (Sands). 

Packing. — A  general  term  relating  to  a  yielding  material  employed  to  effect  a  ti^^t 
joint.  A  common  example  is  the  sheet  rubber  used  for  gaskets.  The  term  is  also 
applied  to  the  braided  hemp  or  metallic  rings  used  in  some  joints,  that  allow  con- 
siderable or  incessant  motion  (National  Tube  Co.). 

Paddy. — A  well  drill  having  cutters  that  expand  on  pressure  (Standard). 

Painters'  naphtha. — Deodorized  naphtha,  of  gravity  SS"*  to  60°  B^.,  sometimes  em- 
ployed in  paints. 

Paint  thinner. — See  Turpentine  substitutes. 

Paleography. — A  description  of  a  region  as  to  its  rock  characteristics.  Geography 
of  former  lands  and  seas  (Clapp). 

Para. — A  prefix  meaning  beside  or  nearby,  used  in  chemical  terms  (Standard).  The 
prefix  para  is  used  in  two  ways  in  chemistry.  (1)  It  is  used  to  denote  a  substance 
which  is  a  polymer  of  another  substance:  Examples,  paracyanogen  and  para- 
aldehyde,  which  are  polymers  of  cyanogen  and  aldehyde  respectively. 

(2)  It  is  used  to  denote  any  two  opposite  carbon  atoms  in  the  benzene  ring 
and  occasionally  any  two  diametrically  opposed  carbon  or  other  atoms  in  hetero- 
cycUc  six-membered  rings. 
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PiniBiL — (1)  A  white,  waxy  Bubstanoe,  reeeinbling  spennaceti,  obtained  from 
petroleum,  coal  tar,  wood  tar,  etc. 

(2)  A  white,  waxy,  inodorous,  tasteless  substance,  harder  than  tallow,  softer 
than  wax,  with  a  specific  gravity  of  0.890.  It  is  insoluble  in  water,  is  indifferent 
to  the  most  powerful  acids,  alkalies,  and  chlorine,  and  can  be  distilled  unchanged 
with  strong  sulphuric  acid.  Warm  alcohol,  ether,  oil  of  turpentine,  olive  oil, 
benzol,  chloroform,  and  carbon  disulphide  dissolve  it  readily.  It  can  be  mixed 
in  all  proportions  with  wax,  stearine,  palmitine,  and  resins  (Bacon).  Paraffin 
is  found  native,  as  in  ozokerite  and  hatchettite,  also  in  peat  and  bituminous  coal, 
and  is  contained  in  numerous  oils,  as  petroleum,  from  which  it  is  separated  by 
distillation  (Standard). 

(3)  The  name  of  the  series  of  (CnH2n-fs)  hydrocarbons  chiefly  comprising 
American  petroleums. 

Paraffin-asphalt  petroleum. — ^A  combination  of  paraffin-base  and  asphalt-base 
petroleum. 

Paraffin-base  petroleum. — Crude  oil  which  carries  solid  paraffin  hydrocarbons  and 
practically  no  asphalt. 

Paraffin  butter. — A  variety  of  native  paraffin  used  in  making  candles  (Standard). 
Also  one  of  the  past  products  of  petroleum  distillation. 

Paraffin  coal. — ^A  light-colored  bituminous  coal  used  for  the  production  of  oil  and 
paraffin  (Mitzakis). 

Paraffin  distillate. — A  crystalline  product  ready  for  pressing,  used  as  the  base  for 
paraffin  wax  and  paraffin  oils.  This  base  for  paraffin  wax  and  paraffin  oils  should 
be  distinguished  from  wax  distillate  produced  by  steam  reduction  of  fuel  oil,  the 
former  being  a  crystalUne  product  ready  for  pressing,  the  latter  a  semiamorphous 
substance  requiring  additional  rerunning  (A.  D.  Smith). 

Paraffinic  acid. —  (CuH«Os). — It  is  obtained  by  the  oxidation  of  paraffin  by  concen- 
trated nitric  acid  or  by  chromium  trioxide  mixture.  It  is  also  easily  oxidized  by 
air  when  warm  and  exposed  to  light. 

Paraffin  oiL — (1)  Lubricating  oil  made  by  the  dry  distillation  method. 
(2)  A  name  for  liquid  petrolatum  (Bacon). 

Paraffin  scale. — Crude  paraffin  wax. 

Paraffin  "  slack  "  wax. — A  term  applied  to  the  soft  wax  obtained  from  the  hot  or  cold 
pressing  of  paraffin  distillate  or  wax  oil  (A.  D.  Smith). 

Paraffinum  liquldum. — The  medicinal  petroleum  of  the  British  Pharmacopoeia.  Specific 
gravity,  0.885-0.89;  boiling  point  above  360*"  F.  In  the  refining  of  Russian 
petroleum,  the  finest  quality  of  perfumery  oil  is  termed  **  paraffinum  liquidum  " 
and  for  pharmaceutical  purposes  is  often  subjected  to  a  final  distillation  (Bacon). 

Paraffinum  molle. — According  to  the  British  Pharmacopoeia,  a  petroleum  product 
corresponding  to  the  vaseline  of  the  United  States  Pharmacopoeia;  it  is  described 
as  having  a  melting  point  of  95^  F.  (Bacon). 

Paraffin  wax. — A  colorless,  more  or  less  translucent  mass,  crystalline  when  separating 
from  solution,  without  odor  or  taste,  and  slightly  greasy  to  the  touch,  consisting 
of  a  mixture  of  solid  hydrocarbons,  chiefly  of  the  methane  series.  Refined  paraffin 
wax  is  pure  white,  the  better  grade  being  of  25  color  in  melted  condition,  and  show- 
ing in  solid  state  a  translucent  rather  than  an  opaque  whiteness.  It  is  also 
practically  odorless  and  tasteless,  containing  usually  less  than  0.5  per  cent  of 
oil  and  sulphur  moisture.  The  U.  S.  Pharmacopoeia  describes  it  (paraffinum) 
as  a  colorless,  more  or  less  translucent  mass;   cr3rstalline  when  separating  from 
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solution,  without  odor  or  taste,  and  slightly  greasy  to  the  touch,  consisting  of  a 
mixture  of  solid  hydrocarbons  chiefly  of  the  methane  series;  usually  obtained 
by  chilling  and  pressing  the  distillates  from  petroleum  having  hi^  boiling  points, 
and  purifying  the  solid  press  cake  so  obtained.  Its  characteristics  are  given  as 
follows:  insoluble  in  water  or  cold  alcohol;  slightly  soluble  in  absolute  alcohol; 
readily  soluble  in  ether,  petroleum,  benzine,  benzene,  carbon  disulphide,  volatile 
oils,  and  in  warm  fixed  oils  (A.  D.  Smith). 

Peat  tar. — A  tar  obtained  from  the  distillation  of  peat.  The  distillates  obtained  contain 
from  2  to  6  per  cent  of  tar  (Bacon). 

Peening. — The  act  or  process  of  hammering  sheet  metals  with  the  peen  of  a  hammer, 
either  to  straighten  them  or  to  impart  a  desired  curvature  (National  Tube  Co.). 

Penetration. — (1)  In  laboratory  investigations  of  paraffin,  waxes,  etc.,  the  distance, 
expressed  in  tenths  of  a  millimeter,  penetrated  by  a  No.  2  cambric  needle  operated 
in  a  machine  for  the  purpose  and  under  known  conditions  of  loading,  time,  and 
temperature.     The  degree  of  solidity  of  bituminous  materials. 

(2)  In  construction,  the  entrance  of  bituminous  material  into  the  interstioes 
of  the  metal  of  the  roadway  (Bacon). 

Penetration  method. — The  method  of  constructing  a  bituminous  macadam  pavement 
by  pouring  or  grouting  the  bituminous  material  into  the  upper  course  of  the  road 
metal  before  the  binding  of  the  latter  has  been  completed  (Bacon). 

Penetrometer. — A  device  used  to  determine  the  consistency  of  asphalt,  and  other 
bituminous  substances,  by  measuring  the  distance  a  standard  needle  will  vertically 
penetrate  a  sample  of  asphalt,  when  weighted  with  100  grams  for  five  seconds  at 
25**  C.  (77**  F.)  (R.  G.  Smith). 

Percussion  system  of  drilling. — See  Cable  system. 

Perfumery  oil. — Properly  refined  Russian  perfumery  oil  possesses  a  specific  gravity 
of  0.880  to  0.885,  is  colorless  and  inodorous,  without  fluorescence,  and  does  not 
turn  yellow  or  deposit  a  sediment  after  prolonged  exposure  to  direct  sunlight. 
The  finest  quality  is  used  in  pharmacy  as  "  paraffinum  liquidum  "  (Bacon). 

Perkins  joint. — A  joint  made  up  with  threaded  pipe  and  coupling,  both  threaded 
straight  (no  taper).  One  end  of  the  pipe  is  left  square  and  the  other  beveled  to  a 
knife  edge  at  mid-thickness.    Has  been  used  in  Baku  oil  region  (National  Tube  Co.). 

Perkins  method. — A  patented  method  of  cementing  oil  wells  (Sands). 

Petrocene. — ^A  product  obtained  by  the  distillation  of  petroleum  residue  at  a  red 
heat,  having  needle-like  crystals  of  a  greenish-yellow  color  and  pearly  luster. 
It  is  isomeric  with  anthracene,  though  imlike  it  in  crystalline  form,  melting  point, 
and  solubility  (Bacon). 

Petrol. — ^A  variant  for  petroleum  or  its  derivatives,  particularly  (in  England)  g^asoiine 
or  motor  spirit. 

Petrolatum. — Semi-solid  oil  obtained  from  petroleum  by  evaporation  and  filtration, 
white,  slightly  yellowish,  or  yellow.  It  has  a  specific  gravity  of  0.820  to  0.850  at 
60°  C.  and  melts  at  45**  to  48°  C.  It  is  soluble  in  ether,  chloroform,  benzine,  carbon 
disulphide,  slightly  soluble  in  alcohol,  and  insoluble  in  water  and  glycerin.  Called 
also  in  the  trade,  by  different  makers,  cosmoline,  saxoline,  vaseline,  petioline, 
etc.  Veterinary  petrolatum  is  a  dark-yellow,  semi-solid  mass;  it  is  essentially 
crude  (unpurified)  petrolatum  (Bacon).  Extra  light  amber  petrolatum:  this 
and  the  grade  following  are  equivalent  to  a  greater  or  less  extent  to  the  multi- 
plicity of  preparations  sold  as  soft  paraffin,  petroleum  jelly,  paraffin  jelly,  "cos- 
moline,''   "  vaseline,"    "  unguentum   petrolei,"   etc.    As  produced  from  Ptenn- 
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sylvania  products,  Uie  amber  grades  of  petrolatum  contain  hydrocarbons  from 
Ci«Hm  up  to  probably  CnHet,  and  also  contain  members  of  the  higher  olefine  series, 
such  as  CtHssyCnHsi,  etc.  They  conform  in  all  respects  to  the  tests  prescribed 
for  petrolatum  by  the  U.  S.  Pharmaoopceia.  Petrolatum  is  insoluble  in  water, 
scarcely  soluble  m  cold  or  hot  alcohol,  or  in  cold  absolute  alcohol,  but  soluble  in 
boiling  absolute  alcohol,  and  readily  soluble  in  ether,  chloroform,  petroleum, 
benzine,  benzene,  and  fixed  or  volatile  oils.  White  petrolatum:  or  petroleum 
album  of  the  U.  S.  Pharmacopoeia,  defined  as  a  colorless  mixtiure  of  hydrocarbons, 
chiefly  of  the  methane  series,  obtained  by  distilling  off  the  lighter  and  more 
volatile  portions  from  petroleum,  and  purifying  the  residue.  A  white  unctuous 
mass,  of  about  the  consistence  of  an  ointment,  transparent  in  thin  layers,  com- 
pletely amorphous,  without  odor  or  taste.  In  other  respects,  white  petrolatum 
has  the  characteristics  of,  and  should  respond  to  the  tests  given  under  petrolatum. 
(A.  D.  Smith). 

Petrolatum  (liquid). — ^A  colorless  to  slightly  yellowish,  transparent  liquid,  possessing 
a  specific  gravity  of  0.840  to  0.940  at  25°  C.  (usually  0.84^.87).  It  is  soluble  in 
ether,  chloroform,  carbon  disulphide,  benzine,  benzol,  boiling  alcohol,  but  is 
scarcely  soluble  in  cold  or  warm  alcohol,  and  is  insoluble  in  water  (Bacon). 

Petrolatum  liquidum. — The  medicinal  high-boiling  petroleum  oil  of  the  United  States 
Pharmacopoeia. 

Petrolatum  stock. — ^This  material,  the  base  for  all  light  petrolatum,  varies  from  hght 
yellow  to  dark  green  in  color,  according  to  the  nature  of  the  materials  used  in  its 
manufacture.  Its  usual  properties  are  approximately  as  follows:  32°  to  34°  B^. 
gravity;  400°  to  410°  flash;  40  to  50  viscosity  at  212°  F.  It  should  possess 
only  a  faint  odor,  be  sweet  to  the  taste,  and  show  freedom  from  suspended 
impurities  (A.  D.  Smith). 

Petrolene. — ^A  liquid  hydrocarbon  mixture  obtained  from  bitumen  or  asphalt. 

Petrolenes. — That  portion  of  the  asphalt  which  is  dissolved  by  86°  B6.  naphtha. 
(R.  G.  Smith). 

Petroleum. — (1)  An  oily,  inflammable,  liquid  mixture  of  numerous  hydrocarbons, 
chiefly  of  the  paraffin  series,  found  in  the  earth.  The  petroleums  found  in  different 
areas  vary  widely  in  composition  and  appearance  (U.  S.  Geol.  Survey). 

(2)  The  name  commonly  given  to  the  liquid  oils  found  in  the  earth.  Petroleum 
is  usually  a  homogeneous  intersolution  of  many  oils  which  are  compounds  of 
carbon  and  hydrogen  (D.  T.  Day). 

Petroleum  is  a  mineral,  and  the  same  may  be  said  of  salts  and  phosphates, 
and  of  clay  containing  alumina  and  other  substances  in  the  earth  (Union  Oil  Ck).  in 
re  23  Land  Decisions,  p.  229).  Lands  chiefly  valuable  for  the  depxwits  of  petroleum 
contained  therein  are  mineral  lands  within  the  meaning  of  the  mining  laws,  and 
subject  to  location  and  entry  as  such  (Union  Oil  Co.  in  re  25  Land  Decisions,  p. 
357;  Tulare  Oil  and  Min.  Co.  V8,  So.  Pac.  R.  R.  Co.,  29  Land  Decisions,  p.  271; 
Chrisman  vs.  Miller,  197  U.  S.,  p.  320).  Deposits  of  petroleum  oil  come  within 
the  definition  of  mineral  character  of  land,  and  are  sufficient  to  exclude  such  land 
from  a  railroad  grant  if  discovered  before  patent  issues  (So.  Pac.  R.  R.  Co.  in  re 
Land  Decisions,  p.  265).  Oil  or  petroleum  lands  are  mineral  lands  within  the 
meaning  of  that  term  in  this  grant  (Burke  vs.  So.  Pac.  R.  R.  Co.,  235,  U.  S.,  p.  669). 

Petroleum  acids. — See  Naphthenic  acids. 

Petroleum  asphalt. — Commercial  name  for  the  residues  of  asphalt-base  petroleums. 

Petroleum  benzine. — ^A  cut  in  the  redistillation  of  crude  naphtha. 
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Petroleum  briquet. — A  briquet  made  of  a  mixture  of  petroleum,  soft  soap,  resin,  and 
soda-lye  wash. 

Petroleum  car. — See  Tank  car. 

Petroleum  coke. — The  residue  obtained  by  the  distillation  of  petroleum.  It  usually 
shows  the  following  composition:  volatile  and  combustible  matter,  5  to  10  per 
cent;  fixed  carbon,  90  to  95  per  cent;  ash  from  a  trace  to  0.3  per  cent;  sulphur, 
from  0.5  per  cent  to  1  per  cent.  On  account  of  its  purity  it  has  found  application 
in  metallurgical  processes  and  in  making  battery  carbons  and  carbon  pencib 
("  electric  carbons  ")  (Bacon). 

Petroleum  ether. — A  volatile,  inflammable  liquid  used  as  a  solvent  for  caoutchouc, 
oils,  etc.  (Webster).  Some  refiners  have  applied  this  designation  to  the  products 
ranging  in  specific  gravity  from  0.590  to  0.686,  that  is,  cymogene,  rhigolene,  and 
gasoline.  Russian  petroleum  ether  varies  in  specific  gravity  from  0.650  to  0.660 
at  15^  C.  (Bacon).    Also  frequently  applied  to  naphtha. 

Petroleum  furnace. — A  fiunace  for  burning  petroleum,   as  under  a  steam  boiler 

(Century). 

Petroleum  naphtha. — A  term  which  is  loosely  employed;  often  applied  to  the  first 
fraction  obtained  on  distillation  of  crude  oil  or  to  any  low-boiling  petroleum 
product. 

Petroleum  pitch. — See  Pitch. 

Petroleum  refining. — The  process  of  separating  crude  petroleum  into  its  various  com- 
mercial products  and  the  purification  of  these  products. 

Petroleum  spirit. — A  volatile  liquid  obtained  by  the  distillation  of  petroleum  (Webster). 
A  term  variously  used,  but  sometimes  applied  to  a  petroleum  distillate  of  a  density 
of  0.71  to  0.74  and  a  boiling  point  of  90°  to  140"*  C.    It  is  used  as  a  solvent  (Bacon). 

Petroleum  still. — A  still  for  separating  the  hydrocarbon*  products  from  crude  petro- 
leum (Standard). 

Petroleum  tailings. — See  Residuum. 

Petroliferous. — Containing  or  yielding  petroleum  (Standard). 

Petroline. — A  solid  substance,  analogous  to  paraffin,  obtained  in  the  distillation  of 
Rangoon  petroleum.  Also  a  term  applied  to  a  Scottish  biuming-oil  having  a  flash 
point  of  126*^  F.  (Bacon). 

Petrolize. — To  treat  or  impregnate  with  petroleum  or  a  petroleum  product  (Webster). 

Photogene. — ^A  trade  name  for  a  shale-oil  distillate,  of  specific  gravity  from  0.72-0.80 
and  a  boiling  point  from  145-150*^  C.     It  is  used  as  an  illuminating  oil.  (Bacon). 

Photometer. — A  machine  used  to  determine  the  candle  power  of  kerosene  or  the 
intensity  of  light. 

Piezometer. — An  instnunent  for  experiments  on  the  elasticity  of  liquids;  the  latter 
are  subjected  to  an  increase  of  pressure  and  the  resulting  diminution  of  volume 
is  observed  (Webster). 

Pin. — See  Joint. 

Pipe. — A  long  conducting  passage,  usually  a  line  of  tubes;  any  long  tube  or  hollow 
body;  especially  one  that  is  used  as  a  conductor  of  water,  oil,  or  other  fluids,  as 
drain  pipe,  water  pipe,  etc.  (National  Tube  Co.). 

Pipe  dog. — A  hand  tool  that  is  used  to  rotate  a  pipe  whose  end  is  accessible,  consisting 
of  a  small,  short  steel  bar  whose  raid  is  bent  at  a  right  angle  to  the  handle,  and  then 
quickly  retimied,  leaving  only  enough  space  between  the  jaws  to  slip  over  the  wall 
of  pipe  (National  Tube  Co.). 
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P^  grab. — ^A  clutch  for  catching  and  raising  a  well  pipe  (Standard). 

Pipe  grip. — In  steam  and  pipe-fitting,  an  implement  consisting  of  an  iron  bar  with  a 
curved  end  and  provided  with  a  chain  of  square  links  to  hook  on  to  the  jaws  of 
the  curved  end.    See  Chain  tongs  (National  Tube  Co.). 

Pipe  jacks. — ^A  device  for  raising  or  lowering  the  end  of  a  pipe  when  screwing  it  to 
another  (Towl). 

Pipe-line. — A  line  or  conduit  of  pipe,  sometimes  many  hundred  miles  long,  through 
which  petroleum  is  conveyed  from  an  oil  region  to  a  market  or  to  reservoirs  for 
refining  (Standard).  A  line  of  pipe  with  pumping  machinery  and  apparatus  for 
conveying  a  liquid  or  gas  (U.  S.  Min.  Stat.,  pp.  1068-1073). 

Pipe  prover. — An  apparatus  for  testing  the  tightness  of  a  pipe-line  or  system,  usually 
by  hydraulic  pressure.     (Standard.) 

Pipe  thread. — A  thread  employed  in  connection  with  wrought  pipe.  The  standard 
thread  is  the  Brtggs',  which  has  an  angle  of  60^  between  its  sides,  slightly  rounded 
at  top  and  bottom  and  which  has  a  taper  (National  Tube  Co.). 

Pipe  tongs. — A  hand  tool  for  gripping  or  rotating  pipe  (National  Tube  Co.). 

Pipe  wrench. — A  wrench  whose  jaws  are  usually  serrated  and  arranged  to  grip  with 
increasing  pressure  as  the  handle  is  pulled.  There  are  many  forms,  such  as  alligator 
Stillson,  Trimo,  etc.  (National  Tube  Co.). 

Pitch. — A  term  loosely  used  to  denote: 

(1)  The  residuum  from  the  distillation  of  rosin  oils. 

(2)  The  residuum  remaining  in  the  retorts  after  the  distillation  of  coal  tar. 

(3)  The  residuum,  somewhat  similar  to  the  above  in  appearance,  remaining 
after  the  distillation  of  crude  petroleum. 

(4)  Natural  asphalts,  particularly  that  from  the  Asphalt  or  Pitch   Lake  in 
Trinidad. 

Pitometer. — In  hydraulics,  an  instrument  for  autographically  recording  variations 
of  flowing  water.  It  consists  essentially  of  two  Pitot  tubes,  one  pointed  up- 
stream and  one  downstream  (Webster). 

Pitot  tube. — A  tube  bent  at  right  angles,  which,  when  inserted  in  a  current  of  gas, 
receives  the  force  of  the  current  and  measures  its  velocity  by  the  rise  of  water 
in  the  vertical  branch. 

Plane-table. — A  simple  surveying  instrument  by  means  of  which  one  can  plot  the 
lines  of  a  survey  directly  from  the  observation.  It  consists  of  a  drawing  board 
on  a  tripod,  with  a  ruler,  the  ruler  being  pointed  at  the  object  observed  (Webster). 

Plot — A  map,  usually  without  detail,  serving  as  a  guide  for  more  detaUed  geological 
or  topographical  work. 

Plug. — When  used  without  qualification,  it  always  means,  in  the  pipe  trade,  the  ordinary 
plug  or  pipe  plug  that  has  an  exterior  pipe  thread  and  a  projecting  head  (usually 
square)  by  which  it  is  screwed  into  the  opening  of  a  fitting,  etc.  (National  Tube  Co  ) 

Phigging. — The  stopping  of  the  flow  of  water,  gas  or  oil  in  a  well,  usually  by  means  of  a 
wooden  plug  or.  core  or  by  cement  or  clay. 

Plugs. — Necks  of  igneous  rock  rising  through  sedimentary  rocks,  often  giving  rise 
to  oil  accumulations. 

Pneumercator. — An  instrument  used  for  measuring  the  contents  of  tanks,  reservoirs, 
standpipes,  etc. 

Pocket — (Usually  gas,  oil,  or  W8.ter  pocket). — A  cavity  or  an  especially  porous  lens- 
like bed  of  small  dimensions  which  yields  a  sudden  but  temporary  flow  of  oil,  gas, 
or  water. 

Polariflcope. — An  instrument  for  stud3ring  the  properties  of,  and  examining  sub- 
stances by  polarized  Ught  (Webster). 
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Polarization. — The  process  by  which  ordinary  light  is  changed  into  polarised  li^^i. 
The  plane  at  right  angles  to  the  plane  of  transverse  vibration  is  called  the  plane 
of  polarization  (Dana). 

Polarized. — Changed  from  the  ordinary  state,  in  which  the  transverse  vibrations  occur 
in  all  planes  passing  through  the  line  of  propagation,  to  a  state  in  which  they  are 
in  a  single  plane;  said  of  light  under  certain  conditions,  especially  when  paased 
through  a  doubly  refracting  crystal  (La  Forge).  Polarized  light  is  used  to  dis- 
tinguish minerals,  particularly  colorless,  transparent  ones,  under  the  microscope. 

Polarizer. — ^That  one  of  the  two  Nicol  prisms  in  a  polarizing  microscope  through  which 
the  light  passes  before  reaching  the  mineral  section  which  is  being  examined 
(La  Forge). 

Pole  drill. — In  well-boring,  a  system  where  a  rigid  connection  is  used  between  the  drilling 
tools  and  the  reciprocating  beam  (National  Tube  Co.). 

Polycyclic. — A  term  applied  to  compounds,  chiefly  of  carbon  and  hydrogen,  in  which 
the  carbon  atoms  are  represented  as  grouped  in  two  or  more  rings. 

Polymeric. — Having  the  same  elements  united  in  the  same  proportions  by  weight, 
but  with  different  molecular  weights  (Webster). 

Polymerize. — To  change  into  another  substance  having  the  same  elements  in  the  same 
proportions,  but  with  a  higher  molecular  weight  (Webster). 

Pool. — A  belt  of  oil-producing  territory  (Webster).  A  deposit  of  petroleum  whose 
limits  are  defined  by  dry  holes. 

Porosity. — The  state  or  quality  of  being  porous.  The  volume  of  pore  space  expressed 
as  a  percentage  of  the  total  volume  of  the  rock  mass  (Fay). 

Portable  drilling  machine. — A  light,  compact,  modified  cable-tool  drilling  outfit 
mounted  on  wheels  (Sands). 

Pot-hole. — ^A  hole  extending  below  the  wearing  course  in  a  pavement  (Bacon). 

Pour. — To  transfer  from  one  position  to  another  by  inclining  the  container. 

Pour  test,  or  point. — The  lowest  temperature  at  which  an  oil  will  pour  or  flow  when 
chilled  without  disturbance,  under  definite  specified  conditions  (Delbridge). 

Power. — Mechanism  for  pumping  several  wells  by  means  of  lines  extending  from  a 
central  station  to  each  of  a  group  of  wells. 

Term  used  in  the  oil-fields  to  denote  a  central  power  plant  by  which  several 
wells  are  pumped  (Sands). 

Power  distillate. — The  untreated  kerosene  condensates  and  still  heavier  distillates 
down  to  28°  B^.  from  Mid-Continent  petroleum,  used  as  fuel  in  internal  com- 
bustion engines  (Bacon).  Heavy-end  power  distillates  are  cut  from  eastern  and 
Mid-Continent  crudes  between  kerosene  distillate  and  gas  oil.  It  is  usually  set 
aside  for  rerunning,  although  often  sold  under  a  variety  of  names  for  lig^t^ 
horse-power  engine  fuel  (A.  D.  Smith). 

Power  gas. — Any  gas  made  for  producing  power,  as  for  driving  gas  engines  (Webster). 

Precipitate. — A  substance  in  a  liquid  thrown  down  in  solid  form  from  solution,  by  the 
addition  of  some  other  substance  in  solution.  When  a  substance  held  only  mechani- 
cally in  suspension  in  a  liquid  settles  to  the  bottom,  it  is  called  sediment. 

Preheat. — To  heat  previously;  as  an  oil  to  be  subsequently  distilled,  or  gas  and  oil 
to  be  used  as  fuel. 

Preheaters. — Any  form  of  apparatus  in  which  heat  is  appUed  to  a  material  prior  to  its 
injection  into  the  main  heating  apparatus;  usually  by  heat  that  would  otherwise 
be  wasted  (R.  B.  Day). 


GLOSSARY  917 

Pressed  distillate. — The  oil  coming  from  the  prestos  when  paraffin  wax  is  recovered. 

Pressure  filter. — A  filter  in  which  the  liquid  to  be  filtered  is  forced  through  filtering 
material  by  a  pressure  greater  than  its  own  weight  in  the  filter  (Century). 

Prime  white  oil. — A  kerosene  of  prime  white  color,  that  is,  intermediate  in  color  between 
water  white  and  standard  white  (Bacon). 

Producer  gas. — A  combustible  gas  to  be  used  for  fuel,  for  driving  gas  engines,  for 
making  illuminating  gas,  etc.,  made  by  forcing  steam  and  air  through  a  layer  of 
incandescent  fuel,  as  coke,  the  resulting  gas  consisting  largely  of  carbon  monoxide 
and  nitrogen  (Webster). 

Production. — That  which  is  produced  or  made;  any  tangible  result  of  industrial  or 
other  labor  (Standard).  The  yield  or  output  of  an  oil  or  gas  well,  or  a  group  of 
wells. 

Productive. — Capable  of  producing. 

Prospect  hole. — Any  shaft,  pit,  drift,  or  drill  hole  made  for  the  purpose  of  prospecting 
mineral-bearing  ground. 

Prospectiog. — Searching  for  new  deposits;  also,  preliminary  exploration  to  test  the 
value  of  deposits  already  known  to  exist. 

Proven,  proved. — As  applied  to  oil  property,  land  bounded  by  producing  wells. 

Psettdo. — As  a  prefix,  implies  something  false;  but  its  meaning  is  modified  by  the 
subject  to  which  it  applies  (Emmons). 

Poking. — Used  in  refinery  parlance  to  denote  the  boiling  over  of  a  still,  in  which  the 
crude  charge  mixes  with  distillate  and  generally  contaminates  the  contents  of  a 
run-down  tank  (A.  D.  Smith). 

PulL — To  withdraw  the  casing  of  a  well.  Also  used  to  describe  the  process  of  cleaning 
a  pumping  well  which  consists  of  removing  the  pump  rods  and  tubing,  cleaning  out, 
or  repairing  the  pump,  tubing,  or  rods. 

Pulmotor. — A  mechanical  device  designed  to  perform  artificial  respiration  in  cases  of 
asphyxia,  electric  shock,  drowning,  etc.,  by  exhausting  the  lungs  and  filling  them 
with  oxygen-enriched  air. 

Pump. — Any  of  numerous  devices  or  machines  for  raising,  transferring,  or  compres- 
sing liquids  or  gases  by  suction  or  pressure  or  both.  To  work  or  raise  water,  etc., 
with  a  pump  (Webster). 

Pompage. — The  amount  raised  by  pimaping;  as,  the  pumpage  of  an  oil  well  (Standard). 

Pumper. — An  instrument  or  machine  used  in  pumping.  An  oil  well  that  has  to  be 
pumped  (Webster).    A  workman  who  looks  after  a  pumping  well  or  group  of  wells. 

Pump  fist. — The  lower  end  of  a  plunger  case  of  a  pump  (Gresley). 

Pompherston  shales. — Scottish  oil-shales,  that  yield,  on  the  average,  16  to  22  gallons 
of  crude  oil  per  ton,  together  with  50  to  60  pounds  of  ammonium  sulphate.  Their 
particular  feature  is  their  richness  in  nitrogen  (Bacon.) 

Pumping  jack. — A  device  used  over  relatively  shallow  wells  for  operating  the  pump 
by  lines  connected  with  a  central  power. 

Pumping-out  pan. — A  shallow,  open-top  form  of  condenser  box  (A.  D.  Smith). 

Pomp  kettle. — A  convex  perforated  diaphragm  fixed  at  the  bottom  of  a  pump  table 
to  prevent  the  entrance  of  foreign  matter;  a  strainer  (Century). 

Pomp  rod. — The  rod  or  system  of  rods  connecting  the  walking  beam  of  a  derrick  or 
jack  at  the  surface,  with  the  pump  piston  below. 
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Pump-rod  plates. — Spear  plates;  strips  or  plates  of  iron  bolted  to  wooden  pump-^ods 
at  the  joints,  lor  the  purpose  of  making  the  connection  (Barrowman). 

Pump  station. — A  pumping  plant  stationed  at  necessary  intervals  along  the  course 
of  a  pipe-line  for  the  purpose  of  forcing  the  oil  through  the  lines. 

Pycnometer. — A  vial  of  fixed  capacity  used  to  determine  the  specific  gravity  of  fluids 
(R.  G.  Smith). 

Pyrene. — A  hydrocarbon,  Ci«Hio,  from  coal  tar.  More  frequently  used  as  the  trade 
name  for  carbon  tetrachloride,  which  is  used  as  a  fire  extinguisher. 

Pyrobituminous. — Yielding  bituminous  products  on  heating,  as  coal  (Webster). 

Pyrometer. — Any  instrument  for  measuring  degrees  of  heat,  especially  above  those 
indicated  by  the  mercurial  thermometer  (Webster). 

Pyrometry. — The  art  of  measuring  degrees  of  heat;  the  art  of  using  a  pyrometer 
(Webster). 

Pyronaphtha. — Heavy  illuminating  oil  and  solar  oil  from  Russian  petroleum,  having 
a  light-yellow  color  and  specific  gravity  of  0.840  to  0.860.  However,  the  product 
to  which  the  name  of  pyronaphtha  is  given,  is  usually  of  a  lowei  gravity  than 
solar  oil. 

Radiation. — (1)  Emission  and  diffusion  of  rays,  as  of  light  or  heat  (Webster). 

(2)  Term  in  surveying;  one  of  four  ways  of  locating  a  station.  The  other  three 
are  intersection,  resection,  and  traversing.  A  calculation  based  on  the  use  of  the 
plane-table. 

Radical — An  atom  or  element,  or  a  group  of  elements,  that  is  the  chief  constituent  of  the 
molecules  of  a  given  compoimd,  a  group  that  will  not  decompose  in  the  ordinaiy 
chemical  reactions  to  which  a  compound  is  liable;  more  specifically,  a  group  of 
atoms  acting  as  a  single  element  in  a  compound  and  incapable  of  independent 
existence,  as  NHs  (ammonium)  in  NH4CI  (ammonium  chloride)  or  CxH«  (ethyl) 
in  CtH^OH  (ethyl  hydrate  or  alcohol)  (Standard). 

Radioactive. — Capable  of  emitting,  spontaneously,  rays  consisting  (at  least  in  part)  of 
material  particles  traveling  at  high  velocities  (Webster). 

Raky  system. — A  percussion  drilling  system  designed  by  Engineer  Raky,  a  Russian. 
Although  it  is  at  present  considered  a  little  old-fashioned,  it  is  still  in  use  in  some 
parts  of  the  Taman  Peninsula  and  Crimea  (Mitzakis). 

Rasp. — An  instrument  used  at  oil  wells  for  reducing  the  size  of  the  box  or  collar  on  lost 
tools,  in  preparation  for  the  use  of  fishing  tools  (Mitzakis). 

Rat-hole. — (1)  A  slanting  hole  about  25  feet  in  depth,  into  which  the  grief  stem  may  be 
lowered  for  lubricating  or  adjusting  the  swivel. 

(2)  To  prepare  for  rotary  drilling  by  drilling  with  a  small  bit,  leaving  a  seat 
for  casing  (Sands). 

Rat-holing. — Reducing  the  size  of  the  bore-hole  and  feeling  ahead  (Sands). 

Ravine. — ^A  small  topographic  or  structural  depression  relatively  greater  in  length  than 
width. 

Reaction. — The  action  of  one  chemical  substance  upon  another,  accompanied  by  the 
formation  of  a  new  substance. 

Reagent. — Any  substance  which,  by  reason  of  its  capacity  for  taking  part  in  certain 
reactions,  is  used  in  detecting,  examining,  or  measuring  other  substances,  in  pre- 
paring material,  etc.  (Webster). 

Ream. — In  drilling,  to  enlarge  a  hole  already  drilled,  to  permit  the  entrance  of  casing. 

Reamer. — (or  underground  reamer). — ^A  tool  with  expanding  cutters  or  lugs,  used 
for  enlarging  the  bore-hole. 
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R^iimur. — ^Thermometer  scale  with  0**  as  the  freezing  point  of  water  and  80^  as  the 
boiling  point.  Degrees  R^umur= Degrees  CentigradeX|-  — (Degrees  Fahrenheit 
-32)Xf 

Reconnaissance. — ^A  preliminary  geological  survey. 

Recovered  add. — Sulphuric  acid  which  has  been  used  for  treating  oil  and  recovered 
for  repeated  use. 

Recovered  oUs. — Used  lubricating  oils  which  are  collected  and  used  again  after  puri- 
fication. 

Recovery. — The  total  amoimt  of  products  obtained  in  any  refining  operation  compared 
with  the  original  amount  of  material  before  refining. 

Reduce. — (1)  To  deprive  of  oxygen.  (2)  To  distill  ofif  lighter  oils  to  obtain  oils  of 
greater  gravity  or  viscosity. 

Reduced  oiL — Oil  from  which  the  more  volatile  hydrocarbons  have  been  eliminated 
by  partial  evaporation,  usually  by  steam. 

Reducer. — A  fitting  .having  a  larger  size  at  one  end  than  at  the  other  (National  Tube 
Co.). 

Reducing  still. — ^A  still  of  the  "  cheesebox  "  or  horizontal  type,  equipped  with  perfor- 
ated bottom  steam  coils  (A.  D.  Smith). 

Reducing  taper  elbow. — ^A  reducing  elbow  whose  curved  body  uniformly  decreases 
in  diameter  toward  the  small  end  (National  Tube  Co.). 

Reducing  tee. — Any  tee  having  two  different  sizes  of  openings.  It  may  reduce  on  the 
run,  or  branch  (National  Tube  Co.). 

Reducing  valve. — ^A  spring  or  lever-loaded  valve,  similar  to  a  safety  valve,  whereby 
a  lower  and  constant  pressure  may  be  maintained  beyond  the  valve  (National 
Tube  Co.). 

Refine. — To  free  from  impurities. 

Refinery. — ^A  plant,  including  apparatus,  for  refining,  or  purifying  metals,  oils,  etc. 

Refining. — Freeing  from  impurities.  Reducing  to  a  fine  unmixed  or  free  state.  Does 
not  include  blending. 

Refraction. — A  change  of  direction  which  takes  place  when  a  lay  of  light  passes  from 
one  medium  to  another  of  different  density  (Power). 

Refractive  index. — An  index  used  for  the  detection  of  rosin  in  mineral  oils. 

Refractometer. — An  instrument  for  determining  the  index  of  refraction  of  a  mineral. 

Regional,  or  normal,  dip. — ^The  direction  and  the  average  degree  of  inclination  of  the 
strata  which  persists  over  a  large  area,  in  contradistinction  to  local  reversals  of 
such  a  normal  inclination. 

Reins. — The  links  of  a  pair  of  jars  (Sands). 

Rerun  oiL — Oil  which  has  been  redistilled. 

Resection. — Term  in  surveying;  one  of  four  wa3ns  of  locating  a  station.  The  others 
are  radiation,  intersection,  and  traversing. 

Reservoir. — Rock  stratum  so  composed  and  so  arranged  structurally  as  to  have  large 
oil-containing  capacity. 

Residual. — Characteristic  of,  pertaining  to,  or  consisting  of  residuiun.  Remaining 
after  the  removal  of  certain  constituents  of  the  oil-mixture. 

Residue. — The  solid  matter  remaining  after  the  extraction  of  the  oil  from  crude  material. 
In  a  standard  laboratory  distillation,  the  amount  of  original  liquid  remaining  in 
the  distilling  flask  when  the  distillation  is  completed  (Delbridge). 
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Residuum. — The  thick,  viBCOUs  residue  obtained  by  the  distillation  of  crude  petroleum 
after  gasoline,  kerosene,  and  sometimes  heavier  distillates  have  been  removed. 

Resin. — The  generic  term  covering  saponifiable  materials  found  in  oils,  with  the 
exception  of  fatty  and  sulphuric  acids.  Erroneously  applied  to  solid  bitumens. 
Also  applied  to  secretions  from  certain  plants  or  trees.  Resins  are  frequently  the 
products  of  oxidation  or  polymerisation  of  terpenes. 

Resinous. — ^Resembling  resin. 

Retort. — A  vessel  in  which  substances  are  subjected  to  distillation  or  decomposition  by 
heat.  A  retort  is  distinguished  from  a  still  in  that  it  is  more  often  used  for  the 
treatment  of  solid  or  semi-solid  substances. 

Return  bend. — ^A  180°  bend.  Usually  a  fitting  having  inside  threads.  Often 
applied  to  q  bent  pipe.  Always  means  the  fitting  unless  otherwise  specified 
(National  Tube  Co.). 

Reversal. — A  dip  in  the  direction  opposite  to  the  normal  dip  (Lahee). 

Rhigolene. — The  most  volatile  liquid  fraction  obtained  in  the  distillation  of  petroleum. 

Rifled  pipe. — ^A  pipe  used  for  conveying  heavy  oils.  The  pipe  is  rifled  with  helical 
grooves  which  make  a  complete  turn  through  360°  in  about  10  feet  of  length 
(National  Tube  Co.). 

Rig. — A  derrick,  with  its  engine  house,  etc.  necessary  to  run  it,  used  for  boring,  and  after- 
wards pumping  an  oil  well;  also,  the  derrick  itself  (Webster). 

Rig  irons. — The  steel  or  cast-iron  appliances  necessary  to  install  and  operate  the  bull 
wheel,  calf  wheel,  band  wheel,  pitman,  and  walking  beam  of  a  rig  (Sands). 

Rigging  up. — Drillers'  term  designating  the  operation  which  embraces  the  installation 
of  the  boiler,  engine,  tools,  and  machinery  and  establishing  a  supply  of  fuel  and 
water  (Sands). 

Right  regular  lay  cable. — ^A  cable  with  individual  wires  laid  to  the  left  to  form  strands 
add  strands  laid  to  the  ri^t  to  form  the  cable  (Sands). 

Road-binders. — Asphalt,  cold  tar,  or  residuum  used  to  consolidate  the  rock  fragments 
on  the  surface  of  roads. 

Rock. — Strictly,  any  naturally  formed  aggregate  or  mass  of  mineral  matter,  whether 
coherent  or  not,  constituting  an  essential  and  appreciable  part  of  the  earth's 
crust.  Ordinarily,  any  consolidated  or  coherent  and  relatively  hard,  naturally 
formed  mass  of  mineral  matter;  stone  (La  Forge). 

Rock  asphalt. — Sandstone  or  limestone  naturally  impregnated  with  asphalt  (Bacon). 

Rock  drill. — See  under  Drill. 

Rock  gas. — Natiu'al  gas. 

Rod  guide. — ^An  appliance,  attached  to  the  drilling  rod  in  oil  wells,  that  serves  to  pre- 
vent the  rod  from  oscillating  or  knocking  against  the  sides  of  the  bore-hole 

(Mitzakis). 

Rod  wax. — A  light-yellow,  pasty  mass  consisting  of  an  emulsion  of  high-boiling  oils, 
with  solid  hydrocarbons;  it  collects  in  considerable  quantities  around  the  rods 
and  casing  in  some  of  the  Pennsylvania  wells.    Also  called  sucker-rod  wax  (Bacon). 

Rodman,  or  rodsman. — One  who  carries  a  surveyor's  leveling  rod  (Standard). 

RoHy  oiL — Crude  oil  that  has  formed  a  more  or  less  complete  emulsion  with  water 
(Redwood). 

Rope  drilling. — Drilling  in  the  ground  with  a  bit  attached  to  the  end  of  a  rope,  to  which 
a  twisting  motion  is  given.  Sometimes  called  jump  drilling,  as  the  rope  with  the 
bit  is  raised  and  dropped  (Fay). 
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Rope  grab. — ^A  tool  for  reooveriug  ropes  lost  in  the  bore-hole.  Also  known  as  a  rope 
spear. 

Rope  knife. — A  tool  used  for  cutting  the  drilling  rope  in  the  hole  (Sands). 

Rope  socket — ^The  part  of  a  string  of  tools  connected  to  the  drilling  line. 

Rope  spear. — ^A  fishing  tool  with  prongs  to  engage  a  lost  rope  or  line. 

Rosin. — The  resinous  constituent  of  the  oleo-resin  exuded  by  various  species  of  pine, 
and  known  in  commerce  as  crude  turpentine. 

Rotary. — The  turntable  used  to  rotate  the  pipe  in  a  rotary  rig  (Sands). 

Rotary  hose. — Flexible  pipe  connecting  the  slush  pump  to  the  swivel  (Sands). 

Rotary  shoe. — A  casing  shoe  with  a  serrated  edge,  used  in  rotary  drilling  (Sands). 

Rotary  system. — (Of  drilling.) — The  method  of  drilling  which  depends  for  its  effective- 
ness on  a  rotating,  auger  type  of  bit,  and  a  constant  circulation  of  mud  to  remove 
the  drillings  and  to  plaster  and  consolidate  the  walls  of  the  hole  (Sands). 

Royalty. — The  amount  paid  by  the  lessee,  or  operator,  to  the  owner  of  the  land  or 
mineral  rights,  based  on  a  certain  per  cent  of  total  oil  or  gas  production.  Gas 
royalty  is  frequently  a  fixed  yearly  rental.  This  is  occasionally  true  of  oil 
royalty. 

Run. — (1)  Oil  taken  from  or  by  a  pipe-line.  Applied  to  oil  piped  from  one  place  to 
another;  as  pipe-line  runs  from  wells.  The  amount  of  oil  taken  from  producers' 
tanks  by  a  pipe-line  during  a  specified  time,  as  a  day  or  month.  Refinery  runs: 
Total  amount  of  oil  fed  to  a  still  during  a  specified  time. 

(2)  To  lower  casing  into  a  drilled  hole  and  land  it  at  the  bottom  (Sands). 

Rimback. — Pipes  through  which  the  condensate  is  returned  to  the  still  instead  of  being 
drawn  off. 

Run-down  tanks. — Tanks  in  which  distillation  products  are  first  received;  receiving 
tanks  (A.  D.  Smith). 

Saddle  flange. — A  fiange  shaped  for  bolting  on  a  convex  surface. 

Saline  or  salt  dome. — A  dome-like  structure  formed  in  rock  strata,  the  core  or  central 
portion  of  which  is  rock  salt.  Found  in  the  Gulf  Coast  fields  and  often  forming 
reservoirs  for  oil. 

Sand — (1)  Separate  grains  or  particles  of  detrital  rock  material,  easily  distinguished 
by  the  unaided  eye,  but  not  large  enough  to  be  called  pebbles;  also  a  loose  mass 
of  such  gi'ains,  forming  an  incoherent  arenaceous  sediment. 

(2)  (Geology.) — Any  loose  or  moderately  consolidated  bed  consisting  chiefly 
of  sand;  often  used  in  the  plural,  even  in  the  name  of  a  single  deposit  (Fay). 
Specifically,  sandstone;  a  technical  usage  in  petroleum  regions  (Standard). 

Sand  line. — In  well-boring,  a  wire  line  used  to  lower  and  raise  the  bailer  or  sand  pump 
which  frees  the  bore-hole  from  drill  cuttings  (National  Tube  Co.). 

Sand  pump. — A  cylinder  with  a  valve  at  the  bottom,  lowered  into  a  drill  hole  from 
time  to  time  to  take  out  the  accumulated  slime  resulting  from  the  action  of  the 
drill  on  the  rock  (Raymond). 

Sand  leeL — A  drum,  operated  by  a  friction  drive  from  the  band  wheel,  used  to  raise 
or  lower  the  sand  pump  or  bailer  (Sands). 

Sandstone. — Any  rock  formed  of  coherent  or  cemented  sand  (La  Forge).  Asphaltic 
sandstone  is  a  loose-textured  sandstone  containing  asphalt  (U.  S.  Geol.  Survey). 

Saponification. — Conversion  into  soap;  the  process  in  which  fatty  substances  form 
soap,  by  combination  with  an  alkali.     (Rickard). 
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Saponlflcatioii  number. — ^The  number  of  grams  of  potaasium  hydroxide  required  to 
saponify  1  gram  of  the  substance  (Delbridge). 

Saponifler. — Any  compound,  as  a  caustic  alkali,  used  in  soap-making  to  convert  the 
fatty  acids  into  soap  (Standard). 

Satin-gloss  black. — ^A  name  for  lampblack. 

Saturated. — ^A  term  applied  to  those  hydrocarbons  which  do  not  take  on  addition 
products  without  giving  up  hydrogen,  especially  the  paraffin  or  aliphatic  (CaHta+s) 
and  polymethylene  (CmHm)  hydrocarbons. 

Scale. — ^The  incrustation  caused  in  steam-boilers  by  the  evaporation  of  water  containing 
mineral  salts  (Raymond).  Crude  paraffin  obtained  in  petroleimi  refining  by  fil- 
tering from  the  heavier  oils  (Webster). 

Scale  wax. — A  wax  that  has  had  all  but  a  small  percentage  of  the  oil  sweated  out. 

Scarf. — In  the  manufacture  of  pipe,  to  slightly  level  or  roll  down  the  longitidinal 
edges  of  a  steel  plate  to  the  extent  that  these  edges  are  to  overlap  (Speller). 

Scarf  weld. — ^A  joint  that  is  made  by  overlapping  and  welding  together  the  scarfed 
ends  or  edges  of  metal  sheets  (National  Tube  Co.). 

Scarps. — See  Escarpment. 

Sderoscope. — An  instrument  for  testing  the  hardness  of  materials. 

Scout.'— A  term  frequently  used  for  the  engineer  who  makes  preliminary  examinations 
of  promising  mining  claims  and  prospects,  as  for  mineral,  coal,  oil,  etc.  (Fay). 

Scraper. — See  Go-devil. 

Scraper-chaser. — One  of  the  men  whose  business  it  is  to  follow  the  scraper  (go-devfl) 
in  the  petroleum  pipes  and  give  instant  notice  if  a  clog  occurs  (Standard).  The 
scraper-chaser  follows  the  pipe-line  on  the  surface  and  detects  the  location  of  the 
go-devil  by  sound,  especially  where  pipes  are  shallow. 

Screw  conveyor. — An  apparatus  by  which  materials  may  be  transported  by  the  action 
of  a  helical  screw. 

Scrubber. — ^An  apparatus  for  washing  and  removing  anunonia  and  light  hydrocarbons 

from  gas. 
Sea  drag. — A  cone-shaped  canvas  bag  which  is  attached  to  an  iron  ring  at  the  top; 

used  for  putting  storm  oil  on  the  water. 

Seal. — ^To  secure  against  a  flow  or  escape  of  gas,  air  or  liquid ;  as,  to  seal  a  gas  well. 

Seal  coat. — A  final  superficial  application  of  bituminous  material,  during  construction, 
to  a  bituminous  pavement  (Bacon). 

Sediment — Any  material  other  than  water,  which  separates  by  itself  below  oil  in  a  tank. 
Foreign  matter,  usually  sand  or  dirt  which  settles  to  the  bottom  from  a  liquid. 

Sedimentation. — Accumulation  or  deposition,  by  water  or  air,  of  vegetable  or  animal 
deposits  of  sediment,  especially  in  the  formation  of  sedimentary  rocks,  either 
aqueous  or  of  wind-drift  variety  (Standard). 

Seedbag. — ^A  bag  filled  with  flaxseed  and  fastened  around  the  tubing  in  an  oil  well, 
so  as  to  form,  by  the  swelling  of  the  flaxseed  when  wet,  a  water-tight  packing, 
preventing  percolation  down  the  sides  of  the  bore-hole  from  upper  to  lower  strata. 
When  the  tubing  is  pulled  up,  the  upper  fastening  of  the  bag  breaks,  and  it  empties 
itself,  thus  presenting  no  resistance  to  the  extraction  of  the  tubing  (Raymond). 

Seep. — A  spot  where  water  or  petroleimi  oozes  out  slowly;  a  small  spring  (Webster). 
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Seepage. — A  fluid,  or  the  quantity  of  it,  that  has  oozed  or  seeped  through  porous  soil 
(Webster).    An  oil  spring  (Lahee). 

Seizing. — The  binding  of  operating  parts  through  failure  of  lubricants  or  overheating. 

Semi-Diesel  engine. — ^An  engine  of  the  Diesel  type  but  dififering  from  the  true  Diesel 
in  that  it  requires  an  external  source  of  heat  for  ignition  and  its  operation  does  not 
follow  the  Camot  cycle  so  closely  (Goldingham). 

Semi-solid  bituminous  materiaL — Bituminous  material  showing  a  penetration  at 
normal  temperature,  under  a  load  of  100  grams  applied  for  five  seconds,  of  more 
than  10,  and  under  a  load  of  50  grams  applied  for  one  second,  of  not  more  than 
350  (Bacon). 

Seneca  oiL — Petroleum,  early  used  as  a  remedy  among  the  Senecas  and  other  Indians 
(Webster). 

Separator. — ^A  machine  for  separating,  with  the  aid  of  water  or  air,  materials  of  dif- 
ferent specific  gravity.  An  apparatus  for  separating  the  oil  mechanically  carried 
over  by  the  vapor  in  distillation. 

Set.-'-To  fix  casing  definitely  in  the  bore-hole  (Sands). 

Setting  point. — The  point  or  temperature  at  which  a  liquid  sets  or  congeals. 

Setting  up.^— A  relatively  quick  change,  such  as  takes  place  in  a  bituminous  material 
after  its  application  to  a  roadway,  indicated  by  its  hardening  after  cooling  and 
exposure  to  atmospheric  and  trafiic  conditions;  as  opposed  to  the  slower  changes 
occurring  gradually  and  almost  imperceptibly  (Bacon). 

Settled  production. — ^The  production  of  an  oil  well,  which,  apart  from  the  normal 
progressive  annual  diminution,  will  last  a  number  of  years  (Redwood). 

Settler. — A  separator;  a  tub,  pan,  vat,  or  tank  in  which  a  separation  can  be  effected 
by  settling  (CJentury). 

Settles  to  boil. — ^A  refinery  expression  signifying  that  the  original  entrained  water 
in  the  charge  has  been  nearly  distilled  off,  and  the  temperature  is  probably  passing 
300**  F.  (A.  D.  Smith). 

Shale. — ^A  fine-grained,  fissile,  argillaceous,  sedimentary  rock  characterized  by  rather 
fragile  and  uneven  laminse  and  conmionly  by  a  somewhat  splintery  fractiue. 
Often,  but  incorrectly,  called  slate  by  miners,  quarrymen,  well-drillers,  and 
others  (La  Forge). 

Shale  naphtha. — The  naphtha  obtained  from  shale  oil. 

Shale  oil. — Oil  occurring  in  crevices  in  shale  is 'sometimes  known  as  shale  oil.  It  is 
poor  practice  to  use  the  term  shale  oil  in  this  way,  as  it  should  be  limited  to  oil 
extracted  from  shale. 

Shale  spirit. — The  lower-boiling  fractions  obtained  in  the  refining  of  crude  shale  oil. 

Shaly. — Characteristic  of,  pertaining  to,  composed  of,  or  resembling  shale;  having  the 
characteristic  structure  and  fissility  of  shale;  as,  a  shaly  sandstone  or  limestone 
(La  Forge). 

Sheet. — The  fabricated  steel  plates  forming  a  still  (A.  D.  Smith). 

Sheet-asphalt  pavement — ^A  pavement  composed  of  a  mechanical  mixture  of  asphalt 
with  a  carefully  graded  sand  and  a  mineral  filler,  such  as  limestone  dust  (R.  G. 
Smith). 

ShelL — A  torpedo  used  in  shooting  oil  weUs.  A  hard,  thin  band  or  layer  of  rock 
encountered  in  well-boring  (Redwood). 
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Shell  pump. — ^A  simple  form  of  sand  pump  or  sludger  consisting  of  a  hollow  t^linder 
with  a  ball  or  clack  valve  at  the  bottom,  used  with  a  flush  of  water  to  remove 
debris  (Webster). 

Sheave. — A  wheel  with  a  grooved  circumference  over  which  a  rope  is  turned,  either 
for  the  transmission  of  power  or  for  hoisting  or  hauling  (Chance).  Any  grooved 
wheel  or  pulley  (Webster). 

Shoe. — The  bottom  wedge-shaped  piece  attached  to  tubing  when  sinking  through 
quicksand  (Power). 

Shoe-nose  shelL — A  cylindrical  tool,  cut  obliquely  at  bottom,  for  boring  through  hard 
clay  (Raymond). 

Shoe  shell. — ^A  tool  used  in  deep  borings  for  cleaning  out  the  drill  cuttings.  It  has  a 
valve  at  the  bottom,  opening  upward  (Gresley). 

Shooter. — In  the  petroleum  industry,  one  who  shoots  oil  wells  with  nitroglycerin,  to 
loosen  or  shatter  the  oil-bearing  formation  (Fay). 

Shooting. — The  act  of  exploding  a  charge,  usually  nitroglycerin,  in  a  drill-hole  to  shatter 
the  sand  and  to  increase  the  inflow  of  oil  through  the  crevices  thus  formed  (Sands). 

Shooting  needle. — A  blasting  needle;  a  metallic  rod  used  in  the  stenuning  of  a  drill- 
hole for  the  purpose  of  leaving  a  cavity  through  which  the  charge  may  be  fired 

(Century). 

Shot — ^A  term  used  in  geological  surve3ring  for  a  complete  instrumental  reading, 
including  distance,  vertical  angle,  and  direction. 

Shot  driU. — ^An  earth-boring  drill  using  steel  shot  as  an  abrasive.  See  Adamantine 
drill  (Fay). 

Show. — The  first  appearance  of  oil  from  a  well;  usually  noticed  as  a  rainbow  on  the 
water  from  the  well.  It  requires  practice  to  distinguish  this  rainbow  film  from 
the  films  formed  from  lubricating  oils  used  in  the  drilling;  also  any  appearance 
of  oil  that  is  too  small  to  measmre  in  barrels,  or  too  insignificant  to  produce. 

Showhigs. — Presence  in  a  well,  or  in  the  bailings,  of  small  quantities  of  petroleum,  or 
recognized  indications  thereof  (Sands). 

Shutdown. — ^A  term  denoting  that  work  has  been  temporarily  stopped,  as  on  an  oil 
well  (Redwood). 

Shut-in. — A  closed  well. 

Side  irons. — The  iron  or  steel  parts  which  make  up  the  bearings  for  the  walking  beam 
and  the  supports  for  these  bearings  (Sands). 

Side  shot. — A  branch  traverse  made  from  a  more  accurately  mapped  traverse  or 
station.    The  hand  level  method  is  \iseful  in  making  "  side  shots.'' 

Side  tracking. — Drilling  past  a  broken  drill  or  string  of  casing  which  has  become 
permanently  lodged  in  the  hole  (Sands). 

Sink. — To  drill  or  put  down  a  drill-hole. 

Sinker  bar. — A  bar  added  to  the  drill  tools  simply  to  give  the  required  force  to  the 
upward  jar.    It  is  never  allowed  to  pound  upon  the  drill  (Chance). 

Sinker-bar  guides. — Bars  of  iron  (usually  four)  fitted  to  the  drill  tools  in  order  to 
increase  their  girth  and  render  it  impossible  for  the  drill  to  deviate  (Mitsakis). 

Sink  hole. — ^A  vertical  hole  worn  by  water  into  limestone  rocks  along  a  point  or  fracture. 
Such  a  hole  is  usually  connected  with  an  underground  channel.  The  caving-in 
of  the  roof  may  cause  more  depression  and  the  formation  of  a  pond.  The  course 
of  a  joint  marked  by  a  row  of  sink  holes.    Also  called  sink;   swallow-hole 

(Standard). 
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Sinuous. — Tortuoufi,  Berpentine,  full  of  curves,  bends,  or  turns;  undulating  (Century). 

Skelp. — Plates  used  in  making  steel  pipe  (Speller). 

summing. — The  removal  of  (in  addition  to  the  bensine  content  i^moved  by  the  top- 
ping process)  all  of  the  kerosene  fraction  and  often  part  of  the  gas-oil  (A.  D.  Smith). 

Rlrimmitig  plant. — A  refinery  designed  and  equipped  to  recover  only  the  light  products 
from  crude  oil.     (See  Topping)  (A.  D.  Smith). 

Slack  barreL — A  specially  made  barrel  for  shipping  wax.    Usually  contains  235  to  245 
pounds  net  of  wax,  10  to  20  pounds  tar  (A.  D.  Smith). 

Slack  wax. — See  Paraffin  slack  wax. 

Sleeve. — A  piece  of  pipe  or  thimble  for  covering  a  joint,  or  for  coupling  two  lengths  of 
piping  (Webster). 

Sl^. — See  under  Fault. 

Slip  socket. — ^A  fishing  tool. 

Slop  oiL — ^Any  liquid  product  of  petroleum  which  is  not  up  to  quality.  Slop  oils  are 
usually  put  aside  for  redistillation  (Bacon). 

Sludge. — A  term  applied  to  the  tar  from  the  agitators  in  the  chemical  treatment  of  oil. 

Sludge  add. — Impure  and  dark-colored  sulphuric  acid  that  has  been  used  in  refining 

petroleum  (Webster). 
Slump. — Change  in  the  altitude  of  an  outcropping  bed,  due  to  slipping  down  hill. 

Slush  5mmp. — The  pump  used  to  circulate  the  mud-laden  fluid  in  rotary  drilling 
(Sands). 

Smudge  oiL — ^A  dark  distillate  of  26^  to  28°  B^.  gravity,  cut  from  California  crude. 
Used  in  the  citrus  belt  to  prevent  damage  to  trees  from  frost  (A.  D.  Smith). 

Soap  stock. — Sweet,  light-colored  amorphous  waxes  used  in  the  manufacture  of  soap 
and  in  the  saturation  of  waxed  papers  (A.  D.  Smith). 

Socket — (1)  A  device  fastened  to  the  end  of  a  rope,  by  means  of  which  the  rope  may 
be  attached  to  its  load;  also  known  as  a  rope  socket. 

(2)  A  fishing  tool  designed  to  encircle  and  grip  a  solid  object  (Sands). 

Soft  pitch. — Pitch  showing  a  penetration  of  more  than  10  (Bacon). 

Solar  oiL — ^A  name  given  to  a  gas-oil  from  petroleum  of  the  Gulf  and  Mid-Continent 
fields;  it  is  generally  exported  to  Great  Britain. 

Solid  bituminous  material. — Bituminous  material  showing  a  penetration,  at  normal 
temperature  under  a  load  of  100  grams  applied  for  five  seconds,  of  not  more  than 
10  (Bacon). 

Solidified  gasoline. — Gasoline  converted  into  jelly,  by  a  process  in  which  stearic  acid, 
having  previously  undergone  prolonged  treatment  with  hydrochloric  acid  at  a 
high  temperature,  is  dissolved  in  the  gasoline  (Bacon). 

Solidified  petroleum. — The  following  are  two  of  the  best  known  methods  which  have 
been  resorted  to  in  attempting  to  ^*  solidify  "  petroleum  for  use  in  grates:  (1) 
absorption  of  the  oil  by  a  porous  material,  preferably  itself  combustible,  as  dry 
peat;  and  (2)  the  production  of  a  jelly-like  emulsion  by  the  addition  of  soap 
or  of  a  fatty  oil  and  alkali  to  form  a  soap  (Bacon).  Kerosene  is  converted  into 
a  jelly  for  convenience  in  shipping. 

Soluble. — Capable  of  being  dissolved  in  a  fluid;  dissolvable  (Century). 

Solute. — ^The  substance  dissolved  in  a  solution  (Rickard). 

Solution. — (1)  The  change  of  matter  from  the  solid  or  gaseous  into  the  liquid  state  by 
its  combination  with  a  liquid;  when  unaccompanied  by  chemical  change,  called 
physical  solution;  otherwise,  chemical  solution. 
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(2)  The  result  of  such  change;   a  liquid  oombination  of  a  liquid  and  a  non- 
liquid  substance  (Standard). 

Solvent  qaphtha. — Both  coal-tar  naphtha  and  wood  naphtha  are  marketed  under  this 
name  (Bacon). 

Spear. — ^A  fishing  tool  designed  to  enter  a  hollow  object  and  expand,  thus  attaching 
itself  firmly  (Sands). 

Specific  gravity. — The  ratio  of  the  weight  of  a  body  to  that  of  an  equal  volume  of  some 
standard  substance,  water  in  the  case  of  liquids  and  solids,  air  in  the  case  of  gases; 
numerically  equal  to  the  density  (Standard). 

Specific  heat. — The  number  of  units  of  heat  required  to  raise  a  unit  of  mass  of  any 
substance  1**  in  temperature  (Standard).    Thermal  capacity. 

Spent. — Exhausted;  deprived  of  its  valuable  constituents,  chiefiy  used  in  shale 
distillation. 

Spider. — A  circular  iron  device,  with  spaces  for  serrated  slips,  which  surrounds  and 
grips  the  casing  or  drill  pipe  (Sands). 

Spotted. — Irregularly  distributed. 

Spouter. — ^An  oil  well  the  flow  of  which  has  not  been  controlled. 

Spud. — (1)  To  work  the  boring  tool  by  means  of  the  bull  wheel  alone  in  starting  an 
oil  well  (Webster).  (2)  A  tool  having  a  long  curved  blade  used  to  work  around 
and  recover  tools  from  a  boring  well  (Standard). 

Spudding. — The  initial  step  in  drilling,  performed  with  a  spudding  bit  actuated  by  a 
jerk  line  from  the  wrist  pin  of  the  crank  (Sands). 

Spudding  bit. — A  broad,  dull  drilling  tool  for  working  in  earth  down  to  the  rock 
(Standard). 

Squib. — Small  charge  of  powder  exploded  in  the  bottom  of  a  drill-hole  to  spring  the 
rock,  after  which  a  heavy  shot  is  fired  (Steel).  A  springing  shot.  In  well-boring, 
a  vessel,  containing  the  explosive  and  fitted  with  a  time  fuse,  that  is  lowered 
into  a  well  to  detonate  the  nitroglycerin  charge  (National  Tube  Co.). 

Stabber. — Field  term  for  the  man  who  attends  to  the  alignment  of  the  unscrewed 
joint  with  the  first  screwed  joint  of  the  pipe-line  (Towl). 

Stadia. — ^A  method  of  determining  the  distance  between  two  points,  consisting  in 
sighting  through  a  telescope  containing  horizontal  cross-hairs  (stadia-hairs) 
located  at  one  of  the  points,  and  observing  the  length  of  a  graduated  rod  (stadia- 
rod)  which  is  subtended  between  the  hairs,  the  rod  being  located  at  the  second 
point. 

Stadia  measurements. — (Engineering.) — ^A  method  of  measuring  distances,  extensively 
employed  in  the  United  States.  Stadia  measurements  are  based  on  the  geo- 
metrical principle  that  the  length  of  parallel  lines  is  proportional  to  their  distance 
from  the  apex  of  the  angle  (Century). 

Stadia  rod. — (Surveying.) — An  instrument  used  with  the  stadia  to  measure  the 
distance  from  the  observation  point  to  the  place  where  the  rod  is  positioned. 

Stadia  tables. — Mathematical  tables  from  which  may  be  found,  without  computation, 
the  horizontal  and  vertical  components  of  a  reading  made  with  a  transit  and  a 
stadia  rod  (Fay). 

Stadia  traversing. — In  mapping,  a  method  practiced  by  petroleum  engineers  with  a 
plane-table.  This  method  combines  traversing  and  radiation  and  is  readily 
applicable  to  the  tracing  of  outcrops.  Stations  need  to  be  visited  only  once;  dis- 
tances and  elevations  are  obtained  from  direct  rod  readings. 
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Stalagmometer. — ^A  tube  having  a  minute  orifice  in  one  end  for  measuring  a  liquid  in 
drops;  a  stactometer. 

Stand. — A  number  of  ''  joints/'  or  sections,  of  pipe  or  casing.  When  pipe  or  casing 
is  let  into,  or  pulled  from,  a  well,  several  joints  (usually  three  or  four)  are  handled 
as  a  unit,  or  a  ''  stand/' 

Standard  coordinates. — In  mathematics,  latitude,  longitude  and  height  above  the 
mean  sea-level  are  the  three  coordinates  commonly  used  to  define  the  position 
of  a  meteorological  station  (Century). 

Standard  pipe. — (1)  The  standard  adopted  by  the  wrought-pipe  makers  in  1886. 

(2)  Standard  is  a  term  frequently  but  unfortunately  used  to  indicate  a  regular 
or  conmion  product  (National  Tube  Co.). 

Standard  systems. — (Of  drilling.) — See  Cable  system. 

Standard-tool  diilling-in  outfit. — See  Dual  system. 

Stand  pipe. — ^The  vertical  pipe,  rising  up  along  the  side  of  the  derrick,  joining  the 
slush  pump  to  the  rotary  hose  (Sands). 

Standard  white. — A  kerosene  slightly  inferior  to  water  white  in  color  and  lamp-burning 
quality  (Delbridge). 

Starter. — A  drill  used  for  making  the  upper  part  of  a  hole,  the  remainder  of  the  hole 
being  made  with  a  drill  of  small  gage,  known  as  a  follower  (Bowles). 

Station. — (Surveying.) — (1)  The  place  selected  for  planting  the  instrument  with 
which  an  observation  is  to  be  made. 

(2)  A  fixed  uniform  distance  (usually  the  length  of  a  chain  of  100  feet,  or  66 
feet,  or  half  the  length  of  a  20-meter  chain)  into  which  a  line  of  survey  is  divided. 
The  stations  are  consecutively  nimibered  (Century). 

Steam  distillation. — Steam  introduced  into  a  still  during  petroleum  distillation  for  two 
purposes:  first,  to  lower  the  boiling  point  of  the  oils  being  distilled  by  adding  the 
vapor  pressure  of  steam,  and,  second,  to  minimise  cracking. 

Stem. — ^The  heavy  iron  rod  to  which  the  bit  is  attached  in  deep  drilling  by  the  rope 
method  (Steel). 

Step  or  intervaL — The  vertical  interval  measured  on  the  rod,  subtended  between  two 
stadia-hairs.    A  hitch  or  dislocation  of  the  strata  (Fay). 

Stepping. — (Surveying.) — The  method  of  finding  the  elevation  of  a  point.  This  calcu- 
lation is  made  by  moving  the  bottom  stadia-hair  to  the  upper  stadia-hair.  This 
process  is  not  accurate  and  should  therefore  be  used  for  measuring  "  side  shots  " 
only,  and  not  for  control  stations. 

Still. — ^An  apparatus  in  which  a  substance  is  changed  by  heat,  with  or  without  chemical 
decomposition,  into  vapor,  which  vapor  is  then  liquefied  in  a  condenser  and 
collected  in  another  part  of  the  apparatus  (Standard). 

Still  coke. — The  residue  left  in  the  still  on  distillation  of  crude  oil  to  dryness  (Bacon). 

Still  grease. — The  amorphous  distillate  from  the  end  of  the  crude  oil  and  heavy  oil 

distillation  in  the  shale-oil  industry  (Bacon). 
Still  wax. — The  waxy  product,  usually  yellow,  indicating  the  end  of  a  petroleum 

distillation. 

Stirrup. — In  drilling,  the  iron  connecting  the  pitman  to  the  walking  beam  (Sands). 

Stock. — An  oil  to  be  finished  into  some  specified  product;  as,  cylinder  stock. 

Stocks. — Petroleum  in  storage,  awaiting  transfer  of  ownership  or  utilization.  As  used 
by  the  U.S.  Geological  Survey:  Producers'  stocks  include  petroleum  held  on  pro- 
ducing properties  (lease  storage).    Pipe  line  and  tank  farm  stocks:    Petroleum 
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that  has  been  removed  from  the  producing  properties  but  not  delivered  to 
fineries  or  to  other  consumers  and  is  held  on  tank  farms,  in  tanks  along  pipe 
lines,  and  in  the  lines. 

Storage. — Facilities  for  storing  oil.     May  be  earthen,  wooden,  cement,  or  steel. 

Stove  distillate. — ^A  stove  gasoline  before  receiving  a  finishing  treatment  (Bacon). 

Stove  gasoline. — Gasoline  used  for  gasoline  stoves  and  for  making  illuminating  gas 
(Bacon). 

Stove-pipe  casing. — Light  riveted  pipe  of  large  diameter,  used  in  starting  a  well 

(Sands). 

Straight-run  pitch. — ^A  pitch  run  in  the  initial  process  of  distillation  to  the  consistency 
desired,  with  subsequent  fluxing  (Bacon). 

Strap. — ^A  term  used  in  measuring  the  circumference  of  a  tank  by  circling  with  a  steel 
tape.  The  operation  of  obtaining  the  necessary  field  data  for  computing  the 
volume  of  tanks  and  other  receptacles  for  fluids  (A.  D.  Smith). 

Stratified  rock. — ^Rocks  deposited  in  distinct,  generally  parallel  beds.  The  distinction 
between  the  beds  is  due  to  differences  in  the  material,  or  the  size  of  material 
deposited.  An  individual  bed  is  a  stratum  (plural,  strata)  and  the  dividing  plane  is 
called  a  bedding  plane. 

Stratigraphic  interval. — The  perpendicular  distance  between  the  top  siufaces,  or  the 
bottom  surfaces,  of  any  two  strata  in  a  formation  (Lahee). 

Strike. — (1)  The  course,  or  bearing,  of  the  outcrop  of  an  inclined  bed  or  structure 
on  a  level  surface;  the  direction,  or  bearing,  of  a  horizontal  line  in  the  plane  of  an 
inclined  stratum,  joint,  fault,  cleavage  plane,  or  other  structural  plane;    it  is 
perpendicular  to  the  direction  of  the  dip  (La  Forge).    Compare  trend. 
(2)  To  find  oU  in  drilling  a  well. 

Strike  slip. — See  under  Fault. 

String. — ^A  series  of  well-drilling  tools  arranged  for  lowering  into  the  hole. 

String,  of  casing. — A  number  of  steel  or  iron  pipes  of  a  required  diameter  and  with 

necessary  couplings  (Sands). 
Stringing. — Distributing  pipe  for  a  pipe-line  along  the  right  of  way  (Towl). 

String  rods. — A  line  of  surface  rods  connected  rigidly  for  the  transmission  of  power; 
used  for  operating  small  pumps  in  adjoining  shafts  from  a  central  station  (C.  and 
M.  M.  P.). 

Stripping. — The  removal  by  distillation  of  all  the  light  fractions  down  to  those  of 
lubricating  value  (A.  D.  Smith). 

Structure. — That  part  of  the  geology  of  a  region  which  pertains  to  the  altitude  of  the 
rocks,  the  nature  and  amount,  if  any,  of  the  deformation  they  have  undergone, 
and  the  distribution  and  mutual  relations  of  the  structural  features  (La  Forge). 

Substratum. — An  underlay er  or  stratum;  a  stratiun,  as  of  earth  or  rock,  lying  imme- 
diately under  another  (Standard). 

Subsurface  mapping. — Contour  mapping  in  which  the  key  bed  is  below  the  surface. 

Sucker  rod. — The  pump  rod  of  an  oil  or  artesian  well  (Chance). 

Sucker-rod  wax. — See  Rod  wax. 

Sulphonic  acids. — Acids  obtained  by  the  addition  of  SOt  to  a  hydrocarbon,  usually 

by  treatment  of  an  oil  with  strong  sulphuric  acid. 
Sulphur  dioxide. — A  colorless  gas,  SO2,  having  the  well-known  odor  of  burning  sulphur. 
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"^•'  Sttlphureted  hydrogen. — ^A  colorless  gas,  HsS,  somewhat  soluble  in  water,  having  a 

smell  of  rotten  eggs. 

Sump-hole. — A  small  reservoir  near  the  derrick,  into  which  the  bailings  or  drilling 
•^-  mud  are  discharged.    An  earth  reservoir  made  by  excavating  and  banking,  into 

which  oil  from  one  or  many  wells  is  allowed  to  nm. 

Sunned  oiL — A  trade  name  for  crude  petroleum,  or  a  product  which  is  sometimes 
increased  in  density  and  fitted  for  use  as  a  lubricant  by  exposing  it  to  the  sun 
as  a  thin  layer  on  the  surface  of  a  tank  of  warm  water,  the  more  volatile  portions 
c  being  thus  in  part  removed  by  evaporation. 

Surface. — ^The  top  of  the  ground;  the  soil,  clay,  etc.,  on  the  top  of  strata  (Barrowman). 
As  used  m  the  conveyance  of  coal  in  place,  or  in  the  conveyance  of  land,  reserving  the 
minerals,  includes  not  merely  the  siuface  within  the  boundary  lines,  without 
thickness,  but  includes  whatever  earth,  soil,  or  land  lies  above  and  superincimibent 
upon  the  coal  or  mineral  reserved  (Yander  vs.  Rights,  66  Indiana,  p.  319;  32 
American,  p.  109;  Stonegap  CoUiery  Co.  vs.  Hamilton,  89  S.  E.  Rept.,  p.  310). 

Surface  or  field  mapping. — Opposed  to  subsurface  mapping  where  the  key  bed  is  far 
below  the  ground  surface. 

Surface-tension. — That  property,  due  to  molecular  forces,  which  exists  in  the  surface 
film  of  all  liquids  and  tends  to  bring  the  contained  volume  into  a  form  having 
the  least  superficial  area.  The  thickness  of  this  film  amounts  to  less  than  a  thous- 
andth of  a  millimeter  and  is  considered  to  equal  the  radius  of  the  sphere  of  molecular 
action,  that  is,  the  greatest  distance  at  which  there  is  cohesion  between  the  two 
particles.  Particles  lying  below  this  fihn,  being  equally  acted  on  from  all  sides, 
are  in  equilibrium  as  to  forces  of  cohesion,  but  these  in  the  film  are,  on  the  whole, 
attracted  inward,  and  tension  results  (Webster).  As  used  in  the  flotation  process, 
the  contractile  force  at  the  surface  of  a  liquid  whereby  resistance  is  offered  to 
rupture  (Rickard). 

Surfacing. — (1)  The  crust  or  pavement. 

(2)  Constructing  a  crust  or  pavement. 

(3)  Finally  finishing  the  siuface  of  a  roadway  with  a  bituminous  material 
(Bacon). 

(4)  Treating  the  surface  of  a  roadway. 

Swab. — (1)  A  rod  provided  with  a  plunger,  used  to  clean  the  dirt  out  of  line  pipe 
(Towl). 

(2)  A  device  for  producing  oil  from  a  well,  consisting  essentially  of  a  plunger, 
fitted  with  a  check  valve  in  the  bottom,  which  forces  the  colunm  of  oil  out  of  the 
casing  (Sands). 

Sweated  scale  wax. — The  crude  gray  or  nearly  white  oil-  and  moisture-free  wax 
coming  from  the  sweaters  before  final  filtration  for  semi-refined  grades  (A.  D. 
Smith). 

Sweating. — The  separation  of  paraffin  oil  from  paraffin  wax  by  partial  fusion.  The 
separation  of  liquid  and  amorphous  wax  from  solid  crystalline  paraffin  by  gradual 
application  of  heat  (A.  D.  Smith). 

Swedged. — Reduced  in  diameter  by  use  of  blacksmith's  swedges  or  swages  (National 
Tube  Co.). 

Swedged  nipple. — A  nipple  that  has  one  end  smaller  than  the  other;  a  reducing  nipple 
(National  Tube  Co.). 

Sweet  crude. — Crude  oil  containing  little  or  no  sulphur  (A.  D.  Smith). 
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Sweetening  still. — ^A  still  in  which  distillates  or  other  petroleum  products  are  improved 
in  odor  (A.  D.  Smith). 

Swivel. — In  oil-well  drilling,  a  short  piece  of  casing  having  one  end  belled  over  a  heavy 
ring,  and  having  a  large  hole  through  both  walls,  the  other  end  being  threaded 
(National  Tube  Ck).). 

Synclinal  axis. — (Geology.) — The  central  line  of  a  83mcline,  toward  which  the  beds 
dip  from  both  sides  (La  Forge). 

Syndine. — A  fold  in  rocks  in  which  the  strata  dip  inward  from  both  sides  toward  the 
axis.     The  opposite  of  anticline  (La  Forge). 

Synthesis. — (Chemistry.) — The  act  or  process  of  making  or  building  up  a  compound 
by  the  union  of  simpler  compounds  or  of  its  elements  (Webster). 

Tailings. — The  inferior  leavings  or  residue  of  any  product;  foots,  bottoms;  also  a 
shortened  term  for  wax  tailings  or  gum,  the  last  distillate  passing  off  before  coking 
of  dry-run  crude  or  tar. 

Tank. — ^A  large  vessel  or  receptacle,  made  of  wood,  metal,  or  concrete,  for  the  storage 
of  oil,  gas  or  other  fluid. 

Tankage. — The  act  or  process  of  storing  oil,  etc.,  in  a  tank.  The  price  charged  or 
paid  for  storage  in  a  tank.    The  capacity  of  a  tank  or  tanks  (Century). 

Tank  car. — ^A  cylindrical  metal  tank  mounted  on  imderframe  and  trucks.  The  car  is  a 
container  as  well  as  a  vehicle  of  transportation  (Towl). 

Tanker. — An  oil-tank  ship  or  barge. 

Tank  station. — Tanks  located  along  a  pipe-line. 

Tank  steamer. — ^A  steamer  in  which  oil  is  transported  in  bulk  lots. 

Tankstrapper. — One  who  measiu'es  the  capacity  of  tanks,  a  gager. 

Tank  truck. — A  truck  having  a  tank  for  carrying  liquids  or  gases. 

Tap. — ^A  tool  used  for  cutting  internal  threads  (National  Tube  Co.). 

Taper  rope. — A  rope  that  has  a  gradually  diminishing  diameter  from  the  upper  to  the 
lower  end.  The  diameter  of  the  rope  is  decreased  by  dropping  one  wire  at  a  time, 
at  regular  intervals.  Both  roimd  and  flat  ropes  may  be  tapered.  Such  ropes 
are  intended  for  deep-shaft  hoisting,  with  a  view  to  proportioning  the  diameter 
of  the  rope  to  the  load  to  be  sustained  at  different  depths  (C.  M.  P.). 

Tar. — A  thick,  brown  to  black,  viscous  liquid  obtained  by  distillation  of  wood,  coal, 
peat,  and  other  organic  materials  and  having  a  varied  composition  according  to 
the  temperature  and  material  employed  in  obtaining  it  (Webster).  Soft  pitch 
or  thickened  petroleum,  found  in  cavities  of  some  limestones  (Roy.  Com.). 
Loosely  applied  to  any  thick,  sticky  oil  residue.  In  oil  distillation,  the  substance 
called  tar  is  closely  allied  to  fuel  oil.  It  represents  a  strictly  dry-run  product — 
the  intermediate  from  which  paraffin  distillate  was  distilled  before  the  general 
adoption  of  tower  stills  (A.  D.  Smith). 

Tar  distillate. — Distillate  from  a  tar  or  residuum  still. 

Tar  plug. — A  plug  located  in  or  near  the  bottom  of  a  still  for  pumping  out  the 
residuum  remaining  after  distillation  (A.  D.  Smith). 

Tar  well. — A  receptacle  in  which  is  collected  the  tarry  liquid  which  separates  from  the 
gas  when  it  leaves  the  condensers  (Century). 

Tee. — ^A  fitting,  either  cast  or  wrought,  that  has  one  side  outlet  at  right  angles  to  the 
run.     A  single  outlet  branch  pipe  (National  Tube  Co.). 

Telescopic  hand  level. — Like  the  Locke  level;  but  also  has  lenses  and  stadia-hairs. 
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Tell-tale  flanges. — Observation  or  testing  openings  in  an  oil  still  (A.  D.  Smith). 

Temper. — To  dry  fuller's  earth  at  a  temperature  sufficient  to  remove  all  of  its 
hydroscopic  moisture  and  most  of  its  water  of  crystallization,  although  it  is 
undesirable  to  overheat  to  such  an  extent  as  to  completely  volatilize  the  last 
traces  of  moisture  (A.  D.  Smith). 

Temperature. — A  condition  with  respect  to  heat  or  cold,  especially  as  indicated  by  the 
sensation  produced  or  by  the  thermometer  or  pyrometer;  degree  of  heat  or  cold 
(Webster). 

Temperature  coefficient — A  coefficient  expressing  a  quantitative  relation  between 
change  of  temperature  and  the  consequent  variation  of  some  other  quantity 
(Webster). 

Temper  screw. — Part  of  a  drilling  rig  used  to  regulate  the  force  of  blow  of  the  drill 
bit  (National  Tube  Co.). 

Test. — A  reaction  or  reagent  used  to  recognize  or  distinguish  any  particular  substance 
or  constituent. 

Thermal  capacity. — See  Specific  heat. 

Thermal  conductivity. — Capability  of  conducting  heat;  the  quantity  of  heat  that 
passes  in  unit  time  through  a  unit  area  of  a  plate  whose  thickness  is  unity  when 
its  opposite  faces  differ  in  temperatiu^  by  one  degree  (Webster). 

Thermal  efficiency. — The  ratio  of  the  heat  utilized  as  compared  to  the  total  heat  units 
contained  in  the  fuel  consumed  (Goldingham). 

Thermal  unit. — ^A  unit  chosen  for  the  comparison,  or  calculation,  of  quantities  of  heat, 
as  the  calorie  or  the  British  thernml  unit  (Webster). 

Thermodynamics. — That  branch  of  the  theory  of  heat  that  treats  of  the  relations 
between  heat  and  mechanical  work  (Standard). 

Thermometer. — Any  device  for  measuring  temperature.    See  also  Pyrometer. 

Thermostat. — An  automatic  device  for  regulating  temperature  by  utilizing  the  expan- 
sion of  solids,  liquids,  or  gases,  subjected  to  heat,  as  in  opening  or  closing  the 
damper  of  a  furnace,  regulating  the  supply  of  gas,  etc.  (Webster).  A  self-acting 
apparatus  for  regulating  temperature  by  the  unequal  expansion  of  bodies. 

Thickened  oils. — Mineral  oils  thickened  by  dissolving  in  them  small  amounts  of 
unvulcanized  rubber  or  of  aluminum  soap;  they  are  intended  for  certain  lubricat- 
ing purposes. 

Thief. — A  device  which  permits  taking  a  sample  from  a  definite  predetermined  loca- 
tion in  the  body  of  the  material  sampled  (Delbridge). 

Tintometer. — An  instrument  used  for  determining  the  color  of  oils. 

Tong  key. — The  sharp  steel  projection  in  the  tong  which  grips  the  pipe  (Towl). 

Tongs. — The  field  term  for  wrenches  used  to  screw  up  pipe,  particularly  pipe  of  large 
diameter  (Towl). 

Tool  dresser. — ^The  driller's  assistant  at  an  oil  well;  a  junior  driller. 

Tool  extractor. — An  implement  for  grasping  and  withdrawing  boring  tools  when  broken 
or  detached  in  a  bore,  as  of  an  oil  well,  etc.     Also  called  tool  grab  (Standard). 

Topographic  high. — Frequently  used  in  the  oil-fields  to  indicate  the  higher  elevation 
regardless  of  age;  opposed  to  topographic  low  which  indicates  a  lower  elevation 
(Fay). 

Topographic  low. — See  Topographic  high. 

Topography. — (1)  The  configuration  of  the  earth's  surface,  including  relief,  drainage, 
culture,  etc. 
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(2)  The  science  of  surveying  the  physical  features  of  a  district  or  regkm  and 
the  art  of  delineating  them  on  maps. 

(3)  The  physical  features  of  a  district  or  region,  such  as  are  represented  on 
maps,  taken  collectively;  especially  the  relief  and  contour  of  the  land  (La  Forgie). 

Topping. — The  removal  by  distillation  of  the  comparatively  small  percentage  of  benzine 
or  light  engine  distillate  from  the  heavier  crudes,  i.e.,  the  removal  of  the  "  tops  " 

(A.  D.  Smith). 

Tops. — The  light  distillate  from  a  topping  plant.  It  contains  the  gasoline  fraction  of 
crude  oil. 

Top  water. — Water  which  enters  an  oil  or  gas  well  from  a  sand  above  the  productive 
sand.    Compare  Bottom  water;  Edge  water  (U.  S.  Geol.  Survey  Bull.  658,  p.  44). 

Tour. — A, term,  used  in  oil-well  drilling,  which  means  the  same  as  "  shift "  in  other 
mining  operations.    Also  spelled  tower. 

Tower  still. — ^A  still  provided  with,  or  connected  to,  one  or  more  separating  or 
dephlegmating  towers,  affording  selective  condensation  of  vapors  (A.  D.  Smith). 

Trace. — ^An  amount  that  can  be  detected  but  is  not  large  enough  to  be  measured. 

Transit,  or  transit  theodolite. — ^A  surveying  instrument  with  the  telescope  mounted 
so  that  it  can  be  transited  (Fay). 

Translucent. — Admitting  the  passage  of  light,  as  milk  quartz,  but  not  capable  of  being 
seen  through  (Roy.  (Dom.). 

Traverse. — Li  mapping,  (1)  to  make  a  traverse  survey;  (2)  a  line  surveyed  across  a 
plot  of  ground. 

Traverse  survey. — A  survey  in  which  a  series  of  lines,  joined  end  to  end,  are  com- 
pletely determined  as  to  length  and  azimuth. 

Treating. — The  art  of  purifying  petroleum  intermediates  by  agitation  with  chemicals, 
or  by  physical  absorbents,  in  a  specially  constructed  type  of  apparatus  known  as 
an  agitator  or  washer  (A.  D.  Smith). 

Trend. — See  Strike. 

Trenton. — Of,  pertaining  to,  or  designating  a  division  of  the  North  American  Silurian 
formation,  highly  developed  in  the  Appalachian  region  and  in  the  interior 
(Standard). 

Triangle  of  error. — Term  used  in  surveying  by  resection.  A  small  triangle  formed 
by  a  miscalculation — but  which  may  be  corrected. 

Triangulation. — The  operation  and  immediate  result  of  measuring  (ordinarily  with  a 
theodolite)  the  angles  of  a  network  of  triangles  laid  out  on  the  earth's  surface  by 
marking  their  vertices  (Century). 

Trinidad  asphalt — The  heaviest  of  the  native  asphalts.  A  dull  black  material  which 
melts  at  a  relatively  low  temperature.  It  breaks  with  a  conchoidal  fracture. 
It  is  known  commercially  as  lake  and  land  asphalt,  depending  on  whether  it  is 
obtained  from  the  large  lake  on  the  Island  of  Trinidad,  or  from  the  overflow 
covering  the  surrounding  shores.  The  native  asphalt,  as  found,  is  naturally 
intimately  mixed  with  organic  salts  and  quantities  of  water.  When  refined  it  is 
used  as  a  paving  material  (R.  G.  Smith). 

Trunk  pipe-lines. — Main  lines  of  transportation  joining  two  important  points.  Thus, 
many  branch  or  "  feeder  "  pipe-lines  may  convey  oil  to  a  central  point  in  a  pro- 
ducing district;  from  this  point  a  trunk  line  conveys  the  oil  to  the  refinery,  or 
other  terminal. 
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Tube  damp. — ^A  clamp,  or  clip,  for  gripping  a  tube  or  pipe;  especially  a  jawed  tool 
used  in  hoisting  and  lowering  well  tubes  (Standard). 

Tube  packing. — See  Oil-well  packing. 

Tubing. — (1)  The  tube-lining  of  bore-holes;  casing. 

(2)  The  act  of  lining  a  deep  bore-hole  by  driving  down  iron  tubes  (Ihlseng). 
See  Casing. 

Tubing  catcher. — A  device  to  prevent  tubing  from  slipping  back  into  an  oil  well  when 
it  is  being  pulled  (National  Tube  Co.). 

Tubular  goods. — The  term  covering  all  classes  of  pipe,  casing,  and  tubing  used  in 
drilling  or  operating  oil  or  gas  wells  (Sands). 

Turpentine  substitutes. — Petroleum  products  usually  intermediate  between  gasoline 
and  illuminating  oil  (Bacon). 

Twaddell. — ^A  form  of  hydrometer  for  liquids  heavier  than  water,  graduated  with  an 
arbitrary  scale  such  that  when  the  readings  are  multiplied  by  0.005,  and  added 
to  unity,  they  give  the  specific  gravity  (Webster). 

Twist-off. — (1)  To  break  the  drill  pipe  in  the  hole,  usually  by  torsional  stress. 
(2)  The  result  of  such  a  break  (Sands). 

Unconformity. — A  surface,  separating  two  series  of  rocks,  which  indicates  a  pronounced 
time  interval  between  the  periods  of  formation  of  the  two  series,  is  called  an 
unconformity.  This  time  interval  may  also  be  accompanied  by  the  deformation 
of  one  series  previous  to  the  formation  of  the  other. 

Underground  water. — See  Ground  water. 

Under-ream. — To  enlarge  a  drill-hole  below  the  casing. 

Under-reamer. — An  oil-well  tool  used  for  enlarging  the  hole  below  a  drive  shoe,  etc. 
(National  Tube  Co.) 

Union. — (1)  The  usual  trade  term  for  a  device  used  to  connect  pipes. 

(2)  The  act  of  joining  or  uniting  two  or  more  things.     (3)  The  joint  or  con- 
nection thereby  made  (National  Tube  Co.). 

Unsaturated. — (Said  of  hydrocarbons.)  Having  the  property  of  taking  on  addition 
products,  such  as  the  halogen  elements,  without  giving  up  hydrogen;  such  as  the 
olefine  and  acetylene  series,  etc. 

"  Untest "  stock. — Partially  reduced  steam-refined  stock;  a  mixture  of  light  ends  and 
distillate  from  which  the  naphtha  content  is  usually  removed  in  a  steam  still; 
steam  refined  stock  diluted  with  naphtha  for  filtering  or  cold  settling  (A.  D.  Smith). 

Uplift — Elevation  of  any  extensive  part  of  the  earth's  surface  relatively  to  some  other 
part;  opposed  to  subsidence  (La  Forge). 

Upset. — To  increase  the  diameter  of  a  rock  drill  by  blunting  the  end.  (Gillette.) 
Also  appUed  to  casing  and  tubing. 

Upset  end  joint — A  reinforced  joint  in  rotary  drill  pipe  (Sands). 

Upthrow. — The  block  or  mass  of  rock  on  that  side  of  a  fault  which  has  been  displaced 
relatively  upward  (La  Forge).  The  term  should  be  used  with  the  definite  under- 
standing that  it  refers  merely  to  a  relative  and  not  an  absolute  displacement 
(Fay). 

Upthnist. — An  upheaval  of  rocks;  said  preferably  of  a  violent  upheaval;  used  also 
attributively  (Standard). 

Vacuum. — The  degree  of  rarefaction  of  a  partial  vacuum,  measured  by  the  reduction 
of  pressure  from  that  of  the  atmosphere  (Webster). 
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Valve. — Any  contrivance,  afi  a  lid,  cover,  ball,  or  slide,  that  opens  and  doses  a  pasBage, 
whether  by  lifting  and  falling,  sliding,  swinging  or  rotating — as  at  the  opening  of, 
or  inserted  in,  any  pipe,  tube,  outlet,  inlet,  etc.,  to  control  the  flow  or  supply  of 
liquids,  gases,  or  other  shifting  material  (Standard). 

Vapor. — ^Any  substance  in  the  gaseous  state,  under  conditions  where  it  is  capable  of 
being  liquefied  either  by  pressure  or  cooling  alone.  A  gas  below  its  critical  tem- 
perature (D.  T.  Day). 

Vapor  density. — The  relative  weight  of  a  gas  or  vapor  as  compared  with  some  specific 
standard,  usually  hydrogen,  but  sometimes  air  (Webster). 

Vaporimeter. — ^An  instrument  for  measuring  the  volume  or  the  tension  of  a  vapor 

(Webster). 

Vaseline;  vaselin. — ^A  trade  name  for  a  yellowish,  translucent,  semi-solid  petroleum 
product,  used  in  ointment  and  pomades,  as  a  lubricant,  and  in  other  ways;  a  form 
of  petrolatum  (Webster). 

Verifier. — (1)  A  tool  used  in  deep  boring  for  detaching  and  bringing  to  the  surface 
portions  of  the  wall  of  the  bore-hole  at  any  desired  depth  (Raymond).  (2)  In 
gas  testing,  an  apparatus  by  which  the  amount  of  gas  required  to  produce  a  flame 
of  a  given  size  is  measiu*ed;  a  gas  verifier  (Standard). 

Vernier. — Instrument  named  for  its  inventor,  Pierre  Vernier  (1580-1637)  used  for 
measuring  a  fractional  part  of  one  of  the  divisions  of  the  graduated  fixed  scale 
or  arc.    Used  on  a  sextant.    Also  called  nonius  (Century). 

Viscosity. — The  property  of  liquids  that  causes  them  to  resist  instantaneous  change 
of  shape  or  of  the  arrangements  of  their  parts;  internal  friction;  gumminess 
(Rickard).  The  resistance  which  the  particles  of  a  liquid  offer  to  a  force  tending 
to  move  them  relatively  (Gill).  Absolute  viscosity:  that  force  which  will  move 
1  square  centimeter  of  a  plane  siurface  with  a  speed  of  1  centimeter  per  second 
relative  to  another  parallel  plane  surface  from  which  it  is  separated  by  a  film  of 
the  Uquid  1  millimeter  thick  (Delbridge).  Critical  viscosity:  the  point  at 
which  friction  changes  from  decreasing  to  increasing  as  the  viscosity  of  the  lubri- 
cant is  increased — conditions  of  load,  speed,  and  feed  remaining  constant  (Gill). 
Engineering  unit  of  viscosity:  that  viscosity  which  ofi^ers  a  resistance  of  0.00291 
pound  to  the  relative  motion  at  the  rate  of  a  foot  per  minute,  of  opposite  faces  of  a 
film  of  the  viscous  liquid  1  square  inch  in  area  and  1/1000  of  an  inch  thick  (Gill). 

Viscous. — Adhesive  or  sticky,  and  having  a  ropy  or  glutinous  consistency  (Webster). 
Characterized  by  viscosity. 

Volatile. — Easily  wasting  away  by  evaporation;  readily  vaporizable  (Webster); 
e.g.,  those  fractions  of  bituminous  materials  which  will  evaporate  at  clinoatic 
temperatures. 

Volumetric  analysis. — The  analysis  of  a  compound  by  determining  the  quantity  of  a 
standard  solution  required  to  satisfy  a  reaction  in  a  known  quantity  of  the  com- 
pound (Standard). 

Volumetric  horse-power. — The  ratio  between  the  weight  of  air  contained  in  the  cylinder 
of  a  four-cycle  engine  when  the  compression  stroke  begins  and  that  of  the  air 
required  to  fill  the  same  volume  at  atmospheric  pressure  (Goldingham). 

Walking  beam. — An  oscillating  beam  or  lever  used  to  transmit  reciprocating  vertical 
motion  to  the  drilling  tools. 

Walk  out. — ^To  follow  up  a  prominent  bench  in  order  to  plot  structures  by  contoura. 

Wantage  rod. — A  gage  rod  for  measuring  the  outage  of  a  barrel,  tank,  or  tank  car. 

Warp. — To  deflect,  from  a  normal  position. 
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Wash. — ^To  pass  a  gas  through  or  over  a  liquid  for  the  purpose  of  purifying  it  (Web- 
ster). To  cleanse  or  purify  by  agitation  with  a  liquid  which  may  contain  cleansers, 
such  as  acid,  alkali,  or  clay.    See  also  Clay  wash. 

Wtfihdown  spear. — A  fishing  tool  used  in  rotary  drilling  (Sands). 

Washer. — ^An  apparatus  in  which  gases  are  washed;  a  scrubber  (Webster). 

Water-bound. — ^Confined  with  the  aid  of  water  (Bacon). 

Water  finder. — An  instrument  used  for  ascertaining  the  amount  of  water  in  a  tank 
containing  oil. 

Water  flush. — ^A  system  of  well-boring,  in  which  percussion  drills  are  used  in  connection 
with  water  forced  down  to  the  bottom  of  the  hole  through  the  drill  rods.  This 
water  jet  makes  the  tools  cut  better,  and  washes  the  detritus  up  out  of  the  hole 
(National  Tube  Co.). 

Water  gas. — A  gas  made  by  forcing  steam  over  incandescent  carbon  (coke)  whereby 
there  results  a  mixture  of  hydrogen  and  carbon  monoxide.  It  is  sometimes  used 
as  a  fuel,  but  usually  is  carbureted  with  illuminating  constituents  prepared  from 
oil  and  used  as  illuminating  gas  (Webster).  Steam  passed  through  a  mixture  of 
hydrocarbons. 

Water-gas  tars. — Tars  produced  by  cracking  oil  vapors  in  the  manufacture  of  car- 
bureted water  gas  (Bacon). 

Water  packer. — A  device  to  cut  off  water  from  the  lower  levels  of  an  oil  well,  or  to 
separate  two  distinct  flows  of  oil  from  different  strata  (National  Tube  Co.). 

Water  seaL — A  seal  formed  by  water  to  prevent  the  i>assage  of  gas  (Webster). 

WaterHSoiuble  oils. — Oils  having  the  property  of  forming  permanent  emulsions  or 
almost  clear  solutions  with  water  (Bacon). 

Water  string. — A  string  of  casing,  often  the  last  one  set,  used  to  shut  off  all  water 
above  an  oil  sand  (Sands). 

Water  surface. — In  oil  wells,  the  level  or  inclined  plane  between  the  oil  or  gas,  and  the 
edge  water  upon  which  the  oil  or  gas  rests.  Not  to  be  confused  with  ground- 
water level  or  table  (U.  S.  Geol.  Survey). 

Water  swivel. — In  rotary  well-boring,  a  combined  universal  joint  and  hose  coupling, 
forming  the  connection  between  the  water-supply  pipe  and  the  drill  rods,  and 
permitting  complete  rotation  of  the  tools  (National  Tube  Co.). 

Water  white. — A  grade  of  color  in  oil,  defined  as  +25  in  the  scale  of  the  Lovibond 
or  Tagliabue  colorimeter. 

Watt — An  electrical  unit  of  power  or  activity  equal  to  work  done  at  the  rate  of  1  joule 
a  second  or  at  the  rate  of  work  represented  by  a  current  of  1  ampere  under  a  pres- 
sure of  1  volt.    A  volt-ampere.     A  horse-power  is  equal  to  746  watts  (Webster). 

Wax. — An  unctuous,  fusible,  and  more  or  less  viscous  to  solid  substance,  having  a 
characteristic  '*  waxy  **  luster,  insoluble  in  water,  but  more  or  less  soluble  in  car- 
bon disulphide,  benzol,  etc.  (Bacon). 

Wax  distillate. — Neutral  oil  distillates  before  the  separation  of  paraffin  wax  (Bacon) 
An  intermediate,  the  primary  base  for  paraffin  wax  and  neutral  oils.     It  is  an 
amorphous  product,  and  for  the  most  part  requires  rerunning  before  pressing 
.  (A.  D.  Smith). 

Wax  oil. — The  immediate  base  from  which  paraffin  wax  and  neutral  oils  are  manu- 
factured (A.  D.  Smith). 

Wax  tailiiigs. — A  residual  product,  containing  chrysene,  picene,  and  other  compounds 
formed  by  destructive  distillation  of  petroleum  (Bacon). 
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Weathering. — (1)  Exposure  of  wild  (casing-head)  gasoline  to  the  air  or  heating  it, 
as  with  steam,  to  allow  the  lighter  vapors  to  escape  into  the  air. 

(2)  Changes  effected  in  rocks  by  atmospheric  influences.  Changes  in  color 
of  rock  surfaces  due  to  the  photographic  action  of  light,  as  for  example,  the  bleach- 
ing effect  of  light  on  oilnshales,  cannot  be  considered  weathering. 

Well. — A  shaft  or  hole  sunk  into  the  earth  to  obtain  oil,  gas,  water,  etc.  (Webster). 

Well  rig. — An  assemblage  of  all  mechanisms,  including  power  necessary  to  drilling, 
casing,  and  finishing  a  drilled  well  (Standard). 

Well  shooting. — The  firing  of  a  charge  of  nitroglycerin,  or  other  high  explosive,  in  the 
bottom  of  a  well,  for  the  purpose  of  increasing  the  flow  of  water,  oil,  or  gas  (Du 
Pont). 

Well  tube. — A  tube  or  tubing  used  to  line  wells  (Standard). 

Well-tobe  filter. — A  strainer  on  a  driven  well-tube  to  keep  out  grit  (Standard). 

Well-tube  point — A  point  at  the  end  of  a  perforated  tube  used  for  sinking  wells 
(Standard). 

Westpbal  balance. — A  form  of  balance  used  in  determining  the  specific  gravity  of 
liquids,  minerals,  fragments,  etc.  (Webster). 

'*  Wet "  natural  gas. — Natimd  gas  containing  readily  condensable  gasoline,  which  can 
be  extracted  in  quantity  sufficient  to  warrant  the  installation  of  a  plant. 

Whip  stock. — ^A  kind  of  fishing  tool. 

Widemouth  socket — ^A  well-borer's  fishing  tool,  in  which  the  socket  is  fitted  with  a 
bell  mouth,  nearly  the  full  bore  of  the  casing,  thus  making  it  easy  to  grip  the  ends 
of  broken  poles  or  the  like,  when  lost  at  the  bottom  of  a  well  (National  Tube  Co.). 

Wildcat — This  term  is  now  specifically  applied  to  an  oil  company  organized  to  develop 
unproven  ground  far  from  the  actual  point  of  discovery. 

Wildcatter. — One  who  drills  wells  in  the  hope  of  finding  oil  in  territory  not  known  to 
be  an  oil-field  (Webster). 

Wildcatting. — Drilling  wells  for  oil  in  territory  not  yet  proven  to  be  oil-bearing. 
Prospecting  for  oil  with  the  drill. 

Wild  gasoline. — Casing-head  gasoline. 

Wild  well. — An  oil  well,  the  flow  of  which  has  not  been  brought  under  control. 

Wire  rope. — A  rope  whose  strands  are  made  of  wires,  twisted  or  woven  together 
(C.  M.  P.). 

Wool  stocks. — Sun-bleached  neutral  oil,  compounded  with  lard  oil  to  make  a  rich, 
creamy  emulsion  (Bacon). 

Working  barrel. — The  body  of  a  pump  used  in  oil  wells  (National  Tube  Co.). 

Worm. — A  coil  of  pipe  for  condensing  vapors. 

Wurtzilite. — See  under  Elaterite. 

Yellow  wax. — A  viscous,  semi-solid,  substance  of  high  boiling  point  obtained  on  the 
distillation  of  petroleum  still  residuum. 

Yield. — The  proportion  of  oil  or  gas,  etc.,  obtained  in  mining;  extraction;  recovery. 

Zone  of  capillarity. — An  area  that  overlies  the  zone  of  saturation  and  contains  capillary 
voids,  some  or  all  of  which  are  filled  with  water  that  is  held  above  the  lone  of 
saturation  by  molecular  attraction  acting  against  gravity  (Meinzer). 

Zone  of  saturation. — ^An  area  which  contains  capillary  or  supercapillary  voids,  or 
both,  that  are  full  of  water  that  will  move  under  ordinary  hydrostatic  preasure 

(Webster). 
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Roman  ficures  (i,  ii)  refer  to  volume  numbers.     Arabic  ficures  (1,  2,  3,  etc.)  refer  to  jAgb  numbers. 


Abadan,  Persia,  oil  refinery,  i,  142 
Abandoning  oil  wells,  i,  290,  290,  300 
Abel-Pensky  tester,  i,  624,  638.  639 
Abilene  oil  field,  Texas,  i,  113 
Abney  level,  i,  179 
Abnormal  dips,  geology,  i,  171 
Abrasion,  fiictional,  in  lubrication,  ii,  637 
Absolute  pressures,  natural  gas,  table,  i,  456 
Absolute  viscosity,  i,  640,  ii,  626 
Absolute  sero,  ii,  807 
Abeorbers,  natural-gas  gasoline,  i,  768 
Absorption  method,  natural-gas  gasoline,  i, 
738,  742,  764 

production  by  states,  i,  786 
Absorption  of  oils,  i,  742 
Absorption  oil,  characteristics,  i,  739 
Absorption  plants,  i,  780 
Absorption  system,  wax  plant,  ii,  192 
Absorption  temperature,  natural-gas  gasoline 

i,  742 
Absorption  test,  gasoline  in  natural  gas,  i,  761 
Acadia  Parish,  La.,  oil,  i,  95 
Acala,  Mex.,  oil  seepage,  i,  64 
Accounting,  refinery,  ii,  424 
Acenaphthalene,  i,  508 
Aoenaphthene,  i,  536 
Acetic  addp  melting  point,  ii,  806 

specific  heat,  ii,  811 
Acetylene,  i,  478,  528 

specific  gravity,  ii,  832 
Acetylene,  series  of  hydrocarbons,  i,  478 
Acid  blow  cases,  ii,  40,  76 
Acid  coke,  ii,  371 

Add  heat  test, petroleum  products,  i,  588,690 
Acid  recovery,  ii,  402 
Add  sludge,  ii,  369 
Acid  tank,  ii,  39,  70 
Acid  tar  test,  i,  714 

Addity  test,  petroleum  products,  i,  588,  710 
Adinal  structure,  i,  45,  46 
Adair  County,  Mo.,  oil,  i,  97 
Adair  oU  field,  Okla..  i,  104 
Adams  Coimty,  Ind.,  oil,  i,  88 
Adams  County,  Mo.,  oil,  i,  97 
Adiabatic  line,  ii,  525 
Adsorption,  gaseous  by  solids,  i,  747 


Adsorption  method  for  natural-gas  gasoline 

i,745 
Adsorption  oil,  i,  534 
Aeroplane,  engine,  ii,  618,  619 
Aeroplane  gasoline,  ii,  361 
^tna  oil  burner,  ii,  477 
Africa,  asphalt,  i,  157 

bitumen,  i,  793 

oil,  i,  75.  156 

oU  shale,  i,  846,  848 
Aggregates,  for  concrete  construction,  ii,  129 

249 
Agitators,  lubricating  oil,  ii,  68 

refined  oil,  flux  and  lubricants,  ii,  62 

lefineiy.  U,  62,  92,  186.  221,  367 

skimming  plant,  ii,  19,  30 
Ain,  France,  bitumen,  i,  792 
Air,  ii,  786-789 

specific  gravity,  ii,  832 

specific  heat,  ii,  811 

standard  cyde  in  internal  combustion,  ii, 
526 
Air  and  vapor  mixture,  table,  ii,  789 
Air-blast  injection,  engines,  ii,  571 
Air  compressors,  Diesel  engine,  ii,  567,  581 

rule  for  capacity,  ii,  301 
Air  cooling,  ii,  829 
Air  drive,  i,  315 

Air  flooding,  in  oil  production,  i,  315 
Air  furnace,  oil  fired,  ii,  507 
Air  inlet  pipes,  Diesel  engine,  ii,  577 
Air  inlet  silencer,  Diesel  engine,  ii,  579 
Air  lift,  oil  pumping,  i,  315 
Air  pressures,  conversion  table,  ii,  787 
Air-refined  asphalt,  process,  1,  790 
Air  supply,  internal  combustion  engine,  ii,  553 
Air  tanks,  Diesel  engine,  ii,  576 

refinery,  ii,  78 
Alabama;  Mississippian  series,  i,  29 

natural  gas,  i,  40,  79 

natural  gas  production  and  consumption, 
statistics,  i,  352,  354 

oil,  i,  40,  80 

oil  shale,  i,  848 

Selma  chalk,  i,  19 
Alameda  County,  Calif.,  oil,  i,  539 
Alamo-Chapopote  oil  field,  Mex.,  i,  124,  125 
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AUskft,  oU,  i,  78.  80.  539 

oil  production  statistics,  i,  340 
Alasan-Potrero  del  Llano  oil  field,  Mex.,  i, 

124,  125 
Albania,  Turkey,  asphalt  and  bitumen,  i,  137, 

792 
Albert    County,  New  BmnBwick,    albertite 
dikes,  i,  6,  68 

oil,  i,  121 
Alberta,  Canada,  Cambrian  system,  i,  41 

bitumen,  i,  792 

Dakota  formation,  i,  5 

oil  analyses,  i,  575 

oil  and  gas,  i,  123 

overthrust  faults,  i.  60 

tar  sands,  i,  5 
Albertite,  i,  793 

Australia,  i,  7'J3 

Europe,  i,  792 

New  Brunswick,  i,  6,  68 

North  America,  i,  792 

Oceania,  i,  792 

tests  and  characteristics,  i,  794 
Alcohol,  boiling  point,  ii,  806,  807 

expansion  by  heat,  ii,  812 

freezing  point,  ii.  807 

hydrocarbon  solvent,  i,  536 

latent  heat  of  evaporation,  ii,  823 

specific  heat,  ii,  811,  812 
Aleppo  oil  field.  Pa.,  i.  Ill 
Alexandria  oil  field,  Ind.,  i,  89 
AlgerU,  oU.  i,  157 

average  specific  gravity,  i,  322 

production  statistics,  i,  325 
Algonkian  age,  i,  2,  9 
Alidade,  open  sight,  i,  179 

telescopic,  i,  180 
Aliphatic  hydrocarbons,  specific  heat,  i,  531 
Alkali,  recovery,  ii,  404 
Alkyl  sulphides,  in  oil,  i,  529 
Allegany  County,  N.  Y.,  oil,  i,  99,  107,  551 
Allegheny  County,  Pa.,  gray  sand,  i,  35 

oil,  i,  558 
Allegheny  formation,  gas  sands,  i,  24, 108, 116 
Allen  County,  Kans.,  oil,  i,  90,  544 
Allen  County,  Ky.,  gas,  i,  34 

oil  fields,  i,  92,  546 
AUen  County,  Ohio,  oU,  i,  102,  551 

nitrogen  in,  i,  530 

sulphur  in,  i,  525 
Allen  County  oil  field,  Ind.,  i,  89 
AUen  oil  field,  Okla.,  i,  105 
Allen  oil  field,  Tex.,  i,  113 
Allison  vanishing  thread  tubing,  dimensions, 

ii.  561 
Alloy  (tin-lead),  melting  point,  ii,  807 
Alloys,  refining  construction,  ii,  281 


Alluvium,  i,  12,  83,  160 

Alluwe  oil  field,  Okla..  i,  104,  105 

Allyl  bensol,  i,  484 

AUylene,  i.  478 

Alsace,  France,  bitumen,  i,  792 

oil.  i,  133,  325 
analyses,  i,  578 

average  specific  gravity,  i,  322 
oxygen  in,  i,  524 
Alta  Vista  oil  fields,  Tex.,  i,  113 
Alternating  current  motors,  ii.  295 
Alternators,  Diesel  engine,  parallel  operation, 

u,  582 
Altoona  oil  field,  Kansas,  i,  91 
Alumina,  specific  heat,  ii,  811 
Aluminum,  molting  point,  ii,  806,  807 

refinery  use,  ii,  279 
Amarillo  gas  and  oil  field.  Tex.,  i,  21, 1 13, 1 14 
American   Chemical   Society,    fixed    carbon 

test  for  asphalts,  i,  809 
"American  Medical  oil,"  i.  359 
American  melting  point,  wax,  i,  679,  683 
American    Society    for    Testing    Materials, 
carbon  residue  test,  i,  704 

determination  of  loss  on  heating  oils  and 
asphaltic  compounds,  i,  717 

emulsification  tests,  i,  695,  699 

melting  point  test,  i,  802 

penetration  tests,  asphalts,  i,  719 

viscosity  of  lubricants,  standard  test,  i,  644 

volatilisation  test,  asphalt,  i,  802 
American   Society   of   Municipal   Improve- 
ments, ductility  test,  asphalt,  i,  721 
Ames  limestone,  i,  23,  32 
Ammonia,  aqua,  gravity  and  strength,  table, 
ii.  840 

boiling  point,  ii,  806,  807 

specific  gravity,  ii,  832 

specific  heat,  ii,  811 

temperature  correction,  table,  ii,  840 

vapor,  saturated,  ii,  839 
Ammonia  pumps,  wax  plant,  ii.  194,  196 
Ammonium  hydrate,  refinery  use,  ii,  368,  371 
Ammonium  sulphate  in  shale,  i,  873,  883,  891 
Amorphous  silica,  California  shale,  i,  892 
Amorphous  wax.  ii.  359 
Amsden  sand,  i,  98 
Amsterdam  oil  field.  Ohio,  i,  101 
Amyl  benxol,  i,  488 
Amyl  butylcaproyle,  i,  468 
Amylene,  i,  472 
Analyses,  ash,  California  shales,  i,  803 

Green  River  shales,  i.  876 

Nevada  shales,  i.  890 

petroleum  products,  i,  588 
Analyses,  boiler  steel,  ii,  144 

crude  oil,  ii,  325,  331,  538 
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Analyses,  fixed  ganes  from  oU  shale,  i,  882 

natural  gas,  i,  729 

oil  shale,  i,  836,  872 

pipe  steel,  ii,  551 

still  gases,  ii,  338 

structural  steel,  ii,  116,  122 
Analysis,  gas,  method  of,  i,  731 

oil  shale,  method  of,  i,  849 

shale  oil,  method  of,  i,  853 
Andean  oil  district,  Argentina,  i,  140,  149 

Peru,  i,  148 
Ada  gas  field,  Oklahoma,  i,  105 
Anderson  County,  Tex.,  bitumen,  i,  791 
Aneroid  barometer,  i,  181 
Angles,  refinery  construction,  ii,  30,  103,  107 
Angle  bracing,  refinery  construction,  ii,  28, 

52-64 
Aniline,  bcnling  point,  ii,  806 
Annealing  furnace,  ii,  505,  508,  514 
Annealing,  pipe,  ii,  502 
Annona  chalk,  i,  19,  95 
Anse  la  Butte  oil  field,  Louisiana,  i,  550 
Anthracene,  i,  514,  536 
Anticlinal  bulges,  i,  59 
Anticlinal  structures,  i,  45,  47 

India,  i,  141 
Anticlinal  theory,  oil  occurrence,  i,  44,  73 
Anticlines,  Cincinnati,  i,  102 

United  States  oilfields,  i,  79 
Antimony,  melting  point,  ii,  806,  807 

specific  heat,  ii,  811 
Appalachian  Basin,  i,  21,  140 
Appalachian  field,  deliveries, petroleum,  i, 345, 
358 

oil    production,    quantity    and  value    of 
since  1859,  i,  330,  356 

stocks,  i,  343.  357 
Appalachian  geosyncline,  i,  102 
Appalachian  Mountain  system,  oil,  i,  9 
Appalachian  oil  district,  Ohio,  i,  102 
Appalachian  oil  fields,  i,  78 

anticlinal  and  synclinal  structures,  i,  47 

Keener  sand,  i,  31 

Mississippian  series,  i,  31 

sand  stones,  i,  73 

structural  tjrpes,  i,  79 

trend  of  direction,  i,  9 
Apollo  oil  field.  Pennsylvania,  i.  Ill 
Apaheron  Peninsula,  Russia,  mud  volcanoes, 

i.6 

oil  fields,  i,  127 
Arabia,  bitiunen,  i.  793 

oil,  i,  145 
Arc  of  contact,  lubrication,  ii,  631 
Archean  age,  i,  2,  9 
Archer  County,  Tex.,  oil,  i,  114 
Archers  Fork  oil  field,  Ohio,  i,  101 


Area,  measures,  ii,  762,  766 
Argentina,  bitumen,  i,  792 

oil  analyses,  i,  577 

oil,  average  specific  gravity,  1,  322 

oil,  gas,  and  asphalt,  i,  148 

oil  production  statistics,  i,  150,  325 

oil  shale,  i,  842 

oil,  unit  of  measure,  ii,  761 

stratigraphic  occurrence  of  petroleum,  i,  11 
Argentine  gas  pool,  Kansas,  i,  91 
Arisona,  oil,  i,  80 
Arkadelphia  formation,  i,  18,  95 
Arkansas,  bitumen,  i,  791 

Mississippian  series,  i,  29 

natural  gas  production  and  consumption, 
statistics,  i,  352,  354 

oil,  i,  80 

oil  analyses,  i,  539 

oil,  production  statistics,  i,  356 
Arkansas  City  oil  field,  Kansas,  i,  91 
Armenia,  asphalt,  oil,  maltha,  and  bitumin- 
ous springs,  i,  145 
Armstrong  County,  Pa.,  **  Fourth  '*  sand,  i,  35 
Armstrong  Mills  oil  field,  Ohio,  i,  100 
Armstrong  Run  oil  field,  Pa.,  i,  111 
Aromatic  distillate  stock,  ii,  369 
Aromatic  series  of  hydrocarbons,  i,  480 
Arrested  anticline,  oil  geology,  i,  55,  73 
Artificial  oil  shales,  i,  834 
Asbestos,  grease  filler,  ii,  674 

packing,  refinery,  ii,  285,  286 

refinery  insulating,  ii,  282,  286 
Ash  analyses,  California  shale,  i,  893 

Green  River  shale,  i,  876 

Nevada  shale,  i,  876 

petroleum  products,  i,  588,  723 
Ashland  County,  Ohio.  Clinton  sand,  i,  39 
Ashland  oil  field,  Ohio,  i,  101 
Ashtabula  County,  Ohio,  gas,  i,  33 
AsU,  oil,  i,  75,  137 

oil  shale,  i,  848 
Asia  Minor,  oil  and  gas,  i,  145 
Asphalt,  i,  787-829 

Albania,  i,  137 

Angola,  i,  157 

Arkansas,  i,  80 

Argentina,  i,  150 

Armenia  (Turkish),  i,  145 

Asia,  i,  792 

briquette  binder,  i,  829 

British  Guiana,  i,  155 

Canada,  i,  121 

characteristics,  i,  798,  809 

Chile,  i,  155 

classification,  i,  787 

composition,  i,  524 

Cuba,  i,  159 
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Aiphalt,  determination  of  ductility,  i,  721 

determination  of  penetration,  i,  717 

electrical  insulation,  1,  830 

Europe,  i,  792 

fixed  carbon  test,  i,  800 

flash  point  test,  i,  800 

floor  covering,  i,  820 

Germany,  i,  134 

in  oil,  i,  450 

marketing,  i,  814 

melting  point,  methods  of  testing,  i,  685, 
687,802 

Mesopotamia,  i,  141 

Mexico,  i,  124 

Nevada,  i,  08 

Oceania,  i,  703 

Oklahoma,  i,  22 

paints,  i,  820 

Palestine,  i,  144 

Pitch  Lake,  Trinidad,  i.  6.  150 

processes  of  refining,  i,  787 

producing  countries,  i,  706 

production  from  petroleum,  i,  705 

Rancho  La  Brea,  i,  16 

roofing,  i,  822 

saturated,  felt  roofing,  i,  822 

sheet,  i,  817 

solubility  tests,  i,  806 

Spsan,  i,  136 

surface  indication  of  oil,  i,  2,  3,  5,  0,  167 

tests  and  characteristics,  i,  704 

Trinidad,  i,  150 

United  States,  i,  700 

uses,  i,  816 

Veneiuela,  i,  151 

volatilisation  test,  i,  807 

Wyoming,  i,  67 
Asphalt  base  oils,  ii,  453 
Asphalt  content,  determination  of,  i,  588,  721 
Asphalt  earth  pavements,  i,  817 
Asphalt  fillers,  kinds,  i,  821 
Asphalt  flux,  ii,  365 
Asphalt  grout,  i,  821 
Asphalt  macadam,  i,  818 
Asphalt  mastic  pavements,  i,  817 
Asphalt  paving  mixture,  i,  818 
Asphalt  pipe  coating,  i,  826 
Asphalt  sand  mixttire,  i,  817 
Asphalt  shingles,  i,  824 
Asphalt  surface  treatment,  i,  818 
A^haltenes,  i,  715,  807 
Asphaltic-base  crudes,  refining,  ii,  355 
Asphaltic  compounds,  determination  of  loss 

on  heating,  i,  717 
Asphaltic  concrete,  i,  816.  817,  818 
Asphaltic  flux  oil,  methods  of  testing,  i,  588 
Asphaltic  limestones,  i,  703 


Asphaltic  oils,  e£Feot  on  oil  migration,  i,  74 
Asphaltic  pavement,  foundations,  i,  818 
Asphaltic  patrolaimi  products,  ash  test,  i,  723 

fixed  carbon  test,  i,  723 

pyrobitumens,  tests  and  chazaeteristics,  i, 
704 
Asphaltic  sands,  description  and  use,  i,  703 
A^haltites,  i,  704 
Assam,  India,  oil  fields,  i,  140 
Assay  di!itillation,  petroleum  produots,  i,  588, 

678 
Asymmetrical  anticlinet,  i,  47 

India,  i,  141 
Atascosa  County.  Tex.,  ofl.  114 
Aten  oil  field,  Pennsylvania,  i,  108 
Athabaska,  Can.,  tar,  i,  5,  121,  123 
Athens  County,  Ohio,  Berea  sand,  i,  33 
Athens  oil  field,  Ohio,  i,  101 
Atmospheric  pressure,  ii,  786 
Atoka  County,  Okia.,  bitumen,  i,  701 
Atlantic  gravity  temperature  oorrector,  de- 
scription and  use,  i,  601 
Atlantic  lubricator,  i,  606 
Atlantic  Refining  Co.,  bomb  method  sulphur 
determination,  i,  700 

burner  description,  i,  677 
Atmespheric  air,  expansion  by  heat,  ii,  812 
Atomization,  Diesel  engine,  ii,  575 

liquid  fuel,  ii,  448 

lubricants,  ii,  645,  663 
Atomiser,  mechanical,  oil  heaters,  ii,  481 
Atomizing  burner,  ii,  440 
Attachment  angles,  oil  tankers,  i,  377 
Atterite,  refinery  use,  ii,  270 
Atwood  oil  field,  Pennsylvania,  i,  111 
Auglaize  County,  O.,  oil,  i,  102 

nitrogen  in,  i,  520 

oil,  sulphur  in,  i,  525 
Augusta  oil  field,  Kan.,  i,  01,  546 
Austin  Group,  i,  10. 05 
AostraUa,  albertite,  i,  703 

bitumen,  i,  703 

elaterite,  i,  703 

oil,  i.  166 

oil  and  gas,  i,  164 

oU  shale,  i,  164,  847 
Austria,  bitumen,  i,  702 

oil  shale,  i,  848 
Austria-Hungary,  asphalt,  i,  707 
Automobile  engines,  ii,  620 

lubrication,  ii,  666 
Automobile  gasoline,  ti,  361 
Automobile  oils,  characteristics,  Ii,  677 
Automobiles,  number  in  United  States,  ii,  623 
Avalon  oil  field.  Pa.,  i,  110 
Avant  oil  field,  Oklahoma,  i,  105 
Aviation  gasoline,  ii,  361 
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Avis  ofl  field,  Texas,  i,  113 
Axle  grease,  ii,  675 


B 


Baboock  and  Wilcox  boilers,  ii.  467,  481 
Bacon,  Brooks  and  Clark  cracking  process, 

u,  435 
Bagasse,  use  with  oil,  ii,  477 
BoQers,  standard  drilling,  i,  248 
Bailey  oil  field,  Texas,  i,  113 
Bailing,  in  oil  wells,  i,  313 

tools,  standard,  i,  228 
Bakersfield,  Calif.,  pipe  line  heating,  i,  405 
Bakerstown  oil  field,  Pennsylvania,  i,  111 
Baku,  Russia,  mud  volcanoes,  i,  6 

natural  gas  springs,  i,  42 

oil  analysis,  i,  581 

oU  fields,  i,  50,  127,  142 

oil,  mercaptans,  i,  527 
Balakhani,  Russia,  oil  analysis,  i,  581 

oil  fields,  i,  127 
Balancing,  Diesel  engines,  ii,  565 
Baloones  fault  sone,  Texas,  i,  114 
Bald  Hill  oU  field,  Oklahoma,  i,  105,  556 
Baldwin  oil  field,  Kansas,  1,  91 
Balltown  oil  field,  Pennsylvania,  i.  Ill 
Bangs  oil  field,  Texas,  i,  113 
Barbacoas  formation,  Venezuela,  i,  152 
Barbados,  W.  L,  glance  pitch  (manjak),  i.  792 

oil,  i,  161 
Barbey  ixometer,  i,  643 
Barbour  County,  W.  Va.,  oil,  i,  116 
Barlow*8  formula,  internal  fluid  pressure,  ii, 

519,  521,  527,  528 
Barnes  oil  field,  Oklahoma,  i,  105 
Bamesville  oil  field,  Ohio,  i,  101 
Barograph,  i,  181 
Barometer,  aneroid,  i,  181 
Barometric  method,  mapping,  i,  177,  183 
Barrels,  asphalt,  i,  815 

refinery,  manufacture,  ii,  226 

steel,  ii,  566 
Barren  County,  Ij.»  '* Deep"  sand,  i,  94 

gas,  i,  34 

High  Bridge  formation,  i,  40 

natural  gas,  i,  40 

oU,  i,  92,  94,  546 
Barrier  oil  field,  Kentucky,  i,  93 
Bars,  weight  and  areas,  table,  ii,  781 
BarUesville  oil  field,  Okla.,  i,  104-^105,  556 
Bartlesville  sand,  i,  28,  29,  30,  106 
Barjrtes,  grease  filler,  ii,  674 
Basalt  crevices,  oil  in,  i,  67 
Basalt  plugs,  i,  59,  63 
Basaltic  dikes,  Mexico,  i,  67 
Base  maps,  i,  177 
Base  oils,  cracking,  ii,  430 


Basin  oil  field,  Wyoming,  i,  118,  120 
Basses-Alpes,  France,  bitumen,  i,  792 
Batch  process,  oil  treating,  ii,  369 

refining  asphalt,  i,  788,  790 
Batch  stills,  ii,  324,  333 
Bates  County,  Mo.,  oil,  i,  97 
Bath  County,  Ky.,  oil,  i,  92,  546 
Batson  oil  field,  Texas,  i,  113,  564 
BaumA  gravity.  Bureau  of  Standards,  1,  594 

correction  for  temperature,  table,  ii,  836 

ofl  equivalents,  ii,  833,  834 

TagUabue,  i,  595 

use  of  correction  tables  for  temperature, 
i,  601 
Bauxite,  refinery  use,  ii,  368 
Bavaria  oil  field,  Germany,  i,  134 
Bayard  sand,  i,  36,  108,  116 
Bays  Fork  ofl  field,  Kentucky,  i,  93 
Beagle  oil  field,  Kansas,  i,  91 
Beall  oil  field,  Pennsylvania,  i,  110 
Beallsville  oil  field,  Ohio,  i,  100 
Beaman  stadia  arc,  i,  180,  195 
Bear  Creek  gas  field,  Kentucky,  i,  93 
Bear  Creek  oil  field,  Pennsylvania,  i,  110 
Beardmore  engine,  ii,  537 
Bearing  area,  in  lubrication,  ii,  641 
Bearing  design,  in  lubrication,  ii,  668 
Bearing  greases,  ii,  674 
Bearing  oils,  ii,  648 
Bearing  plates,  ii,   246 
Bearing  pressures,  in  lubrication,  ii,  544,  633, 

635,  642,  666 
Bearing  temperatures,  in  lubrication,  ii,  640 
Beatings,  metal,  lubrication,  ii,  631 

oil  grooves  in,  ii,  668 
Beaumont  oil  field,  Kansas,  i,  91 
Beaumont  oil  field,  Texas,  rotary  drilling 
S3^tem,  i,  251 

standard  casing  requirements,  i,  221 
Beaver  Creek  oil  field.  Ky.,  i,  34,  92.  93,  94 
Beaver  Dam  ofl  field,  Ohio,  i,  101 
Beaver  FaUs  ofl  field,  Pennsylvania,  i,  110 
Beaver  sand,  i,  25,  92,  94 
Bedford  "red  rock,"  i,  33 
Bedford  shale,  i,  32,  34 
Beds,  geologic  mapping,  1,  169 
Beehunter  ofl  field,  Indiana,  i,  89 
Beeswax,  latent  heat  of  fusion,  u,  823 

melting  point,    u,  807 
Beggs  ofl  field,  Oklahoma,  i,  105,  556 
Bejucal  asphalt,  i,  791,  794 
Belgium,  ofl,  i,  136 
BeU  topping  retort,  U,  238 
BeUair  ofl  field,  lUinois,  i,  87 
BeUe  Isle  ofl  field.  Louisiana,  i,  63 
Belle  River  ofl  pool,  Ontario,  Can.,  i,  122.  123 
Bellevemon  ofl  field,  Pennsylvania,  i,  110 
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Bellevue  oil  field,  Pennsylvania,  i,  110 
Belmont  County,  Ohio,  oil,  1,  102 

nitrogen  in,  i,  530 
Belridse  oil  field,  California,  i,  16,  81,  82,  83, 

541 
Belt  conveyors,  for  filter  plant,  ii,  201 

horse  power  for,  ii,  305 
Beltins.  link,  u,  306 
Belts,  horse  power,  ii,  303 
Bending  movements,  reinforced  concrete,  ii, 

267 
Bend  limestone,  i,  13,  31, 114 
Bend  tests,  steel,  ii,  117,  123,  144 
Benedict  oil  field,  Kansas,  i,  91 
Bengal,  India,  oil,  i,  141 
Benson's  formula,  heat  transmission,  air  to 

water,  ii,  829 
Benton  cracking  process,  ii,  426 
Benton  shale,  i,  18,  119 
Benzene  (bensol),  i,  480 

hydrocarbon  solvent,  i,  536 
Benserythrene,  i,  518,  536 
Benzine,  u,  338,  363,  423 

boiling  point,  ii,  806 

condenser  coil  data,  ii,  172 

specific  heat,  ii,  812 

treating,  ii,  368 
Benzol  (benzene),  i,  480,  536 

heat  of  combustion,  ii,  809 

hydrocarbons,  i,  480 
Benzophenone,  boiling  point,  ii,  518 
Berea  grit,  i,  32,  33 
Berea  oil  field,  Ohio,  i,  100 
Berea  sand,  i,  15.  25,  32,  59,  92, 94, 103,  108, 

116 
Bermudez,  Venezuela,  asphalt,  i,  791,  794 

bitumen,  i,  792 
Bernadillo  County,  N.  Mez.,  oil,  i,  99 
Bernoulli's  theorem,  i,  380 
Bessemer  engine,  ii,  539 
Bessemer  oil  field.  Pa.,  i,  110 
Bessemer  steel  pipe,  ii,  501 
Best,  W.  N.,  u,  445 
Bexar  County.  Tex.,  oil,  i,  114,  565 
Bihi-Eibat  oU  field,  RquU,  i,  47,  68,  127 

oil  analysis,  i,  581 
Big  Dunkard  sand,  i.  24 
Bigheart  oil  field,  Oklahoma,  i,  104.  556 
Big  Horn  County,  Mont.,  oil,  i,  97 
Big  Horn  County,  Wyo.,  oil,  i,  570 
Big  Injun  sand,  i,   15,  31,  32,  33,  94.  103, 

108,  116 
Big  Lime,  i,  21,  26,  27.  29,  31,  37,  38,  39,  108 

(Greenbrier  limestone),  W.  Va..  i,  15,  31, 
116 

(Maxville  limestone),  Ohio,  i,  15. 25, 31. 103 
Big  Muddy  oil  field.  Wyo.,  i.  118,  120,  571 


Big  Sinking  oil  field,  Kentucky,  i.  92,03. 547 

Billet  heating  furnaces,  oil  fired,  ii.  493 

Billings  oil  field,  Oklahoma,  i.  21,  25.  104 

Binagadi  oil  field,  Russia,  i,  127 

Bins,  oil  shale  plants,  i,  860 

Bird    Creek-Flat    Rock-Skiatook    oil    fisld, 

Oklahoma,  i,  105 
Bird  Creek  oil  field,  Oklahoma,  i.  564 
Birmingham  gage,  sheets,  ii,  773.  774 
Bimie's  formula,  internal  fluid  prMmue,  ii, 

619.  526,  627,  528 
Bismuth,  latent  heat  of  fusion,  ii,  823 

melting  point,  ii,  806 

(melted)  specific  heat,  ii,  812 
Bisulphide  of  carbon,  latent  heat  of  evapora- 
tion, ii,  823 
Bit  hook.  i.  282 
Bits,  dressing  of,  i,  243 

rotary,  i,  261 

standard,  i.  226,  227 
Bittenbender  oil  field,  Pennsylvania,  i.  110 
Bitumen,  i,  787 

Albania,  i.  137 

Arabia,  i,  146 

BrasU.  i.  164 

Cuba,  i,  159 

East  Africa,  i,  158 

EngUmd.  i,  136 

European  Turkey,  i.  134 

Falkland  Islands,  i,  166 

foreign,  i.  792 

Gold  Coast,  i,  158 

in  igneous  rocks,  i,  66 

Mesopotamia,  i,  141 

Nevada,  i,  98 

Nigeria,  i,  168 

United  States,  i,  790 

Victoria,  i,  166 
Bituminous  dikes,  i,  6,  6,  71 
Bituminotis  lakes,  i,  3, 6 

Borneo,  i.  6 
Bituminous  lignite,  Porto  Rioo.  i.  161 
Bituminous  limestone,  i,  3,  4,  792 

melting  point,  i.  686 
Bituminous  mixtures,  protective  coatings,  li, 

572 
Bituminous  products,  method  of  deteiminft- 

tion  of  i,  715.  806 
Bituminous  rock,  Philippine  Islands,  i,  163 

production,  i,  796 
Bituminous  sands,  i,  3,  4,  792 
Bituminous  seals,  oil  sands,  i,  46,  68,  74 
Bituminous  seepages,  i,  3.  6 
Bituminous  shale,  i.  9 

Bulgaria,  i,  137 

Scotland,  i.  136 

Wales,  i.  136 
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Bituminous  springs,  Annenia  (Turkish),  i,145 

Bizby  oil  field,  Oklahoma,  i,  104 

Bizler  sand,  i,  28 

Black  Creek,  Ontario,  Canada,  oil,  i,  121 

BUck  oilp  u,  356 

methods  of  testing,  i,  588 
Black  oil  field.  Ohio,  i,  100 
Black  oil  sand,  i,  35 
Black  Ranch  oil  field,  Texas,  i,  113 
Black  Run  oil  field,  Pennsylvania,  i,  110 
Black  shale,  i,  871 

Black  steel  sheets,  weight,  table,  ii,  778 
Blackford  County,  Ind.,  oil,  i,  88 
Blackshire  oil  field,  Pennsylvania,  i,  110 
Blacksmith  tools,  drilling,  i,  217 
Blackstone  engine,  ii,  533 
Blackwell  oil  field.  Oklahoma,  i,  21,  104 
Blackwell,  Okla.,  crude,  characteristics,  ii,  13 
BUckwell  sand,  i,  21,  25,  106 
Bladensburg  oil  field,  Ohio,  i,  100,  552 
Blaine-Laurel  Creek  oil  field,  Kentucky,  i,  93 
Blair  oil  field,  Pennsylvania,  i,  1 10 
Blast  furnace  gas.  fuel  oil  equivalent,  ii,  476 
Bleacher,  lubricating  oil,  ii,  73 

refined  oil,  ii,  72 

skimming  plant,  ii,  19,  37 
Blending,  natural-gas  gasoline,  i,  757,  758 
Block-caving  method,  oil  shale  mining,  i.  856 
Blood  char,  refinery  use,  ii,  368,  379 
Blossom  sand,  i,  12,  19,  95 
Blowouts  and  their  prevention,  i,  268 
Blow  cases,  acid,  refinery,  ii,  76 
Bluck  oU  field,  Ohio,  i,  101 
Blue  Creek  oil  field,  West  Virginia,  i,  117, 

569 
Blue  Monday  sand,  i,  35 
Board  Tree  oil  field,  Pennsylvania,  i,  110 
Boardtree  oU  field,  W.  Va..  i,  117 
Boat  transportation,  oil,  i,  370 
Bodmer's  formula,  condensation  in  cylinders, 

ii,  659 
Boiler-house,  refinery,  ii,  229 
Boiler,  oil  country  specifications,  i,  224 
Boiler  manufacturing,  oil  fuel,  ii,  497 
Boiler-plate,  refinery  use.  ii.  288 

strength,  at  high  temperatures,  ii,  815 
Boiler    power,    gasoline    absorption    plant, 

i,  785 
Boiler  shells,  refinery,  ii,  288 
Boiler  steel,  standard  specifications,  ii,  143 
Boiler  tubes  and  flues,  internal  fluid  pressure, 

ii,  534 
BoUers,  oil  fired,  u,  463 

refinery,  ii,  92,  191,  287 

tubular,  California  type,  i,  225 

tubular,  oil  fired,  ii,  464 
Bolinder  engine,  ii,  537 


Boiling  point,  adsorption,  relation  to  temper^ 
ature  and  pressure,  i,  748 

hydrocarbons,  i,  461 

various  liquids,  ii,  806 

water,  table,  ii,  790 
Bolivia,  oil,  i,  153 

oil,  analysis,  i,  577 

oil,  unit  of  measure,  ii,  761 
Bolted  tanks,  refinery,  ii,  212 
Bolton  Creek  oil  field,  Wyoming,  i,  120 
Bolts,  connecting  rod,  internal  combustion 
engine,  ii,  543 

cylinder  heads,  Diesel  engine,  ii,  563 

refinery  use,  ii,  268 
Bomb  method,  determination  of  sulphur  in 

oils,  i,  709 
Bond  County,  111.,  oil,  i,  86 
Bone  char,  filter  plant  use,  ii,  201,  202 

refinery  use,  ii,  368,  377 
Bonner  Springs  oil  field,  Kansas,  i,  91 
Booch  sand,  i,  30,  31,  106 
Boone  chert,  i,  30,  34 
Boone  County,  W.  Va.,  oil,  116 
Boone  Dome  oil  pool,  Wyoming,  i,  120 
Bomeene,  i,  512 
Borneo,  oil.  i.  161, 162 

oil  analyses,  i,  583 
Bomylene,  i,  512 
Bossier  Parish,  La.,  oil,  i,  95 
Boston  casing,  inserted   joint,    weights   and 
dimensions,  ii,  559 

weights  and  dimensions,  ii,  556 
Boston  oil  field,  Oklahoma,  i,  104 
Bothwell  oil  field,  Ontario,  Can.,  i,  121,  122, 

576 
Bosworth  oil  field,  Ohio,  i,  100 
Bottineau  County,  N.  D.,  gas,  i,  102 
Bottom  hole  packer,  i,  291,  293 
Bottom  outlet  valve,  tank  cars,  i,  363 
Bottom  settlings,  i.  690.     See  also  B.  S. 
Boulder  County,  Colo.,  oil,  i,  542 
Boulder  oil  field,  Colorado,  i,  84.  85,  542 
Boulder  sand,  i,  35 

Bourbon  County,  Ky.,  natural  gas,  i,  40 
Bowerston  oil  field,  Ohio,  i,  100 
Bowl,  fishing,  i,  289 

Bowling  Green  oil  field,  Kentucky,  i,  93 
Box  cars,  asphalt,  i,  816 
Boyd  County,  Ky.,  bitumen,  i,  791 
Boyle's  law,  gases,  ii,  525 
Boynton  oil  pool.  Oklahoma,  i,  30,  104,  105 
Boynton  sand,  i,  30 
Bradford  oil  field,  Pa.,  i,  37,  110 
Bradford  sand,  i,  36,  108 
Bradford  third  sand,  i,  38 
Brady  Run  oil  field,  Pennsylvania,  i,  110 
Brady's  Bend  oil  field,  Pennsylvania,  i,  110 


944 


INDEX 


Brake  horsa-powar,  Diesel  engines,  ii,  568 

internal  combuBtion  engines,  ii,  530 
Brant  County,  Ontario,  Can.,  oil,  i,  121,  123 
Brass,  Crane  special,  tensile  strength,  ii,  818 

elongation,  ii,  821 

radiation  and  reflection,  ii,  824 

refinery  use,  ii,  279 

rolled  r>3d,  elastic  limit,  ii,  820 

rolled  rod,  tensile  strength,  ii,  820 

specific  heat,  ii,  811 
Bratcher  Hollow  oil  field,  Kentucky,  i,  93 
Braxton  County,  W.  Va.,  gas,  i,  116 
Brazil,  oU,  i,  154 

oil  analysis,  i,  577 

oil  shale,  i,  834,  842 

oil,  unit  of  measure,  ii,  761 
Brasoria  County,  Tex.,  oil,  i,  114,  566 
Braa,  California,  i,  68 

Wyoming,  i,  67 
Breakdown  pressure,  lubricants,  ii,  633 
Breakdown  viscosity,  lubrication,  ii,  632 
Breast  and  bench  method,  oil-shale  mining,  i, 

855 
Breast  method,  oil  shale  mining,  i,  855 
Breathitt  County,  Ky.,  oil,  i,  92 
Brecciation,  i,  64 

Breckenridge  County,  Ky.,  bitumen,  i,  791 
Breckenridge  (Parks),  oil  field,  Texas,  i,  31, 

113 
Bremen  oil  field,  Ohio,  i,  53,  59,  100,  552 
Brenner  oil  field,  Pennsylvania,  i,  110 
Bricker-Snyder  oil  field,  Ohio,  i,  100 
Brickwork,  refinery  construction,  ii,  248 
Brickwork  and  masonry,  specific  heat,  ii,  811 
Bridge,  oil  tanker,  i,  376 
Bridgeport  gas  field.  West  Virginia,  i,  117 
Bridger  formation,  oil  shale,  i,  873 
Bridgeville  oil  field,  Pennsylvania,  i,  110 
Brigg's  standard,  pipe,  ii,  546 
Bright  stocks,  ii,  359 
Brine,  refinery,  ii,  372 

sodium  chloride  solutions,  ii,  848 
Brine  pump,  wax  plant,  ii,  194 
'•Bringing  in"  a  well,  i.  252 
Brinkhaven  oil  field,  Ohio,  i,  100 
Briquets,  asphalt,  binder,  i,  829 
Bristoria  oil  field,  Pennsylvania,  i,  110 
Bristow  oil  field,  Oklahoma,  i,  104 
British  Borneo,  oil,  i,  163 
British  Colombia,  oil,  i,  41.  68 

oil  shale,  i,  841 
British  Guiana,  oil,  i,  155 
British  Honduras,  oil,  i,  126 
British  Isles,  oil,  i.  23 
British  thermal  unit,  ii,  446,  808 
Broad  Ripple  oil  field,  Indiana,  i,  89 
Broken  Anow  oil  field,  Oklahoma,  i,  104 


Bromina,  boiling  point,  ii,  806 

melting  point,  ii,  806 

specific  heat,  ii,  812 
Bronson  oil  field,  Kansas,  i,  91 
Bronze,  melting  point,  ii,  806 

refinery  use,  ii,  279 
Brooke  County,  W.  Va.,  oil,  i,  116 
Brooklyn  oil  field,  Ohio,  i,  100 
Brookville  oil  field,  Pennsylvania,  i,  110 
Brown-Pickering  topping  plant,  ii,  83 
Brown  County,  Tex.,  oil,  i,  28,  114,  550 
Brown  sediment.     See  B.  S. 
Brownstone  marl,  i,  19,  95 
Brownwood  oil  field,  Texas,  i,  113,  559 
Brunton  compass,  i,  178 
Brush  Creek  oil  field,  Pennsylvania,  i,  110 
Brushy  Creek  oil  field,  Ohio,  i,  100 
Brushy  Mountain   gas  field,   Oklahoma,   i, 

104 
B.  S.,  i,  432,  588,  670,  690;  ii,  359 
B.  S.  and  water,  fuel  oil,  ii,  340 

separation  by  centrifuge  method,  i,  588 
B.t.u.,  ii,  446,  791,  808 
Buck  Creek,  Ky.,  oil  field,  i,  92,  93 
Buck  Creek  oil  field,  Okla.,  i,  104 
Buckesre  engine,  ii,  540 
Buckeye  pipe  laying  machine,  i,  412,  413 
Buck  Run  oil  field,  Ohio,  i,  100 
Buffalo  Basin  gas  pool,  Wyoming,  i,  120 
Buffalo  line  test,  Pitot  tube,  i,  436 
Buffalo  oil  field,  Kan.,  i,  91. 
Buffalo  oil  field.  Pa.,  i,  110 
Building  materials,  spec,  grav.,  table,  ii,  831 
Buildings,  construction  data,  ii,  244 

refinery,  ii,  228 
Built-up  roofing,  asphalt,  i,  825 
Bulb  immersion  thermometer,  i,  592 
Bulgaria,  oil  shale,  i,  137,  843 
Bulldog,  fishing  tool,  i,  211,  278 
Bullion  oil  field,  Pennsylvania,  i,  110 
Bumper,  fishing  tool,  i,  278 
Bunkering  wharf,  ii,  241 
Bureau  of  Standards,  Baum6  gravity,  i,  594 

determination  of  sulphur  in  oils,  i,  709 

emulsification  of  oils,  i,  701 

Waters  oxidation  test,  i,  705 
Burgess  sand,  i,  30,  106 
Burgettstown  oil  field,  Pennsylvania,  i,  1 10 
Burgoon  sandstone,  i,  32 
Borkbumett  oH  field,  Texas,  i,  22,  28,  113, 
114,  562 

drilling  methods,  i,  202 

gas  pumps  in,  i,  320 

standard  casing  requirements,  i,  221 
Burkett  oil  field,  Texas,  i,  113 
Burkhart  oil  field,  Ohio,  i,  100 
Burlap  packer,  i,  293 
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Bumu,  India,  oil,  i.  6,  50,  148,  140 

oil  analyses,  i,  581 

oil,  unit  of  measure,  ii,  761 
Burmeister  and  Wain  engine,  ii,  598 
Burmeister  and  Wain  sprayer,  ii,  574 
Burners,  oil,  ii,  447 

Burnett  Ck>unty,  Tex.,  bitumen,  i,  791 
Bumins  point,  i,  623 

Burning  Springs  oil  field,  Kentucky,  i,  93 
Burning  Springs  oil  field,  W.  Va.,  i,  117 
Burnt  clays,  surface  indications  of  petroleum, 

i.3,  7 
Bunting  pressure,  line  pipe  and  tubing,  for- 
mula and  tables,  1,  301 

tank  cars,  i,  361 
Bursting  tests,  tubes  and  pipes,  ii,  527,  529 
Burton  cracking  process,  ii,  428,  431 
Burton  still,  ii,  326 

Busch-Sulser  Diesel  engine,  ii,  584,  613 
Busseyville  oil  field,  Kentucky,  i,  93 
Bustenari  oil  field,  Rumania,  i,  130 
Butadiene  1-3,  i,  478 
Butane,  i,  460 

Butler  County,  Kan.,  oil,  i,  90,  545 
Butler  fourth  sand,  i,  35 
Butler  gas  sand,  i,  33,  108 
Butler  oil  field,  Ohio,  i,  100 
Butler  oil  field,  Pennsylvania,  i,  110 
Butler  "second  '*  sand,  i,  34,  35 
Butler  third  sand,  i,  35 
Butler  third  stray  sand,  i,  35 
Butler  30-foot  sand,  i,  33 
BuUeraville  oil  field,  Kentucky,  i,  93 
Butt  and  double  strap  joint,  ii,  265 
Butt  straps,  boiler,  ii,  289 
Butt-weld  process,  pipe,  ii,  503 
Butyl  acetylene,  i,  478 
Butyl  benzol,  i,  488 
Butyl  pentyl  sulphide,  i,  529 
Butyl  sulphide,  nonnal,  i,  529 
Butylene,  i,  472 

By-products,  oil  shale  distillation,  i,  871 
Byron  oil  field,  Wyoming,  i,  118,  120 


Cabell  County.  W.  Va.,  gas,  i,  116 

Cabin  Creek  oil  field,  West  Virginia,  i,  1 17, 569 

Cable  chain,  refinery  use,  ii.  271 

Cable  guide,  tanks,  ii,  111 

Cable-tool  drilling  system,  i,  202 

Cable  tools,  fishing,  i,  275 

Cacheuta  oil  field,  Argentina,  i.  149 

Caddo  County,  Okla.,  oil,  22,  103 

Caddo  Parish,  La.,  oil,  i,  95,  548 

Caddo  oil  field.  Louisiana,  i,  7,  47,  96 

Caddo  oil  field,  Texas,  i,  31,  60,  114,  560 

••Caddo"  sand,  i,  18 


Cadis-Maxwell  oil  field,  Ohio,  i,  101 

Cadmium,  melting  point,  ii,  806 

Cairo  oU  field.  West  Virginia,  i,  117 

Cairo  oil  sand,  i,  68 

Calcasieu  Parish,  La.,  oil,  i,  95,  549 

Calcium,  melting  point,  ii,  806 

Calcium  chloride  solutions,  ii,  847 

Calcium  hypochlorite,  refinery  use,  ii.  368 

Calcium  sulphate,  occurrence  in  oil  field,  i,  8 

Calf  wheel  parts,  i,  210 

Calhoun  County,  W.  Va.,  oil,  i,  116 

CsUfomift,  alluvium,  i,  12 

anticlinal  and  synclinal  structures,  i,  47 

bitumen,  i,  791 

bituminous  lake,  i,  5 

brea,  i,  68 

burnt  clay,  i,  7 

Chico  formation,  i,  17 

Cretaceous  system,  1,  12,  17,  83 

deliveries  of  petroleum,  i,  345,  358 

diatomaoeous  shale,  i,  16,  834,  892 

Eocene  series,  i,  12,  17,  83 

Fernando  formation,  i,  16,  83 

Lake  View  gusher,  i,  248 

Miocene  series,  i,  12,  16,  83 

Monterey  shale,  i,  16,  68,  83,  892 

natural  gas,  i,  53 

natural  gas,  production  and  consumption, 
statistics,  i,  352,  354 

natural-gas  gasoline,  statistics,  i,  786 

oU,  i,  78,  80 

oil  analyses,  i,  539 

oil,  nitrogen  in,  i,  530 

oil  production,  per  well  per  day,  i,  349 

oil  production  statistics,  i,  82,  340,  356 

oil,  refining,  ii,  79 

oil,  sulphur  in,  i,  526 

oil,  vaporizing  point,  ii,  497 

oil  seepages,  i,  5 

oil  shale,  i,  834,  836 

oil  shale,  ash  analyses,  i,  893 

oil  shale,  fixed  gases  from,  i,  894 

oil  strata,  i,  12,  83 

oil  wells,  number  of,  i,  349 

Oligocene  series,  i,  12,  17,  83 

outcrops  closed  by  brea,  i,  68 

overthrust  faults,  i,  68 

overturned  folds,  i,  53 

Pliocene  series,  i,  12,  16,  83 

Quaternary  system,  i,  12,  16,  83 

rotary  drilling  system,  i,  251 

San  Pedro  formation,  i,  16,  83 

Santa  Margarita  formation,  i,  16,  68 

Sespe  formation,  i,  12,  17,  83 

standard  casing  requirements,  i,  221 

stock  of  petroleum,  i,  343,  357 

structural  types,  i,  79 
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Californift,  Tejon  formation,  i,  12,  17,  83 

Tertiary  system,  i,  12,  16,  83 

Yaqueros  formation,  i,  17,  83 
California  air-refined  asphalt,  characteristics, 

i.  811 
California    casing,    collapsing    pressure    of, 
table,  i,  304 

table  of  weights  and  dimensions,  i,  302 
California  Creek  oil  field,  Oklahoma,  i,  105 
California  fuel  oil,  si)ecification8,  ii,  341 
California  oil  field,  stocks,  i,  343 
California  pipe-laying  machine,  i,  412,  413 
California  regular  rig  irons,  i,  208,  210 
California  standard  steel  drilling  rigs,  speci- 
fications, i,  211,  213 
California    steam    refined   asphalt,    charac- 
teristics, i,  809 
Callahan  County,  Tex.,  oil,  i,  31,  114 
Callery  oil  field,  Pennsylvania,  i,  110 
Calorie,  ii,  808 
Calorific  tests,  internal-combustion  engines, 

ii.  549 
Calorific  value,  coal  and  oil,  ii,  341,  477,  480, 

487,  497,  505 
Cam  shaft,  Diesel  engine,  ii,  509 
Cambrian  syBtem,  Alabama,  i,  80 

Canada,  i,  121 

geographic  distribution,  i,  11,  40 

oil  strata,  i,  13,  15 

United  States  oil  fields,  i,  79 
Cambridge  gas  pool,  Ohio,  i,  101 
"Cambro-Ordovician"  system,  i,  40 
Cameron  oil  field,  Ohio,  i,  101 
Cameron  oil  field.  West  Virginia,  i,  117 
Cammellaird-Fullegar  marine  Diesel  engine, 

ii.  596 
Campbane,  i,  522 
Camphene,  i,  512 

Campton  oil  field,  Kentucky,  i,  92,  93 
Campton  sand,  i,  94 
Canada,  albertite,  i,  6,  68 

asphalt,  i,  121 

bitumen,  i,  792 

Dakota  sand,  i,  20 

faults,  i,  68 

geanticlinal  structures,  i,  53 

greenstone  dike,  Tar  Point,  Ont.,  i,  67 

natural  gas,  i,  53,  65.  121 

New  Brunswick  oil  field,  i,  78 

oil,  i,  121 

oil,  analyses,  i,  576 

oil,  average  specific  gravity,  i,  322 

oil.  nitrogen  in,  i,  530 

oil,  oxygen  in,  i,  524 

oil,  production  statistics,  i,  123,  324 

oil,  sulphur  in,  i,  526,  528 

oil,  unit  of  measure,  ii,  761 


Canada,  oil  shale,  i,  841 

oil  strata,  i,  12,  121 

Ontario  oil  field,  i,  78 

sedimentary  rocks,  i,  65 

stratigraphic  occurrence  of  oil,  i,  11 

**Tar  sands,"  i.  5 
Canadian  distillates,  sulphur  in,  i,  527,  528 
Canary-Copan  oil  field,  Oklahoma,  i,.104 
Candor  oil  field,  Pennsylvania,  i.  Ill 
Caney  oil  field,  Kansas,  1,  91 
Caney  oil  field,  Oklahoma,  i,  104 
Caney  sand,  i,  39,  94 
Caneyville  oil  field,  Kentucky,  i,  93 
Cannel  City  oil  field,  Kentucky,  i,  92,  93 
Canonsburg  oil  field,   Pennsylvania,  i,   110 
Cans,  refinery  products,  manufacture,  ii,  225 
Canvas  packer,  i,  293 
Canyon  formation,  i,  28 
Capacho  formation,  Venezuela,  i,  152 
Capacities,  discharging,  pipe,  ii,  568 
Capacity,  measures,  ii,  762,  764,  767 

oil  tankers,  i,  374 

pipe  line,  computations,  i,  396 

tanks,  formula,  ii,  99 

tanks  and  pipes,  table,  ii,  770 

thermal,  ii,  810 
Capillarity,  in  lubrication,  ii,  637,  641 

oil,  i,  534 

relation  to  oil  occurrence,  i,  45 
Capping,  standard  drilling,  i,  248 
"Cap  rock,"  nature  of,  i,  42 
Caproylhydride,  i,  462 
Car  repair  shop,  refinery,  ii,  232 
Carbenes,  i,  715.  807 
Carbon,  heat  of  combustion,  ii,  808,  809 

in  cracking,  ii,  431,  434 

melting  point,  ii,  807 

oil  heated  furnace,  ii,  484 
Carbon  bisulphide,  boiling  point,  ii,  806 
Carbon  content,  spent  shale,  i,  870 
Carbon  County,  Mont.,  oil,  i,  97 
Carbon  County,  Utah,  bitumen,  i,  791 
Carbon  County,  Wyo.,  oil,  i,  672 
Carbon  dioxide,  expansion  by  heat,  ii,  812 

specific  gravity,  ii,  832 

sublimation  in  inert  liquid,  ii,  807 
Carbon  dioxide  recorder,  oil  heater,  ii,  475 
Carbon  disulphide,  asphalt  solubility  test,  i, 

806 
Carbon  monozide,  expansion  by  heat,  ii.  812 

heat  of  combustion,  ii.  809 

specific  gravity,  ii,  832 
Carbon  ratios  in  coal,  relation  to  petroleum, 

i,  10 
Carbon  residue,  oil.  test,  i,  704 
Carbon  tetrachloride,  fire  extinguisher,  ii,  317 

asphalt  solubility  test,  i,  807 
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Carbonate  of  lead,  radiation  and  reflection, 

ii,  824 
Carbondale  chilling  machine  wax  plant,  ii, 

193 
Carbondale  soft  wax  press,  ii,  198 
Carbonic  acid»  fire  extinguisher,  ii,  317 

melting  point,  ii,  806 

specific  gravity,  ii,  811 
Carbonic  oxide.     jSee  carbon  monoxide. 
Carboniferous  sediments,  Oklahoma,  i,  20 
Carboniferous  shales,  *' cover*'  rocks,  i,  42 
Carboniferous  system,  Alabama,  i,  80 

England,  i,  135 

geographic  distribution,  i,  11 

Kentucky,  i,  92,  94 

Mississippian  series,  i,  29 

Montana,  i,  98 

oU  straU,  i.  13.  15,  21 

oU  shale,  i,  841,  844,  845,  847.  871 

Oklahoma,  i,  106 

Pennsylvanian  series,  i,  22 

Permian  series,  i,  21 

ScoUand,  i,  135 

Tasmania,  i,  166 

United  States,  i,  79 

Wyoming,  i,  119 
Carbopetrocene,  i,  518 
Carburetter,  Claudel-Hobson,  ii,  620 

gasoline  engines,  ii,  615 
Caribbean  oil  district,  Colombia,  i,  151 

South  America,  i,  146 

Veneauela,  i,  150 
CariinviUe  oil  field,  Illinois,  i.  86,  87 
Carlyle  oil  field,  Illinois,  i,  86,  87 
Camot  cycle,  ii,  526 
Carophyllene,  i,  514 
Carriers,  common,  pipe  lines  as,  i.  379,  428 

handling  of  tank  cars  by.  i.  366 
Carroll  County,  Ohio,  Berea  sand,  i,  33 

on,  i,  102 

"salt  sand,"  i,  25 
Carroll  town  oil  field,  Pennsylvania,  i,  110 
Cars,  tank,  oil  transportation,  i,  360 
Carson  County,  Tex.,  oil,  i,  114 
Carson  oil  field,  Pennsylvania,  i,  110 
Carson  oil  field.  West  Virginia,  i,  117 
Carter  County,  Ky.,  bitumen,  i,  791 
Carter  County,  Okla.,  bitumen,  i,  791 

grahamite,  i,  71 

oU,  i,  54,  103, 

Permian  series,  i,  22 
Casey  oil  field,  Illinois,  i,  87 
Casey  oil  field,  Oklahoma,  i,  104 
Casiano  oil  field,  Mexico,  i,  124 
Casing,    collapsing    pressure    formula    and 
table,  i,  301 

cylinder,  Diesel  engine,  ii,  562 


Casing, fishingfor,  i,  286 

fishing  with,  i,  284 

oil  weU,  i.  300 

perforated,  i,  297 

standard,  drilling,  i,  219,  235 

weights  and  dimensions,  i,  302,  ii.  556 
Casing  anchor  packer,  i,  291,  293 
Casing  apparatus  and  shoes,  i,  244,  245 
Casing  cutter,  i,  287,  288 
Cashing  head,  control,  i,  312 
Casing  head  gas,  i,  731 
Casing  head  gasoline,  i,  320 
Casing  lines,  specifications,  i,  234 
Casing  spear,  fishing  tool,  i,  287 
Casing  splitter,  i,  288 
Casing  swedge,  i,  288 

Casing  tools,  standard  drilling  outfit,  i,  217 
Caamalia  oil  field,  California,  i,  540 
Cass  County,  Mo.,  oil,  i,  97,  551 
Cast  iron,  Crane  soft,  tensile  strength,  ii,  818 

latent  heat  of  fusion,  ii,  823 

fittings,  ii,  277 

melting  point,  ii,  807 

pipes,  standard  dimensions,  ii,  274 

radiation  and  reflection,  ii,  824 
Castings,  iron,  refineryt  ii.  273 

steel,  refinery,  ii.  279 
Castle  Shannon  oil  field,  Pennsylvania,  i,  110 
Castor  oil,  saponification  number,  i,  711 
Cat  Canyon  oil  field,  California,  i,  81 
Cat  Creek  oil  field,  Montana,  i,  97 
Cat  Creek  sand,  i,  20 
Catalysts,  cracking,  ii,  435 
Catfish  Run  oil  field,  Pennsylvania,  i,  110 
Catoosa  oil  field,  Oklahoma,  i,  104 
CatskiU  formaUon,  i,  34,  108,  116 
Cattaraugus  County,  N.  Y.,  oil,  i,  99 
Caucasus  Mountains,  oil,  i,  127,  131  , 

CauUdng,  acid  blow  case,  ii,  40,  77 

agitator,  ii,  30,  63,  64 

bleachers,  ii,  38,  72,  73 

condenser  boxes,  ii,  53,  54,  56,  58,  59 

filters,  ii,  65 

pumping-out  pan,  ii,  30,  60 

stills,  ii,  25-27,  43-51 

tank  car,  i,  362 

tanks,  ii,  33-40,  60-78,  103 
Caustic  soda,  refinery  use,  ii,  368 
Cecil  oil  field,  Pennsylvania,  i,  110 
Cedar  Creek  anticline,  Montana,  i,  97 
Celebes,  oil,  i,  162 
Celsius  thermometer  scale,  ii,  832 
Centigrade  thermometer  scale,  ii,  832 
Cement,  for  concrete  tanks,  ii,  129 

refinery  construction,  ii,  249 
Cement  kilns  and  dryers,  oil  fuel,  ii,  520 
Cement  oil  field,  Oklahoma,  i,  22,  104 
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Cementing  oil  wells,  i,  290,  291,  295 
Cenozoic  period,  California  oil  fields,  i,  83 

geographic  distribution,  i,  11 

oil  strata,  i,  12,  14 
Centering,  plane  table,  i,  193 
Centerville  oil  field,  Kansas,  i,  91 
Centerville  oil  field,  Butler  County,  Pa.,  i,  110 
Centerville  oil  field,  Crawford  County,  Pa.,  i, 

110 
Centerville  oil  field,  Washington  County,  Pa., 

i,  110 
Central  America,  oil,  i,  126 
Central  Andean  oil  district,  Peru,  i,  148 

South  America,  i,  146 
Central  Ohio  oil  and  gas  field,  i,  102 
Central  Texas  oil  field,  i,  114 
Centrifugal  pumps,  refinery,  ii,  207,  208 
Centrifuge,  determination,  B.  S.  and  water, 

i,  670 
Centrifuge  stock,  ii,  359 
Centrifuging,  ii,  389 
Ceram,  oil,  i,  161 
Cerotene,  i,  476 

Cerro  Azul  oil  field,  Mez.,  i,  20,  124,  125,  248 
Cerro  de  Oro  formation,  Veneauela,  i,  152 
Cervantes,  Mexico,  oil  seepages,  i,  64 
Ceiyl  paraffin,  i,  472 
Cetene,  i,  476 

Chain  hydrocarbons,  i,  460 
Chains,  refinery  use,  ii,  271 
Chalcacene,  i,  516 
Chalk,  specific  heat,  ii,  811 
Chanute  oil  field,  Kansas,  i,  91,  544 
Chapapote,  Mexican  oil  seepage,  i,  43 

occurrence,  i,  5 
Chapopote  oil  field,  Mexico,  i,  124,  125 
Characteristics,  asphalts,  i,  794 
.    oil,  i,  457 
Charcoal,  gasoline  extraction,  i,  745 

oil  adsorption,  i,  534 

specific  heat,  ii,  811 
Charcoal  test,  gasoline  in  natural  gas,  i,  763 
Charles'  law,  gas  expansion,  ii,  524 
Chars,  refinery  use,  ii,  368 
Chartiers  oil  field,  Pennsylvania,  i,  110 
Chaser,  pipe  threading,  ii,  535 
Chaseville  oil  field.  Ohio,  i,  100 
Chassis,  automobiles,  ii,  621 
Chattanooga  oil  field,  Ohio,  i,  100 
Chattanooga  shale,  i,  30,  34,  37,  42,  94,  871 
Chautauqua  County,  Kans.,  oil,  i,  90,  545 
Chautauqua-Peru-Sedan  oil  field,  Kans.,  i,  91 
Chaves  County,  N.  Mex.,  oil,  i,  99 
Cheese  box  stills,  ii.  233 
Chelsea  oil  field,  Oklahoma,  i.  104,  557 
Chemical  characteristics,  cylinder  oils,  ii,  661 
Chemical  composition,  pipe  line,  ii,  550 


Chemical  Construction  Co.,  add  recovery 

process,  ii,  403 
Chemical  fire  extinguishers,  ii,  316 
Chemical  properties,  boiler  steel,  ii,  143 

steel  pipe,  ii,  501 

structural  steel,  ii,  116,  122 
Chemical  treatment,  refineiy,  ii,  367 
Chemistry  of  natural-gas  gasoline,  i,  729 
Chemung  formation,  i,  13, 15,36,107, 108, 116 
Cherokee  shales,  i,  28,  29 
Cheny  Grove  oilfield,  Pennsylvania,  i,  110 
Cheny  picker,  fishing,  i,  277 
Chenyvale  oil  field,  Kans.,  i,  91,  546 
Chester  group,  i,  31 
Chester  Hill  oil  field,  Ohio,  i,  100 
Chicken  Farm  oil  field,  Okla.,  104 
Chico  formation,  i,  12,  17,  83 
Chijol  oil  field,  Mexico,  i,  124,  125 
Childers  oil  field,  Oklahoma,  i,  104,  556 
Chile,  oil,  gas,  and  asphalt,  i,  155 
Chilling,  refinery,  ii,  372 
Chilling  machines,  wax  plant,  ii,  194 
Chimney,  oil  fuel,  table,  ii,  309 

refinery,  ii,  307 

steam  boilers,  sise,  ii,  308 
China,  oil,  oxygen  in,  i,  524 

oil  and  gas,  i,  137,  143 

Pennsylvanian  series,  i,  23 

Permian  rocks,  i,  21 

stratigraphic  occurrence  of  oil,  i,  11 
China  clay,  grease  filler,  ii,  674 
Chip  space,  threading  die,  ii,  536 
Chipping  machine,  wax  packing,  ii,  375 
Chlopin,  nitrogen  compounds,  ii,  367 
Chloride  of  lime,  refinery  use,  ii,  368 
Chloroform,  boiling  point,  ii,  806 

specific  heat,  ii,  811 
Choctaw  County,  Ala.,  oil  and  gas,  i,  80 
Chromic  acid,  refinery  use,  ii,  372 
Chromitmi,  fusing,  ii,  807 
Chrysene,  i,  516,  536 
Chugwater  formation,  i,  12,  22,  119 
Cincinnati  formation,  i,  94 
Cincinnati  geanticline,  in  United  States  oil 

fields,  i,  53,  79 
Cinciimati  shales,  Kentucky,  natural  gas,  i,  39 
Cincinnati  uplift,  i,  72 
Cincinnatian  series,  1,  39,  94 
Ciimamene,  i,  482 
Circular  mill  gage,  wire,  ii,  272 
Circumferential  seam,  boiler  shell,  ii,  288 
Cisco  formation,  i,  28 
Citrene,  i,  510 

Claggett  oil  field,  Oklahoma,  i,  104 
Claiborne  Parish,  La.,  Nacatoch  sand,  i,  18 

oU,  i,  95,  549 
Clapp,  F.  G.,  i,  1,  191 
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Claremore  oil  field,  Oklahoma,  i,  104 

Claremore  sand,  i,  34 

Clarendon  oil  field,  Pennsylvania,  i,  110 

Clarion  County,  Pa.,  oil,  i,  35 

Clarion  oil  field,  Pennsylvania,  i,  110 

Clarion  sandstone,  i,  25 

Clark  County,  111.,  oil,  i,  86,  543 

ClarkavUle  gas  field.  West  Virginia,  i,  117 

Claudel-Hobson  carburetter,  ii,  620 

Clavarino*s  formula,  internal  fluid  pressure, 

ii,  519,  522,  526,  527,  528, 
Clay,  as  "cover"  rock,  i,  42 
Clay  County,  Tex.,  Cisco  foimation,  i,  28 
oil,  i,  114,  550 
Permian  series,  i,  21,  22 
Clay  County,  W.  Va.,  oil,  i,  116 
Clay  wash  in  refining  oils,  i,  534 
Clays.  United  States  oil  fields,  i,  70 
Clearance,  lubrication,  ii,  627,  631, 640,  647 

pipe  threading,  ii.  637 
Clerk,  specific  heat  of  gases,  table,  ii,  528 
Cleveland  gas  field,  Ohio,  i,  100 
Cleveland,  Ohio,  oil  sand,  i,  39 
Cleveland  oil  field,  Oklahoma,  i,  104,  556 
Cleveland  open  cup  method,  flash  and  fire 

test,  i,  624,  626,  627 
Cleveland  sand,  i,  27,  106 
Clifton  oil  field,  Pennsylvania,  i,  110 
Clinometer,  i,  178 
Clinton  County,  Ky.,  oil,  i,  40,  94 
Clinton  formation,  i,  15,  39,  94 
Clinton  limestone  formation,  i,  15,  30,  121 
Clinton,  Ohio,  limestone,  i,  39 
Clinton  sand,  i,  15,  37,  39,  42,  55,  59,  73,  94, 

102,  103 
Clinton  shale,  as  "cover"  rock,  i.  12 

Clintonville  oil  field,  Pennsylvania,  1,  110 

Clovene,  i,  514 

"Clo8e"sand,  i,  41 

Cloud  test,  petroleum  products,  i,  583 

Cloud  point,  petroleum,  i,  658,  659,  660 

Cloverly  sand,  i,  119 

Cloverport  gas  field,  Kentucky,  i,  93 

Coal,  specific  heat,  ii,  811 

Coal  beds,  relation  to  commercial  oil  fields,  i, 
10 

Coal  County  gas  pool,  Oklahoma,  i,  104 

Coal  equivalent,  fuel  oil,  ii.  476,  480,  487, 
497,  505 

Coal  tar,  as  fuel,  ii,  476 

Coallnga  oil  field,  California,  i,  17, 50,  68,  81, 
82,  83,  541 

Coastal  Plain,  Mexico,  i,  63 

Coatings,  protective,  ii,  570,  572 

Cobalt,  fusing,  ii,  807 

Cock,  oil  regulating,  ii,  462, 492 

Cock  taps,  charging,  ii,  26,  27 


Cocinylene,  i,  476 

Coeffldent    of   heat   resistance,    insulating 
materials,  ii,  827 
expansion,  ii,  812 
friction,  lubricants,  ii,  633 
lateral  contraction,  tubes,  ii,  522 
thermal  capacity,  ii,  810 
Cofferdams,  oil  tankers,  i,  376 
Coffey  alcohol  still  towers,  ii,  343 
Coffeyville  formation,  i,  26 
CoffeyviUe  oil  field,  Kansas,  i,  91,  546 
Coil  condenser  data,  ii,  164-179 
Coke,  acid,  ii,  371 
method  of  testing,  i,  588 
specific  heat,  ii,  811 
Coke  oven  gas,  fuel  oil  eqmvalent,  ii,  477 
Coking,  in  refining  oils,  ii,  323,  329 
Coking  still,  refinery,  ii,  150 
Colbert  sand,  i,  30 
Cold-pressing,  refineiy,  ii,  372 
Cold-settled  wax,  ii,  359 
Cold-settling,  refinery,  ii,  376 
Cold  tests,  oil,  i.  588.  657,  658 
Coleman  County,  Tex.,  oil,  i,  31,  114,  559 
Colerain  oil  field,  Ohio,  i,  100 
Coles  County,  111.,  oil,  i,  86 
Colfax  County,  N.  Mex.,  oil,  i,  99 
Collapsing  pressure,  line  pipe  and  tubing, 
formula  and  tables,  i,  301 

pipes,  tables,  ii,  507 

steel  pipes,  ii,  505 
•'Collar  buster,"  i,  288 
Collinsville  oil  field,  Oklahoma,  i,  30, 104, 555 
Colloidal  suspension,  oils,  i,  534 
Colombia,  bitumen,  i,  792 

mud  volcanoes,  i,  6 

oil,  i,  151 

oil  analyses,  i,  577 

stratigraphic  occurrence  of  oil,  i,  11 
Color  determination,  oils,  i,  188,  662 
Color  readings,  oil,  comparison,  i,  663 
Color  standards,  petroleum  and  products,  ii, 

356 
Colorado,  bitumen,  i,  791 

Cambrian  sediments,  i,  40 

Dakota  sand,  i,  20 

Florence  oil  field,  i,  67 

Green  River  formation,  i,  884 

natural  gas,  production  and  consumption, 
statistics,  i,  352,  354 

oil.  i,  84,  878 

oil  analysis,  i,  542 

oil  in  dikes,  i,  67 

oil  production  per  well  per  day,  i,  349 

oil  production  statistics,  i,  84,  338,  356 

oil  shale,  i.  84,  834,  836,  873.  876,  878,  888 

oil  strata,  i,  14 
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Colorado,  oil  wells,  number  of,  i,  349 

Colorado  group,  i,  18,  98,  118,  119 

Colorimeters,  i,  662 

Columbus  formation,  i,  37 

Column  reinforcement,  ii,  257 

Comanche  County,  Okla.,  bitumens,  i,  791 

oU,  i,  103 
Comanche  County,  Tex.,  oil,  i,  31,  114 
Comanche  oil  field,  Oklahoma,  i,  104,  &'>7 
Comanche  series,  i,  12,  14,  20,  95 
Combination  socket,  i,  288 
Combination  system,  drilling,  i,  269 
Combustion,  fuel  oil,  ii,  445 

heat  of,  ii,  809 
Combustion  chamber,  fuel  oH,  ii,  446 
Combustion  engineering,  ii,  445 
Comodoro  Rivadavia  oil  field,  Argentina,  i, 

149,  150.  576 
Compartment  cars,  oil  transportataoDt  it  360 
Compass,  use  in  oil  geology,  i,  178 
Compass  and  clinometer  method,  mapping,  i, 

177 
Compounded  oils,  fatty  content,  i,  712 

in  lubrication,  ii,  658 
Compounding  oils,  ii,  658 
Compressed  air,  ii,  297,  298 

oil-well  pumping,  i,  314 
Compression,  natural  gas,  i,  447,  735 

power  required,  i,  450 
Compression  cycles,  ii,  526 
Compression  method,  natural-gas  gasoline, 

production  by  states,  i,  786 
Compression  of  fluids,  ii,  832 
Compression  plant,  natural-gas  gasoline,  i, 

764 
Compression  system,  wax  plant,  ii,  192 
Compression  test,  gasoline  in  natural  gas,  i, 

760 
Compressor  gas,  volumetric    efficiency,    i, 

450,  452 
Compressors,  natural  gas,  i,  765 

refinery,  ii,  297 
Concordia  Parish,  Louisiana,  oil,  i,  550 
Concrete,  asphaltic,  i,  817 
crushing  strength,  ii,  245 
protective  covering,  ii,  573 
refinery  construction,  ii,  248,  252 
reinforced,  working  stresses,  ii,  245 
tankage,  refinery,  ii,  86 
tanks,  storage,  ii,  127 
Condensation,  fractional,  cracking,  ii,  432 
Conden<»tion  temperature,  hydrocarbons,  i, 

736 
Condenser  boxes,  refinery,  ii,  28,  52 
Condensers,  absorption  plants,  i,  780 

refinery,  ii,  91,  152,  216,  238 
Condensing  capacity,  steam  still,  ii,  15 


Condendiig    eurface,  condenser,    computa- 
tions, ii,  159 
steam  still,  ii,  15 
Conduction  of  heat,  ii,  825,  826 
Conglomerates,  United  States  oil  fields,  i,  79 
Connecting  rod  and  bolts,  internal' combus- 
tion engine,  ii,  543 
Connemaugh  formation,  i,  23,  24, 107. 1 16 
Conradson  carbon  test,  petroleum  products,  i, 
588 
emulsification  tests,  petroleum  products, 
i,  588,  695,  699 
Consistency  test,  asphalt,  i,  798 
Constant  pressure,  engine,  ii,  559 

internal  combustion  engines,  ii,  526,  529 
Constant  volumes,  internal  combustion  en- 
gines, ii,  526,  529 
Construction,  pipe  lines,  i,  406 
Consumption,  domestic,  of  petroleum,  i,  347, 

358 
Contact,  arc  of,  lubrication,  ii,  631 
Contact  of  sedimentary  and  igneous  rocks,  i, 

45,64 
Continental  Europe,  oil  shale,  i,  843,  846 
Continuous  distillation,  ii,  326 
Continuous  furnaces,  oil  fired,  ii,  493 
Continuous  method,  prepared  roofing,  i,  825 

steam-refined  asphalt,  i,  790 
Continuous  treatment,  refinery,  ii,  369 
"Contour  interval,  i,  172 
"Contours,"  171 

Contra  Costa  County,  Calif.,  oil,  i,  539 
Control  casing  head,  i,  312 
Controls,  mapping,  i,  176 

refineryt  ii,  307 
Convection,  heat  loss  by,  ii,  830 
Convection  of  heat,  ii,  825,  826 
Converse  County,  Wyo.,  oil,  i,  571 
Conversion  tables,  air  pressures,  ii,  787 
measures,  ii,  762-768 
temperature,  ii,  802 
volume,  weight,  enciigy,  ii,  803 
weights,  ii,  764-768 
Conveyors,  filter  plant,  ii,  201 

oil  shale  plants,  i,  860 
Conylene  1,  4-octadidne,  i,  478 
Coodsrs  Bluff-Alluwe  oil  field,  Okla.,  i,  104 
Cook  County,  Tex.,  bitumen,  i,  791 
Cookers,  acid  recovery,  ii,  403 
Cookson  oil  field,  Pennsylvania,  i,  110 
Coolers,  absorption  plants,  i,  780 
Cooling,  Diesel  engine,  ii,  577 
Cooling  method,  natural-gas  gasoline,  i,  735 
Cooling  of  air,  ii,  829 
Cooling  surface,  condenser,  computations,  ii, 

159 
Cooling  towers,  refinery,  ii,  311 
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Cretaceous,  Bystem,  West  Africa,  i,  157 

Wyoming,  i,  119 
Crevice  oil,  i,  67 
Crevices,  igneous  rocks,  i,  46,  66 

sedimentary  rocks,  i,  46,  67 
Crider  oilfield,  Pennsylvania,  i,  110 
Crinoidal  fossils,  Trenton  limestone,  i,  40 
"  Crinoidal"  limestone,  i,  23 
Critical  viscosity,  lubrication,  ii,  632 
Crook  County,  Ore.,  oil,  i,  107 
CrooksviUe  oU  field,  Ohio,  i,  100,  553 
Cross  anticline,  i,  59 
Cross  bedding,  i,  171 
Cross  Belt  oil  field,  Pennsylvania,  i,  110 
Cross  head,  Diesel  engine,  ii,  567 

lubrication,  ii,  639 
Cross  rods,  condenser  box,  ii,  52,  54,  56,  57 
Cross  ties,  condenser  box,  ii,  28,  29,  59 

flow  tanks,  ii,  60,  61,  62 

pumping-out  pans,  ii,  30,  60 
Crossings,  pipe  line,  i,  415 
Crossley  internal  combustion  engine,  ii,  532, 

542 
Crotonylene,  i,  478 

Crows  Run  oil  field,  Pennsylvania,  i,  1 10 
Cruce  gas  field,  Oklahoma,  i,  104 
Crude  delivery,  at  refineiy,  ii,  82 
Crude  oiL  See  also  under  Oil  and  Petroleum. 

for  cracking,  ii,  431 

for  refining,  ii,  12 

typical  distillations,  ii,  325,  331,  354,  355 
Crude  oil  still,  condenser  coil  data,  ii,  164-179 

refinery,  ii.  42,  140 

skimming  plant,  ii,  25 
Crude  still  condenser  box,  ii,  52,  54 
Crude  still  products,  ii,  338 
Cruse  sand  formation,  Trinidad,  i,  160 
Crushers,  oil  shale  mining,  i,  859 
Crushing  plant,  oil  shale,  i,  858 
Crushing  properties,  oil  shale  mining,  i,  857 
Crushing  strength,  concrete,  ii,  245 
Cuba,  asphalt,  i,  159 

asphalt  production,  i,  796 

bitimien,  i,  159,  792 

oil,  i,  159 

oil  analyses,  i,  575 

oil  production  statistics,  i,  161,  325 
Cuban  asphalt,  i,  793,  794 
Cube  method,  melting  point  determination, 

asphalts,  i,  687 
Cuddy  oil  field,  Pennsylvania,  i,  110 
Culbertson  oil  field,  Texas,  i,  113 
Cumberland  County,  111.,  oil,  i,  86,  543 
Cumberland  County,  Ky.,  oil,  i,  40,  94,  546 
Cumberland  shallow  sand,  i,  94 
Cumol  (cimiene),  i,  486 
Cunningham  tank  protective  system,  ii,  316 


Cup  greases,  ii,  674 

Cushing  oil  field,  OUahoma,  i,  104,  556 

oil  sands,  i,  26 

standard  casing  requirements,  i,  221 
Cushing  townsite    oil    field,  Oklahoma,   i, 

104 
Cutter,  casing,  i,  287,  288 
Cuyahoga  County,  Ohio,  oil,  i,  39 
Cyclene,  i,  512 
Cycles,  compression,  ii,  526 

internal-combustion  engine,  ii,  529 
Cyclic  hydrocarbons,  i,  460 
Cyclobutane,  i,  490 
Cyclobutene,  i,  490 
Cydobutyl  diethyl  methane,  i,  492 
Cycloheptane,  i,  502 
Cydohexane,  i,  494 
Cyclo  nonomethylene,  i,  502 
Cyclononane,  i,  502 
Cyclo-octadiSne,  i,  520 
a-Cyclo-octadi6ne,  i,  520 
&-Cyclo-octadiSne,  i,  520 
Cyclo-octane,  i,  502 
Cydo-octene,  i,  520 
Cydopentadifine,  i,  620 
Cydopentane,  i,  492 
Cyclopropane,  i,  490 
Cylinder,  automobile,  ii,  621 

internal  combustion  engine,  ii,  542 

internal  fluid  pressure,  ii,  519 
Cylinder  casing,  Diesel  engine,  ii,  641 
Cylnder  cover,  Diesel  engine,  ii,  563 
Cylinder  head  bolts,  Diesel  engine,  ii,  565 
Cylinder  liner,  Diesel  engine,  ii,  562 
Cylinder  lubrication,  ii,  650 
Cylinder  oil,  ii,  661 

chemical  characteristics,  ii,  661 

method  of  testing,  i,  688 

viscosity  temperature  curves,  ii,  654 
Cylindrical  tanks,  capadty  and  dimensions, 

u.  772 
Cymogene,  ii,  361 
Cymol  (cymene),  i,  486 

(meta),  i,  488 

(ortho),  i,  486 

(para),  i.  486 
Cyprus  oil,  i,  133 
Czecho-Slovakia,  oil,  i,  134 

oil  production  statistics,  i,  134 


Dague  oil  field,  Pennsylvania,  i,  110 

Dakota  formation,  i,  5 

Dakota  group,  i,  98 

Dakota  sand,  i,  20,  119,  123 

Dakota  sandstone,  i,  12,  119 

Dallas  County,  Iowa,  natural  gas,  i,  90 
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Dallas  oil  field,  Kanaas,  i,  91 

Dallas  oil  field,  Wyoming,  i,  120,  571 

Dalton's  law,  gas  pressure,  i,  735 

Damon  Mound  oil  field,  Texas,  ii,  113,  566 

d'Arcy  equation,  i,  382 

Davis  oil  field,  Pennsylvania,  i,  110 

Dawson  County,  Mont.,  gas,  i,  97 

Day,  David  Eliot,  i,  831 

Day,  David  T.,  i,  1.  67,  74,  84.  457,  831,  836, 

838,  878,  882,  891 
Day-Heller  retort,  oil  shale,  i,  866 
Day,  Roland  B.,  ii,  427 
Dayton  oil  field,  Texas,  i,  113 
Deadweight,  oil  tanker,  i,  374 
Deadwood,  tanks,  ii,  135 
Dean  and   Stark,   water  determination   in 

petroleiun,  i,  668 
Deaner  oil  field,  Oklahoma,  i,  104 
De  Beque  oil  field,  Colo.,  i,  84,  85.  542 
Decahydronaphthalene,  i,  520 
Decanaphthene,  i,  500 
Decane.  i,  468,  533 
Decker  oil  field,  Ohio,  i,  100,  552 
Declination  line,  i,  192 
Decolorisatiou,  petroleum  products,  ii,  377 
Decomposition,  mineral  oils,  ii,  663 
Decylene,  i,  474,  533 
Decylthiophane,  i,  628 
De  Golyer's  classification  of  seepages,  i.  4 
Degras,  in  oil  compounding,  ii,  661 
Degras  oil,  saponification  number,  i,  711 
De  la  Vergne  cooling  system,  ii,  578 
De  hi  Vergne  engine,  ii,  531,  532,  535.  542, 

591,  610 
De  la  Vergne  sprayer,  ii,  573 
Delaware-Childers  oil  field,  Okla.,  i,  104,  555 
Delaware  County,  Ind.,  oil,  i,  88 
Delaware  formation,  i,  37 
Delbridge,  T.  G.,  i,  587 
Deliveries  of  domestic  petroleum,  i,  345,  3^8 
Delivery  of  crude  oil,  at  refinery,  ii,  82 
Demulsification,  lubricants,  i,  701,  ii,  645 
Demurrage,  tank  car,  i,  366 
Denbow-Wahl-Black-Whitterbrook  oil  field, 

Ohio,  i.  100 
Dennis  Run  oil  field,  Pennsylvania,  i,  1 10 
Density,  gases,  adsorption,  i,  749 
oil  in  pipes,  i,  389 
oils,  relation  to  viscosity,  i,  391 
Dephlegmating  .towers,  ii,  219,  343 
Dephlegmating  tube  still,  ii,  148 
Derbyshire,  England,  elaterite,  i,  792 

oil.  i,  135 
Derrick,  rotary,  in  oil  drilling,  i,  253 
Derrick  plan,  steel,  i,  215 
Desdemona  oil  field,  Texas,  i,  31,  113 
De  Soto  Parisht  La->  oil,  i,  95,  550 


De  Soto-Red  River  oil  field,  Louisiana,  i,  96 
Detail  mapping,  oil  geology,  i,  174 
Deuts  sprayer,  engines,  ii,  572 
Devil's  Basin  oil  field,  Montana,  i,  97 
Devil's  Den  oil  field,  California,  i,  81 
Devonian  system,  Canada,  i,  121 

Kentucky,  i,  92,  94 

New  Brunswick,  i,  71 

oU  shale,  i,  836,  837,  838,  839,  841,  842. 
871 

oil  strata  in,  i,  13,  15,  34,  42 

Oklahoma,  i,  103,  106 

Pennsylvania,  i,  108 

South  Africa,  i,  158 

stratigraphic  occurrence  of  petroleum,  i,  1 1 

West  Virginia,  i,  116 
Dewar  cracking  process,  ii,  428 
Dewdrop  oil  field,  Pennsylvania,  i,  1 10 
Dewey  -  Bartlesville  oil  field,  Okla.,  i,  104 
Dexter  oil  field,  Kansas,  1,  91 
Diacetylene  series  of  hydrocarbons,  i,  481 
Diallyl.1-5  hexadiSne.  i,  478 
DiaUylene,  i,  478 

Diamond  B.  X.  casing,  weights  and  dimen- 
sions, ii,  557 

drive  pipe,  weights  and  dimensions,  ii,  5C3 
Diamond  Springs  gas  field,  Kentucky,  i,  93 
Diamylene,  i,  474 
Dianthryl,  i,  518 
Diapir  structures,  i,  63 
Diastrophism,  relation  to  oil  occurrence,  i,  45 
Diatomaceous  earth,  refinery  insulating,  ii, 

282 
Diatomaceous    shale,  California,   i,  16,  17, 

834,  892 
Dibensyl,  i,  506 
Dicaryophyllene,  i,  514 
Dickson  County,  Tenn.,  oil,  i,  111, 
Dicyclic  diolefines,  i,  520 

hydrocarbons,  i,  508,  520 
Dicydo-o,  4-,  4-decane,  i,  520 
Dicydododecatrifine,  i,  520 
Dicyclononane,  i,  520 
Dicyclo-octadifine,  i,  520 
Dicyclo-octene,  i,  520 
Dicyclopentadifine,  i,  520 
Dies,  pipe  threading,  ii,  535 
Diesel  engine,  ii,  294,  523,  556.  563,  567 
Diethyl,  i,  460 
Diethyl  benzol,  i,  486 

cyclobutane,  i,  492 

-1-3-cyclohexane,  i,  498 

toluol,  i,  488 
Diets  cracking  process,  ii,  425 
Diffusion,  oUs  through  fuller's  earth,  i,  74, 

535,  ii,  378 
Dihexanaphthene,  i,  502 
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Dihydro-anthracene,  i,  616 
Dihydrobenzol,  i,  488 
Dihydrobetulene,  i,  504 
Dihydrodimethyl  naphthalene,  i,  508 
Dihydromsrroene,  i,  510 
Dihydronaphthalene-1-4,  i,  508 
Dihydiopinene,  i,  520 
Dihydrotoluol-A-,  1-.  3-.  i,  490 
Dihydrozylol,  i,  490 
Di-iBoamyl.  i,  468 
Di-iflo-butyl.  i,  466 
Di-iaobutylene,  i,  474 
Di-iaohezyl,  i,  468 
Di-iso-propenyl,  i,  478 
Di-isopropyl  i.  462 
Dikes,  i.  6,  67,  68 

in  contact  with  sedimentary  rocks,  i,  64 
fiimethyl  acetylene,  i,  478 

2-3-,  anthracene,  i,  514 

2-4-,  anthracene,  i,  514 

bensene,  1, 480 

fi,  y-,  butadiene,  i.  478 

2,  3,  butane,  i,  464 

1-2-cycIoheptane,  i,  502 

cydohexane  (ortho),  i,  490 

1,  1-,  cydohexane,  i,  496 

1-,  2-,  cydohexane,  i,  494 

cydo-octadifine,  i,  502 

1,  1-cydopentane,  i,  492 

1,  2,  cydoi)entane,  i,  492 

1,  3,  cyclopentane,  i,  492 

1-,  2-,  cyclopropane,  i,  490 

diacetylene,  i,  480 

diethyl  methane,  i,  464 

1-,  3-,  4-,  ethyl  bensol,  i,  484 

2-,  3-,  5-,  ethyl  bensol,  i,  484 

1-,  3-,  5-ethyl  cydohexane,  i,  600 

ethyl  ethylene,  i,  474 

ethylene,  i,  472 

fulvene,  i,  518 

heptane,  i,  496 

2-,  4-,  heptane,  i,  468 

2-,  5-,  heptane,  i,  468 

2-,  6-,  heptane,  i,  468 

2,5-,  l,5-hexadi6ne,  i,  478 

1-,  1-,  hexamethylene,  i,  494 

1-,  3-,  hexamethylene,  i,  496 

1,  4,  hexamethylene,  i,  496 

2,  3,  hexane,  i,  466 
2,  4,  hexane,  i,  466 

2,  5,  hexane,  i,  466 

3,  4,  hexane,  i,  466 
1-3-6-iBobutyl  cydohexane,  i,  500 
iso-propyl  methane,  i,  462 
metacydohexane,  i,  496 
naphthalene  /3,  i,  508 

2-,  6-,  octane,  i,  468 


Dimethyl  pentane,  i,  464 

2,  4-,  pentane,  i,  464 

pentene,  2  (2,  3),  i,  474 

pentene,  2  (2,  4),  i,  474 

propyl  methane,  i,  462 

trimethylene,  i,  490 

1,  1,  trimethylene,  i,  490 

1-,  2-,  trimethylene,  i,  490 
Dimyricyl,  i,  472 
DinaiOithyl,  i,  516,  636 

methane,  a-,  i,  516 

methane  jS,  i,  516 
Diolefinee,  i,  478 
Diolefines,    cydic,  i,  518 
Dip,  determination,  i,  168,  171,  182 
Dip  arrow  maps,  i,  171,  172,  176 
Dipentene,  i,  510 
Diphenyl,  i,  506,  536 

bensol  (para),  i,  516 

diacetylene,  i,  516 

ethane,  4.  506 

fulvene,'  i,  516 

-m-tolyl  methane,  i,  616 

methane,  i,  506,  536 
Dipropargyl,  i,  480 
Direct  current  motors,  ii,  295 
Discharge  head,  pumps,  ii,  210 
Disk  wall  packer,  i,  293,  294 
Displacement  tonnage,  oil  tankers,  i,  374 
Distillate  fuel,  testing  method,  i,  588 
Distillates,  for  cracking,  ii,  430 
DistilUtion,  costs,  u,  357 

determination  of  water  in  petroleum,  i,  668 

dry  heat,  ii,  323 

end  point  method,  i,  667,  673,  715 

fractional,  ii,  323 

gasoline,  naphtha,  and  kerosene,  i,  673 

natural-gas  gasoline,  i,  784 

oil  shale  sample,  i,  851 

steam,  ii,  323,  343 
Distillation  record,  stripping  ii,  154 
DistUlation  teste,  oil,  i,  873 

shale  oU,  i,  879,  891,  893 
Distilling    apparatus,     gasoline    extraction 

plant,  i,  775,  See  also  Stills 
Disuberyl,  i,  504,  506 
Ditching,  pipe  line,  i,  415 
Ditolyl,  i,  506 
Divinyl,  i,  478 

Dixmont  oil  field,  Pennsylvania,  i,  110 
Docosane,  i,  470 

Doctor  solution,"  i,  689,  ii,  334,  368 

Doctor  *'  test,  petroleum  products,  i,  588, 
689 
"  Doctor  '*   treatment,  petroleimi  producta. 

ii,14 
Doddridge  County,  W.  Va.,  oil,  i,  116,  568 


<• 


•t 


^ 


INDEX 


955 


Dodecanaphtheiie,  i,  500 
Dodecane,  i,  468 
Dodecylene,  i,  474 
DodecylthipphwDO  wilphonet  u  528 
Dog-house,  steel  foundiy,  ii,  506 
Dolomite,  oil  oocuireiioe  in,  i,  41 
Dome  ooTer,  tank  can,  i,  367 
Dome,  BtiUs,  ii,  25.  26,  42,  44,  45,  47 

tank  can,  i,  362 
Domes,  geologie,  i,  45,  50,  79 
DoneyviUe  oil  field,  Pennsylvania,  i,  110 
Doe  Bocae  oil  weU,  Mexico,  i,  20. 124, 125, 248 
Dotriacontane,  i,  472 

Double   extra    stronc   pipe,   internal   fluid 
pressure,  ii,  533 

weights  and  dimensions,  ii,  555 

wrought,  dimensions,  table,  ii,  784 
Double  spray  system,  water  cooling,  ii,  315 
Dougherty  County,  Okla.,  bitumen,  i,  701 
Douglas  oU  field,  Wyoming,  i,  118.  120 
Douglass  Oil  field,  Kansas,  i,  01 
Dover  West  oU  field,  Ontario,  Can,  i,  122 
Dowling  oil  field,  Ohio,  i,  100 
Draft  gage,  oil  heaters,  ii,  472 
Drains,  refinery,  ii,  242 
Drake  well,  Pennsylvania,  i,  107,  121,  201 
Draught,  chinmeys,  ii,  310 
Draw-bar  rating,  tractors,  ii,  623 
Draw-off  plugs»  condenser  boxes,   ii,   53-59 

pumping  out  pans,  ii,  60 
Dresser  coupling,  natural-gas  pipe  lines,  i,  453 
Drilling,  cost,  standard  system,  i,  250 

dry  hole  method,  i,  243 

systems  of,  i,  201,  252,  267 
DrilUng  lines,  i,  231,  234 
Drilling  machines,  i,  250 
Drilling  outfit,  standard,  specifications,  i,  216 
Drilling  reports,  typical,  i,  238 
Drilling  tools,  standard,  i,  216,  233 
Drill  pipe,  rotary,  i,  256 

weights  and  dimensions,  ii,  565 
Drive  pipe,  oil  wells,  i,  301 

weights  and  dimensions,  i,  305,  ii,  563,  564 
Drive  pipe  casing,  standard,  i,  236 
Drooling  burner,  ii,  450 
Drop  forging  furnace,  oil  fired,  ii,  489,  494 
Drop-out  box  condenser,  ii,  218 
Drumright  oil  field,  Oklahoma,  i,  104,  105 
Drums,  oil,  manufacture,  ii,  226 
Dry  coil  still,  ii,  345 
Dry  Fork  oil  field,  Kentucky,  ii,  93 
Dry  heat  distillation,  ii,  323 
••Dry-hole"  drilling,  i,  243 
Dry  measure,  ii,  764,  767 
"Dry"  natural  gas.  i.  731 
Dryer,  filter  plant,  ii.  206 
Dual  drilling  system,  i,  202 


Dubois  County,  Ind..  oil,  i,  88,  544 
Ductility,  gun  metals,  ii.  815 
Ductility  teat,  asphalt,  i.  721,  801 

petroleum  products,  i.  588 
Duff  City  oil  field.  Pennsylvania,  i,  110 
Duke  sand,  Texas,  i,  31 
Dulong's  formula,  heat  value,  ii.  810 
Dumas  Station  oil  field,  Pennsylvania,  i,  110 
Dumbaugh  oil  field,  Pennsylvania,  i,  110 
Dunbridge  oil  field,  Ohio,  i,  100 
"Duncan  gas  field,"  Oklahoma,  i,  104 
Duncan  oil  field,  Oklahoma,  i,  557 
Duncan  oil  field  Pennsylvania,  i,  110 
Dunkard  sand,  i,  15,  24,  106 
Dunn  oil  field,  Pennsylvania,  i,  110 
Duplex  lamp.  Dual  burner,  i,  691,  693 
Duplex  pumps,  refineiy,  ii,  207 
Duplex  screw-down  liner  packer,  i,  203 
Durand*8  theory,  flow  of  viscous  fluids,  i,  381 
Duriron,  refinery  use,  ii,  279 
Durol,  i.  484 

Dutch  Bast  Indies,  oil,  i.  78,  161 
average  specific  gravity,  i.  322 
production  statistics,  i.  161.  325 
unit  of  measure,  ii.  761  ^ 

Dutch  Guiana,  oil.  i.  155  * 

Dutch  New  Guinea,  oil.  i.  162 
Dutcher  sand,  i,  30,  106 
Dutton  cracking  process,  ii.  425 
Dutton  oil  pool.  Ontario.  Can.,  i,  122,  123 
Duval  County,  Tex.,  oil,  i.  114 
Dynamic  meter,  natural  gas.  i,  433 
Dynamometer,  oil,  ii,  630 
water,  ii,  547 

B 
E^agle  Aero  gasoline  engine,  ii,  619 
Elagle  Ford  day  formation,  i.  19.  95 
Earth-balsam,  i.  131 
East  Africa,  oil.  i,  158 
East  Indies,  oil,  i,  11,  75 
East  Liverpool  gas  pool,  Ohio.  i.  100 
East  Toledo  oU  field.  Ohio,  i.  100 
Eastland  County.  Tex.,  oil,  i.  31.  114.  559 
Ebano  oil  field.  Mexico,  i,  64,  124,  125,  574 
Echigo  oil  district,  Japan,  i,  143 
Economic  boiler,  oil  fired,  ii,  471 
Ekionomizers,  refineiy,  ii,  292 
£>x>nomy-LegionviUe-Hannony      oil      field, 

Pennsylvania,  i.  110 
Bcuador,  oil.  i.  11.  154 

oil  analyses,  i.  577 
Eddy  County,  N.  Mex..  oil.  i.  99.  551 
Edeleanu  process,  distillation,  ii,  391 
Edgar  County.  HI.,  oil,  i,  86 
Edgerly  oil  field,  Louisiana,  i.  96,  549 
Edgerton  oil  field,  Kansas,  i,  91 
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Edinburg  oil  pool,  Pennqrlvania,  i,  110 

Edison  wire  gage,  ii,  272 

Edmondflon  County,  Ky.,  bitumen,  i,  791 

Edna  oil  field,  Califomia,  i,  81 

Edwards  limestone,  i,  12 

Bfidency,  Diesel  engine,  ii,  560,  561,  582 

engines,  ii,  600 

gas  compressor,  volumetric,  i,  450 

internal  combustion  engines,  ii,  530,  549 

refinery,  i,  421 

riveted  joints,  ii,  265 
Egbell,  Csecho-Slovalda,  oil  field,  i,  134 
Egger  oil  field,  Ohio,  i,  100 
Bgypt,  bitumen,  i,  793 

oil,  i,  78,  166 

oil  analyses,  i,  583 

oil,  average  specific  gravity,  i,  322 

oil  production  statistics,  i,  157,  325 

oil,  unit  of  measure,  ii,  701 
Eicosane,  i,  470 
Eicosylene,  i,  476 
"1800-foot  sand,"!,  19 
Elastic  limit,  metals,  ii,  820-822 
Elaterite,  occurrence,  i,  792,  793,  794 
Elbing  oil  field,  Kansas,  i,  91 
EldersviUe  oil  field,  Pennsylvania,  i,  110 
Eldorado  oil  field,  Arkansas,  i,  539 
Bldorado  oil  field,  Kansas,  i,  91,  545 

casing  requirements,  i,  221 
Electra  oil  field,  Texas,  i.  21,  28,  47,  113,  563 
Electric  heating,  cracking,  ii,  433 
Electric  meter,  natural  gas,  i,  433 
Mectric  power,  refinery,  iii  287 
Electrical  equipment,  oil  tankers,  i,  377 
Electrical  method,  specific  heat  determina- 
tion, ii,  810 
Electrical  units,  equivalent  values,  ii,  769 
Electrolysis,  pipe  lines,  i,  453,  ii,  574 
Electromagnets,  in  fishing,  i,  290 
Elevations,  mapping,  i,  193 
Elevator  casing,  rotary  drilling,  i,  254 
Elgin  County,  Ont.,  Can.,  natural  gas,  i,  123 
Elgin  sandstone,  i,  25 
EUda  oU  field.  Ohio,  i,  100 
Elisabeth  sand,  i,  36,  108,  118 
Elk  Basin  oil  field,    Montana- Wyoming,  i, 

97,  118,  120,  570 
Elk  City  gas  pool,  Kansas,  i,  91 
Elk  City  oil  field,  Pennsylvania,  i,  110 
Elk  County,  Kans..  oil,  i,  90,  545 
Elk  FaUs  oil  field.  Kansas,  i,  91 
Elk  HiUs  oil  field,  Califomia.  i.  81 
Elk  Run  oU  field.  Ohio,  i,  100 
Elko  oil  shale,  Nevada,  i.  98,  890 
Elliott  tester,  oils,  i,  624,  632 
Ellis  formation,  i,  98 
Elmore  oil  field,  Kansas,  i,  91 


Elongation,  brass  and  Monel  metal,  ii,  821 
Elyria  gas  field,  Ohio.  i.  100 
Emba  oil  field,  Russia,  i,  127 
Embar  sand,  i,  13.  22,  67.  98.  119 
Bmery  Coimty,  Ut»h,  bitumen,  i,  791 

oil,  i.  115 
Emlenton-Ritchie  Run  oil  field.  Pa.,  i,  110 
Empire  oil  field,  Oklahoma,  i.  104 
Emulsification  tests,  oil,  i,  695,  740 
Emulsions,  in  pipe  lines  and  tanks,  i,  431 
Endeavor  oil  field,  Pennsylvania,  i,  1 10 
End  point  method,  distillation,  i,  667,  673, 

715 
Energy,  weight  and  volume  equivalents,  ii, 

803 
Engine  distillate,  ii,  339 
Engine  efficiency,  ii,  527,  600 
Bngine  oil,  characteristics,  ii,  677 

methods  of  testing,  i,  588 
Engines,  aeroplane,  ii,  618,  619 

automobile,  ii,  620 

internal  combustion,  ii,  294,  523,  530,  542, 

oil,  ii,  523 

stationary,  ii,  531 

steam,  refinery,  ii.  293 
England,  bitumen,  i,  792 

gas  and  oil,  i,  7,  11,  135 

oil  analyses,  i,  579 

oil.  average  specific  gravity,  i.  322 

oil  production  statistics,  i,  325 

oil  shale,  i,  834,  844 
Engler  distilling  flask,  i,  673 
Engler  visoosimeter,  i,  643,  655.  656 
English    method,     determination,     melting 

point  of  paraffin  wax.  i,  679 
English,  oil  field.  Pennsylvania,  i.  110 
Ennisldllen  oil  field.  Ontario.  Can.,  i,  121 
Enterprise  oil  field,  Pennsylvapia,  i,  110 
Eocene  series,  Arabia,  i,  145 

Armenia,  i,  145 

Belgium,  i,  136 

Califomia,  i,  83 

Colorado,  i,  84 

Florida,  i,  84 

GaUcia,  i,  132 

Germany,  i,  134 

India,  i,  141 

Italy,  i,  132 

Jugo-Slavia,  i.  134 

Madagascar,  i.  158 

Mesopotamia,  i.  141 

Mexico,  i,  124 

oil  shale,  i,  834,  836.  839, 840,  842. 846,  873 

oil  strata,  i.  12.  14,  17 

Rumania,  i,  131 

Spain,  i.  136 

Trinidad,  i,  160 
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Bocene  series,  VenekueU,  i,  152 

Epperaon  sand,  i,  92 

Eqiiivalent  of  heat,  mechanical,  ii,  524,  808 

Erie  oil  field,  Kansas,  i,  91,  546 

Erie  oil  field,  Pennsylvania,  i,  110 

E^rosion,  oil  geology,  i,  170 

Erythrene,  i,  478 

Escambia  County,  Fla.,  oil,  i,  84 

Essex  County,  Ontario,  Can.,  oil,  i,  121,  123 

Esthonia,  oU  shale,  1,  843 

Estill  County,  Ky.,  oil,  i,  92,  548 

Ethane,  i,  460,  730,  752 

Ether,  boiling  point,  ii,  807 

expansion  by  heat,  ii,  812 

hydrocarbon  solvent,  i,  536 

latent  heat  of  evaporation,  ii,  823 

specific  heat,  ii,  811,  812 

sulphuric,  boiling  point,  ii,  806 
Ethyl  acetylene,  i,  478 

alcohol,  ii,  401.  806,  807,  823,  830 

anthracene,  i,  514 

bensol,  i,  482 

cydobutane,  i,  492 

cydoheptane,  i,  502 

cydohexane,  i,  498 

ethylene,  i,  472 

hexamethylene,  i,  498 

hexane,  i,  466 

isoamyl,  i,  464 

isobutane,  i,  464 

isopropane,  i,  460 

methyl  bensol,  i,  484 

naphthalene  i,  508 

naphthene,  i,  498 

pentyl  sulphide,  i,  529 

phenyl  acetylene,  i,  480 

propyl  sulphide,  i,  529 

sulphide,  i,  529 

tetramethylene,  i,  492 

toluol,  i,  484 
Ethylene,  i,  458,  472 

heat  of  combustion,  ii,  809 

in  refinery  gases,  ii,  400 

specific  gravity,  ii,  832 
Ethylene  bensol,  i,  482 
Ethylene  hydrocarbons,  specific  heats,  i,  532 
Euphemia  oil  field,  Ontario,  Can.,  i,  121 
Eureka  County,  Nev.,  bitumen,  i,  791 
Eureka  oil  field,  Kansas,  i,  91 
Eureka  oil  field.  West  Virginia,  i,  117 
Eureka-Volcano-Buming  Springs   anticline, 

West  Virginia,  i,  47,  117 
Europe,  bitumen,  i,  792 

oil,  i,  75,  127 

oil  shale,  i,  848 
Evans  City  oil  field,  Pennsylvania,  i,  110 
Evans  cracking  process,  ii,  438 


Evaporating  iowersj  refinery*  iii  184,  219,  243 
Evaporation,  factors,  steam,  ii,  799 
,    latent  heat  of,  table,  i,  752,  ii,  823 

lubricants,  ii,  645 

tests,  petroleum  products,  i,  588,  716 

total  heat  of,  ii,  824 

water,  ii,  313,  314 
Ewings  Mill  oil  field,  Pennsylvania,  i,  110 
Exchangers,  condenser,  ii,  181 
Exhaust  parts.  Diesel  engine,  ii,  563.  577 
Expanders,  natural  gas,  i,  765 
Expansion,  gases,  ii,  812 

heat,  ii,  812 

liquids,  ii,  812 

solids,  ii,  813 

steam  pipes,  ii,  798,  802 

trunks,  oil  tankers,  i,  376 
Explosion  hatch,  tank,  ii.  Ill 
Exports,  petroleum,  i,  349 
External  upset  tubing,  weights  and  dimen- 
sions, ii,  562 
Extra  heavy  fittings,  dimensions,  ii,  278 
Extra  strong  pipe,  internal  fluid  pressure,  ii, 
532 

weights  and  dimensions,  ii,  555 

wrought,  dimensions,  table,  ii,  783 
Extraction  plant,  natural-gas  gasoline,  i,  764 


Fabric,  protective  covering,  ii,  573 
Fagundus  oil  field,  Pennsylvania,  i,  110 
Fahrenheit  thermometer  scale,  ii,  832 
Fairbanks-Morse  internal  combustion  engine, 

ii,  537 
Fairfield  County,  Ohio,  oil  and  gas,  i,  39, 102, 

552 
Falkland  Islands,  oil,  i,  156 
Fallsburg  oil  field,  Kentucky,  i,  93 
Fan-tailed  burner  ii,  451 
Fatty  oils,  saponification  numbers,  i,  712 
Faulto,  dosed,  i,  68 

overthrust,  i,  68 

United  States  oil  fields,  i,  46,  79 
Fayette  County,  Ala.,  oil  and  gas,  i,  79 
Fayette  oil  field,  Pennsylvania,  i,  110 
Fayetteville  formation,  i,  30 
Feed,  lubrication,  ii,  634,  646,  662 

oil  and  water,  cracking,  ii,  433 

oil  lubrication,  ii,  638,  640 
Feeders,  oil  shale  plants,  i,  860 
Feeding,  grease  lubrication,  ii,  674 

methods,  lubricants,  ii,  660 
Feed-pump  control,  cracking,  ii,  433 
Feed  water  heaters,  refinery,  ii,  292 
Felt,  asphalt  saturated,  roofing,  i,  822 
Felts,  refinery  insulating,  ii,  282 
Fenchene,  i,  514 
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Fergluuia,  RiistU,  oil  analyBes,  i,  582 

oa  field,  i.  127.  145 
Fergus  County,  Mont.,  oil,  i,  97,  551 
Fernando  formation,  i,  12,  16,  83 
Ferris  oil  field,  Wyoming,  i,  120.  572 
Ferrosteel.  Crane,  tenaile  strength,  ii.  819 
FichteUte.  i,  522 

Fiddlers  Run  oil  field,  Pennsylvania,  i.  1 10 
Field  mapping,  i.  168.  172,  173 
Field  methods,  oil  geology,  i.  167 
Field  work,  oil  geology,  i,  175 
Fifteen  oil  field.  Ohio,  i.  100,  553 
Fifth  sand.  i.  35,  36.  106,  116 
50-foot  sand.  i.  34.  35.  106.  116 
Flllen,  asphalt,  i,  821 

automatic,  refinery,  ii.  225 

lubricating  greases,  ii.  674 
Filling,  pipe  line,  i,  415 
Filling  tanks,  refinery,  ii.  75 
Fillmore  oil  field,  California,  i,  81 
Film,  as  oil  indication,  i,  168 
Filter,  refinery,  ii.  65.  201 
Filter  house,  refineiy.  ii.  92.  200,  231 
FUter  wash  stills,  refinery,  ii.  51 
Filtering,  refinery,  ii,  377 

fractional,  i,  74.  535 
Filtration,  fire  hasards.  ii,  412 
Findlay  oU  field,  Ohio,  i,  55,  100 
Finland,  oil,  i,  131 

Finleyville  oil  field,  Pennsylvania,  i,  110 
Fire  brick,  furnaces,  ii,  463 

refinery  construction,  ii.  259 
Fire  extinguishers,  refinery,  ii.  415,  418 
Fire-extinguishing,  oil  tankers,  i,  377 

refinery,  ii,  405,  418 
Fire  fighting  equipment,  refinery,  ii,  315 
Fire  hasards.  refinery,  ii,  319,  411 
Fire  point,  i.  623 

Cleveland  open  cup  tester,  i.  629 

Elliott  tester,  i,  632 

Pensky-Martens  closed  tester,  i.  638 
Fire  prevention,  refinery,  ii,  315,  405 
Fireproof  construction,  refineiy,  ii,  229 
Fire  protection,  pipe  lines,  i,  423 
Fire  test.  i.  623,  624 
Fire  Worshipers,  i,  4,  127 
First  Bradford  sand,  i,  36 
First  Cow  Run  sand,  i,  23,  25 
First  Mountain  sand,  i,  25 
First  Venango  sand,  i,  35 
Fisher  oil  field,  Ohio,  i,  100 
Fishing,  oU  weU,  i,  274 
Fishing  tools,  i.  218,  274 
Fish  oil,  saponification  number,  i,  711 
Fissures   in  shale,  oil,  i,  67 
Fitting,  steel  plate  work,  ii,  42 
Fittingt,  agitator,  ii.  63,  64 


Fitting!,  cast-iron,  ii,  277 

pipe  line,  i.  417 

standard  drilling  outfit,  i,  217 
Five  Islands,  Louisiana,  salt  domes,  i,  61 
Five  Points-Florence  oil  field.  Pa.,  i.  110 
Fbted  carbon  test,  asphalt,  i.  809 

asphaltic  petroleum  products,  i,  723 

petroleum  products,  i,  588 
Fixed  gases,  oil  shale  distillation,  i,  882 
Flat  Rook  oil  field.  Oklahoma,  i.  105 
Flat  rolled  iron,  weight,  table,  ii,  776 

steel,  weight,  table,  ii,  776 
Flattening  test,  pipes,  ii,  551 
Flanges,  acid  blow  case,  ii,  40,  77 

bleachers,  ii.  38,  72.  73 

condenser  boxes,  ii,  29,  53,  55,  56,  58,  59 

filters,  ii,  65 

pumping-out  pan.  ii,  30.  60 

refinery  use.  ii.  273 

standard  dimensions,  ii,  277.  280 

stills,  u,  25,  43.  45,  46,  47,  50,  51 

stfll  towers,  ii.  26.  27,  48,  49 

tanks,  ii,  32-39,  60^78,  107 
Flanging,  steel  plate  work,  ii,  42 
Flash  point,  asphalt,  i.  809 

fuel  oU.  ii,  340 
Flash  point  of  oils  i,  623 

Abel  tester,  i,  638 

Elliott  tester,  i,  632 

Pensky-Martens  tester,  i,  633,  634,  635 

Tag  closed  tester,  i,  629 

testers  used,  i,  588 
Flash  test,  oil,  Cleveland  open  cup  method,  i, 
626 

comparison  by  different  instruments,  i,  624 
Flat  Rock  oil  field,  Oklahoma,  i,  105 
Flax,  packing  in  refinery  construction,  ii,  286 
Flints  MiUs  oU  field.  Oho.  i.  100 
Float  test,  petroleum  products,  i,  586,  722 
Floe,  refineiy,  ii,  370 
Floe  test,  petroleum  products,  i.  588.  091 
Floor  beams,  concrete  construction,  ii.  252 
Floor  coverings,  asphalt,  i,  826 
Floor  slabs,  reinforced  concrete,  ii,  252 
Florence  oil  field.  Colorado,  i,  67,  84,  85,  542 
Florence  oil  field,  Kansas,  i,  91 
Florence  oil  field.  Ontario,  Can.,  i,  122 
Florence  oil  field,  Pennsylvania,  i,  110 
Florida,  oil,  i.  19,  84 
Flow,  steam,  in  pipes,  table,  ii,  797 

oil  through  pipes,  i,  380 
Flow  capacity,  chart,  i,  401 

in  pipe  lines,  i,  396 
flow  tanks,  refinery,  ii.  60 
Flowing  wells,  location  and  output,  i.  310 
Floyd  County.  Ky.,  oil  and  gas.  i.  31,  34,  92, 
94.547 
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Fluid  friction  formula,  i,  439 

Fluid  injecting,  apparatus,  oil  heater,  ii,  475 

Fluid  pressure,  pipes,  internal,  ii,  519 

Fluoranthene,  i,  516,  518,  536 

Fluorene,  i,  506,  536 

Flush  Joint  tubing,  weights  and  dimensions, 

ii.  560 
Flushing  oil  field,  Ohio,  i,  100 
Flux,  refinery,  ii,  41 
Flywheel,  internal  combustion  engines,  ii.  546 

Diesel  engine,  ii,  569 
Foam  lines,  refinery,  ii,  243 
Foaming  solution,  fire  extinguishing,  ii,  420 
Foamite  system,  fire  extinguishing,  ii,  317 
Fonner  oil  field.  Pennsylvania,  i,  110 
Foot-pound,  ii,  808 

Foot  valve  and  strainer,  oil  heaters,  ii.  461 
FooU  oil,  ii,  374 

Ford  City  oil  field,  Pennsylvania,  i.  110 
Foreign  oil  units,  weights  and  measures,  ii, 

761 
Forest  clay  formation,  Trinidad,  i.  160 
Forging,  oil  fuel,  ii.  487 
Forging  furnaces,  ii.  489 
Formation  maps,  oil  geology,  i.  171.  172.  176 
Formosa,  Japan,  oil,  i.  78,  143 

oil  production,  statistics,  i,  143 
Forms,  concrete,  ii,  251 

concrete  tank  construction,  ii,  132 
Ford  Bend  County,  Tex.,  oil,  i,  114 
Fort  Scott  limestone,  i,  26,  27 
Fortuna  sand,  i.  22 
40-foot  sand,  i,  108 

Forward  oil  field,  Pennsylvania,  i,  110 
Fossiliferous  shales,  i,  40 
Fossils,  vertebrate,  in  asphalt,  i,  16 
Foster  tester,  for  oil,  i.  623 
Foundation  materials,  ii,  247 
Foundations,  refinery,  ii,  237,  244 
Four-cycle  engine,  Busch-Sulzer,  ii,  584 

Diesel,  ii.  560 

horizontal  stationary,  ii,  531 

internal  combustion,  ii.  529 

Snow  Diesel,  ii,  591 
Fourth  sand,  i,  35,  36,  108,  116 
Fourth  sand  oil  field,  Pennsylvania,  i,  110 
Fox-Bush  oil  field,  Kansas,  i,  91 
Fox  oil  field,  Oklahoma,  i,  104 
Fractional  condensation,  cracking,  ii.  423 

oil  shale  vapors,  i,  870 
Fractional  distillation,  ii,  323 
Fractional  fusion,  refinery,  ii,  373 
Fractionation,  oils,  i.  534 
France,  asphalt,  i.  796 

bitumen,  i.  792 
France,  oil,  i.  133 

analyses,  i.  578 


France,  production  statistics,  i,  325 

shale,  i.  834,  843 

unit  of  measure,  ii,  761 
Francis  gas  field,  Oklahoma,  i,  104 
Franklin  County.  Kans..  oil.  i,  90.  545 
Franklin  oil  field.  Pennsylvania,  i,  110 
Frasch  sweetening  process,  ii,  324,  334,  392 
Fraseysburg  oil  field,  Ohio,  i,  100 
Fredonia  oil  field.  Kansas,  i.  91 
Freezing,  in  lubrication,  ii,  664 

oil  weU,  i,  220,  246.  262,  286.  298 
Fremont  County  Colo.,  i,  542 
Fremont  County  Wyo.,  oil.  i.  119,  571 
Fremont  oil  field,  Ohio,  i,  100 
French  Guiana,  oil,  i.  156 
French  thermal  unit,  ii.  808 
Freano  County,  Calif.,  oil,  i.  80.  541 

nitrogen  in,  i.  530 

sulphur  in,  i,  526 
Friction  in  lubrication,  coefficient  of,  ii.  633 
Friction  relations  of  viscosity  in  lubricants, 

ii.  630 
Friction  socket,  i.  278,  289 
Friction  tests,  lubricants,  ii,  631 
Frictional  force,  lubrication,  ii.  627,  629 
Frictional  loss,  in  lubrication,  ii.  638 
Frictional  resistance,  flow  of  liquid,  i.  381 

piston  lubrication,  ii,  656 
Frogtown-Greenville  oil  field,  Pa.  i,  110 
Frontier  formation,  i,  17,  97.  98.  118 
Froth-produdng  mixtures,  fire  extinguishing. 

ii,  418 
''Frozen"  casing,  i,  249 
Frozen  Creek  oil  field,  Kentucky,  i.  93 
Frozen  grease,  lubricant,  ii,  673 
Fryburg  oil  field,  Pennsylvania,  i.  110 
Fuel     consumption,     Busch-Sulzer     Diesel 
engine,  ii,  590 

curves,  internal  combustion  engine,  ii,  533. 
535 

extraction  plants,  natural-gas  gasoline,  i. 
785 

Snow  Diesel  engine,  ii,  591 
Fuel  economy,  stills,  ii,  333 
Fuel  injection,  engines,  ii,  571 
Fuel  oU,  ii,  424 

British  Admiralty  specifications,  ii,  340 

California,  specifications,  ii,  341 

condenser  coil  data,  ii,  170,  178 

fuel  equivalents,  ii,  476,  480.  487.  497.  505 

locomotives,  ii,  484 

Navy  specifications,  ii.  340 

tankers,  i.  378 

use  of,  ii,  445 
Fuel  oil  stock,  ii,  370 
Fuel  pump,  Diesel  engine,  ii,  575 
Fuels,  mixed,  heating  value,  ii,  808,  810 
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Fuller's  earth,  diffusion  of  oil,  through,  i,  74, 
634 

reanery  use,  ii,  201,  202,  368,  377,  418 
FullertOB  oil  field,  California,  i,  16,  81,  82.  83 
Fulton  County,  Ind.,  oil,  i,  88 
Fuming  sulphnric,  add,  ii,  411 

content  of  SO|,  table,  ii,  845 
Fuqua  topping  plant,  ii,  82 
Furbero  oil  field,  Mexico,  i,  64,  124,  125.  126, 

574 
Furnace,  cracking,  ii,  432 

forging,  ii,  489 

revivifying,  filter  plant,  ii,  203 
Fusion,  fractional,  refinery,  ii,  373 

latent  heat  of,  ii,  823 
Fusion  points,  seger  cones,  ii,  804 
lyaabad  pool,  Trinidad,  i,  159 


Gage,  sheet  and  wire,  ii.  773,  774, 

tin  plate,  table,  ii,  779 

wire,  ii,  272,  773,  774 
Gage  pressures,  compressed  air,  ii,  299 
Gage  table,  tanks,  ii,  135 
Gaging,  concrete  tanks,  ii,  133,  134 

pipe 'line,  i,  426 

refinery,  ii,  425 
Gaines  oil  field,  Pennsylvania,  i,  110 
Gainesville  oil  field,  Kentucky,  i,  93 
GaUda,  oU,  i,  47,  67,  78,  131 

analyses,  i,  580 

oxygen  in,  i,  524 

production  statistics,  i,  132,  324 
Gallipolis  oil  field,  Ohio,  i,  100 
Galloupe  process,  oil  shale,  i,  866 
Galvanised  sheets,  weights,  table,  ii,  779,  780 
Gants  sand,  i,  34,  108.  116 
Garber  oil  field,  Oklahoma,  i,  104 
Garbutt  rod,  i.  318 
Garfield  County,  Mont.,  oil,  i,  551 
Garfield  County,  Okla.,  oil,  i,  103,  555 
Garnett  oil  field,  Kansas,  i,  91 
Garrett  Run  oil  field,  Pennsylvania,  i,  1 10 
Garrison  formation,  i,  21 
Garrison  oil  field,  Pennsylvania,  i,  110 
Garvin  County,  Okla.,  bitumen,  i,  791 
Garvin  oil  field,  Pennsylvania,  i,  110 
Gas,  natural,  compression,  i,  447 

gasoline  from,  1,  729 

production  statistics,  i,  352 
Gas,  tests  of  pipe  line  flow,  i,  446 
Gas  analysis,  method  of,  i,  731 
Gas  anchor  packer,  special,  i,  293 
Gas  engine  fuel,  ii,  361 
Gas  engines,  refinery,  ii.  287 
Gas  expansion,  internal  combuPtion  engines, 
ii,  526 


Gas-oU,  ii.  339.  363.  424 

condenser  coil  data,  ii,  178 

sulphur  test,  i,  707 

test  methods,  i,  588 
Gas  pipe,  standard  dimensions,  table,  ii,  782- 

784 
Gas  pumps,  for  oil  wells,  i,  320 
Gas  sand,  i,  15,  25,  108 
Gas  seepages,  as  indications  of  oil,  i,  167 
Gas  Springs,  Argentina,  i,  150 

Asia  Minor,  i,  145 

France,  i,  133 

Rumania,  i,  131 
Gas  tanks,  oil  well,  i,  313 
Gaseous  adsorption,  by  solids,  i,  747 
Gases,  adsorption  density,  i,  749 

expansion,  ii,  812 

heat  of  liquefaction,  i,  749 

specific  gravity,  ii,  832 

specific  heat,  ii,  524,  528,  811 
Gasoline,  ii,  33S,  360 

acid  heat  test,  i,  690 

average  distillations,  ii,  350 

corrosion  and  gumming  test,  i,  689 

cracked,  ii,  430 

determination  of  vapor  pressure,  i,  726 

*•  doctor  test,"  i,  689 

end  point  method  of  distillation,  i,  673 

gravities,  ii,  346,  349,  352 

natural  gas,  i,  729 

Panuoo  crude,  ii,  431 

refinery  production.  United  States,  ii,  346 

testing  methods,  i,  588 

treating,  ii,  368 

volatilities,  ii,  346,  352 
Gasoline  content,  natural  gas,  i,  759 
Gasoline  distillate,  condenser  cofl  data,  ii,  174 
Gasoline  engines,  ii,  523,  615 
Gasoline    precipitation  test  for   lubricating 

oils,  i,  713 
Gasoline  vapor,  removed  from  gas,  i,  745.  756 
Gasometers,  refinery,  ii,  125 
Ga8p6  Peninsula,  Quebec,  Can.,  oil,  i.  41,  67, 

121,  576 
Gate  houses,  pipe  line,  i,  417 
Gate  valve,  use  in  gushers,  i,  312 
Gathering  lines,  oil,  i,  428 
Gaujene,  i,  514 

Gasa  Land,  Africa,  oil  shale,  i,  848 
Gbely  oil  field,  Caecbo-Slovakia,  i,  134 
Geanticlinal  folds,  i,  53 
Geantidine,  United  States  oil  fields,  i,  79 
Gear  greases,  ii,  674 

Gels,  adsorption  method,  gasoline  extractioMb 
i,  745 

silica,  absorbent,  ii,  368 
Gemsah,  Egypt,  oil,  i,  156 
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Gemsah,  Bgypt,  oil  analysis,  i,  683 
General    Electric     method,    melting    point 

determination,  asphalt,  i,  803 
Generators,  refinery,  ii,  287,  296 
Genesee  shale,  i,  34 

Geographic  classification,  oil  shale,  i,  834 
Geologic  ages,  oil  formations,  Canada,  i,  121 

Kentucky,  i,  14,  94 

Louisiana,  i,  12,  96 

North  America,  i,  12,  16 

Ohio,  1,  14,  103 

Oklahoma,  i,  12,  lOe 

Pennsylvania,  i,  118 

United  States,  i,  79 

Wyoming,  i,  12,  119 

West  Virginia,  i,  14,  116 
Geologic  field  work,  oil,  i,  167 
Geologic  mapping,  oil,  i,  168 
Geologic  maps,  oil,  i,  171 
Geological  classification,  oil  shales,  i,  834 
George  oil  field,  Pennsylvania,  i,  110 
Georges  Creek  oil  field,  Kentucky,  i,  93 
Georgia,  oil,  i,  84 
Geotyncline,  Appalachian,  i,  102 

Great  Plains,  i,  72 
Germany,  asphalt,  i,  796 

average  specific  gravity,  i,  322 

bitimiens,  i,  792 

gas  and  oil  shale,  i,  11,  78,  133 

oil  analyses,  i,  679 

oil  production  statistics,  i,  134,  324 

oil  shale,  i,  834,  843 

oil,  unit  of  measure,  ii,  761 
Gibson  County,  Ind.,  oil,  i,  88 
Gibson  oil  field,  Kentucky,  i,  93 
Gibflonburg-Helena  oil  field,  Ohio,  i,  100 
Gibeonia  oil  field,  Pennsylvania,  i,  110 
Gibeonville  gas  field,  Ohio,  i,  100 
GiU,  John  D..  ii,  626 
Gilmer  County,  W.  Va.,  oil,  i,  116 
GUsonite,  i,  71,  790,  794 
Girders,  reinforced  concrete,  ii,  262 
Girty  oil  field,  Pennsylvania,  i,  1 10 
Glade  oil  field,  Pennsylvania,  i,  110 
Glade  Run  oil  field,  Pennsylvania,  i,  1 10 
Glance  pitch  (manjak),  i,  792 
Glass,  radiation  and  reflection  of  heat,  ii,  824 

specific  heat,  ii,  811 
Glass  industry,  oil  fuel,  ii,  616 
Glauoonite,  i,  19 

Glenhasel  oil  field,  Pennsylvania,  i,  110 
Glenn  Pool  oil  field,  Oklahoma,  i,  104,  664 
Glenn  sand,  i,  28 

Glenns  Run  oil  field,  West  Virginia,  i,  117 
Glenoak  oU  field,  Oklahoma,  i,  104 
Glensfield  oil  field,  Pennsylvania,  i,  110 
Glue  solutions,  fire  extinguishing,  ii,  318 


Glycerin,  as  lubricant,  ii,  643 

boiling  point,  ii,  807 
"Go  devU,"  i,  432 
Gold,  melting  point,  ii,  806,  807 

radiation  and  reflection  of  heat,  ii,  824 

specific  heat,  ii,  811 
Gold  Coast,  oil,  i,  168 
Goldingham,  Arthur  H.,  ii,  623 
Goose  Creek  oil  field,  Texas,  i,  113,  664 
Goose  Run  and  Mitchell  oil  field,  Ohio,  i,  100 
Gordon  sand,  i,  31,  35,  36,  108,  116 
Gordon  stray  sand,  i,  36 
Gotebo  oil  field,  Oklahoma,  i,  104,  666 
Gould  oil  field,  Ohio,  i,  100 
Governor,  Busch-Sulser  Diesel  engine,  ii,  686, 
690 

pendulum,  internal  combustion  engine,  ii, 
647 
Grab,  fishing  tool,  i,  282.  286 
Grady  County,  Okla.,  i.  103 
Graham  oil  field,  Texas,  i,  113,  663 
Graham-Fox  oil  field,  i,  104 
Grahamite,  i,  790,  792,  794 
Grahamite  dike,  i,  6,  7,  68 
Grand  County,  Colo.,  bitumen,  i,  791 
Grand  County,  Utah,  bitumen,  i,  791 

oil,  i,  116 
Grand  Valley  oil  field,  Pennsylvania,  i,  110 
Granite  oil  field,  Okla.,  i,  104 
Grant  County,  Ind.,  oil,  i,  88,  644 
Grantsville  oil  field.  West  Virginia,  i,  117 
Grapeville  oil  field,  Pennsylvania,  i,  110 
Graphite,  filler  for  lubricating  grease,  ii,  674 

specific  heat,  ii,  811 
Graphitic  coal,  ii,  620 

Grass  Creek  oil  field, Wyoming,!,  1 18, 120, 672 
Gratings,  filters,  ii,  66 

steam  still  towers,  ii,  20,  60 
Gravel  and  asphalt  roofs,  i,  826 
Gravimetric  method  of  determination  of  B.  S. 

i,  670 
Gravitation,  relation  to  oil  occurrence,  i,  46 
Gravities,  gasoline,  ii,  346,  349,  362 

stripping,  ii,  327,  328 
Gravity,  comparison  of  scales,  i,  696 

correction  for  temperature,  i,  600 

natural-gas  gasoline,  relation  to  composi- 
tion, i,  766 

oil,  relation  to  viscosity,  i,  391 

"observed,"  i,  699 

temperature  corrector,  Atlantic,  i,  601 

test  for,  i,  594 
Gravity  of  Liquids,  hydrometer  method,  i,  697 

weighing  method,  i,  618 
Gravity  of  solids,  hydrometer  method,  i,  688, 
621 

weighing  method,  i,  688,  621 
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Gravity  drop  furnace,  filter  plant,  ii.  203 
Gray  chilling  machine,  wax  plant,  ii,  195 
Gray  dephlegmating  towers,  ii,  221,  357 
Gray  oil  field,  Tex.,  i,  113 
Gray  sand,  i,  35 

Gray  wax-moulding  preas,  ii,  375 
Grays  Park  oil  field,  Pennsylvania,  i,  110 
Grayson  County,  Ky.,  bitumen,  i,  791 

oil,  i,  92 
GraysvUle  oil  field,  Ohio,  i.  100,  552 
Grease  lubrication,  ii,  671 
Greases,  lubricating,  ii,  672 
Great  Britain,  oil  analyses,  i,  579 

oil  and  gas,  i,  135 

oil  shale,  i,  135,  844.  848 

oil,  unit  of  measure,  ii,  761 
Great  Plains,  geopyncline,  i,  72 

Cambrian  system,  i,  40 
Greece,  bitumen,  i.  792 

oil,  i,  137 
Greeley  oil  field,  Kansas,  i,  91 
Greenbrier  limestone,  i,  15,  29,  31,  116 
Greene  County,  Pa.,  oil,  i,  35,  558 
Green  Hill  oil  field,  Kentucky,  i,  93 
Green  River  formation,  oil  shale,  i,  873,  884 
Green  River  shales,  ash  analyses,  i,  876 
Greenville  gas  pool,  Illinois,  i,  87 
Greenville  oil  field,  Pennsylvania,  i,  110 
Greenwood  County,  Kan.,  oil,  i,  90,  545 
GieybuU  oil  field,  Wyoming,  i,  118,  120,  570 
Grifiin  oil  field,  Kentucky,  i,  93 
Griffith  oil  field,  Ohio,  i,  552 
Griffithsville  oil  field,  West  Virginia,  i,  117 
Grinding,  oil  shale,  i,  859 
Griislies,  oil  shale  plants,  i,  860 
Ground  cork,  grease  filler,  ii,  674 
Ground  joint  pipe,  ii,  275 
Grozni,  Russia,  oil  analysis,  i,  581 

oU  field,  i,  47.  127 
Gross  register  tonnage,  oil  tankers,  i,  374 
Grubbs  oil  field,  Pennsylvania,  i,  110 
Guelph  limestone,  i,  15,  121 
Guernsey  County,  Ohio,  oil,  i,  33,  102 
Guilford  oil  field,  Kansas,  1,  91 
Gulf  Coast  oil  field,  i.  19,  78,  79,  356 

deliveries  of  petroleum,  i,  349,  358 

quantity  and  value  oil  production  since 
1889,  i,  337.  348.  356 

saline  domes,  i,  60 

stocks  of  petroleum,  i,  343,  357 

Texas,  i,  114 
Gulf  Coastal  Plain,  Mexico,  i,  124 
Gulf  series,  i,  18, 95 
Gum,  tar  stills,  ii,  329 
"Gumbo,**  drilling  bit  used.  i.  262 
Gum  lac,  radiation  and  reflection  of  heat,  ii. 
824 


Gununing  tests,  petroleum  products,  i,  588, 

689 
Gun  metals,  ductility,  ii,  815 
Gurley  compass,  i,  178 
Gusher,  description  of,  i,  310 
Gypsum,  relation  to  oil  occurrence,  i,  8,  61 

grease  filler,  ii,  674 
Gyratory  crushers,  oil  shale  mining,  i,  859 


Hadenville  oil  field,  Pennsylvania,  i,  110 

Haiti,  oil,  i,  161 

Haldinand  County  gas  fields,  Ontario,  Can., 

i,  122,  123 
Hale  oil  field,  Kansas,  i,  91 
Hallett  oil  field,  Oklahoma,  i,  104 
Hall  town  oil  field,  Pennsylvania,  i,  110 
Hamilton  County,  Iowa,  gas,  i,  90 
Hamilton  formation,  i,  38,  94,  121 
Hamilton  oil  field,  Wyoming,  i,  119,  120 
Hamilton  Switch  oil  field,  Oklahoma,  i.  104 
Hanmierschmitt  oil  field,  Pennsylvania,  i.  1 10 
Hanuner-weld  process,  pipes,  ii,  504 
Hammond  coupling,  natural  gas  pipe  lines,  i, 

453 
Hancock  County,  Ohio,  oil,  i,  102,  552 

nitrogen  in,  i,  529 

sulphur  in,  i,  525 
Hancock  County.  W.  Va.,  oil,  i,  116,  568 
Hand-fired  boiler,  oil  and  coal,  ii,  472 
Hand  level  method,  mapping,  i,  177,  182 
Hand  lens,  i,  181 
Handling  tank  cars,  i,  366 
Hardin  County,  Tex.,  oil,  i,  114,  564 
Hard  press,  wax  plant,  ii,  199 
Harmony  oil  field,  Pennsylvania,  i,  110 
Harper  oil  field,  Ohio,  i,  100 
Harris  County,  Tex.,  oil,  i,  114,  564 
Harrison  County,  Ohio,  oil,  i.  102 
Harrison  County,  W.  Va..  oil,  i.  116,  568 
Harrisville  oil  field,  Pennsylvania,  i,  110 
Harrisville  oU  field.  West  Virginia,  i,  117 
Hartford  oil  field,  Kentucky,  i,  93 
Haskell  oil  field,  Oklahoma,  i,  104 
Hatch,  exploMon.  tanks,  ii.  Ill 
Hatches,  bleacher,  ii.  38.  73,  74 
Haysville  oil  field,  Pennsylvania,  i,  110 
Haselhurst  oil  field,  Pennsylvania,  i,  1 10 
Headache  post,  i,  272 
Heads,  boiler,  refinery,  ii,  289 

filter,  ii,  65 

pump,  ii,  210 

stills,  ii.  2^27,  45-51 

water,    comparison    with   various    units, 
Uble,  ii,  792 
Healdton  oil  field.  OUa.,  i,  59, 104.  554 
Heat,  conduction,  ii,  825, 826 
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Heat,  convection,  ii,  825,  826 

effect  on  hydrocarbons,  i,  458 

expansion,  ii.  812 

latent,  u,  822 

loss  by  convection,  ii,  830 

quantitative,  measurement,  ii,  808 

radiation  of,  ii,  824 

reflection  of,  ii,  824 

sensible,  ii,  824 

specific,  ii,  810 

transmission,  ii,  828,  829 
Heat  application,  oil  shale  retorting,  i,  863 
Heat  balance,  engines,  ii,  549,  556,  584 
Heat  consumption,  engines,  ii,  549,  583 
Heat  control,  "cracking"  oil  shale,  i,  865 

oil  shale  retorting,  i,  863 
Heat  exchange,  condensers,  ii,  182 

data,  Trumbull  process,  ii,  388 

steam  still,  ii,  17 
Heat  exchangers,  gasoline  extraction  plants, 

i,  772 
Heat-exchanging  stills,  refinery,  ii,  50 
Heat  losses,  engines,  ii,  527 

furnace  walls,  ii,  237 

uninsulated  surfaces,  ii,  283 
Heat  of  adsorption,  i,  749 
Heat  of  combiistion,  ii,  809 
Heat  of  evaporation,  total,  ii,  824 
Heat  of  liquefaction,  gases,  i,  749 
Heat  of  vaporisation,  steam,  ii,  794 
Heat  recovery,  spent  shale,  i,  869 
Heat  test,  lubricating  and  insulating  oils,  i, 
705 

petroleum  products,  i,  588 
Heat-treating  furnaces,  ii,  505 
Heat  unit,  u,  808 
Heat  units,  equivalent  values,  ii,  769 

water,  ii,  791 
Heat  value,  natural  gas,  i,  734,  756 

natural-gas  gasoline,  i,  752 

shales,  relation  to  oil  content,  i,  877 
Hester,  for  pipe  lines,  i,  403 

oil  burning,  ii,  447 
Heater  box,  oil  heaters,  ii,  479 
Heater  pipes  in  cars  for  transportation  of  pe- 
troleum, i,  360 
Heavy  foots  oil,  sweating  cuts,  ii,  374 
Heavy  standard  rig  specification,  i,  206 
Heidelberg  oil  field,  Ky.,  i,  92 
Heidelberg  oil  field,  Pa.,  i,  110 
Heine  boiler,  oil  fired,  ii,  469 
Helena  oil  field,  Ohio,  i,  100 
Helicoid    conveyor,    capacity    and    horse- 
power, ii,  307 

filter  plant,  ii,  201 
Hemellithol,  i.  482 
Hendershot  oil  field,  Ohio,  i,  100 


Henderson ville  oil  field.  Pa.,  i,  110 

Heneicosane,  i,  470 

Heniy's  law,  gaaes,  i,  739 

Hentriacontane,  i,  472 

Hepler  oil  field,  Kans.,  i,  91 

Heptacosane,  i,  472 

Heptadecane,  i,  470 

Heptadecylene,  i,  476 

Heptamethylene,  i,  502 

Heptanaphthene,  i,  494 

Heptane,  i,  464,  533 

Heptine,  i,  478 

Heptylene,  i,  474,  533 

Heptylthiophane,  i,  528 

Heptylthiophane-sulphone,  i,  528 

Herschel  demulsibility  test,  petroleum  prod- 
ucts, i,  588,  695,  701 

Hershey  on  friction,  ii,  633 

Hesperidene,  i,  510 

Hess-Ives  tint  photometer,  use  in  oil  tests,  i, 
662 

Hesselman  sprayer,  engines,  ii,  571 

Hewins  oil  field,  Kans.,  i,  91 

Hewitt  oil  field,  Okla.,  i,  104,  554 

Hexacontane,  i,  472 

Hexacosane,  i,  470 

Hexadecane,  i,  470,  533 

Hexadecyl  acetylene,  i,  478 

Hexadocylene,  i,  476 

HexadiCne,  1,  5,  i,  478 

Hexaethyl  bensol,  i,  488 

Hexahydro-anthraoene,  i,  516 

Hexahydrobensol,  i,  494 

Hexahydro-4-cumol,  i,  500 

Hexahydrocumol,  i,  500 

Hexahydrocymeme  (para),  i,  500 

Hexahydro-isoxylol,  i,  496 

Hexahydromesitylene.  i,  498 

Hexahydrometaxylol,  i,  494 

Hexahydro  1-,  3-,  metaxylol,  i,  494 

Hexahydroorthoxylol,  i,  496 

Hexahydroparaxylol,  i,  498 

Hexahydropropyl  benzol,  i,  500 

Hexahydro-pseudocimiol  1.-  2-,  4,  i.  496 

Hexahydro-pseudocumol  1,  2,  4  (para),  i, 
496 

Hexahydrotoluene,  i,  494 
Hexamethyl  bensol,  i,  488 
Hexamethylene,  i,  494 
Hexanaphthene,  i,  494 
Hexane,  i,  460.  462.  533 
Hexatriacontane,  i,  472 
Hexyl  acetylene,  i,  478 
Hexylene.  i,  474,  533 
Hexyl  sulphide,  i.  529 
Hexylthiophane,  i,  528 
Hexyl thiophane-sulphone,  i,  528 
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Hickory  Creek-Pond  Creek  oil  field,  Okla..  i, 

104 
Hickory  oil  field,  Pa.,  i,  110 
Hidden  Dome  gas  pool,  Wyo.,  i,  120 
High  Bridge  formation,  i,  40,  94 
High  dip,  relation   to  occurrence  of  petro- 
leum, i,  168 
High  pressure  burner,  ii,  449 
High  pressure  gas-pipe  lines,  ii,  452 
High  pressure  internal  combustion  engines,  i, 

642 
Highway  construction,  asphalt,  i,  816 
Hiseville  oil  field,  Ky.,  i,  93 
Hocking  County,  Ohio,  oil,  i,  39,  102 
Hoffman-Moore-Burkhart  oil  field,  Ohio,  i, 

100 
Hog  stiU,  u,  345 

Hogshooter  oil  field,  Okla.,  i,  104 
Hogshooter  sand,  i,  29,  30,  106 
Hohman  oil  field,  Ohio,  i,  100 
Hoid-Brons  sprayer,  ii,  575 
Hoist  or  draw  works,  rotary  drilling,  i,  253 
Holland,  oU,  i,  136 

unit  of  measure,  ii,  761 
HoUiday  oil  field,  Tex.,  i,  113 
Hollidays  Cove  oil  field,  W.  Va.,  i,  117 
Homer  gas  field,  Ohio,  i,  100 
Homer  oil  field.  La.,  i,  18,  96,  550 
Homer  oil  field,  Okla.,  i,  104 
Homewood  oil  field.  Pa.,  i,  110 
Homewood  sandstone,  i,  25 
Homeworth  oil  field,  Ohio,  i,  100 
Hominy  oil  field,  Okla.,  i,  104 
Hominy  townsite  oil  field,  Okla.,  i,  104 
Homocline,  oil  geology,  i,  53 
Honduras,  oil,  i,  126 
Hook,  threading  die,  ii,  530 
Hook  wall  packer,  i,  294 
Hook  and  cube  method,  melting  point  de- 
termination, asphalt,  i,  802 
Hookstown  oil  field,  Pa.,  i,  110 
Hopewell  oil  field,  Ohio,  i,  100 
Hopper  oil  field.  Pa.,  i,  110 
Horisontal  distances,  mapping,  i,  193 
Horizontal  engines,  Diesel,  ii,  561 

stationary,  ii,  531 

two-cycle,  ii,  537 
Horisontal  retorts,  oil  shale,  i,  866 
Horisontal  stills,  refinery,  ii,  140 
Homsby-Akroyd  engine,  ii,  523,  531 
Homsby  1915  "R"  type  internal  combustion 

engine,  ii,  533 
Horse-power,  air  compression,  ii,  301 

belts,  ii,  303 

belt  conveyors,  ii,  305 

formula,  N.  A.  C.  C,  ii,  622 

formula,  tractor  engines,  ii,  622 


Horte-power,  foimulAS,  Society  of  Automo- 
tive Engineers,  ii,  621 

helicoid  conveyors,  ii,  307 

internal  combustion  engines,  ii,  530,  549, 
568 

steam  engines,  ii,  294 

steel  shafting,  tables,  ii,  302 
Horton  sand,  i,  25,  92,  94 
Hoskins  Mound  oil  field,  Tex.,  i,  113 
Hot  oil  system,  pipe  Hnes,  i,  406 
Hot  Springs  County,  Wyo.,  oil,  i,  119,  572 
Hot  surface  tyiiG  internal  combustion  engine, 

ii,  530,  542 
Howard  oil  field,  Kans.,  i,  91 
Hudson  oil  field,  Wyo.,  i,  120 
Hudson  River  shales,  i,  39 
Hull  Creek  oU  field,  Tex.,  i,  566 
Hull  oil  field,  Kans.,  i,  91 
Hull  oil  field.  Tex.,  i,  113,  565 
Humble  oU  field,  Tex.,  i,  113,  564 
Humboldt  oil  field,  Kans.,  i,  91,  544 
Humidity  of  air,  relative,  table,  ii,  787 
100-foot  sand,  i,  34,  108,  116 
Hungary,  bitumen,  i,  792 
Huntington  County,  Ind.,  oil,  i,  88 
Hurgliada,  Bgypt,  oil  analjrsis,  i,  583 

oil  field,  i,  157 
Huron  sandstone,  i,  88 
Hurry-up  sand,  i,  24 

Hydraulic  circulating  system,  i,  247,  248 
Hydraulic  concrete,  pavement  foundations,  i, 

818 
Hydraulic    fittings,  general    dimensions,  ii, 

278 
Hydraulic  flow,  i,  381 
Hydraulic  press,  wax  plant,  ii,  199 
Hydraulic  pressure,  relation  to   petroleum 

occurrence,  i,  45 
Hydrindene.  1,  2-,  i,  484 
Hydrocarbons,  condensation  temperature,  i 
736 

natural  gas,  i,  730,  753 

oxidation,  i,  458 

paraffin  series,  i,  730 

petroleum,  i,  457 

soluble,  theory  of  oil  shales,  i,  834 

specific  heats,  i,  531 

vapor  pressures,  i,  736 

viscosities,  ii,  647 
Hydrochloric  add,  expansion  by  heat,  ii,  812 

specific  heat,  ii,  812 
Hydrogen,  boiling  point,  ii,  807 

expansion  by  heat,  ii,  812 

heat  of  combustion,  ii,  809 

heating  value,  ii,  808 

specific  gravity,  ii,  832 

specific  heat,  ii,  811 
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HydrocMi  ivlplilde,  occurrence  with  petro- 
leum, i,  8,  527 
removal,  ii,  400 
Hydrometer,  gravity  determination,  liquids, 
i.  597 
gravity  detennination,  BoIide,  i,  621 
method  of  reading,  i,  598,  599 
use,  i,  596 
Hydrometer  readings,  correction  for  menis- 
cus, i,  599 
Hydropinene,  i,  512 
Hydrostatic  pressure,  line  pipe  and  tubing, 

formula  and  tables,  i,  301 
Hydrostatic  test,  pipes,  ii,  551 
Hyponitric  add,  melting  point,  ii,  806 


Ice,  latent  heat  of  fusion,  ii,  823 

melting  point,  ii,  806 

radiation  and  reflection,  ii,  824 

specific  heat,  ii,  811 
Idaho,  oil  and  gas,  i,  86 
Igneous  beds,  Mexico,  i,  126 
Igneous  intrusions,  i,  64 
Igneous  rocks,  i,  65,  66 
Ignition,  internal  combustion  engines,  ii,  553 
Ignition  chamber,  boilers,  ii,  463,  467 
Illinois,  anticlinal  and  synclinal  structures,  i, 
47 

deliveries  of  petroleum,  i,  345,  358 

La  Salle  anticline,  i,  47 

Mansfield  sandstone,  i,  29 

Mississippian  series,  i,  29 

natural  gas,  production  and  consumption, 
statistics,  i,  352,  354 

natural-gas  gasoline  statistics,  i,  786 

oil,  i,  86 

oil  analsrses,  i,  543 

oil  production  statistics,  i,  86,  335,  356 

oil,  still  gas  from,  ii,  338 

oil  fields,  i,  78,  79 

oil  seepages,  i,  4 

oil  shale,  i,  834,  837 

oil  strata,  i,  14,  15 

Pennsylvanian  series,  i,  22 

stocks  of  petroleum,  i,  343,  357 
niominating  oil,  doctor  teat,  i,  689 

floe  test,  i,  691 

lamp  test,  i,  692 

sulphur  test  by  lamp  method,  i,  707 

testing  methods,  i,  588 
Imperial  Ideal  rig  iron,  specifications,  i,  207, 

209 
Imperial  oil  field.  Pa.,  i,  110 
Impervious  covers,  effect  on  oU  migration,  i, 

74 
Imports*  petroleum,  i,  347,  358 


Impression  block,  i,  278,  284 
Impeonite,  i,  791,  793,  794 
Inclined  retort,  oil  shale,  i,  866 
Independence  oil  field,  Kans.,  i,  91 
Index  of  infraction,  oils,  i,  532 
India,  bitumen,  i,  793 

mud  volcanoes,  i,  6 

oil,  i,  137,  140 

oil  analyses,  i,  581 

oil,  oxygen  in,  i,  524 

oil  production  statistics,  i,  140,  325 
Indiana,  anticlinal  and  synclinal  structures,  i, 
47 

Comiferous  limestone,  i,  38 

MisBiBsippian  series,  i,  29 

natural  gas,  production  and  consumption 
statistics,  i,  352,  354 

New  Albany  shale,  i,  34 

oil,  i,  88 

oil  production  statistics,  i,  88,  334,  356 

oil,  still  gas  from,  ii,  337 

oil,  sulphur  in,  i,  526 

oil  shale,  i,  834,  836 

oil  shale  analyses,  i,  872 

oil  strata,  i,  14,  15 

Pennsylvanian  series,  i,  22 

tar  distillation,  ii,  331 

Trenton  limestone,  i,  40 
Indicated  horse-power,  internal-combustion 

engines,  ii,  530 
Inei  gas  field,  Ky.,  i,  93 
Ingalls  oU  field,  OUa.,  i,  104 
Ingomar  oil  field.  Pa.,  i,  110 
Inola  oil  field,  Okla.,  i,  104 
Inorganic  theory,  oil  occurrence,  i,  44 
Inserted  joint,  Boston  casing,  ii,  559 
Inspection  reports,  refinery,  ii,  417 
Installation,  hot  surface  type  engine,  ii,  555 
Instruments,  geologic  field  work,  i,  178 
Insulated  cars,  oil  transportation,  i,  360 
Insulating  materials,  heat  conduction  and 
resistance,  ii,  827 

refinery,  ii,  282 
Insulating  oils,  heat  test  for,  i,  705 
Insulation,  pipe  lines,  i,  453,  ii,  573 

refinery,  ii,  237,  282 

tanks,  ii,  124 

use  of  asphalt  for,  i,  830 
Insurance  rates,  refinery,  ii,  319 

tank  spacing,  ii,  85 
Intake  pressure,  oil  in  pipe,  i,  397 
Interior    upset    rotary    pipe,    weights    and 

dimensions,  ii,  563 
Intermittent  method,  prepared  roofing,  i,  825 
Internal  combustion  engines,  ii,  523 

fuel  consumption  curves,  ii,  533,  535 

lubrication,  ii,  663 
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Internal  combustion  engines,  refinery,  ii,  294 
Internal  fluid  pressure,  formulas,  compara- 
tive tables,  ii,  524 

tubes,  pipes  and  cylinders,  ii,  519,  531 
Internal    heat,    relation    to    occurrence    of 

petroleum,  i,  45 
Internal  mixing,  centrifugal  burner,  ii,  451 
Internal  pressure  test,  pipe,  ii,  550 
Internal  thermal  resistance,  ii,  825 
Intersection,  in  mapping,  i,  195,  196 
Interstate  Commerce  Commission,  on  ship- 
ment of  explosives,  i,  757 

regulations   regarding  vapor  pressure   of 
gasoline,  i,  726 

tank  car  regulation,  i,  359,  363,  364,  366, 
428 
Intrusive  beds,  i,  64 
Invar,  linear  expansion,  ii,  813 
Iodine,  melting  point,  ii,  807 
lola  gas  field,  Kans.,  i,  91 
Iowa,  Mississippian  series,  i,  29 

natural  gas,  production  and  consumption 
statistics,  i,  352,  354 

oil  and  gas,  i,  90 
Iowa  Park  oil  field,  Tex.,  i,  113 
Ireland  and  Hughes  joint,  i,  229 
Iridium,  fusing  point,  ii,  807 
Iron,  Crane  malleable,  tensile  strength,  ii,  819 

Crane  t9oft  cast,  tensile  strength,  ii,  818 

efifect  of  cold,  ii,  816,  817 

flat  rolled,  weight,  table,  ii,  776 

latent  heat  of  fusion,  ii,  823 

melting  point,  ii,  807 

protective  coatings,  ii,  570 

tensile  strength  at  high  temperatures,  ii, 
816 

wrought,  melting  point,  ii,  807 

wrought,  specific  heat,  ii,  811 
Iron  Creek  oil  field,  Wyo.,  i,  118,  120 
Iron  foundry,  oil  as  fuel,  ii,  507 
Iron  plate,  weight,  table,  ii,  775 
Iron  scum,  i,  3 

Iron  sheets,  weights  of,  ii,  773 
Iron  tubes,  thermal  expansion,  ii,  814 
Irvine  oil  field,  Ky.,  i,  92,  93,  546 
Irvine  sand,  i,  37,  94 

Isatlne  reaction,  sulphur  compounds,  i,  527 
Isherwood  system,  tank  vessel  construction, 

i,373 
Island  Creek  oil  field,  Ky.,  i,  93 
Island  Creek  oil  field,  Ohio,  i,  100 
Isoamyl-a-dihydrophellandrene,  i,  512 
Iso-amyl  benzol,  i,  483 
Iso-amyl  menthane,  i,  512 
Isogonic  lines,  i,  192 
Iso-antfaracene,  i,  514 
Isobutane,  i,  460 


Isobutyl  bensol,  i,  488 

Isobutyl  cyclohexane,  i,  500 

Isobutyl  sulphide,  i,  529 

Isobutylene,  i,  472 

Isodurol,  i,  484 

Isohexane,  i,  462 

Isomeric  changes,  hydrocarbons,  i,  458 

Iso-octane,  i,  466 

Iso-octylthiophane,  i,  528 

Isopentane,  i,  460 

Isoprene,  i,  478 

Isopropyl  acetylene,  i,  478 

Isopropyl  alcohol,  ii,  399,  401 

Isopropyl  bensol,  i,  484 

Isopropyl  ethylene,  i,  472 

Isopropyl  toluene  (para),  i,  488 

Isothermal  line,  ii,  525 

Isovols,  i,  10 

Italy,  asphalt  and  bituminoiis  rock,  i,  796 

bitumen,  i,  792,  796 

oil,  i,  132 

oil  analyses,  i.  580 

oil  production  statistics,  i,  132,  324 

oil,  unit  of  measure,  ii,  761 

oil  shale,  i,  834,  846 

stratigraphic  occurrence  of  oil,  i,  11 
Ivory,  radiation  and  reflection,  ii,  824 
Ivyton  oil  field,  Ky.,  i,  93 


Jack  County,  Tex.,  oil.  i,  114,  559 
Jacket  wall,  Diesel  engine,  ii,  562 
Jackson  County,  Ky.,  oil,  i,  548 
Jackson  County,  Mo.,  oil,  i,  97 
Jackson  County,  Okla.,  bitumen,  i,  791 
Jackson  County,  W.  Va.,  oil,  i,  116 
Jackson  Ridge  oil  field,  Ohio,  i,  100 
Jacksonville  gas  pool.  111.,  i,  87 
Japan,  asphalt,  i,  797 

bittmien,  i,  793 

natural  gas,  i,  137,  143 

oil,  i,  135,  141 

oil  analyses,  i,  582 

oil  production  statistics,  i,  143,  324 

oil,  stratigraphic  occurrence,  i,  11 

oil,  unit  of  measure,  ii,  761 
Jars,  fishing,  i,  277 
Jars  and  mandrell,  i,  285,  288 
Jasper  County,  Ind.,  oil,  i,  88,  .89,  544 
Jasper  County,  Tex.,  bitumen,  i,  701 
Jasper  oil  field,  Ind.,  i,  89 
Java,  oil,  i,  161,  162 

oil  analyses,  i,  584 

oil,  oxygen  in,  i,  524 
Jaw  crushers,  oil  shale  mining,  i,  859 
Jay  County.  Ind..  oil,  i,  88 
Jefferson  County^  Ohio,  oil,  i,  57,  102 
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Jefferson  County,  Okla.,  bitumen,  i,  791 
Jefferson  County,  Texas,  oil,  i,  114,  565 

nitrogen  in,  i,  530 
Jefferson  Davis  Parish,  La.,  oil,  i,  95,  550 
Jefferson  oil  field,  Pa.,  i,  110 
Jenks  oil  field,  Okla.,  i,  104 
Jennings  gas  field,  Tex.,  i,  113 
Jennings  oil  field,  La.,  i,  96,  550 
Jennings  oil  field,  Okla.,  i,  104 
Jet,  radiation  and  reflection,  ii,  824 
Jewell  oil  field,  Ky.,  i,  93 
Jewett  oil  field,  Ohio,  i,  100 
Johnson  Ck)unty,  Ky.,  oil,  i,  92 
Johnson  County,  Okla.,  bitumen,  i,  791 
Johnson  Fork  oil  field,  Ky.,  i,  93,  547 
Joint  cracks.  United  States  oil  fields,  i,  79 
Joints,  bell  and  spigot,  ii,  275 

casing,  ii,  559,  560 

concrete  tanks,  ii,  132 

double  swivel,  swing  pipe,  ii,  107 

pipe,  ii,  566 

riveted,  ii,  265 

rotary  tool,  i,  259 

threaded,  lubrication  of,  ii,  548 

tool,  standard,  i,  225,  230 
Jones  sand,  i,  26,  31,  92 
Joule's  equivalent,  ii,  524,  808 
Journal  bearings,  lubrication,  ii,  636,  639 
Juan  Casiano  oil  well,  Mexico,  i,  20 
Jugo-Slavia,  oil  and  gas,  i,  134 
Junction  City  oil  field,  Ohio,  i,  59,  100 
Junker's  Diesel  engine,  ii,  594 
Jurassic  system,  Alaska,  i,  80 

Germany,  i,  134 

Madagascar,  i,  158 

Montana,  i,  98 

oU  shale,  i.  834.  844,  845 

oil  strata,  i,  11,  12,  14,20 

Wyoming,  i,  118,  119 


Kanawha  County,  W.  Va.,  oil,  i,  116,  569 
Kane  oil  field,  Pa.,  i,  IIO 
Kane  sand,  i,  108 
Kansas,  anticlines  in,  i,  47 

Big  Lime  sand,  i,  26 

Cambrian  sediments,  i,  40 

lenticular  sands,  i,  57 

limestone,  i,  29 

Mississippi  lime  sand,  i,  29 

monoclinal  bulges,  i,  59,  72 

natural  gas,  consumption  and  production 
statistics,  i,  352,  354 

natural-gas  gasoline,  statistics,  i,  786 

oil,  i,  90 

oil  analyses,  i,  544 

oil  production  statistics,  i,  90,  336,  356 


Kansas,  oil,  still  gas  from,  ii,  338 

oil  strata,  i,  12 

Oswego  lime,  i,  27,  30 

Pennsylvanian  series,  i,  22 

Peimian  rocks,  i,  21 

Peru  oil  field,  i,  91 

Peru  sand,  i,  27 

salt  unassociated  with  oil,  i,  7 

standard  casing  requirements,  i,  221 

structural  terraces,  i,  57 
Kains  City  oil  field.  Pa.,  i,  110 
Kay  County,  Okla.,  oil.  i,  103,  555 
Keener  sand,  i,  14,  31,  94,  103,  116 
KeUeyville  oil  field,  OUa.,  i,  104 
Kendall  oU  field.  Pa.,  i,  110 
Kent  County,  Ontario,  Canada,  oil,  i,  121, 123 
Kentucky,  Berea  sand,  i,  32 

Beaver  sand,  i,  25,  33 

Big  Injun  sand,  i,  32 

Big  Lime,  i,  31 

bitumen,  i,  791 

Caney  sand,  i,  39 

Chattanooga  shale,  i,  34,  37 

Cincinnati  series,  i,  39 

Clinton  formation,  i,  39 

Cooper  sand,  i,  33 

Comiferous  limestone,  i,  37,  38 

High  Bridge  formation,  i,  40 

Hortou  sand,  i,  35 

Irvine  sand,  i,  37 

Knox  dolomite,  i,  40 

Lexington  formation,  i,  40 

Mauch  Chunk  shale,  i,  31 

Maxon  sand,  i,  31 

Mississippian  series,  i,  15,  29,  31 

Mt.  Pisgah  sand,  i,  33 

natural  gas,  i,  31,  34,  40 

natural  gas  consumption  and  production 
statistics,  i,  352,  354 

natural-gas  gasoline  statistics,  i,  786 

Niagara  formation,  i,  38 

oil,  i,  92,  94 

oil  analyses,  i,  546 

oil  production  statistics,  i,  92,  331,  356 

oil  shale,  i,  834.  837 

oil  strata,  i,  14 

Onondaga  limestone,  i,  37 

Otter  sand.  i.  33 

Pennsylvanian  series,  i,  22,  25 

Pike  sand,  i,  25 

Pottsville  conglomerate,  i,  25 

Ragland  sand,  i,  37 

Silurian  system,  i,  38 

Silurian-Devonian  system,  i,  37 

Slickford  sand,  i,  33 

Ste.  Genevieve  limestone,  i,  31 

St.  Louis  limestone,  i,  31 
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Kentucky,  Stray  sand,  i,  33 

Trenton  limestone,  i,  40 

Upper  Sunnybrook  sand,  i,  39 
Keown  oil  field,  Pa.,  i,  110 
Kern  County,  Calif.,  bitumen,  i,  701 

oil,  i,  80,  541 
Kern  River  oil  field,  Calif.,  i,  16,  81,  82,  83, 

541 
Kerosene,  base  for  cracking,  ii,  430 

end  point  method,  (listillation,  i,  673 
Kerosene  distOUte,  ii,  339,  363,  368,  424 

condenser  coil  data,  ii,  168,  176 
Kerosene  stock,  ii,  339 
Key  bed,  geology,  i,  169,  171 
Key  horison,  geology,  i,  171 
Kier*B  Rock  oil,  i,  359 
Kifer  oU  field,  Pa.,  i,  110 
Kilbuck  oil  field,  Ohio,  i.  100 
Kilgore  oil  field,  Ohio,  i,  100 
KUgore  oU  field,  Okla.,  i,  104 
Kinematic  viscosity,  i,  640 
Kinks,  wire  ropes,  i,  232 
Kinney  rotary  pump,  ii,  210 
Kiowa  County,  Okla.,  oil,  i,  555 
TTianllng  tar  value,  petroleum  products,  de- 
termination, i,  714 
Kittanning  coal  beds,  i,  25 
Kittanning  sandstone,  i,  25 
Klondike  oU  field,  Ohio,  i,  100 
Knocking,  engines,  ii,  553,  581 
Knott  County,  Ky.,  oil,  i,  31,  92,  94 
Knox  County,  Ky.,  oil,  i,  92 
Knox  County.  Ohio,  oil,  i,  39,  102,  552 
Knox  dolomite,  i,  40,  94 
Knoxville  oil  field,  Ohio,  i,  100 
Kootenai  formation,  i,  20,  98 
Kormann  cracking  process,  ii,  433 
Kossuth  oil  field.  Pa.,  i,  110 
Kramer  and  Sarnon  melting  point  method, 
asphalt,  i,  803 


Labette  County,  Kans.,  oil,  i,  90 

Labette  formation,  i,  27 

La  Brea  asphalt  deposit,  Calif.,  i,  16,  83 

La  Brea  sand,  Trinidad,  i,  159,  160 

Laccoliths,  i,  64,  126 

La  Cygne  oil  field,  Kansas,  i,  91 

Lafayette  County,  La.,  bitumen,  i,  791 

Lafayette  County,  Mo.,  bitumen,  i,  791 

La  Flore  County,  Okla.,  bitumen,  i,  791 

La  Fourche  Parish,  La.,  gas,  i,  95 

Lagonia  oil  field.  Pa.,  i,  110 

Lagunillas  series,  Venesuela,  i,  152 

Lahee,  Frederic  H.,  i,  167 

Lake  County,  Ohio,  gas,  i,  33 

Lake  County  oil  field,  Ind.,  i,  89 


Lake  Creek  oil  field,  r»., «,  ilO 
Lake  Maracaibo,  Venesuela,  oil  near,  i«  150 
Lake  View  gusher,  Calif.,  i,  248 
Lambton  County,  Ontario,  Can.,  oil,  i,  121 
Lamfi's  formula,  internal  fluid  pressure,  ii, 

519.  522 
Lamoure  County,  N.  Dak.,  natural  gas,  i,  102 
Lamp  black,  radiation  and  reflection,  ii,  824 
Lamp  burning  test,  oil,  i,  691,  693 

petroleum  products,  i,  588 
Lamps  used  in  oil  tests,  i,  691,  693 
Lamp  method  test,  sulphur  in  oils,  i,  707 
Lance  Creek  oil  field,  Wyo.,  i,  118,  120,  572 
Lander  oil  field,  Wyo.,  i,  22,  118,  119 
Landolt*s  tables  of  organic  compounds,  i,  730 
Lants  oil  field.  Pa..  1,  110 
Lap  joints,  riveted,  ii,  265 
Lap-weld  process,  pipes,  ii,  502 
Lap-welded,  pipe,  ii,  334,  565 
Lardintown  oil  field,  Pa.,  i,  110 
Lard  oil,  saponification  number,  i,  712 
Laredo  gas  field,  Tex.,  i,  114 
La  Salle  anticline.  111.,  i,  86 
Latch  jack,  fishing  tool,  i,  277 
Latent  heat,  ii,  822 

of  evaporation,  table,  i,  752,  ii,  823 

of  fusion,  ii,  823 

of  steam,  ii,  794 
Lateral  contraction,  tubes,  ii,  522 
Latrobe  oil  field.  Pa.,  i,  110 
Laurel  Creek  oil  field,  Ky.,  i,  93 
Laurene,  i,  512 
Laurylene,  i,  476 

Lawrence  County,  111.,  oil,  i,  86,  543 
Lawrence  County,  Ky.,  oil,  i,  92,  547 
Laws  of  lubrication,  u,  629 
Lawton  oil  field,  Okla.,  i,  104 
Laying  pipe  line,  i,  408 
Layne  centrifugal  pump,  ii,  210 
Layton  sand,  i,  26,  27,  106 
Lead,  latent  heat  of  fusion,  ii,  823 

melting  point,  ii,  806,  807 

refinery  use,  u,  279 

specific  heat,  ii,  811.  812 
Lead  for  lining  agitators,  ii.  187 
Lead  in  cast-iron  pipe,  ii,  275 
Lead  threading  die,  ii,  539 
Leaks,  tank  cars,  i,  369 
Leamington  gas  field,  Ontario,  Can.,  i,  122 
Leatherwood  oil  field.  Pa.,  i,  110 
Lee  County,  Ky.,  oU.  i.  92,  547,  548 
Leechburg  oil  field.  Pa.,  1,  110 
Leetsdale  oil  field.  Pa.,  i,  110 
Legion ville  oil  field,  Pa.,  i,  110 
Leidecker  sand,  i,  30 
Leman  condenser,  ii,  216 
Length,  measures,  ii,  762,  706 
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Lenhart  oO  field,  Ky..  i,  P2 

Lenticular  sands,  i,  53,  57 

Leonard  oil  field,  Okla.,  i,  104 

Leucaoene,  i,  516 

Leveling,  plane  table,  i,  103 

Levels,  geologic  field  work,  i,  179 

Lewis  Ck>unty,  W.  Va.,  oil,  i,  116,  568 

Lewisville-Decker-Fisher  oil  field,  Ohio,  i,  100 

Lexington  formation,  i,  40,  94 

Liaiaic  ajstem,  Belgium,  i,  136 

England,  i,  135 

oil  shale,  i,  843 

Sweden,  i,  136 

Switserland,  i,  136 
Liberty  County,  Tex.,  oil,  i,  114,  565 
Liberty  gasoline  engine,  ii,  618 
Licking  County,  Ohio,  oil,  i,  39,  102 
LickskiUit  oil  field.  Pa.,  i,  110 
Lietsenmayer  sprayer,  engines,  ii,  571 
Light  end  distillate,  u,  339 
Lighting  plant,  standard  drilling  system,  i, 

251 
Light  oil  agitators,  ii,  186 
Lighting  equipment,  oil  tankers,  i,  378 
Lily  white  oil,  registered   by  different  in- 
struments, i,  663 
Lima  crude  oil,  refining  of,  ii,  79 

typical  distillation,  ii,  325,  331,  332 
Lima  district,  Ind.,  oil,  i,  544 
Lima-Indiana  oU  field,  i.  78 

deliveries  of  petroleum,  i,  345,  358 

geologic  structures,  i,  79 

Indiana,  i,  88 

Ohio,  i,  102 

oil  production,  quantity  and  value   since 
1886,  i,  334,  356 

stocks  of  petroleum,  i,  343,.  357 

Trenton  limestone,  i,  40 
Lima  oil  field.  Ohio,  i,  100,  551 

oil,  nitrogen  in,  i,  530 

oil  production  statistics,  i,  334,  356 
Lime,  refinery  use,  ii,  372 
Lime  kiln,  oil  fuel,  ii,  520 
Lime-soap,  in  lubricating  greases,  ii,  673 
Limestone,  Ames,  i.  23 

Bend,  i,  13,  31 

Clinton,  i,  15 

Comiferous,  i,  37,  92 

crinoidal,  i,  23 

Edwards,  i,  13 

Fort  Scott,  i,  27 

Guelph,  i,  15,  121 

Hamilton,  i,  121 

Marble  Falls,  i,  31 

Mazville,  i,  25,  29,  31,  103 

Mississippi,  i,  13,  29 

Niagara,  i,  15,  39 


Limettone,  oil  productive,  i,  12,  13.  14  41 

Onondaga,  i,  37,  92,  121 

Oologah,  i,  26 

Ste.  Genevieve,  i,  31 

St.  Louis,  i,  31 

Tamasopo,  i,  12,  20,  63,  124,  126 

Trenton,  i.  15,  39,  40,  79,  86,  88,  94,  102, 
103,  121 

United  States  oil  fields,  i,  79 
Limestone  County,  Tex.,  oil,  i,  560 
Limestone  oil  field.  Pa.,  i,  110 
Limestone  Rim  oil  field,  Pa.,  i,  110 
Limmer  asphalt^  i,  134 
Limonene,  d  or  1,  i,  510 
Limonene-e,  i,  510 
Lincoln  County,  Ky.,  oil,  i,  92 
Lincoln  County,  Ontario,  Can.,  gas,  i.  123 
Lincoln  County,  W.  Va.,  oil,  i,  116 
Linden  oil  field.  Pa.,  i,  110 
Liner,  cylinder,  Diesel  engine,  ii,  562 
line  pipe,  oil  wells,  i,  301 

specifications,  ii,  550 

weights  and  dimensions,  i,  305,  ii,  554 
Line  pipe  casing,  standard,  i,  236 
Lines,  drilling,  i,  231 

refinery,  ii.  242 
Link  belting,  ii,  306 
Linseed  oQ,  boiling  point,  ii,  806 

expansion  by  heat,  ii,  812 
Lintels,  ii,  245 
Lip,  threading  die,  ii,  535 
Liquefaction,  gases,  heat  of,  i,  749 
Liquid  air,  boiling  point  in  oxygen,  ii.  807 
Liquid  exchangers,  condensers,  ii,  181 
Liquid  measures,  ii,  764,  767 
Liquid-phase  process,  cracking,  ii,  428,  436 
Liquids,  compression,  ii,  832 

expansion,  ii,  812 

specific  gravity,  table,  ii,  830 

specific  heats,  ii,  812 
Lisbon  oil  field,  Ohio,  i,  100 
Litchfield  gas  field,  Ky.,  i,  93 
Litchfield  oU  field,  lU.,  i,  87 
Litchfield  oil  field,  Ohio,  i,  100 
Litharge,  refinery  use,  ii,  368 
Lithological  character  of  oil  strata,  i,  41 
Little  Buffalo  Basin  oil  field,  Wyo.,  i.  llf 
Little  Dunkard  sand,  i,  24 
Little  Hominy  oil  field,  Oida.,  i,  104 
Little  Poland,  oil,  i,  131 
Little  Richmond  Creek  oil  field,  Ky.,  i,  93 
Live  load,  lubrication,  u,  631 
Livingston  distillation  process,  ii,  324 
Llano  Burnett  uplift,  Tex.,  i,  114 
Llanos  formation,  Trinidad,  i,  160 
Lloyds  Register  of  Shipping,  Ship  Classifica- 
tion rules,  i,  376 
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Iioad  displacement,  oil  tankers,  i,  374 

Load,  water  line,  oil  tankers,  i,  374 

Loading  racks,  refinery,  ii,  225 

Lobitos  oil  field,  Peru,  i,  63,  148,  678 

Locke  level,  geologic  field  work,  i,  179 

Lockwood  oil  field,  Pa.,  i,  110 

Loco  oil  field,  Okla.,  i,  104 

Locomotive  boiler,  oil  fired,  ii,  473 

Locomotive  fuel,  oil,  ii,  486 

Lociist  Grove  oil  field,  Ohio,  i,  100 

Lodi  gas  pool,  Ohio,  i,  100 

Logan  County,  Ky.,  bitumen,  i,  701 

Logan  County,  Ky.,  oil,  i,  647 

Logan  County,  W.  Va.,  gas,  i,  116 

Logs,  well,  i,  238 

Lohn  oil  field,  Tex.,  i,  113 

Lompoc  oil  field,  Calif.,  i,  17,  68.  81,  82,  640 

Long  measure,  ii,  760 

Long  wall  method,  oil  shale  mining,  i,  866 

Longitudinal   framing  system,   tank  vessel 

construction,  i,  373 
Longton  oil  field,  Kans.,  i,  91,  646 
Loops,  pipe  lines,  i,  400 
Los  Angeles  City  oU  field,  Calif.,  i,  82,  640 
Los  Angeles  County,  Calif.,  oil  analyses,  i,  639 

oil,  nitrogen  in,  i,  630 

oil,  sulphur  in,  i,  626 

San  Pedro  formation,  i,  16 
Los  Angeles  oil  field,  Calif.,  i,  60,  68 
Los  Angeles-Sour  Lake  oil  field,  Calif,  i,  81 
Los  Naranjos  oil  field,  Mexico,  i,  124 
Losses,  heat,  refinery,  ii,  283 
Lost  Hills  oU  field,  Calif.,  i,  16,  81,  82,  83,  641 
Lost  Soldier  oil  field,  Wyo.,  i,  120,  572 
Louisa  County,  Iowa,  gas,  i,  90 
Louisiana,  Annona  chalk,  i,  19 

anticlinal  and  synclinal  structures,  i,  47 

Austin  group,  i,  19 

bitumen,  i,  791 

Brownstone  marl,  i,  19 

Blossom  sand,  i,  19 

Caddo  sand,  i,  18 

Eagle  Ford  clay,  i,  19 

Homer  pool,  i,  18 

Marlbrook  marl,  i,  19 

mud  volcanoes,  i,  7 

Nacatoch  sand,  i,  18 

natural  gas,  i,  18 

natural-gas  gasoline  statistics,  i,  786 

natural  gas  production  and  consumption 
statistics,  i.  366,  358 

northern,  oil  production  statistics,  i,  336, 
366 

oil  analyses,  i,  548 

oil  and  gas,  i,  92 

oil  associated  with  sulphur  and  salt,  i,  8 

oil  production  statistics,  i,  341,  366 


Louisiana,  oil  strata,  i,  12 

oil,  sulphur  in,  i,  626 

Quaternary  system,  i,  16 

rotary  drilling  system,  i,  251 

saline  domes,  i,  69,  60,  61 

Shreveport  gas  sand,  i,  18 

Vivian  gas  sand,  i,  18 

Woodbine  sand,  i,  19.  20 
Love  County,  Okla..  bitumen,  i.  791 
Lovibond  glasses.  Union  Petroleum  colori- 
meter, i,  665 
Lovibond  tintometer,  i.  662. 663. 666. 667. 668 
Lovi  oil  field,  Pa.,  i.  110 
Low  dip,  relation  to  occurrence  of  petroleum, 

i.  168 
Lower  Coroni  formation.  Venesuela.  i.  152 
Low  pressure  burner,  ii,  452 

internal  combustion  engines,  ii,  542 
Lower  Cretaceous  series,  Galicia.  i.  132 

Louisiana,  i,  20,  95 

Mexico,  i.  126 

Montana,  i,  98 

oU  shale,  i.  12.  14.  20 

Oklahoma,  i.  106 

Rumania,  i,  131 

Venesuela,  i.  152 

Wyoming,  i.  118,  119 
Lower  Miocene  series.  Calif.,  i,  83 
Lower  Mississippian  age,  i,  31 
Lower  Neocene  series,  Russia,  i.  65 
Lower  Trenton  sand,  i,  94 
Lowerators.  refinery,  ii,  227 
Lowering,  pipe  line,  i,  415 
Loyalty  Islands,  oil.  i,  164 
Lubricants,  corrosion  effect  on  metals,  i,  706 

Diesel  engine,  ii,  581 

pipe  threading,  ii.  541 

refinery,  u.  41 

selection  of.  ii.  625,  643 

threaded  joints,  ii,  548 
Lubricating  greases,  ii.  672 
Lubricating  oils,  agitators,  ii,  63,  186,  190 

bleachers,  refinery,  ii,  73 

characteristics,  ii.  677 

condenser  coil  data,  ii.  170.  178 

gasoline  precipitation  test,  i.  713 

heat  test  for,  i,  705 

natural,  ii,  323 

physic  tests,  ii,  676 

reduction,  ii,  357 

specifications,  ii.  675 

treating,  ii,  368 
Lubrication,  ii,  625-677 

Diesel  engine,  ii,  579 

laws  of,  ii,  629 

pipe  joints,  ii,  566 

threaded  joints,  ii,  548 
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Lubrication  83^tems,  ii,  068 
Luchaire  tester,  oil,  i,  624 
Logs,  filters,  ii,  65 

stills,  ii,  25,  43,  44,  45,  47 
still  towers,  ii,  26,  27,  48,  49 
Lupton  sand,  i,  98 
Lye  tanks,  refinery,  ii,  40,  77,  78 
Lyon  County,  Kans.,  oil,  i,  90 


Macadam,  asphalt,  i,  818 
MacCamy  condenser,  i,  216 
Machine  oils,  characteristics,  ii,  677 
Machinery,  standard  drilling  outfit,  i,  216 
Machinet  ditching,  for  pipe  lines,  i,  415 

pipe  laying,  i,  411,  415 
Mackenxie,  Canada,  bitumen,  i,  792 
Mackenzie  River  oil  field,  Canada,  i,  123,  576 
Macksburg,  140  foot  sand,  i,  24 
Macksburg  800  foot  sand,  i,  103 
Macksburg  500  foot  sand,  i,  25,  103 
Macksburg  300  foot  sand,  i,  103 
Macksburg  oU  £eld,  Ohio,  i,  57,  100,  553 

sulphur  in,  i,  526 
Macoupin  County,  111.,  oil,  i,  543 
Madagascar,  oil,  i,  158 
Madill  oil  field,  Okla.,  i,  20,  104,  106,  555 
Madison  County,  Ark.,  asphalt,  i,  80 
Madison  County,  Ind.,  oil,  i,  88 
Madison  County,  Iowa,  oil,  i,  90 
Madison  oil  field,  Kans.,  i,  91 
Madison  oil  field.  Pa.,  i,  110 
Magnesia,  specific  heat,  ii,  811 
Magnesian  limestone,  specific  heat,  ii,  811 
Magnesium,  melting  point,  ii,  806 
Magnesium  carbonate,  refinery  insulating,  ii, 

282,  286 
Magoffin  County,  Ky.,  oil,  i,  92 
Magowan  Lamp  No.  1,  Sunhinge  burner,  i, 

691,  693 
Mahaffey  oil  field.  Pa.,  i,  110 
Mahoney  gas  pool,  Wyo.,  i,  120 
Mahoning  County,  Ohio,  oil,  i,  102 
Mahoning  sandstone,  i,  24 
Maikop  oil  field,  Russia,  i,  65,  127 
Malaga-Brushy  Creek-Harper  oil  field,  Ohio, 

i,  100 
Malheur  County,  Ore.,  oil,  i,  107 
Maline  oil  field,  Kans.,  i,  91 
Maltha,  Turkish  Armenia,  i,  145 
Manganese,  fusing,  ii,  807 
Manheads,  stills,  ii,  27,  42,  51 
Manholes,  tanks,  ii,  40,  76,  79 

bleacher,  ii,  38,  72,  74 

tanks,  ii,  32,  37,  68,  78.  107,  133 
Manifold  sand,  i,  32 
Manifolds,  refinery,  ii,  224 


Manila  cable  or  rope,  weight  and  strength,  i, 

231 
Manjak,  Africa,  i,  792 

Asia,  i,  792 

Barbados,  i,  161 

North  America,  i,  792 

South  America,  i,  792 

Trinidad,  i,  159 

United  States,  i,  792 
Mannecks,  filters,  ii,  65 

BtiUs,  ii,  26,  27,  43,  51,  52 

still  towers,  ii,  28,  50 
Mannington  oil  field,  W.  Va.,  i,  117 
Manor  oil  field.  Pa.,  i,  110 
Mansfield  sandstone,  i,  29 
Manufacturers*  standard  wire  gage,  ii,  272 
Mapleton  oil  field,  Kans.,  i,  91 
Mapping,  petroleum,  i,  168,  172 
Maps,  petroleum  geology,  i,  171 
Maracaibo  oil  district,  Venesuela,  i,  151,  152 
Maracaibo  series,  Venezuela,  i,  152 
Marble,  radiation  and  reflection,  ii,  824 

specific  heat,  ii,  811 
Marble  Falls  limestone,  i,  31 
Marcos  shale,  i,  14 
Margaric  acid,  melting  point,  ii.  806 
Margarylene,  i,  474 
Marine  boilers,  oil  fired,  ii,  480 
Marine  Diesel  crankshafts,  ii,  564 
Marine  engines,  Diesel,  ii,  561,  562,  594,  599 
Marion  County,  Fla.,  oil,  i,  84 
Marion  County,  111.,  oil,  i,  543 
Marion  County,  Ind.,  oil,  i,  88,  89 
Marion  County,  Kans.,  oil,  i,  90 
Marion  County,  Tex.,  oil,  i,  560 
Marion  County,  W.  Va.,  oil,  i,  116 
Markham  oil  field,  Tex.,  i,  113 
Markham  sand,  i,  27 
Marlbrook  marl,  i,  19,  92 
Mars  oil  field,  Pa.,  i,  110 
Marsh  gas,  i,  460 

heat  of  combustion,  ii,  809 

specific  gravity,  ii,  832 
Marshall  County,  Okla.,  bitumen,  i,  791 

oil,  i,  20,  103,  106,  555 
Marshall  County,  W.  Va.,  oil,  i,  116 
Martin  County,  Ind.,  oil,  i,  88 
Martin  County,  Ky.,  oil,  i,  31, 94 
Martinez  formation,  i,  83 
Maryland,  natural  gas,  production  and  con- 
sumption statistics,  i,  354,  358 

oil  shale,  i,  848 
Mason  County,  Ky.,  oil,  i^  92 
Masontown  oil  field.  Pa.,  i,  110 
Mass,  measures  of,  ii,  764,  767 
Mastic  asphalt  pavements,  i,  817 
Matagorda  County,  Tex.,  oil,  i,  114 
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M auch  Chunk  formation,  i«  94,  108,  116 

M auch  Chunk  shales,  i,  29,  31 

Maud  oil  field,  Okla.,  i,  104 

Maverick  Springs  oil  field,  Wyo.,  i,  120,  671     • 

Mawhinney  oil  field.  Pa.,  i,  110 

Maxon  sand,  i,  31,  94 

Mazton  land,  i,  25,  31,  103,  108,  116 

relation  to  Mason  sand,  i,  31 
Maxville  limestone,  i,  16,  26,  29,  31,  103, 

116 
MazweU  oil  field,  Ohio,  i,  101 
McArthur  oil  field,  Ohio,  i,  100 
McCloskey  oil  field.  111.,  i,  87 
McComb  cracking  process,  ii,  436 
McConnellsville  gas  field,  Ohio,  i,  100 
McCormick  oil  field.  Pa.,  i,  110 
McCreary  Coimty  Ky.,  oil,  i,  92,  94 

Trenton  limestone,  i,  40 
McCulloch  County,  Tez.,  oil,  i,  114 

Canyon  formation,  i,  28 
McCurdy  oil  field.  Pa.,  i,  110 
McCurtain  County,  Okla.,  bitumen,  i,  791 
McDonald  oil  field.  Pa.,  i,  110 
McDonald  sand,  i,  36 
Mcintosh  County,  Okla.,  oil,  i,  103 
Mcintosh  and  Seymour  Diesel  engine,  u,  692, 

614 
Mclntyre  oil  field,  Ohio,  i,  100 
McKean  County,  Pa.,  oil,  i,  568 
McKeesport  oil  field.  Pa.,  i,  110 
McKinley  County,  N.  Mex.,  oil,  i,  99 
McKittrick  formation,  i,  83 
McKittrick  oil  field,  Calif.,  i,  16. 68, 81, 82, 83, 

541 
McLennan  County,  Tex.,  oil,  i,  660 
McMurry  oil  field.  Pa.,  i,  108 
Meade  County,  Ky.,  gas,  i,  34 
Meadows  sand,  i.  30 
Mean  specific  heats,  gases,  ii,  629 
Measures  and  weights,  u,  760 

foreign  oil  units,  ii,  761 

petroleum,  ii,  761,  768 
Mecca  oil  field.  Ohio,  i.  100,  630 
Mechanical  efficiency,  ii,  530 

Diesel  engine,  ii,  561 
Mechanical  equivalent,  heat,  ii,  808 
Mechanical  units,  equivalent  values,  ii,  769 
Medina  County,  Tex.,  oil,  i,  567 
Medina  formation,  i,  102 
Medina  oil  field,  Ohio,  i.  39,  100.  102 
Medina  sands,  i,  15,  39,  121 
Mediterranean  formation,  Rumania,  i,  131 
Meigs  County,  Ohio,  Berea  sand.  i.  33 
Melene,  i,  476 

Melting  point,  American  wax  method  for  pe- 
troleum products,  i,  588 

asphalt,  i,  801,  802 


Melting  point.  Bureau   of   Standards   wax 
method  for  petroleum  products,  i,  588 

cube  method  for  petroleum    products,  i, 
588 

hydrocarbons,  i,  460 

paraffin  wax,  i,  679,  681 

petrolatum,  i,  684 

ring  and  ball  method  for  petroleum  prod- 
ucts, i,  588 

Saybolt  petrolatum  method  for  petroleum 
products,  i,  588 

Saybolt  wax  method  for  petroleum  prod- 
ucts, i,  588 

various  substances,  ii,  806 
Menden  oil  field,  Ohio,  i,  100 
Mendocino  County,  Calif.,  bitumen,  i,  791 
Menifee  County,  Ky.,  oil,  i,  92,  647 
Menifee  gas  field,  Ky.,  i,  93 
Menthane,  i,  500 
Menthene.  i,  600, 612 
Mento  naphthene,  i,  498 
Mercaptans  in  petroleum,  i,  527 
Mercer  County,  Ohio,  oil,  i,  102 
Mercer  County,  Pa.,  oil.  i,  558 
Mercer  oil  field.  Pa.,  i,  110 
Mercury,  boiling  point,  ii,  806,  807 

expansion  by  heat,  ii,  812 

freezing  point,  ii,  807 

melting  point,  ii,  806 

radiation  and  reflection,  ii,  824 

specific  heat,  ii,  812 
Mesa  County,  Colo.,  oil,  i,  642 
Mesitylene,  i,  482 
Mesopotamia,  oil,  i,  141 
Mesozoic  period,  California  oil  fields,  i,  83 

Madagascar  rocks,  i,  158 

North  Carolina,  i,  102 

oil  strata,  i,  11,  12,  14 
Metal  packing,  refinery,  ii,  285,  286,  287 
MetaU,  heat-conducting  power,  ii,  825 

non-ferrous,  refinery  use,  ii,  281 

tenacity,  ii,  815 
Metamorphism,  relation  to  oil  occurrence,  i, 

2,  9,  45,  64 
Metarstyrol,  i,  482 
Metaxylol,  i.  482,  528 
Meters,  natural  gas,  i,  432 

refinery,  ii,  307 
Methane,  i,  460 

heat  of  combustion,  ii,  809 

specific  gravity,  ii,  832 
Methylacetylene,  i,  478 
Methyl  allylene.  i,  478 
Methyl  amyl  acetylene,  i,  478 
Methylanthracene,  i,  536 
Methyl-a  anthracene,  i,  614 
Methyl-/?  anthracene,  i,  614 
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Methyl  bensol,  1,  480 

Methyl-l-bicycla-l-3-^DOiiane,  i,  622 

Methyl-a  butadiene,  i,  478 

Methyl-j9  butadiene,  i,  478 

Methyl  cydobutane,  i,  490 

Methyl  cyclohezaDe,  i,  494 

Methyl  oyclopentane,  i,  492 

Methyl- 1-2  cydopentane,  i,  492 

Methyl  cyclopropane,  i,  490 

Methyl  decyl  acetylene,  i,  478 

Methyl  diethyl  methane,  i,  462 

Methyl  dihexanaphthene,  i,  502,  504 

Methyl-1,  di-iso-propyl  3,  5  bensol,  i,  486 

Methyl  ethyl  acetylene,  i,  478 

Methyl  ethyl  beniol,  i,  484 

Methyl-l-ethyl-2-cyclohezane,  i,  498 

Methyl-1-ethyl  3-cyclohezane,  i,  498 

Methyl-l-ethyl-2-cyclopentane,  i,  494 

Methyl-ethyl-3-cyclopentane,  i,  494 

Methyl  ethyl  ethylene,  i,  472 

Methyl-l-ethyl-3-i8opropyl-4-cyclohezane,  i, 
500 

Methyl  ethyl  iso-propyl  methane,  i,  464 

Methyl-2-ethyl-3-pentane,  i,  466 

Methyl  ethyl  propyl  methane,  i,  464 

Methyl-2  heptane,  i,  466 

Methyl-3  heptane,  i,  466 

Methyl-4-heptane,  i,  466 

Methyl  hexamethylene,  i,  494 

Methyl-2-hexane,  i,  464 

Methyl  iaopropyl  bensol  (meta),  i,  486 

Methyl-i8opropyl-4-cyclohexane,  i,  500 

Methyl  naphthalene,  j9,  i,  508 

Methyl  naphthalene,  i,  508 

Methyl-4  octane,  i,  466 

Methyl  pentamethylene,  i,  492 

Methyl  phenathrene,  i,  516 

Methyl  phenyl  fulvene,  i,  490,  516 

Methyl  propyl  acetylene,  i,  478 

Methyl  propyl  benzol,  i,  486 

Methyl  propyl  tetramethylene,  i,  492 

Methyl  sulphide,  i,  529 

Methyl  tetramethylene,  i,  490 

Methyl  trimethylene,  1, 490 

Metric  system,  weights  and  measures,  con- 
version tables,  ii,  766 

Mezia  oil  and  gas  field,  Tex.,  i,  20,  60,  113. 
114,  560 

Mexican  air-refined  asphalt,  characteristics, 
i,  813 

Mexican  crude  oil,  refining,  ii,  80 

Mexican    steam-refined  asphalt,    character- 
istics, i,  812 

Mexico,  anticlinal  and  synclinal  structures, 
i.  47 
asphalt,  i,  797 
basaltic  dikes,  i,  64 


Mexico,  basalt  plugs,  i,  59 

bitumen,  i,  792 

bituminous  seepages,  i,  4 

Cerro  Axul  oil  well,  i,  20,  248 

Dos  Bocas  gusher,  i,  20,  248 

drilling  methods,  i,  202 

Ebano  oil  field,  i,  64 

Furbero  oil  field,  i,  64 

Juan  Caaiano  well,  i,  20 

laccoliths,  i,  64 

oil  analyses,  i,  574 

oil  and  asphalt,  i,  78,  124 

oil  production  statistics,  i,  124,  325 

oil  seepages,  i,  64,  67 

oil  shale,  i,  848 

oil  springs  along  fault  lines,  i,  68 

oU  strata,  i,  11,  12 

oil,  unit  of  measure,  ii,  761 

Panuco  crude,  ii,  431 

Panuco  oil  field,  i,  20 

pipe  lines,  i,  380 

Potrero  del  Llano  well,  i,  20,  248 

quaquaversal  structure,  1,  59 

rotary  drilling  system,  i,  251 

San  Felipe  formation,  i,  63 

sedimentary  and  igneous  rocks,  i,  64 

standard  casing  requirements,  i,  221 

Tamasopo  limestone,  i,  20,  63 

volcanic  plugs,  i,  63 
Meyers  oil  field,  Okla.,  i,  104 
Miami  County,  Kans.,  oil,  i,  90,  546 
Mica,  filler  for  lubricating  grease,  ii,  674 
Michigan,  Mississippian  series,  i,  29 

natural  gas,  production  and  consumption 
statistics,  i,  352,  354 

oil,  i,  95 

oil  analyses,  i,  551 

oil  production  statistics,  i,  340 
Mid-Continent  crude,  in  refining,  ii,  13 
Mid-Continent  oil  field,  deliveries  of  petro- 
leum, i,  345,  358 

quantity  and  value,  oil  production  since 
1889,  i,  336,  356 

stocks  of  petroleum,  i,  343,  357 
Mid-Continent  oil  fields,  i.  78 

anticlinal  and  synclinal  structures,  i,  47 

geologic  structures,  i,  79 

Kansas,  i,  90 

Louisiana,  i,  95 

Oklahoma,  i,  103 

Texas,  i,  114 
Middle  carboniferous  system,  China,  i,  144 
Middle  Miocene  series,  i,  68 

Java,  i,  162 
Midway  oU  field,  Calif.,  i,  16,  81,  82,  83,  542, 
Miets  internal  combustion  engine',  ii,  540,  542 
I    Mifflin  oil  field,  Pa.,  i.  110 
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MigraUon,  oU,  i,  64,  67.  73.  74 

Mileage,  allowance,  tank  cars,  i,  366 

MiUer's  Creek,  oil  field,  Ky.,  i.  92,  93 

Millaap  oil  field,  Tex.,  i,  113 

Millstone  oil  field.  Pa.,  i,  110 

Minatitlan,  Mexico,  oil  and  oil  refinery,  i,  124 

Mineral  seal  distillate,  ii,  363 

Mineral  seal  oil,  as  absorption  oil,  i,  741,  743 

Mineral  wax,  Scotland,  i,  67 

Mineral  Wells  gas  field,  Tex.,  i,  113 

Mingo  oil  field,  Ohio,  i,  100 

Mingo  County,  W.  Va.,  gas,  i,  ?  16 

Minnesota,  oil  and  gas,  i,  96 

Miocene  series,  Algeria,  i,  157 

Barbados,  i,  161 

Borneo,  i,  162 

Csecho-Slovakia,  i,  134 

Egypt,  i,  156 

France,  i,  133 

Galicia,  i,  132 

Greece,  i,  137 

India,  i,  141 

Italy,  i,  132 

Jugo-Slavia,  i,  134 

Mesopotamia,  i,  141 

New  Guinea,  i,  163 

New  Zealand,  i,  164 

oil  shale,  i,  834,  836,  892 

oil  strata,  i,  12,  14,  16 

Philippine  Islands,  i,  163 

Poland,  i,  132 

Rumania,  i,  131 

Russia,  i,  127 

South  Aiistralia,  i,  166 

Sweden,  i,  136 

Switserland,  i,  136 

Trinidad,  i,  160 

Turkey,  i,  134 

Venesuela,  i,  152 
Miola  oil  field,  Pa.,  i,  110 
Mississippi,  oil  and  gas,  i,  96 
Mississippi  lime,  i,  29,  34 
Mississippi  sand,  i,  13,  29 
Missistippi  Valley,  Cambrian  sediments,  i,  40 

Mauch  Chunk  red  shales,  i,  31 
Mississippian  limestone,  i,  13,  29 
Missistipiiian  series,  Appalachian  oil  fields, 
1,31 

Arkansas,  i,  80 

Canada,  i,  121 

England,  i,  135 

Illinois,  i,  86 

Indiana,  i,  88 

Kansas,  i,  90 

Kentucky,  i,  92,  94 

Mid-Continent  oil  fields,  i,  29 

New  Brunswick,  i,  71,  123 


Mississippian  series,  Ohio,  i,  102,  103 

oil  shale,  i,  834 

oil  strata,  i,  13,15,  29 

Oklahoma,  i,  22, 106 

Pennsylvania,  i,  34,  108 

Tennessee,  i.  Ill 

Texas,  i,  114 

West  VirginU,  i,  116 
Missouri,  bitumen,  i,  791 

Mississippian  series,  i,  29 

natural  gas,  production  and  consumption 
statistics,  i,  356,  358 

oil,  i,  97 

oil  analyses,  i,  551 

oil  production  statistics,  i,  340 

Pennsylvanian  series,  i,  22 
Mitchell  and  Dunn  patents,  for  oil  fields,  i, 

315 
MitcheU  oil  field,  Ohio,  i,  100 
Mixture  method,  determination  of  specific 

heat,  ii,  810 
Mobility,  of  lubricants,  ii,  644 
Moisture  in  paraffin  wax,  detemuBation  of,  i, 

725 
Molecular  attraction,  relation  to  petroleum 

occurrence,  i,  45 
Moncton,  New  Brunswick,  Canada,  gas,  i. 

123 
Monel  metal,  elastic  limit,  ii,  821 

elongation,  ii,  821 

refinery  use,  ii,  279 

tensile  strength,  ii,  818,  821 
Monoclinal  accumulations,  i,  57 

bulges,  i,  59 

noses,  i,  55 

ravines,  i,  55 

structures,  i,  45,  53 
Monoclines,  United  States  oil  fields,  i,  79 
Monocyclic  terpenes,  i,  510,  512 
Monoethyl  trimethyl  benzol,  i,  488 
Monongalia  County,  W.  Va.,  oil,  i,  116,  568 
Monroe  County,  111.,  oil,  i,  86 
Monroe  County,  Mich.,  oil,  i,  95 
Monroe  County,  Ohio,  Keener  sand,  i.  31 

Maxton  sand,  i,  25 

oil,  i,  100.  102,  552 
Monroe  formation,  i,  37 
Monroe  gas  field.  La.,  i,  96 
Montague  County,  Tex.,  bitumen,  i,  791 
Montana,  Cat  Creek  sand,  i,  20 

natural  gas,  production  and  consumption 
statistics,  i,  352.  354 

oil  analyses,  i,  551 

oil  production  statistics,  i,  338,  356 

oil,  refractive  index,  i,  532 

oil  and  gas,  i,  97 

oil  shale,  i,  834,  837 
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Montana  group,  i,  08,  118,  119 
MontebeUo  oil  field,  Calif.,  i.  81,  82,  540 
Montenegro,  bitumen,  i,  702 

oil,  i,  134 

oil  shale,  i,  848 
Monterey  County,  Calif.,  bitumen,  i,  791 

oil,  i,  80 
Monterey  shale  formation,  i,  16,  68,  83,  802 

resin,  i,  525 
Montgomery  County,  111.,  oil,  i,  86,  544 
Montgomery  County,  Kans.,  oil,  i,  00,  546 
Moon  oil  field.  Pa.,  i,  110 
Moon  Run  and  Neville  Island  oil  field.  Pa.,  i, 

110 
Moorecroft  oil  field,  Wyo.,  i,  118 
Moore  oil  field,  Ohio,  i,  100 
Moore  soft  wax  press,  ii,  100 
Moores  Junction  oil  field,  Ohio,  i,  100 
Moose  Ridge  oil  field,  Ohio,  i,  100 
Moran  oil  field,  Kans.,  i,  01,  544 
Moran  oil  field,  Tex.,  i,  113,  561 
Morehouse  Parish,  La.,  oil,  i,  05 
Morgan  County,  Ky.,  Caney  sand,  i,  30 

oil,  i,  02,  04,  547 
Morgan  County,  Ohio,*Berea  sand,  i,  33 

Clinton  sand,  i,  30 

Cow  run  sand,  i,  23 

oil,  i,  102,  553 
Morison  Run  oil  field.  Pa.,  i,  110 
Morocco,  oil,  i,  157 

analysis,  i,  583 
Morris  oil  field,  Okla.,  i,  104,  556 
Morris  oil  field,  Tex.,  i,  113 
Morris  pool,  Okla.,  i,  28,  30 
Morris  sand,  i,  30 
Morrison  formation,  i,  20,  110 
Morse  oil  field,  Okla.,  i,  104 
Morse  wire  gage,  ii,  272 
Mortar,  refinery  construction,  ii,  251 
Mosa  oil  pool,  Ontario,  Can.,  i,  122, 123 
Moscow  oil  field,  W.  Va.,  i,  117 
Motor  gasoline,  ii,  361,  362 

gravities,  ii,  346 
Motor  ship  Narragansett,  engine  equipment 

and  records,  ii,  500 
Motor  vehicle  registration,  U.  S.,  ii,  623 
Motors,  refinery,  ii,  205 
Moulder  oil  field,  Ky.,  i,  03 
Mounds  sand,  i,  30,  106 
Moundsville  oil  field,  W.  Va.,  i,  117 
Mt.  Morris  oil  field.  Pa.,  i,  110 
Mt.  Nebo  oil  field,  Pa.,  i,  110 
Mt.  Perry  oil  field,  Ohio,  i.  100 
Mt.  Pisgah  oil  field,  Ky.,  i,  03 
Mt.  Pisgah  sand,  i,  33,  04 
Mt.  Vernon  oil  field,  Ohio,  i,  100 
Mountain  sand,  i,  32,  108 


Mowry  shale,  1,  08,  119 
Mud  lubricator  for  oil  wells,  i,  250 
Mud  volcanoes,  general  characteristics  and 
occurrence,  i,  6 

New  Guinea  (Papua),  i,  162 

relation  to  occurrence  of  petroleum,  i,  3 
Mule  Creek  oU  field,  Wyo.,  i,  120 
Multiwhirl  condenser,  ii,  217 
Muncie  oil  field,  Ind.,  i,  80 
Murdocksville  oil  field,  Pa.,  i,  110 
Murray  County,  Okla.,  bitumen,  i,  701 
Murraysville  sand,  i,  33,  108 
Murryville  oil  field.  Pa.,  i,  110 
Muscatine  County,  Iowa,  natiu-al  gas,  i,  00 
Muskingum  County,  Ohio,  Clinton  sand,  i,  30 

oil,  i,  102 
Muskogee  County,  Okla.,  Booch  sand,  i,  30 

Boynton  pool,  i,  30 

Leidecker  sand,  i,  30 

oil,  i,  103 
Muskogee  oil  field,  Okla.,  1,  104,  556 
Muskogee  sand,  i,  30,  106 
Musselshell  County,  Mont.,  oil,  i,  07,  551 
Myricyl  paraffin,  i,  472 


Nacatoch  sand,  i,  12,  18,  05 
Nacogdoches  County,  Tex.,  oil,  i,  560 
Nansen  oil  field.  Pa.,  i,  110 
Naperian  clay  formation,  Trinidad,  i,  160 
Naphtha,  ii,  338 

acid  heat  test,  i,  600 

corrosion  and  gumming  test,  i,  680 

doctor  test,  i,  680 

end  point  method,  distillation,  i,  673 

gasoline  blends,  i,  758 

solubility  test,  asphalt,  i,  807 

sulphur  test,  lamp  method,  i,  707 

testing  methods,  i,  588 

treating,  ii,  368 
Naphtha  distillate,  condenser  coil  data,  ii, 

164,  166 
Naphthalene,  i,  508,  536 

boiling  point,  ii.  806.  807 
Naphthalene  a  phenyl,  i,  508 
Naphthalene  tetrahydride,  i,  508 
Naphthene  series  of  hydrocarbons,  i,  400 
Narragansett,  Diesel  engine  equipment,  ii, 

500 
Nashport  oil  field,  Ohio,  i,  100 
National  line  pipe,  specifications,  ii,  550 

weights  and  dimensions,  ii,  554 
"  National  "  pavements,  i,  817 
National  Petroleum  Association,  carbon  res- 
idue test,  i,  704 

colorimeter,  i,  665 

color  test,  oils,  i,  662 
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Katioiul  Petroleum  Aisoeiation,  floe  test,  i, 

691 
Native  asphalts,  classification,  i,  790 
Native  bitumens,  United  States,  i,  790 
Natrona  County,  Wyo.,  oil,  i,  17,  118,  672 
Katural  gat,  Ala.,  i,  79 

analyses,  i,  729 

Argentina,  i,  149 

Arkansas,  i,  80 

Asia  Minor,  i,  145 

Bayard  sand,  i,  36 

Big  Lime,  i,  31 

Borneo,  i,  162 

California,  i,  53 

Cambrian  ssrstem,  i,  41 

Canada,  i,  53,  121 

Chattanooga  shale,  i,  34 

Chile,  i,  155 

China,  i,  144 

Cincinnati  shale,  i,  40 

Clinton  sand,  i,  39 

commercial,  i,  731 

compression,  i,  450 

compressors,  i,  765 

Dalton's  Law  of  pressure,  i,  735 

dry,  i,  731 

England,  i,  135 

expanders,  i,  765 

gasoline  separation  by  solids,  i,  744 

Germany,  i,  134 

heat  value,  i,  756 

Hogshooter  sand,  i,  29 

Idaho,  i,  85 

Iowa,  i,  90 

Japan,  i,  143 

Jugo-Slavia,  i,  134 

Kentucky,  i,  34,  40 

Knox  dolomite,  i,  40 

lenticular  sands,  i,  59 

Louisiana,  i,  7,  95 

Mesopotamia,  i,  141 

meters,  i,  432 

Minnesota,  i,  96 

Mississippi,  i,  96 

monoclinal  structures,  i,  53 

monoclinal  noses,  i,  55 

Montana,  i,  97 

Murraysville  sand,  i,  33 

Muskogee  sand,  i,  30 

New  Brunswick,  Can.,  i,  71, 123 

New  Jersey,  i,  98 

New  South  Wales,  i,  164 

New  York,  i,  99 

North  Dakota,  i,  102 

occurrence  with  petroleum,  i,  1,  73 

Ohio,  i,  102 

Ohio  shale,  i,  33 


I 


Natural  gas,  Oklahoma,  i,  20,  30 

Ontario,  Can.,  i,  123 

Oswego  lime,  i,  27 

Pennsylvania,  i,  107 

Permian  strata,  i,  21 

Philippine  Islands,  i,  163 

physical  characteristics,  i,  751 

pipe  line  formula  development,  i,  438 

pipe  line  storage  capacity,  i,  446 

pipe  line  transportation,  i,  452 

pressure,  i,  448 

production  knd  consumption  statistics,  i, 
352,354 

Queensland,  i,  166 

Rumania,  i,  131 

Russia,  i,  4,  127 

Santo  Domingo,  i,  161 

sedimentary  and  igneous  rocks,  i,  66 

South  Dakota,  i,  108 

Speechley  sand,  i,  36 

Squirrel  sand,  i,  38 

structural  terraces,  i,  67 

Sweden,  i,  136 

Switserlnd,  i,  136 

test,  gasoline  content,  i,  759 

Texas,  i,  114 

Tiona  sand,  i,  36 

transportation  of,  i,  432 

Trinidad,  i.  159 

Washington,  i,  115 

West  Virginia,  i,  116 

wet,  i,  731 
Natural  gas  engines,  ii,  523 
Natural  gas  hydrocarbons,  properties,  i,  753 
Natural-gas  gftsoUne,  i.  729,  786 

production  by  states  and  methods,  sta- 
tistics, i,  786 

production  statistics,  i,  351 
Natural  gas  springs,  i,  3,  4 
Natural  lubricating  oils,  ii,  323 
Natural  rock  asphalt  pavement,  i,  818 
Nautical  measure,  ii,  760 
Navarro  County,  Tex.,  oil,  i,  114,  560 
Navy  gasoline,  ii,  361,  362 
Neatsfooi  oil,  saponification  number  of,  i,  711 
Nebraaka,  Cambrian  sediments,  i,  40 

oil,  i,  97 

Permian  rocks,  i,  21 
Neck  grease,  ii,  676 
Neocomian  strata,  i,  120,  131 
Neodesha  oil  field,  Kan&.,  i,  91,  546 
Neosho  County,  Kans.,  oil,  i,  90,  546 
Neosho  Falls  oil  field,  Kans.,  i,  91 
Net  register  tonnage,  oil  tankers,  i,  376 
Neutral  stock,  ii,  370,  381 
Neutralisation,  refineiy  stock,  ii,  369,  370, 
371.  372, 
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FeTada,  asphalt,  i,  98 

bitumen,  i,  701 

oil.  98 

oil  shale,  i,  08,  838,  800 
Neville  Island  oil  field,  Pa.,  i,  100 
New  Albany  oil  field,  Kans..  i,  01 
New  Albany  shale,  i,  34,  871 
New  Bethlehem  oO  field,  Pa.,  i,  110 
Few  Bnmswick,  Can.,  albertite,  i,  6,  68,  792, 

natural  gas,  i,  123 

ofl,  i,  78 

oil  analysis,  i,  576 

oil  shale,  i,  834,  841 

oil  strata,  i,  15,  121 
New  Caledonia,  oil,  i,  164 
New  Castle  oil  field,  Wyo..  i,  570 
New  Centiuy  dryer,  filter  plant,  ii,  206 
NeweUs  Run  oil  field,  Ohio,  i,  100 
New  Freeport  oil  field,  Pa.,i,  110 
New  Gallilee  oU  field.  Pa.,  i,  110 
New  Geneva  oil  field,  Pa.,  i,  110 
Few  Guinea,  oU,  i,  161.  162 

oil  analyses,  i,  584 
New  Jersey,  oil  and  gas,  i,  98 
Newkirk  sand,  i,  25 
Few  Mexico,  Cambrian  sediments,  i,  40 

oU,  i,  99 

oil  analyses,  i,  551 

oil  production  statistics,  i,  340 

Permian  series,  i,  21 
New  Salem  oil  field,  Kans.,  i,  01 
New  Salem  oil  field.  Pa.,  i,  110 
New  Sheffield  oU  field.  Pa.,  i.  110 
Few  South  Wales,  bitumen,  i,  793 

oU,  i,  164 

oil  shale,  i,  834.  847 
New  Straitsville  oil  field,  Ohio,  i,  59,  100,  553 
New  Waterford  oil  field,  Ohio,  i,  100 
Few  York,  Allegany  County,  early  produc- 
tion, i,  107 

Cambrian  system,  i,  41 

Corniferous  outcrops,  i,  38 

Genesee  shale,  i,  34 

natural  gas,  i,  41,  65 

natural  gas  consumption  and  production, 
statistics,  i,  352,  354 

natural-gas  gasoline,  statistics,  i,  786 

oil  analyses,  i,  551 

oil  and  gas,  i,  99 

oil  production  statistics,  i,  330,  356 

oil  strata,  i,  15 
New  York  State  closed  tester,  i,  632 
Few  Zealand,  oil,  i,  164 

oil  analjrses,  i,  584 

oil  shale,  i,  848 
Newark  gas  field,  Ohio,  i,  100 
Newbury  oil  pool,  Ohio,  i,  39 


Newburg  sand,  i,  15,  37,  39 
Newcastle  oil  field,  Ind.,  i,  89 
Newcastle  oil  field,  Wyo.,  i.  120 
Fewfoundland,  Canada,  oil,  i,  124 

oil  analsrsis,  i,  576 

oil  shale,  i,  841 
Newhall  oil  field,  Calif.,  i,  51.  82,  540 
Newkirk  oO  field,  Okla.,  i,  104.  555 
Newkirk  sand,  i,  25,  106 
Niagara  formation,  i,  13,  15,  37,  38,  94,  1C3 
Niagara  limestone,  i,  15,  39 
Niagara  sand,  i,  94 
Niagaran  series,  i,  9-z 
Nichols  gravity  apparatus,  i,  599 
Nichols'  wax  melting  point  recorder,  i,  680 
Nickel,  melting  point,  ii,  806,  807 
Nineveh  oil  field.  Pa.,  i.  110 
Nineveh  sand,  i,  116 
Nineveh  30-f t.  sand,  i,  35  108 
Niobrara  County,  Wyo.,  oil.  i  572 
Niobrara  shale,  i,  98,  118 
Nipple,  steel  die,  fishing  tool,  i,  286 
Fitric  acid,  boiling  point,  ii,  806 

expansion  by  heat,  ii,  812 
Fitrogen,  boiling  point,  ii,  807 

expansion  by  heat,  ii,  812 

in  petroleum,  i,  458,  528 

specific  gravity,  ii,  832 

specific  heat,  ii,  811 
Fitroglycerio,  melting  point,  ii,  806 

shooting  oil  wells  with,  i,  297 
Noble  County,  Ohio,  oil,  i,  102,  553 
Noble  County,  Okla.,  oil,  i,  103 
Nonacosane,  i,  472 
Nonadecane,  i,  470 
Nononaphthene,  i,  496,  502 
Nonane,  i,  466,  468,  533 
Non-conducting  materials,  relative  values,  ii, 

284 
Non-emulsifying  lubricants,  ii.  644 
Non-ferrous  metals,  refinery  construction,  ii, 

281 
Nonylene,  i,  474,  533 
Nonylthiophane,  i,  528 
Nonylthiophane-sulphone,  i,  528 
Nordhofif  oil  field,  Calif.,  i,  81 
Norfolk  County.  Ont.,  Can.,  gas,  i,  122,  123 
Normal  dips,  geology,  i,  171 
Forth  America,  bitumen,  i,  792 

Cambrian  sediments,  i,  40 

oil  production,  i,  75,  78 

oil  strata,  i,  12, 14 
North  Baltimore  oil  field,  Ohio,  i,  100 
North  Carolina,  oil,  i,  102 
Forth  Dakota,  natiu^  gas  consumption  and 
production,  statistics,  i,  352,  354 

oil  and  gas,  i,  102 
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North  Oregon  Basin  gas  pool,  Wyo.,  i,  120 

North  Petroleum  oil  field,  Ky.,  i,  93 

North  Warren  oil  field,  Pa.,  i,  110 

North  Warren  shale,  1,  36 

Norway,  oil  shale,  i,  848 

Noses,  structural,  i,  53,  55 

Notch,  structural,  i,  53 

FoTa  Scotia,  Can.,  albertite,  i,  792 

oil  shale,  i,  841 

Pennsylvanian  series,  i,  23 
Nowata-Claggett  oil  field,  Okla..  i,  104 
Nowata  County,  Okla.,  oil,  i,  103,  555 

Wheeler  sand,  i,  28 
Nowata  formation,  i,  26 
Nossles,  steel  tanks,  ii,  107 
Nyassaland,  Portuguese,  oil,  i,  158 


Oakgrove  oil  field,  Ohio,  i,  100 
Oakland  City  oil  field,  Ind.,  i,  89 
Observed  gravity,  i,  599 
Observed  temperature,  i,  598 
Oceania,  bitumen,  i,  793 

oil,  i.  161 
Ochelata-Ramona  oil  field,  Okla.,  i,  104 
Ochelh&user  piston,  two-cycle  marine  Diesel 

engine,  ii,  596 
Octane,  i,  464,  533 
Octocosane,  i,  472 
Octodecane,  i,  470,  533 
Octodecylene,  i,  476 
Octodecylthiophane,  i,  528 
Octohydrophenanthrene,  i,  516 
Octomethylene,  i,  502 
Octotriacontane,  i,  472 
Octylene,  i,  474,  533 
Octylthiophane,  i,  528 
Octylthiophane-sulphone,  i,  528 
Odometer,  i,  182 
Oenanthylene,  i,  474 
Ohio,  Ames  limestone,  i,  32 

anticlinal  bulges,  i,  59 

Berea  sand,  i,  32,  33 

Big  Injun  sand,  i,  32 

Big  Lime,  central  Ohio,  i,  37 

Big  Lime  (Maxville)  sand,  i,  25,  31 

Bremen  oQ  field,  i,  53,  59 

Clinton  limestone,  i,  39 

Clinton  sand,  i,  39,  55,  59 

Connemaugh  formation,  i,  23 

Cow  Run  sand,  i,  23 

crevice  oil,  i,  67 

First  Cow  Run  sand,  i,  25 

Junction  City  oil  field,  i,  59 

Keener  sand,  i,  31 

Maxton  sand,  i,  25,  31 

Medina  series,  i,  39 


Ohio,  Mississippian  series,  i,  15,  29 

monoclinal  structures,  i,  53,  55,  59,  72 

natural  gas,  i,  33,  39,  102 

natural  gas,  consumption  and  production, 
statistics,  i,  352,  354 

natural-gas  gasoline,  statistics,  i,  786 

natural  gas  springs,  i,  4 

Newburg  oil  pool,  i,  39 

Newburg  sand,  i,  39 

New  Straitsville  oil  field,  i,  59 

Ohio  shale,  i,  33,  37 

oU,  i,  102 

oil,  alkyl  sulphide  in,  i,  529 

oil  analyses,  i,  551 

oil,  nitrogen  in,  i,  529 

oil,  oxygen  in,  i,  524 

oil  production  statistics,  i,  341,  356 

oil,  sulphur  in,  i,  525 

on  seepages,  i,  4 

oil  shale,  i,  834,  838 

oO  strata,  i,  14,  103 

140-ft.  sand,  i,  24 

Pennsylvanian  series,  i,  22 

Pittsburgh  coal,  i,  23 

salt  sands,  i,  25,  33 

salt  water,  i,  25,  33 

salt  with  oil,  i,  7 

Second  Cow  Run  sand,  i,  25 

Silurian  ss^stem,  i,  38 

Silurian-Devonian  system,  i,  37 

Southeastern  and  central,  oil  production 
statistics,  i,  332 

squaw  sand,  i,  32 

Stadler  sand,  i,  39 

structural  terraces,  i,  55 

Trenton  limestone,  i,  40 

Upper  Freeport  coal,  i,  24 

Wooster  oil  fields,  i,  59 
Ohio  County,  Ky.,  oil,  i,  92 
Ohio  County,  W.  Va.,  oil,  i.  116 
Ohio-Indiana  oil  fields,  anticlinal  and  syn- 
clinal structures,  i,  47 
Ohio  shale,  i,  32,  34,  37,  871 

natural  gas  in,  i,  33 
Ohio  series,  oil  shale,  i,  842    * 
Oil,  asphalt  base,  ii,  453 

compounding,  i,  712 

cylinder.     See  Cylinder  Oils. 

fuel,  use  of,  ii,  445 

occurrence.  See  under  separate  States  and 
Counties  and  also  under  "Occunenoe 
of  Petroleum"  in  Table  of  Contents. 

piston  lubrication,  ii,  655 

road,  ii,  365 
Oil.     See  aUo  Petroleum. 
Oil  and  moisture  test,  petroleum  products,  i* 
588 


INDEX 


979 


Oil  and  moisture  testing  press,  wax  plant,  ii, 

224 
Oil  bearing  formationf,  California,  i,  83 

Canada,  i,  121 

India,  1,  141 

Kentucky,  i,  94 

Louisiana,  i,  95 

Montana,  i,  98 

North  America,  i,  12,  14 

Ohio,  i,  103 

Oklahoma,  i,  106 

Pennsylvania,  i,  108 

Trinidad,  i.  160 

United  States,  i,  70 

Venezuela,  i,  152 

West  Virginia,  i,  116 

world,  i,  11 

Wyoming,  i,  119 
on  burners,  ii,  447 
Oil  City  oil  field.  Ky.,  i,  93 
Oil  City  oil  field.  Pa.,  i.  110 

standard  casing  requirements,  i,  220 
Oil  Creek,  early  oil  production,  i,  34,  107 
Oil  diBtiUation.  ii,  323 
Oil  drilling  systems,  i,  201 
Oilengines,  ii,  523 

operating  costs,  ii,  612 

operating  tests,  ii,  610,  613,  614 
Oil  equivalents,  weight  and  volume,  Baum6 

and  specific  gravities,  ii,  833,  834 
Oil  field  development,  i,  201 
Oil  fields,  aclinal  or  sub-aclinal  structure,  i,  46 

anticlinal  and  synclinal  structure,  i,  47 

relation  to  coal  beds,  i,  10 

Btructiu^  habits,  i,  72 
Oil  film,  lubrication,  effect  of  velocity,  ii,  637 
Oil  film  pressure,  lubricants,  ii,  633 
Oil  fuel,  chimney,  table,  ii,  309 

oil  tankers,  i,  378 
Oil  fuel.     See  also  Fuel  Oil. 
Oil  grooves,  for  lubrication,  ii,  668 
Oil  heaters,  ii,  447 
Oil  in  paraffin  wax,  i,  726 
"Oil  lines,"  value,  i,  9 
Oil  lubricator,  rotary,  i,  262 
Oil  Mountain  oil  field,  Wyo.,  i,  120 
Oil  pipe  lines,  common  carriers,  i,  428 
Oil  pump  rooms,  oil  tankers,  i,  377 
Oil  pmnping  systems,  burners,  ii,  453 
Oil  pumpe,  internal  combustion  engines,  ii, 
545 

oil  tankers,  i,  376 
Oil  refining  methods,  ii,  323 
Oil   reservoirs,   formed   by   brecciation  and 

metamorphism,  i,  64 
Oil  sanda,  porosity,  i,  42 

sealed  by  bituminous  deposits,  i,  68 


Oil  seepages,  i,  3, 167 

Alabama,  i.  40.  80 

Alaska,  i,  80 

Argentina,  i,  150 

Australia,  i,  166 

basaltic  dikes,  i.  64 

Bolivia,  i,  154 

British  Columbia,  i,  68 

Canada,  i,  68. 121 

China,  i,  143 

Colombia,  i,  151 

De  Golyer's  classification,  i,  4 

Dutch  Guiana,  i,  156 

Egypt,  i,  156 

fault  lines,  i,  68 

France,  i.  133 

French  Guiana,  i.  156 

Georgia,  i,  84 

Greece,  i,  137 

Jugo-Slavia,  i,  134 

Knox  dolomite,  i,  40 

Mesopotamia,  i.  141 

Mexico,  i,  64,  67,  68,  124 

New  Guinea,  i,  162 

New  South  Wales,  i.  164 

Palestine,  i,  144 

Papua,  i,  162     . 

Philippine  Islands,  i,  163 

Sakhalin,  i,  143,  145 

Spain,  i.  136 

Sundance  formation,  i,  20 

Switserland,  i,  136 

Trinidad,  i,  4.  159 

Tunis,  i.  157 

Victoria,  i,  166 

volcanic  plugs,  i,  63,  64 

Washington,  i,  115 

Wyoming,  i,  20,  68 
Oil  shale,  i.  831-894 

analyses,  i,  836,  872 

areas.  United  States,  i,  871 

Brazil,  i,  154 

Bulgaria,  i,  136,  137 

classification,  i,  832 

Colorado,  i,  84 

Cuba,  i.  161 

deposits,  classes,  i.  855 

distillation,  fixed  gases,  i.  882 

Germany,  i,  134 

Nevada,  i.  98 

New  South  Wales,  i,  164 

Queensland,  i,  166 

resins  in,  1,  524 

Scotiand,  i,  67,  135 

South  Africa,  i,  158 

Tasmania,  i,  166 

Wales,  i.  135 
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Oil  shale  vapors,  i,  870 
Oil  spray,  internal  combustion  engine,  ii,  553 
Oil  springs.     See  Oil  Seepages. 
Oil  Springs  oil  field,  Ontario,  Can.,  i,  121, 122, 
123,  576 

nitrogen  in,  i,  630 

sulphur  in,  i,  526 
Oil  stock,  condenser  coil  data,  ii,  178 
Oil  supply,  internal  combustion  engines,  ii, 

553 
Oil,  vynonymoMB  with  petroleum,  i,  1 
Oil  tankers,  i,  371 
OU  tar.  Wyoming,  i.  67 
Oilton  oU  field,  Okla.,  i,  104 
OU  VaUey  oil  field,  Ky.,  i,  547 
Oil  well  tubing,  weights  and  dimensions,  ii, 

562 
Oil  wells,  burning,  control  of,  i,  312 

flowing,  i,  310 

U.  S..  number  of,  i,  300,  349 
Okemah  oil  field,  Okla.,  i,  104 
Okesa  oil  field,  Okla.,  i,  104 
Okfuskee  County,  Okla.,  oil,  i,  103 
Oklahoma,  anticlinal  and  synclinal  structures, 
i,  47,  150 

asphalt  seepages,  i,  22 

Bartlesville  sand,  i,  28 

Big  Lime,  i,  26 

Billings  oil  field,  i,  21,  25 

bitumen,  i,  701 

Bixler  sand,  i,  28 

Blackwell  crude,  ii,  13 

Blackwell  pool,  i,  21,  25 

Booch  sand,  i,  30 

Boone  chert,  i,  30,  34 

Boynton  pool,  i,  30 

Burgess  sand,  i,  30 

Cambrian  sediment,  i,  40 

Carboniferous  system,  i,  21 

Cement  oil  field,  i,  22 

Chattanooga  shale,  i,  30,  34 

Cherokee  shale,  i,  28,  29 

Claremore  sand,  i,  34 

Cleveland  sand,  i.  27 

closed  faults,  i,  68 

Coffeyville  formation,  i,  26 

Colbert  aand,  i,  30 

CoUinsville  oil  field,  i,  30 

Cushing  oU  field,  i,  26,  28 

domes,  i,  59 

Dutcher  sand,  i,  30 

Elgin  sandstone,  i,  25 

Fayetteville  formation,  i,  30 

Ft.  Scott  limestone,  i,  20 

Fortuna  sand,  i,  22 

Garrison  formation,  i,  21 

Glenn  sand,  i,  28 


OUahoma,  grahamite  dikes,  i,  6,  71 
Healdton  oil  field,  i.  59 
Hogshooter  sand,  i,  29.  30 
Jones  sand,  i,  26 
Lasrton  sand,  i,  26,  27 
Leidecker  sand,  i.  30 
Lower  Cretaceous  series,  i.  20 
Madill  oU  pool.  i.  20 
Markham  sand.  i.  27 
Meadows  sand,  i,  30 
Mississippi  lime,  i,  29,  34 
Mississippian  series,  i.  13,  29 
monoclinal  bulges,  i,  59 
monoclinal  noses,  i,  55 
Morris  sand,  i,  28,  30 
Mounds  sand,  1.  30 
mud  volcanoes,  i,  7 
Muskogee  County,  i,  30 
natural  gas,  i,  29 
natural  gas,  consumption  and  production 

statistics,  i.  352,  354 
natural-gas  gasoline  statistics,  i,  786 
Newkirk  oil  field,  i,  25 
Newkirk  sand,  i.  25 
oU,  i.  52.  103 
oil  analyses,  i,  554 
oH,  production  statistics,  i,  336,  356 
oil  strata,  i,  12,  106 
Oswego  limestone,  i,  21,  25,  26,  27,  28,  29, 

30 
Pennsylvanian  series,  i,  22 
Permian  series,  i,  21 
Peru  sand,  i,  27 
Pitkin  limestone,  i,  30 
Ponca  City  oil  field,  i.  21,  25 
Ponca  City  sand,  i,  25 
Pre-carboniferous  rocks,  i,  22 
quaquaversal  structure,  i,  59 
Red  Fork  sand,  i,  28 
relation  of  geosyncline  to  oil  fields,  i,  72 
rotaiy  drilling  system,  i,  251 
Sapulpa  sand,  i,  30 
Second  Booch  sand,  i.  30 
Skinner  sand,  i.  28  , 

Squirrel  sand.  i.  28 
standard  casing  requirements,  i.  221 
Trinity  sand,  i.  20 
Tucker  sand.  i.  30 
Tulsa  County,  i.  27,  29,  30 
Wagoner  County,  i..  30 
Washington  County,  i.  30 
Wheeler  oil  pool.  i.  59 
Wheeler  sand.  i.  21,  25.  26.  27,  28,  30 
Wfioox  sand.  i.  34 
Oklahoma  crude,  fuel  oil  yield,  ii.  342 
fuel  oil.  vaporising  point,  ii.  497 
gravities,  continuous  stills,  ii.  327 
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Oldahoma  crude,  refinery  running  time  and 
fuel  consumptiont  ii,  333 

typical  distillation,  ii,  355 
Oklahoma  oil  fields,  disposition  of  oil  and 
water  in,  i,  73 

lenticular  sands,  i,  59 

structural  habits,  i,  72 

water  with  oil,  i,  73 
Okmulgee    County,   Okla.,  Booch  sand,  i, 
30 

Morris  pool,  i,  30 

Morris  sand,  i,  30 

Mounds  sand,  i,  30 

oU,  i,  103,  106,  556 

Wilcox  sand,  i,  34 
Oldham  County,  Ky.,  gas,  i,  40 
Old  shore  lines,  relation  to  oil  occurrence,  i, 

41.65 
Olefiant  gas,  heat  of  combustion,  ii,  809 
Olefinacetylene,  i,  478 
Olefine  series,  hydrocarbons,  i,  472 
Olefines  in  refineiy  gases,  ii,  400 
Oligocene  series,  Calif.,  i,  83 

Cxecho-Slovakia,  i,  134 

GaUda,  i.  132 

India,  i,  141 

Jugo-Slavia,  i,  134 

oil  strata  in,  i,  12,  14,  17 

oU  shale,  i,  834 

Poland,  i,  132 

Rumania,  i,  131 

Switserland,  i,  136 

Trinidad,  i,  160 

Venesuela,  i,  152 
Olive  Oil,  expansion  by  heat,  ii,  812 

specific  heat,  ii,  812 
Oiympia  oil  field,  Ky..  i,  92,  93,  546 
100-foot  sand,  i,  34,  108 
140-foot  sand,  i,  24,  103 
Onondaga  limestone,  i,  37,  92,  94,  121 
Onondaga  oil  field,   Ontario,   Can.,   i,   122, 

123 
OnUrio,  Can.,  "  Clinton"  shales,  i.  39 

Comiferous  limestone,  i,  38 

Guelph  limestone,  i,  15,  121 

Hamilton  limestone,  i,  121 

Medina  sands,  i,  15,  39,  121 

natural  gas,  i,  41,  65,  123 

oil,  i.  14.  121,  123 

oil  analjrses,  i,  576 

oil,  nitrogen  in.  i.  530 

oil  shale,  i,  842 

salt  unassociated  with  oil.  i,  7 
Oologah  limestone,  i,  26 
Oolite,  Green  River  formation,  i,  874 
Open  cut  methods,  oil  shale  mining,  i.  856 
Open-hearth  steel  pipe.  ii.  501 


Open  sand,  i,  41 

Optical  activity,  oil,  i,  532 

Orange  County,  Calif.,  bitumen,  i.  791 

oU,  i,  80 
Orange  oil  field,  Tex.,  i,  113,  114 
OrdoTidan  system.  Can.,  i.  121 

geographic  distribution,  i.  11,  39 

Indiana,  i.  88 

Kentucky,  i,  92.  94 

Ohio,  i,  102,  103 

oil  shale,  i,  871 

oil  strata,  i,  13,  15 

United  States  oil  fields,  i.  79 
Oregon,  bitumen,  i,  791 

natural  gas  consumption  and  production 
statistics,  i,  353,  354 

oil,  i.  67,  107 
Oregon  Basin  oil  field,  Wyo.,  i,  118 
Organic  theory,  oil  occurrence,  i.  44 
Orientation,  plane  table,  i,  193 
Orifice,  natural  gas  meter,  i,  433 
Origin  of  oil  shales,  i,  834 
Orinoco  oil  district,  Venesuela,  i,  146,  151 
Oriskany  sandstone,  i,  121 
Ormsby  oil  field.  Pa.,  i,  110 
Osage  County,  Okla.,  Cleveland  sand,  i,  27 

oil,  i,  103,  556 

Peru  sand,  i,  27 

sqturrel  sand,  i,  28 
Osage  Junction  oil  field,  Okla..  i.  104 
Osage  oil  field,  Wyo.,  i,  120,  570 
Oskamp  oil  field,  Ky.,  i,  93,  546 
Osawatomie  oil  field,  Kans.,  i,  91 
Oswego  lime,  i,  21,  25,  26,  27,  28.  29.  30 
Otsego  oil  field,  Ohio,  i,  100 
Ottawa  County,  Ohio,  oil,  i,  102 
Otter  sand,  i,  33,  94 
Otto  oil  field,  Kans.,  i,  91 
Ouachita  Parish,  La.,  oil,  i,  95 
Outage,  minimum,  tank  cars.  i.  365 
Outcrops,  bituminous,  i,  4 

oil  geology,  i,  169,  170 
Outlet  plug,  acid  tanks,  ii,  39,  76 
Oven,  wax  plant,  ii,  199 
Over  and  short  accounts,  i,  426 
Overshot,  fishing  tool,  i.  284 
Overturned  folds,  oil  and  gas  in,  i,  53 
Owasso  oil  field,  Okla.,  i,  104 
Ownership,  tank  cars,  i,  366 
Oxidation,  hydrocarbons,  i,  458 

lubricants,  u.  645 

mineral  oils,  ii,  663 
Oxygen,  in  oils,  i,  458,  524 

specific  gravity,  ii,  832 

specific  heat,  ii,  811 
Ozokerite,  Philippine  Islands,  i»  163 

United  States,  i.  791 
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Pace  counter,  i,  182 

Pftdilc  oa  district,  Colombia,  i,  151. 158 

Peru,  i,  148 

South  America,  i,  146 
Package  transportation,  petroleum,  i,  369 
Packer  method,  water  ezduaion,  i,  290,  291 
Packing,  refinery,  ii,  285 
Packingleee  type  pump,  internal  oombustion 

engines,  ii,  540 
Paden  oU  field,  Okla.,  i,  104 
Paint  Creek  oil  field.  Ky..  i,  03 
Painta,  asphalt  bases,  i,  829 

protective,  ii,  124 
Painting,  tank,  ii.  111.  124 
Pale  oils,  filtering,  ii,  381 
Paleography,  relation  to  occurrence  of  oil,  i, 

42 
Paleozoic  period,  Cambrian  rocks,  i,  41 

oil,  strata,  i,  13,  15 

stratigraphic  occurrence  of  petroleum,  i,  11 

Venezuela,  i,  152 
Palestine,  oil  and  asphalt,  i,  144 
Palladium,  melting  point,  ii,  807 
Palo  Pinto  County,  Tex.,  oil,  i,  114,  561 

Strawn  formation,  i,  29 
Panama,  oil,  i,  126 

pipe  lines,  i,  379 
Panama  Canal,  oil  tanker,  tonnage,  i,  376 
Panola  County,  Tex.,  oil,  i,  561 
Panuco  crude,  gasoline  from,  ii,  431 
Panuco  oil  field,  Mexico,  i,  20,  124, 125 

drilling  methods,  i,  202 

standard  casing  requirements,  i,  221 
Paola-Rantoul  oil  field,  Kans.,  i,  91,  546 
Paper  mill  board,  refineiy  packing,  ii,  285, 287 
Paper  stock,  ii,  359 
Papoose  sand,  i,  32 
Papua,  oil,  i,  161,  162 
PanUBn,  Scotland,  i,  67 

latent  heat  of  fusion,  ii,  823 
Paraffin  base  oils,  ii,  453 
Paraffin  distillate,  ii,  341,  355 
Paraffin  hydrocarbons,  i,  460,  730 

specific  heats,  i,  531 
Paraffin  jelly,  ii,  380 
Paraffin  series  of  hydrocarbons,  i,  460,  730 
Paraffin  stock,  ii,  370 

Psraffin  wax,  melting  point  detennination,  i, 
679 

moisture  determination,  i,  725 

oil  determination,  i,  724-725 

oxidation,  i,  459 

refined,  ii,  375 

solubility,  i,  538 

tests,  i,  588 

treating,  ii,  368 


Parallel  operation,  Diesel  engine,  ii,  582 
Park  County,  Wyo.,  oil,  i,  670 
Pannleysville  oil  field,  Ky.,  i.  93,  547 
Partial  immersion  thennometers,  i,  502 
Passivity,  lubricants,  ii,  644 
Patents,  add  recovery,  ii,  402 

cracking  petroleum  oils,  ii,  440 
Pawhuska  oil  field,  OUa.,  i,  104 
Pawnee  County,  OUu,  Cleveland  sand,  i,  27 

oil,  i,  103,  556 
Payette,  Ida.,  oil,  i,  86 
Payne  County,  Okla.,  oil,  i,  103,  556 
Peabody  oil  field,  Kans.,  i,  91 
Peace  River  region.  Can.,  oil,  i,  123 
Peanut  oil,  saponification  number,  i,  711 
Pearson  oil  field,  Okla.,  i,  104 
Pearson,  S.  and  Son,  oil  activities  in  Mexico,  i, 

124 
Peay  sandstone,  i,  18,  98 
Pechelbroun,  Alsace,  oil  analyses,  i,  578 

wells  and  refinery,  i,  133 
P6clet's  formula,  external  conduction,  heat,  ii, 

826 
Pecos  County,  Tex.,  oil,  i,  567 
Pecos  Valley  oil  field,  Tex.,  i,  114 
Pelican  oil  field,  La.,  i,  96 
Penetration  test,  petroleum  products,  i,  588, 

719,  798 
Penetrometer,  i,  588,  719,  799 
Pennsylvania,  anticlinal  and  eynclinal  stnio- 
tures,  i,  47 

anticlinal  bulges,  i,  59 

Annstrong  County,  oil,  i,  35 

Bayard  sand,  i,  36 

Bedford  shale,  i,  32 

Berea  sand,  i,  32 

Big  Injun  sand,  i,  15,  33 

Big  Lime  (Maxville),  i,  31 

Blue  Monday  sand,  i,  35 

Boulder  sand,  i,  35 

Bradford  sand,  i,  36 

Bradford  Third  sand,  i,  38 

Butler  Fourth  sand,  i,  35,  36 

Butler  gas  sand,  i,  33 

Butler  Second  sand,  i,  34 

Butler  Third  sand,  i,  35 

Butler  Third  Stray,  i,  35 

Chemung  formation,  i,  36 

Clarion  County,  oil,  i,  35 

Connemaugh  formation,  i.  23 

Cow  Run  sand,  i,  23 

Drake  well,  i,  201 

Dunkard  sand,  i,  15,  24 

Elizabeth  sand,  i,  36 

Fifth  sand  i,  36 

50-foot  sand,  i,  35 

First  Mountain  sand,  i,  25 
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PtnnsylTftnia,  Fourth  sand,  i,  36,  36 

Ganti  sand,  i,  34 

gas  sand,  i,  15,  25 

Gordon  sand,  i,  35,  36 

Gordon  stray  sand,  i,  35 

Gray  sand,  i,  35 

Manifold  sand,  i,  32 

Mauch  Chunk  red  shales,  i,  31 

Maxton  sand,  i,  25,  31 

McDonald  sand,  i,  36  • 

Mississippian  series,  i,  29,  31 

Mountain  sand  group,  i,  32 

MurraysvUle  sand,  1,  33 

natural  gas,  i,  33,  36,  107 

natural  gas  production  and  consumption 
staUstics,  i,  352,  354 

natural-gas  gasoline  statistics,  i,  786 

Nineveh  30-foot  sand,  i,  35 

North  Warren  shale,  i,  36 

oil,  i,  107 

oil  analyses,  i,  558 

oil,  oxygen  in,  i,  524 

oil  production  statistics,  i,  331,  356 

oil,  sulphur  in,  i,  525 

oil  shale,  i.  834,  838 

oil  strata,  i,  14,  108 

100-foot  sand,  i,  34 

Permian  series,  i,  21 

Pithole  grit,  i,  33 

Pittsburgh  coal,  i,  23,  35,  36 

Pocono  formation,  i,  34 

salt  brine,  occurrence,  i,  8 

salt  sand,  i,  15,  25 

Sixth  sand,  i,  36 

8nee  sand,  i,  35 

Speechley  sand,  i,  36 

standard  casing  requirements,  i,  220 

Stoneham  sandstone,  i,  36 

Third  mountain  sand,  i,  33 

Tiona  sand,  i,  36 

Upper  Freeport  coal,  i,  24 

Venango  First  sand,  i,  34 

Venango  sand  group,  i,  34,  35 

Venango  Second  sand,  i,  35 

Venango  Third  sand,  i,  36 

Warren  First  sand,  i,  36 

Warren  sand  group,  i,  36 

Warren  Second  sand,  i,  36 
Pennsylvania  crude,  typical  distillation,  ii, 

325,  354 
Pennsylvania  Rock-oil  Co.,  i,  107 
Pennsylvanian  series,  Appalachian  oil  fields, 
i,  23 

Illinois,  i,  86 

Kansas,  i,  90,  125 

Kentucky  oil  fields,  i,  25,  92,  94 

Montana,  i,  98 


Penssylvaiiian  teiiei.  Northern  and  Central 
Texas,  i,  28 

Ohio,  i,  102,  103 

oU  shale,  i,  834,  837,  838 

oil  strata,  i,  13,  15,  22 

Oklahoma,  i,  25,  103,  106 

Pennsylvania,  i,  107,  108 

relation  to  Mississippian  series,  i,  29 

relation  to  Permian  series,  i,  21 

Texas,  i,  114 

West  Virginia,  i,  116 

Wyoming,  i,  118 
Pensky-Marten  closed  up  tester,  i,  624, 637, 638 
Pentacosane,  i,  470 
Pentadecanaphthene,  i,  502 
Pentadecane,  i,  470 
Pentaethyl  bensol,  i,  488 
Penta  methyl  bensol,  i,  488 
Pentamethylene,  i,  492 
Pentane.  i,  460,  ii,  361 
Pentatriacontane,  i,  472 
Pentyl  sulphide,  i,  529 
Percussion,  drilling  system,  i,  203,  242 
Perforating  oil  wells,  i,  290,  297 
Perhydroacenaphthene,  i,  522 
Perhydroanthracene,  i,  522 
Perhydrofluorene,  i,  522 
Perhydrophenanthrene,  i,  522 
Perhydropicene,  i,  522 
Perhydrorecene,  i,  522 
Perkins  one-plug  method,  oil  well  cementing, 

i,  296 
Permian  series,  Brasil,  i,  154 

Montana,  i,  98 

natural  gas,  i,  21 

oil  shale,  i,  834,  837,  842 

oil  strata,  i,  13,  15,  21 

Oklahoma,  i,  21,  103,  106 

••Red  beds,"  i,  21 

Texas,  i,  21, 114 

Wales,  i,  135 

Wyoming,  i,  21,  67,  119 
Permo-Carboniferous  series,  i,  843,  847 
Permo-Carboniferous  shales,  Australia,  i,  166 
Perry  County,  Ohio,  oil,  i,  102,  553 
Perry  County,  Pa.,  oil,  i,  558 
Perrysville  oil  field,  Pa.,  i,  110 
Pershing  oil  field,  Okla.,  i,  104 
Persia,  bitumen,  i,  793 

oil,  i,  137,  142 

oil  analyses,  i,  582 

oil  production  statistics,  i,  142,  325 
Peru,  anticlinal  and  ss^clinal  structures,  1, 53 

bitumen,  i,  792 

oU,  i,  146,  148 

oil  anaXyaoB,  i,  578 

oil  produotion'statistics,  i,  148,  325 
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P«r%  oil  ahale.  i,  848 

I    oil,  onit  of  measure,  ii,  761 

^    Btratigraphic  occumnoe  of  petroleiiiii,  i,  1 1 

Pera  ofl  field.  Kans.,  i,  91 

Ptera  Band,  i,  27,  106 

PMeraburx  oU  field.  Ind.,  i,  80 

Petrooene,  i.  518 

PetrohcJ  prooeflB,  ii,  390 

Petrol-Aloohol  prooefla,  ii,  300 

PMrolatnm,  ii,  350 

as  lubricant,  ii,  644 

lubricant  grease,  ii,  673 

melting  point,  determinatioii,  i,  684 

method  of  testing,  i.  588 

white  (album),  ii.  380 
Petrolatum  greases,  ii.  674 
Petrolatum  stock,  ii.  350,  364, 380 
Petiolenee,  i.  807 
P«traleiim»  analyses,  i,  538 

aq>halt.  i,  524 

average  production perwell  in  U.  S.,  i,  300, 
349 

carbon  reridne  determination,  i,  704 

characteristics,  i,  457 

cloud  point,  i,  658,  650,  660 

cold  test,  i.  658.  650 

color  determination,  i,  662 

description,  i.  457 

elements  in,  i.  458 

emulsification  tests,  i.  605 

foreign  oil  units  of  measure,  ii,  761 

lamp  burning  tests,  i,  691 

nitrogen  content,  i,  529 

occurrence.  See  under  separate  States  and 
Countries  and  also  under  **  Occur- 
rence of  Petroleum"  in  Table  of  Con- 
tents. 

optical  activity,  i«  532 

oxygen  in,  i,  524 

physical  properties,  i,  531 

pour  point,  i,  660,  661 

production  methods,  i,  300 

production  statistics,  i,  321 

radioactivity,  i,  535 

related  products,  diagram,  ii,  382, 383.  384 

refining,  ii,  1-426 

refining  to  asphalt,  i,  787 

resins,  i,  524 

solubility,  i,  535 

specific  heat,  i.  531 

sulphur  in,  i,  525 

surface  indications,  i,  167 

temperature  ccHrections  for  Baam6  and 
specific  gravities,  ii,  835,  836,  837,  838 

testing  methods,  i,  587 

United  States  production  and  value,  i,  328 

units  of  measure,  ii,  768 


Petrolettm,  water  detennination  in,  i,  668 

worid's  production,  i,  324 
PetroleuuL   See  al»o  OSL 
Petroleum  aq>halt,  characteristics,  ii,  800 
Petreieiim  distillalioii*  ii.  323 

modified  assay  method,  i,  678 
Petroleum  engines,  internal  combustion,  ii, 

523 
Petroleum  geology,  field  methods,  i,  167 
Petroleum  jelly,  ii.  360,  380 
Petroleum  production,  i,  201 
PtttrolevA  pffodocti*  acidity  of,  i,  710 

ash  test.  i.  723 

calorific  values,  ii.  342 

clecolorisation,  ii,  377 

diagram  showing  relations,  ii,  382, 383, 384 

doctor  treatment,  ii,  14 

evaporation  tests,  i,  716 

fatty  oil  content,  1,  711 

fixed  carbon  test,  i,  723 

float  test  for,  i.  722 

heat  loss  determination,  i,  717 

solubility  tests,  i,  715 

sulphur  determination,  i,  700 

tar  tests,  i.  588.  714 

transportation,  i.  350 
Petroleum  residuum,  as  grease  lubricant,  ii, 

673 
Petroleum  testing  laboratory,  functions  of, 

1,587 
Petroleum  Testing  Methods,  i,  587-728 
Petroleum  Center  oQ  field.  Pa.,  i.  110 
PetroHa  oO  field.  Can.,  i,  122,  576 

nitrogen,  i,  121,  123,  530 

sulphur,  i,  526 
Petrolia  oil  field,  Pa.,  i,  110 
Petrolia  oU  field,  Tex.,  i,  22,  50.  113,  550 
Petroliferous  rocks,  tests  for  oil  in,  i,  167 
Petroliferous  sancis,  as  indications  of  petro- 
leum, i,  167 
Petter  internal  combustion  engine,  ii,  537, 542 
Phellandrene  ot,  i.  510 
Phellandrene  fi,  i,  512 
Phenanthrene,  i,  516,  536 
Phenol  acetylene,  i,  484 
Phenol  ditolyl  methane,  i.  506 
Phenol  ethane,  i,  482 
Phenob,  in  crude  oil.  i.  450 
Phenyl  anthracene,  i.  516 
Phenyl  ditolyl  methane,  i,  516 
Phenyl  naphthalene,  i,  536 
Phenyl  pentane,  i.  488 
Phenyl  toluol,  i,  506 
Philadelphia  Road  oQ  field.  Ohio,  i,  100 
Philippine  Islands,  oQ  analyses,  i,  585 

oil  and  gas.  i,  163 
PhiUips  ofl  field.  Pa.,  i.  110 
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Phosphonis,  boiling  point,  U,  806 

latent  heat  of  fusion,  ii,  823 

melting  point,  ii,  806 

specific  heat,  ii,  811 
Physical    characteristics,    natural-gas    and 

natural-gas  gasoline,  i,  751 
Physical  properties,  boiler  steel,  ii,  144 

shale  oil,  i,  878,  890,  893 

steel  pipe,  ii,  501 

structural  steel,  ii,  116,  122 
PhjTsical  tests,  lubricating  oils,  li,  676 
Rcene,  i,  516,  518,  536 
Piceneikosihydride,  i,  506 
Pickett  County,  Tenn.,  oil,  i,  108 
Pico  oil  field.  Calif.,  i.  81,  530 
Piedras  Pintas  oil  field,  Tex.,  i,  113, 114 
Pierre  formation,  i,  14,  17,  98,  1 19 
Pike  County,  Ark.,  asphalt,  i,  80 

bitiunen,  i,  791 
Pike  County  gas  ipoo\,  111.,  i,  87 
Pike  County,  Ind.,  oil,  i,  88 
Pike  sand,  i,  25.  92,  94 
Pilot  Butte  oil  field,  Wyo.,  i,  118,  120,  671 
Pilot  light,  oil  burner,  ii,  492 
Pinane,  i,  520 

Pincher  Creek  oil  district,  Can.,  i,  41,  68 
Pine  Dome  gas  pool,  Wyo..  i,  120 
Pine  Grove  oil  field.  Pa.,  i,  110 
Pine  Prairie  oil  field,  La.,  i,  96 
Pine  Run  oil  field,  Pa.;  i,  110 
Pinene,  i,  512 
Pinion  grease,  ii,  674 
Piolett  oQ  field.  Pa.,  i,  110 
Pipe,  u,  501 

asphalt  coating,  i,  826 

capacity,  table,  ii,  770 

cast  iron,  standard  dimensions,  ii,  274 

compressed  air,  diameter,  relation  to  vol- 
ume, ii,  300 

covering  capacity,  i,  828 

Diesel  engine,  i^,  577 

dimensions  and  capacity,  table,  ii,  771 

flow  of  oil  through,  i,  380 

perforated,  i,  297 

refinery,  ii,  242 

rifled,  i.  406 

steam,  expansion,  ii,  798 

steam,  gas,  and  water,  standard  dimen- 
sions, ii,  782-784 

volume  of  flow,  table,  i,  395 

water,  discharging  capacities,  ii,  568 

yield  point  tests,  u,  526 
Pipe  and  machine  shop,  refinery,  ii,  228 
Pipe  cutting  and  threading  outfit,  standard 

drilling,  i,  217 
Pipe  dipping,  asphalt,  i,  826 
Pipe  fittings,  concrete  tanks,  ii,  133 


Pipe  line,  asphalt  coating,  i,  826 

computations  for  capacity,  i,  396 

construction,  i,  406 

flow,  i,  380 

flow,  gas,  i,  439,  446 

gas,  tests  of,  i,  445 

formula,  application  of,  i,  442,  444 

heating,  i,  403 

loops,  i,  400 

natural-gas  gasoline,  i,  759 

operation,  i,  424 

storage  capacity,  natural  gas,  i,  446 

transportation,  natural  gas,  i,  432 

transportation,  petroleum,  i,  359,  379 
Pipe  standards  and  use  of  pipe,  ii,  501-574 
Pipe  thread  formula,  ii,  546 
Pipe  threading,  ii,  535 
Piperylene,  i,  478 
Piping,  compression  plants,  i,  784 

swivel  joint  burner,  ii,  479 
Pirn  oil  field.  Calif.,  i,  81 
Piston,  Diesel  engine,  ii,  566 

internal  combustion  engine,  ii,  543 

lubrication,  ii,  652,  665 
Piston  blowing,  internal  combustion  engine, 

ii,  554 
Piston  cooling,  Diesel  engines,  ii,  567,  589 
Piston  speed,  internal  combustion  engines,  ii, 

543 
Pitch,  general  occurrence,  i,  5 
Pitch  dike,  Scotland,  i,  67 
Pitch  Lake,  Trinidad,  i,  6,  68,  159 
Pitch  Lake,  Venesuela,  i,  68 
Pit  hole  grit,  i,  33 
Pitkin  limestone,  i,  29,  30 
Pitot  tube,  natural  gas,  i,  433 
Pittsburgh  coal  bed,  i,  123 
Pittsburgh  coal  bed,  relation  to  Bayard  sand, 
i,  36 

Berea  sand,  i,  32 

Big  Injun  sand,  i,  31 

Bradford  sand,  i,  36 

Cow  Run  sand,  i,  23 

Dunkard  sand,  i,  24 

Elisabeth  sand,  i,  36 

Fifth  sand,  i,  36 

Fourth  sand,  i,  36 

gas  sand,  i,  25 

Gordon  sand,  i,  36 

Gray  sand,  i,  35 

Macksburg  500-ft.  sand,  i,  25 

Nineveh  30-ft.  sand,  i,  35 

Salt  sands,  i,  25 

Second  Cow  Run  sand,  i,  25 

Sixth  sand,  i,  36 

Speechley  sand,  i,  36 

Tiona  sand.,  l  36 
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Pi ttsburfh  coal  bed,  raUtioii  to  Upper  Free- 
port  coal,  i,  24 

Venango  First  sand,  i,  34 

Warren  sand,  i,  36 
Pitt  sweetening  prooess,  ii,  336 
Placard,  tank  car,  i,  365.  367 
Plane  table,  geologic  mapping,  i,  177, 179, 191 
Plant  design,  refineiy,  ii,  4 
Plate-heating  furnace,  ii,  497 
Platoa,  boiler,  refinery,  ii,  288 

iron  and  steel,  weight,  table  ii,  775,  778 

refineiy  construction,  ii,  261 

tanks,  ii,  93.  103 

tin,  weights  and  gages,  table,  ii,  779 
Platittiim,  fusing,  ii.  807 

"M»Uitig  point,  ii,  807 

radiation  and  reflection  of  heat,  ii,  824 
Pleasants  County,  W.  Va.,  oil,  i,  116, 117. 569 
PleasantviUe  oil  field,  Ohio,  i,  100,  552 
Pleistocone  seriet,  California,  i,  83 

oil  strata,  i.  12 

Trinidad,  i.  160 
Pliocone  seriet*  Albania,  i,  137 

California,  i.  83 

Italy,  i,  132 

Japan,  i,  143 

Jugo-Slavia,  i.  134 

oil  strata,  i,  12. 16 

Rumania,  i,  131 

Russia,  i,  127 

Trinidad,  i,  160 
Plotting  scale,  oil  mapping,  i,  180 
Ploggiiig,  oil  heater  atomiser,  ii.  484 

oil  wells,  i.  290,  299 
Plum  Creek  oil  field,  Pft.,  i,  110 
Plumb  Run  oil  field,  Ohio,  i,  100 
Plum  Run  oil  field.  Pa.,  i.  110 
Plumbus  oxide,  refinery  use,  ii,  368 
Plunger  pump,  i,  317 
Pluymert.  N.  J.,  i.  370 
Pluymert  conversion  table,  tanker  tonnage, 

i.375 
Plymouth  oil  field,  IlL,  i.  87 
Plympton-Samia  oil  field,  Ont.,  Can.,  i,  122 
Pocket  transit,  i.  178 
Pohl  method  melting  point  detennination, 

asphalt,  i,  805 
Point  Lookout  oil  field,  Pa.,  i,  110 
Poison  Spider  oil  field,  Wyo.,  i,  118,  120 
Poland,  mud  volcanoes,  i,  6 

oU,  i,  131 

oil  analyses,  i,  580 

oil  production  statistics,  i,  132.  324 

overturned  folds,  i,  53 

stratigraphio  occurrence  of  oil,  i,  11 

See  aUo  Galicia. 
Polk  County.  Iowa,  i,  90 


Ponca  City  <m1  fidd.  Okla..  i.  21.  25.  104 
Ponca  City  sand,  i.  25 
Pond  Creek  oil  field,  Okla.,  i,  104 
Pontotoc  County,  OUa.,  bitumen,  i,  791 

<nl,i,  103 
PooleviUe  oil  field.  Okla..  i,  104 
Poop,  ofl  tanker,  i,  376 
Porosity,  oil  sand,  i,  42 
Portable  drilling  machines,  i,  250 
Portable  furnaces,  oil  fired,  ii,  489.  493 
Porter  County  oil  field,  Ind.,  i,  89 
Porter  oil  field.  Okla.,  i,  104 
Portland  cement,  refineiy  construcstion,  ii,  249 
Porto  Rico,  oil,  i,  161 
Portugal,  bitumen,  i,  792 

oil,  i,  136 

oil  shale,  i,  848 
Potassium,  melting  point,  ii,  806 
Potassium  bichromate,  color  readings  by,  i, 

663 
Potassium  permanganate,  refinery  use,  ii,  372 
Potassium  sulphate,  melting  point,  ii.  806 
Poteau  gas  field.  Okla..  i.  104 
Potrero  del  Llano  oil  field.  Mexico,  i,  20, 124, 

248 
Potsdam  sandstone,  i,  15.  21 
Pottsville  formation,  i,  25,  94,  108.  116 
Potwin  oil  field,  Kans.,  i.  91 
Pound  calorie,  ii,  808 
Pour  method,  petroleum  products,  i,  588 
Pour  point,  oil,  i,  660,  661 
Powder  River  oU  field,  Wyo.,  i,  21, 118 
Powell  County,  Ky..  oil,  i,  92 
Power  equipment,  oil  shale  plant,  i,  861 
Power  generators,  refinery,  ii,  287 
Power-house,  refinery,  ii,  229 
Power  losses,  lubrication,  ii,  640 
Power  plant,  pipe  line,  i.  417 

standard  drilling  ssrstem,  i,  222 
Power   producers,    comparison   of   average 

power,  ii,  296 
Power  transmisBJon,  refinery,  ii,  298 
Powers,  for  multiple  pumping,  i,  319 
Pre-Cambrian  system,  Venesuela,  i,  152 
Pre-Carboniferous  rocks,  Okla.,  i,  22 
Pre-Cretaoeous  system,  Venesuela,  i,  152 
Precipitation  in  gasoline  specifications,  i,  713 
Preheatets,  cracking,  ii,  432 
Preheating,  oil  shale,  i,  869 
Prehnitol.  1,  2,  3,  4,  i,  484 
Prepared  roofing,  asphalt,  i,  824 
Presses,  wax  plant,  ii,  198,  223 
Pressing,  refinery,  ii,  372 
Proasnro,  adsorption,  relation  to  tempctmtnre 
and  boiling  point,  i.  748 

atmospheric,  ii,  786 

bearing  lubrication,  ii.  642 
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Freistire,  bearings,  internal  combiution  en- 
gine, ii,  544 

collapsing,  steel  pipes,  ii,  505 

compressed  air,  relation  to  volume,  ii,  298 

gas,  Dalton*8  law,  i,  735 

heads  of  water,  table,  ii,  792 

in  cracking,  ii,  435 

masonry,  ii,  245 

mean  effective,  air  compression,  ii,  301 

natural  gas,  i,  448 

natural  gas  pipe  lines,  table,  i,  455,  456 

pipe  line,  i,  401 

relation  to  yield  of  gasoline,  i,  742 

saturated  ammonia  vapor,  ii,  839 

tubes,  pipes,  and  cylinders,  internal  fluid, 
ii,519 

working,  boilers,  ii,  288,  290 
Pressure  curves,  natural  gas,  i,  437 
Pressure  friction  experiments,  lubricants,  ii, 

631 
Pressure  relief  valves,  ii,  461 
Pressure-still,  cracking,  ii,  434 
Pressure  variation,  barometric  readings,  i,  185 
Preston  oil  field,  Okla.,  i,  104 
Price  cracking  process,  ii,  825 
Primary  and  secondary  crushing,  oil  shale,  i, 

848 
Prime  white  distillate,  ii,  339 
Prime  white  oil,  i,  663 
Princeton  oil  field,  Ind.,  i,  88,  89 
Processes,  refining,  ii,  322 
Production  of  petroleum,  i,  321 
Production  statistics,  natural  gas,  i,  351,  3r>4 

natural-gas  gasoline,  i,  351,  756 

petroleum,  i,  321 

refinery  gasoline,  ii,  346 
Profile  method  of  recording,  i,  184 
Propane, :.  460 
Propanol,  ii,  401 
Propine,  i,  478 

Proportional  meter,  natural  gas,  i,  433 
Propylacetylene,  i,  478 
Propyl  alcohol,  ii,  401 
Propyl  bensol,  i,  482,  484 
Propyl  cyclohexane,  i,  498 
Propyl  dimethyl  methane,  i,  462 
Propylene,  i,  472,  ii,  401 
Propyl  hexamethylene,  i,  500 
Propyl  iso-propyl,  i,  462 
Propyl  naphthalene,  i,  508 
Propyl  sulphide,  normal,  i,  529 
Protractor,  i,  181 
Pseudobutylene,  i,  472 
Pseudocumol,  i,  482 
Pseudopropyl  naphthalene,  i,  508 
Puente  Hills  oil  fleldt,  Calif.,  i,  16, 17, 81,  83, 
540 


Puente  SUb  oH  fields,  Calif.,  nitrogen  in  oil, 
i,530 

sulphur  in  oil,  i,  526 
••Puking,"  refinery,  ii.  407 
Pulley  diameters,  determination,  ii,  303 
Pulsometer,  oil  heater,  ii,  462 
Pulveriser,  internal  combustion  engines,  ii, 

544,571 
Pomp,  fuel,  Diesel  engine,  ii,  575 

gasoline  extraction  plants,  i,  771 

oil,  internal  combustion  engine,  ii,  545 

oil  heaters,  ii,  453 

pipe  line,  i,  421 

refinery,  ii,  92,  206 

refinery  water  supply,  ii,  241 

wax  plant,  ii,  194,  196 
Pump  house,  refinery,  ii,229 
Pump  speed  regulator,  oil  burning  ssrstem,  ii, 

461 
Pump  stations,  pipe  line,  i,  417,  418 
Pumpherston  process,  oil  shale,  i,  866 
Pumping,  oil  well,  i,  317. 
PompingHmt  pan,  refinery,  ii,  59 

alrimming  plant,  il,  29 

Punching,  steel  plate  work,  ii,  42 

steel  tanks,  ii,  101 
Punjab  oil  fields,  India,  i,  141 
Pushmataha  County,  Okla.,  grahamite  (as- 

phaltite),  i,  791 
Putnam  County,  W.  Va.,  gas,  i,  116 
Putnam  oil  field,  Tex.,  i,  113 
Pussolan  cement,  refinery  construction,  ii, 

249 
Pycnometer  method,  i,  800 
Pjt^nt,  i,  516,  536 

fire  extinguisher,  ii,  317 
Psrridine  bases,  shale  oil,  i,  881 
Pyridine,  in  oil,  i,  528 
Pyrobitumens,  asphaltic,  i,  794 
Pyrrolylene,  i,  478 


Quadrant  formation,  i,  22,  98 

Quadrant,  fireman's  regulating,  ii,  492 

Quaquaversal  structures,  i,  45,  59 

Quartdecylthiophane,  i,  528 

Quarts,  specific  heat,  ii,  81 1 

Qoatemary  system,  California  oil  fields,  i,  83 

oil  strata,  i,  11,  12,  16 

Texas,  i,  114 

Trinidad,  i,  160 

United  States  oil  fields,  i,  79 

Venesuela,  i,  152 
Quay-Yale  ofl  field,  Okla.,  i,  104 
Quebec,  Can.,  Cambrian  system,  i,  41 

closed  faults,  i,  68 

greenstone  dike,  i,  67 
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Qvabac,  Cta.,  Dfttanl  ffm,  i.  65 

ofl  iluJe.  i,  842 

oil  strata,  i,  15 

sedimentary  aod  igneous  rocks,  i,  65 
Quebec  group.  Can.,  i,  15,  121 
Qoeenslaiul,  natural  gas,  i,  166 

oil  shale,  i.  166,  847 
Quicklime,  qiecific  heat,  ii,  811 
Quicksilver.    See  Mercury. 
Quinton  gas  pool,  Okla..  1,  104 


Radiation,  in  mapping,  i,  195 

Radiation  loss,  bare  steam  lines,  ii,  660 

Radiation  of  heat,  ii,  824 

Radio  activity,  oil,  i,  535 

Ragland  ofl  fidd,  Ky.,  i,  92,  03.  546 

Ragland  sand,  i,  37,  94 

Railroad  connections,  refinery,  ii,  9 

RaUrood  rules,  tank  cars,  i,  366 

Railroad  tranq>ortation,  oil,  i,  359 

Rake,  threading  die,  ii,  536 

Ramona  ofl  field,  OUa.,  i.  104 

Ramsey  ofl  field.  Pa.,  i,  110 

Rancho  la  Brea,  asphalt  seepage,  i,  16 

Randall  process,  ofl  shale,  i,  866 

Randolph  County,  111.,  ofl,  i,  544 

Randolph  County,  Ind.,  oil,  i,  88 

Rangely  ofl  field,  Colo.,  i,  84,  85,  542 

Ranger  ofl  field,  Tex.,  i,  31,  113,  114,  562 

Ranldne  cycle,  ii,  526 

RanUne's  formula,  external  conduction  of 

heat,  ii,  826 
internal  conduction  of  heat,  ii,  825 
Rantoul  ofl  field,  Kans.,  i,  91,  545 
Rasp.  roUry,  i,  282 
"Rat-hole,"  rotory  driUing,  i,  267,  268 
Rattlesnake  ofl  field,  Pa.,  i,  110 
Ravenna  ofl  field,  Ky.,  i,  93 
"Ravine,**  monoclinal,  i,  53 
Raymflton  ofl  field,  Pa.,  i,  110 
"R.  E.'*  (resistance  to  emulsification)  test, 

ofls,  i,  588,  696 
Reaming,  pipe,  u,  550,  552 
Reaumur  thermometer  scale,  u,  832 
Reconnaissance  mapping,  ofl  geology,  i,  174, 

190 
Records,  ofl  testing  methods,  i,  590 
Recovery  house,  refinery,  u,  230 
Rectangular  tank,  capacity  and  dimensions, 

table,  U,  772 
Red  beds,  i,  21 

Red  Fork  ofl  field,  Okla.,  i,  104,  558 
Red  Fork  sand,  i,  28 
Red  Medina  sand,  i,  15,  39, 121 
Red  oils,  filtering,  ii,  381 
Red  River  ofl  field,  La.,  i,  96 


Red  River  Fkrish.  Ia..  oil  i.  95,  550 

Reduced  crude  stock,  ii,  370 

Reduced  wax  distillate,  ii,  364 

Reducing,  refinery,  ii,  323 

Reducing  stiU  condenser  boxes,  refinery,  ii.  55 

Redodag  stQls,  u.  46. 213 

products,  ii,  360 

refineryt  ii,  45,  150 
Redwood  admiralty  viscometer,  i,  643,  654. 

655 
Redwood  visoosimeter,  i,  643,  654 
Reeves  County,  Tex.,  ofl,  i,  114,  567 
Refined  ofl  agitators,  u,  62 
Refined  ofl  bleachers,  ii,  72 
Refinery,  bufldings.  ii,  88 

construction,  ii,  6,  227 

engineering,  ii,  1 

equipment,  ii,  227 

flux  and  lubricants,  ii,  41 

insulation,  ii,  282 

operation,  ii,  1,  319,  421 

organisation,  ii,  321 

products,  ii,  338 

products,  diagram,  ii,  382,  383,  384 

site,  ii,  1,  6 
Refining  apparatus,  standard,  ii,  91 
Refining  general  scheme,  ii,  79 

ofl,  u,  1 

processes,  fl.  12,  322,  385 

shale  ofl,  i,  870 
Reflected  light,  ofl  examination,  i,  662 
Reflection  of  heat,  ii,  824 
Refractive  indices,  petroleums  and  hydro- 
carbons, i,  532 
Refrigerating  units,  wax  plant,  u,  192 
Refrigeration  ofls,  characteristics,  u,  677 
Regional  dips,  ofl  geology,  i,  171 
Register  tonnage,  ofl  tankers,  i,  374 
Regnault,  specific  heats  of  gases,  u,  525 
Reinforced  concrete,  refinery  construction,  ii, 
252 

working  stresses,  ii,  245 
Reinforcement,  concrete  tanks,  ii,  130,  131 
Reinforcing  bars,  spacing  of,  ii,  252 
Reiser  gas  field,  Tex.,  i,  113 
Repair  shops,  ofl  fuel,  u,  497 
Rerun  bensine,  condenser  cofl  data,  u,  172 
Rerunning,  refinery,  ii,  323,  334 
Rerunning  stiU,  refinery,  u,  150 
Resection,  in  mapping,  i,  195,  196 
Residual  fuel,  testing  methods,  i,  588 
Residuum,  petroleum,  as  grease  lubricant,  ii, 
673 

shale  ofl.  i,  879 

steam  distillation,  ii,  354 
Resins,  i,  524 
Resistance,  lubrication,  u,  627,  656 
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Retendodecalisrdride,  i,  522 
Retene.  i/516,  536 
Retortmg,  oil  shale,  i,  861 
Retorts,  oil  shale,  i,  866 

refinery,  ii,  238 
Reversals,  oil  geology,  i,  171 
Reversing,  marine  Diesel  engine,  ii,  596,  604 
Revivification,  filters,  ii,  370 
Revivifying  furnace,  filter  plant,  ii,  203 
Rexville  oil  pool,  N.  Y.,  1,  99 
Rhigolene,  ii,  361 
Rhinyl  allylene.  i.  484 
Rhodaoene,  i,  516 
Rhodesia,  Africa,  bitumen,  i,  793 
Richardson  ball  method,  melting  point  deter- 
mination, asphalt,  i,  805 
Richay  furnace,  filter  plant,  ii,  206 
RichhiU  oil  field.  Pa.,  i.  110 
Richland  County,  Ohio,  oil,  i,  39 
Richmond  oil  field,  Ind.,  i,  89 
Richmond  oil  field,  Ohio,  i,  100 
Ridgetop  shale,  1,  34 
Ridgway  oil  field.  Pa.,  i,  110 
Rifled  pipe,  i,  406 

Rig,  California  standard  steel,  drilling  speci- 
fications, i,  211,  213 

combination,  specifications,  i,  271 

construction,  standard,  i,  223 

rotary,  i,  263 

standard,  i,  202,  205 
Rig  iron,  California,  regular,  i,  208,  210 

imperial  ideal,  i,  207 

standard,  i.  207 
Right  of  way,  pipe  line,  i,  406-407 
Riley  oil  field,  Ind.,  i,  89 
Rimersburg  oil  field.  Pa.,  i,  110 
Rinards  Mills  ofl  field,  Ohio,  i,  100 
Ring  and  Ball  method,  melting  point  deter- 
mination, bitimiinous  products,  i,  685, 
802 
Rio  Blanco  County,  Colo.,  bitumen,  i,  791 

oU,  i,  542 
Ripley  oil  field,  Okla.,  i,  104 
Ritchie  County,  W.  Va.,  grahamite  (asphal- 
tite),  i,  6,  68,  791 

oil,  i,  116,  569 
Ritchie  Mines,  W.  Va.,  grahamite,  i,  6, 68, 791 
Ritchie  Run  oil  field.  Pa.,  i,  110 
Riverton  oil  district,  Tenn.,  i,  108 
Riveted  casing,  standard,  i,  237 
Riveted  joints,  ii,  265 
Riveting,  acid  blow  case,  ii,  40,  77 

agitator,  ii,  30,  62,  64 

bleachers,  ii,  38,  72,  73 

boiler  sheets,  ii,  288 

condenser  boxes,  ii,  28, 29, 53, 54, 56, 58,  59 

filters,  ii,  65 


Riveting,  oil  tankers,  i,  376 

pumping-out  pan,  ii,  30,  60 

steel  plate  work,  ii,  42 

stiU,  u,  25,  26,  43,  44,  46,  47,  48,  50,  51 

still  towers,  ii,  27,  49 

tanks,  ii,  31-40,  60-78,  93. 101 

tank  cars,  i,  361 
Rivet-making  furnace,  ii,  497 
Rivets,  refinery  construction,  ii,  261 
Road  oU,  ii,  365 

methods  of  testing,  i,  588 
Roane  County,  W.  Va.,  oil,  i,  116 
Roaring  Run  oil  field.  Pa.,  i,  110 
Robertson  County,  Tenn.,  oil,  i.  Ill 
Rochester  oil  field,  Ind.,  i,  89 
Rock  County,  Neb.,  oil,  i,  97 
Rock  Haven  gas  field,  Ky.,  i,  93 
Rock  pressure,  in  oil  occurrence,  i,  45 
Rockville  oil  field,  Pa.,  i,  110 
Rocky  Branch  oil  field,  Ky.,  i,  93,  547 
Rocky  Mountain  oil  field,  oil  strata,  i,  79 

deliveries  of  petroleum,  i,  345,  358 

quantity  and  value  of  oil  production  since 
1887,  i,  338,  356 

stocks  of  petroleum,  i,  343,  357 
Rod  packing,  refinery,  ii,  286 
Rod  wax,  ii,  359 
Rodemer  oil  field,  Ky.,  i,  93 
Rods,  geologic  field  work,  1,  179 

sucker,  fishing  for,  i,  288 
Rogers  County,  Okla.,  oil,  i,  103,  554 
Rolling  steel  plate  work,  ii,  42 
Romney  oil  field,  Ontario,  Can.,  i,  122,  123 
Roof,  agitator,  ii,  31,  63,  64 

steel  tanks,  ii,  107 

water-top,  tanks,  ii,  95 

wood,  for  tanks,  ii,  95 
Roof  supports,  bleacher,  ii,  38,  73,  74 

Unks,  ii,  32-37,  66-78,  97,  107 
Roofing  asphalt,  i,  822 
Room-and-pillar  method,  oil  shale  mining,  i, 

855 
Rope  knives,  i,  282 
Ropes,  drilling,  i,  229 

standard  steel  hoisting,  specifications,  i,  234 

steel  sand  lines,  specifications,  i,  234 
Ropeseed  oij,  saponification  number,  i,  711 
Rosenberry  oil  field.  Pa.,  i,  110 
Rosin,  in  grease  lubricants,  ii,  674 
Ross  and  Somerset  Twps.  oil  field.  Pa.,  i,  110 
Rose  burner,  ii,  450 
Roes  Creek  oil  field,  Ky.,  i,  92,  93,  548 
Rotary  burner,  oil,  ii,  477 
Rotary  drilling  system,  i,  201,  251 
Rotary  fishing,  i,  284 
Rotary  kiln  furnace,  filter  plant,  ii,  206 
Rotary  machine,  i,  254 
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Rotary  pipe,  special  upeet,  weighta  and  dimen- 
donst  table,  i,  306 

weights  and  dimenaiona,  ii,  563,  565 
Rotary  pumps,  ii,  207,  209 
Rotary  retort,  oil  shale,  i,  866 
Rotary  shoe,  i,  286 
Rotary  special  pipe,  weights  and  dimensions, 

table,  i,  306 
Round  reamer,  i,  282 
Rowan  County,  Ky.,  oil,  i,  92 
R.  S.  A.  semaphore  lamp,  i,  692 
R.  S.  A.  semaphore   lamp  No.  3,  Dressel 

burner,  i,  693 
R.  S.  A.  signal  hand  lantern,  i,  692 
R.  S.  A.  signal  hand  lantern.  No.  1  Adlake,  i, 

693 
Rubber  packing,  refinery,  ii,  285,  286 
Rubber  solvent,  ii,  361 
Rumania,  bailing  in  oil  wells,  i,  313 

bitumen,  i,  792 

Bustenari,  i,  130 

Campina  oil  field,  i,  47 

mud  volcanoes,  i,  6,  131 

natural  gas,  i,  131 

oil,  i,  131 

oil  analysis,  i,  581,  582 

oQ,  oxygen  in,  i,  524 

oil  production  statistics,  i,  131,  324 

oil,  unit  of  measure,  ii,  761 

overthrust  faults,  i,  68 

overturned  fold,  i,  53 

quaquaversal  structures,  i,  59 

saline  domes,  i,  59,  63 

salt  associated  with  oil,  i,  8 

stratigraphic  occurrence  of  oil,  i,  11 

volcanic  plugs,  i,  63 
Run-down  lines,  refinery,  u,  242 
Run-down  tanks,  refinery,  ii,  36,  74 
Russia,  anticlinal  and  ayndinal  structures, 
i.47 

asphalt,  i,  797 

bailing  in  oil  wells,  i,  313 

Baku,  i,  50 

Bibi-Eibat  oil  field,  1,  47,68 

bitumen,  i,  793 

bituminous  lakes,  i,  6 

closed  faults,  i,  68 

Grosni  oil  field,  i,  47 

laccoliths,  i,  65 

Lower  Neocene  series,  i,  65 

Maikop  oil  field,  i,  65 

monoclinal  unconformity,  i,  65 

mud  volcanoes,  i,  6 

natural  gas  springs,  i,  74 

oU,  i.  127,  145 

oil  analyses,  i,  581 

oil  production  statistics,  i,  127,  324 


Russia,  oil,  unit  of  measure,  ii,  761 

Penman  series,  i,  21 

rotary  drilling  system,  i,  251 

stratigraphic  occurrence  of  oil,  i,  11 

Surakhany  oil  field,  i,  50 

Tcheleken,  oil,  i,  65 

Upper  Oligooene  series,  i,  65 
Ruston  and  Homsby  sprayer,  ii,  573 
Ruston    and    Proctor    internal    combustion 

engine,  ii,  531 
Ruston  modem  high  compression  engine,  ii, 

534,542 
Rutylene,  i,  474 

S 

Sabath6  sprayer,  engines,  ii,  572 

Sabine  uplift.  La.,  i,  92 

Sabinene,  i,  514 

Sabunchi  oil  field,  Russia,  i.  127 

Sac  County,  Iowa,  gas,  i,  90 

Safety  factors,  lubrication,  ii,  638,  646,  649 

Safety  regulations,   railroad   tran^>ortation 

of  oil,  i,  363 
Safety  valve,  Diesel  engine,  ii,  576 

steam,  ii,  798 
Sage  Crpek  ofl  field,  Wyo.,  i,  120 
Saginaw  County,  Mich.,  oil,  i,  95,  551 
St.  Catherine,  Ontario,  Can.,  oil,  i,  121 
St.  Clair  County,  Mich.,  oil,  i,  95 
Ste.  Genevieve  formation,  i,  31,  94 
St.  John's  natural  gas  meter,  i,  433 
St.  Louis  formation,  i,  94 
St.  Louis  limestone,  i,  31,  84,  108 
St.  Martin  Parish,  La.,  oil,  i,  95,  133 
St.  Mary's  oil  field.  Ohio,  i,  100 
St.  Mary's  oil  field,  W.  Va.,  i,  117 
St.  Quirinus  oil,  i,  133 
Sakhalin,  Island  of,  oil,  i,  143, 145 
Salem  oil  field,  W.  Va.,  i,  117 
Salina  formation,  i,  37 
Saline  domes,  closed,  i,  59 

Louisiana,  i,  60,  95 

perforated,  i,  63 

Rumania,  i,  131 

Texas,  i,  114 

United  States  oil  fields,  i,  70 
Salt,  in  Big  lime,  i,  37 

melting  point,  ii,  806 

relation  to  oil  occurrence,  i,  37 

solidification  point,  ii,  807 

Switserland,  natural  gas  in,  i,  136 
Salt  Creek  oU  field,  Wyo.,  i,  17,  18, 118, 120, 

572 
Salt  domes,  i,  59 

Salt  Lake  oil  field.  Calif.,  i,  16,  82,  83 
Salt  Run  oil  field,  Ohio,  i,  100 
Salt  sand,  i,  15,  25,  33,  92,  103.  108, 116 
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Salt  water,  associated  with  oil,  i,  7, 134 

in  Berea  sand,  i,  33 

in  Big  lime,  i,  37 

in  Blossom  sand,  i,  29 

in  Mexican  oil  fields,  i,  120 

in  Mississippi  lime,  i,  29 

in  Nacatoch  sand,  i,  19 

in  Philippine  Islands,  i,  163 

in  Texas  oil  fields,  i,  114 

in  Wheeler  sand,  i,  28 
Salt  wells,  associated  with  oil,  China,  i,  144 
Salta  series,  Bolivia,  i,  154 
Saltsburs  sandstone,  i,  24 
"Salvy**  stocks,  ii,  359 
Samaratian  formation,  i,  131,  134 
Samples,  oil,  marking  of,  i,  592 
Sampling,  gas,  i,  731 

oil,  i,  590 

oil  shale,  i,  849 

petroleum  products,  i,  592 

value  of  in  petroleum  testing  methods, 
i,  590 
San  Antonio  oil  field,  Tex.,  i,  114,  565 
San  Cristobal  formation,  Venesuela,  i,  152 
San  Cristobal  oil  field,  Mexico,  i,  124 
San  Felipe  shales,  Mexico,  i,  63,  124 
San  Juan  County,  Utah,  oU,  i,  115,  567 
San  Luis  Obispo  Coimty»  Calif.,  bitiunens,  i, 
791 

oU,  i,  80 
San  Marco  oil  field,  Mexico,  i,  124 
San  Patricio  County,  Tex.,  oil,  i,  114 
San  Pedro  formation,  i,  16, 83 
San  Pedro  oU  field,  Mexico,  i,  124 
Sand,  in  fire  extinguishing,  ii,  318 

refinery  use,  ii,  418 

specific  heat,  ii,  811 
Sand  Draw  gas  pool,  Wyo.,  i,  120 
Sand  HUl  oU  field,  Ohio,  i,  100 
Sand  lines,  specifications,  i,  234 
Sand  mixtures,  asphaltic,  i,  817 
Sand  reels,  i,  209 
Sand  rock,  i,  19 

Sand  screens,  in  drilling,  i,  298 
Sandle  oU  field.  Pa.,  i,  110 
Sandoval  oil  pool.  111.,  i,  86,  87 
Sands,  Louis  C,  i,  201 
Sandstone,  bituminous  outcrop,  i,  3,  4 

Canada,  i,  12 

Dakoto,  i,  12,  20 

Eagle,  i,  12 

Embar,  i,  13,  67,  98,  119 

Green  River  formation,  i,  874 

Huron,  i,  88 

Missiflsippian  series,  i,  29 

oil  occurrence  in,  i,  41 

Oriskany,  i,  121 


Sandstone,  Peay,  i,  98 

Pennsylvanian  series,  i,  23 

Potsdam,  i,  15,  121 

Saltsburg,  i,  24 

Shannon,  i,  17,  119 

Stoneham,  i,  36 

Tensleep,  i,  13,  22,  98 

Torchlight,  i,  98 

United  States  oil  fields,  i.  79 

VirgeUe,  i,  12.  98 

Wall  creek,  i,  17,  119 
Sandusky  County,  Ohio,  oil,  i,  102 

oil,  nitrogen  in,  i,  530 

oil,  sulphur  in,  i,  525 
Sandy  Creek  oil  field.  Pa.,  i,  110 
Sanilac  County,  Mich.,  oil,  i,  95 
Sanpete  County,  Utah,  oil,  i,  115 
Santa  Anna  oil  field,  Tex.,  i,  113 
Santa  Barbara  County,    Calif.,   bitumen,  i, 
791 

oil,  i,  80,  540 

oil,  nitrogen  in,  i,  530 

oil,  sulphur  in,  i,  526 
Santa  Clara,  Mex.,  bitumen,  i,  792 
Santa  Clara  County,  Calif.,  oil,  i.  80,  540 
Santa  Clara  Valley  oil  field,  Calif.,  oil,  i.  17, 

83 
Santa  Cms  County,  Calif.,  bitumen,  i,  791 
Santa  Margarita  formation,  i,  16,  68,  83 
Santa  Maria  oil  field,  Calif.,  i,  17,  81,  82,  83, 

540 
Santa  Paula  oil  field,  Calif.,  i,  81,  82,  541 
Santene,  i,  510 

Santo  Domingo,  West  Indies,  glance  pitch 
(manjak),  i,  792 

oil  and  gas,  i,  158,  161 
Saponification  number  of  oils,  method  of  de- 
termination, i,  588,  712 
Sapulpa  sand,  i,  30 
Saratoga  chalk,  i,  19 
Saratoga  oU  field,  Tex.,  i,  113,  564 
Sarawak,  British  Borneo,  oil,  i,  162 
Samia  oil  field,  Ontario,  Can.,  i,  122,  123 
Saskatchewan,  Can.,  oil  shale,  i,  834,  842 
Saturated    ammonia    vapor,    pressure    and 

temperature,  ii,  839 
Saturated  brine,  boiling  point,  ii,  806 
Saturated  hydrocarbons,  i,  520 
Saturated  polycyclic  hydrocarbons,  i,  522 
Saturated  steam,  properties,  table,  ii,  793 
Saturation,  air,  table,  ii,  787 
Say  oU  field.  Pa.,  i,  110 
Saybolt  chromometer,  color  readings,  i,  662, 

663,  664 
Saybolt  furol  viscosimeter,  i,  643,  648,  654, 

658 
Saybolt  improved  wax  tester,  i,  679 
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SayMt  lamp.  No.  2  Sunhinge  burner,  i,  601, 

603 
Saybolt  petrolatum  method,  melting  point 

determination,  i,  684 
Saybolt  standard  viaooometer,  i,  645 
Saybolt  thermo  viaoosimeter,  i,  643,  644,  648, 

640 
Saybolt  universal  flash  teeter,  i,  624 
Saybolt  universal  viscosimeter,  i,  643,  644, 

645.  654,  661 
Saybolt  viscosity,  relation  to  absolute,  ii,  628 
Saybolt  wax  method,  melting  point  deter- 
mination, i,  670 
Saxonburg  oil  field.  Pa.,  i,  110 
Scale  wax,  u,  372 
sweating,  ii,  374 
Scarfing,  steel  plate  work,  ii,  42 
Schmid's  formula,  cylinder  oil  feed,  ii,  663 
Schriver  oil  field,  Ohio,  i,  100 
Schulter  oU  field,  Okla.,  i,  104 
Sdo  oil  field,  Ohio,  i,  100 
Scotland,  bitumen,  i,  67, 135,  702,  834,  835 
oil  and  oU  shale,  i,  67,  135,  834,  835 
pipe  line  in,  i,  380 
shale  oil  analyses,  i,  570 
Scotland  beds,  Barbados,  i,  161 
Scott  County,  Ark.,  asphalt,  i,  80 

impsonite,  i,  701 
Scott  County,  Tenn.,  oil,  i,  106,  558 
Scott-Grifiith  oil  field,  Ohio,  i,  100 
Scott  method,  cementing  oil  wells,  i,  206 
Scott  stilling  ssrstem,  ii,  345 
Scottsville  oil  field,  Ky.,  i,  03 
Screening  (m1  wells,  i,  207 
Screens,  oil  shale  crushers,  i,  860 
Screw  threads,  bolts,  ii,  260 
Screwed  fittings,  general  dimensions,  ii,  278 
Scum,  as  surface  indication  of  oil,  i,  3 
Sea  lines,  oil  transportation,  i,  416 
Sea  water,  boiling  point,  ii,  806 
Seamless  interior  upset  drill  pipe,  weights  and 

dimensions,  ii,  565 
Seamless  pipe,  ii,  502,  504 
Seamless  steel  tubing,  weight,  table,  ii,  785 
Sebastian  County,  Ark.,  gas,  i,  80 
Second  Booch  sand,  i,  30 
Second  counters,  use  of  with  visoosimeters, 

i.  647 
Second  Cow  Run  sand,  i,  25 
Second  gas  sand,  i,  10 
"Second"sand,  i,  34,  35 
Second  Wall  Creek  sand,  1,  110 
Sedan  oil  field,  Kans.,  i,  01 
Sedimentary  rocks,  oil  in,  i,  64,  67 
Seepages.     See  Oil  seepages. 
Seepages,  relation  to  oil  occurrence,  i,  3,  47 
Seger  cones,  fusion  points,  ii,  804 


Sekna  Chalk,  i,  12.  10 
Seminole  County,  Okla.,  oil,  i,  557 
Seneca  County,  Ohio,  oil,  i,  102 
Seneca  oil,  i,  350 
Sensible  heat,  ii,  824 
Separating  towers,  refinery,  ii,  184 
Separators,  refinery,  ii,  243 
Serbia,  bitumen,  i,  702 

oil  shale,  i.  834,  846 
Sespe  formation,  i,  12,  17,  83 
Sespe  oil  field,  Calif.,  nitrogen  in,  i,  530 

sulphur  in,  i,  526 
Sesquiterpene,  i,  514 
Sesquiterpene  cardinene,  i,  514 
Sesquiterpene  (tricyclic),  i,  514 
Setting,  concrete,  ii,  251 
"Setting  up,"  plane  table,  i,  103 
Settling,  strata,  oil  geology,  i,  170 
Seven  Lakes  oil  field.  New  Mexico,  i,  00 
Sevier  County,  Ark.,  bitumen,  i,  701 

gas,  i,  80 
Sevins  oil  field.  Pa.,  i,  110 
Sewers,  refinery,  ii,  242 
Sexdecjrlthiophane,  i,  528 
Shackelford  Coonty,  Tex.,  Cisco  formation, 
i.28 

oU,  i,  561 

Strawn  formation,  i,  20 
Shafting,  cold  rolled,  tensile  strength,  elastic 
limit,  elongation,  ii,  822 

horsepower,  taUes,  ii,  302 
Shale.    See  Oil  shale. 

oil  in,  i,  67 

United  States  oil  fields,  i,  70 
Shale  oil,  analyses,  i,  570 

distillation  tests,  i,  870,  801,  803 

phjrsical  properties,  i,  878,  800,  803 

pyridine  bases,  i,  881 

refining,  i,  870 

relation  of  yield  to  gravity,  chart,  i,  880 

residuum,  cracking,  i,  870 
ShaUow  ofl  field,  lU.,  i,  86 
Shambur  oU.  field,  Pti.,  i,  110 
Shamrock  oil  field,  Okla.,  i,  104 
Shannon  oil  field,  Wyo.,  i,  12, 17, 120, 572 
Shannopin  oil  field.  Pa.,  i,  1 10 
Sharpies  super  centrifuge,  ii,  377,  380 
Shear  reinforcement,  ii,  252 
Shearing,  add  blow  case,  ii,  40 

acid  tank,  ii,  30 

bleachers,  ii,  38 

steel  plate  work,  ii,  42 

tanks,  ii,  32,  33,  34, 36, 37 
Sheet  asphalt,  i,  817 
Sheet  packing,  refinery,  ii,  285 
Sheets,  black  steel,  taUe  of  weights,  ii,  778 

corrugated,  table  of  weights,  ii,  780 
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Sheets,  iron  and  steel,  weights,  ii,  773 

standard  galvanised,  table  of  weights,  ii, 
779 
Sheets  Run  oil  field,  Ohio,  i,  100 
Sheffield  oil  field.  Pa.,  i.  110 
Shelbiun  oil  field,  Ind.,  i,  80 
Shelbyville  oil  field,  Ind.,  i,  89 
Shell,  boiler,  refinery,  ii,  288 

filter,  ii,  65 

still,  ii,  25-27, 43-^61,  107 
Shellhammer  oil  field,  Pa.,  i,  110 
Shensi  series,  China,  i,  144 
Shepard  oil  field,  Olda.,  i,  104 
Sherad  oil  field,  Wyo.,  i,  120 
Shetland  oil  field,  Ontario,  Can.,  i,  122 
Shingles,  asphalt,  i,  824 
Shinglehouse  oil  field.  Pa.,  i,  110 
Shinnston  oil  pool,  W.  Va.,  i,  117,  568 
Ship  classification  rules,  oil  tankers,  i,  376 
Shipment,  natural-gas  gasoline,  i,  757 

refined  products,  ii,  12 
Shipper,  tank  car,  obligations  of,  i,  367 
Shipping,  fire  risks,  ii,  413 
Shipping  buildings,  refinery,  ii,  232 
Shoe,  fishing  tool,  i,  289 
Shoes,  rotary,  i,  262,  286 
Shooting  oil  wells,  i,  290,  297 
Shore  lines,  relation  to  occurrence  of  petro- 
leum, i,  4^,  65 
Shreveport  gas  field.  La.,  i,  96 
Shreveport  sand,  i,  18 
Shrinkage  stopes  method,  oil  shale  mining,  i, 

856 
Siam,  oil  i,  145 
Siberia,  oU,  i,  137 
Sicily  Island  oil  field.  La.,  i,  90 
Sicily,  Italy,  bitumen,  i,  792 
Siggins  oil  field,  lU.,  i,  87 
Silencer,  Diesel  engine,  ii,  579 
Silica,  specific  heat,  ii,  811 
Silica  gels,  refinery  use,  ii,  368 
Silliman's  discovery,  cracking,  ii,  324 
Silooel,  insulating  brick,  ii,  282 
Silurian  system,  Canada,  i,  121 

geographic  distribution,  i,  11 

Kentucky,  i,  94 

Ohio,  i,  102,  103 

oil-bearing  formations  in,  i,  13,  15,  38 

Sweden,  i,  136 

United  States  oil  fields,  i,  79 
Silurian-Devonian  system,  oil  strata,  i,  37 
Silver,  latent  heat  of  fusion,  ii,  823 

melting  point,  ii,  806,  807 

specific  heat,  ii,  811 
Silver  leaf,  radiation  and  reflection  of  heat,  ii, 

824 
Simplex  refining  process,  ii,  385 


Sinking  oil  field,  E^y.,  i,  93,  548 

Single  stage  crushing,  oil  shale,  i,  858 

Sistersville  oil  field,  Ohio,  i,  100 

Sistersville  oU  field,  W.  Va.,  i,  117 

Sixth  sand,  i,  36,  108,  116 

Skelp,  pipe,  ii,  502.  503 

Skiatook  oil  field,  Okla.,  i,  105,  554 

Skimming,  refinery,  ii,  823,  324,  326 

Skimming  plant,  ii,  18 

Skinner  sand,  i,  28 

Slack  wax,  ii,  372 

barrel,  transportation,  ii,  375 

sweating  cuts,  ii,  374 
SlateUck  oil  field.  Pa.,  i,  110 
Slickford  oU  field,  Ky.,  i,  33,  93,  94 
Slide  rule,  for  flow  capacity,  i,  403 
SUgo  oU  field,  Pa.,  i,  110 
Slip  socket,  i,  278 
Slippery  Rock  oil  field.  Pa.,  i,  110 
"Sludge"  acid,  ii,  368,  402 
Sludge  acid  residues,  utilisation,  ii,  404 
Sludge  tests  for  transformer  oils,  i,  705 
Slush  pump,  rotary,  i,  258 
Sluss  oil  field,  Kans.,  i,  91 
Smethport  oil  field,  Pa.,  i,  110 
Smith,  A.  D.,ii,  1 
Smith,  R.  G.,  i,  787 
Smith-Dunn  process  of  air  lift  for  oil  wells, 

1,315 
Smiths  Falls  oil  field,  Ontario,  Can.,  i,  122 
Smiths  Feny  oil  field.  Pa.,  i,  110 
Smock  oil  field,  Kans.,  i,  91,  545 
Smudge  oil,  ii,  342 
Snee  sand,  i,  35 
Snow-Diesel  engine,  ii,  591 
Snyder  oil  field.  Ohio,  i,  100 
Soap  Creek  oil  field,  Mont.,  i,  97 
Soap  stock,  mineral,  ii,  359 
Socket,  combination,  i,  288 

friction,  i,  289 
Soda  ash,  refinery,  ii,  368 
Soda  soap,  in  lubricating  greases,  ii,  673 
Sodium,  melting  point,  ii.  807 
Sodium  carbonate,  refinery  use,  ii,  368 
Sodium  chloride  solutions,  ii,  848 
Sodium  hydrate,  refinery  use,  ii.  368 
Sodium  hydroxide  solution,   concentration, 

table,  ii,  846 
Sodium  iiliimbate  for  sweetening,  ii,  336 

refinery  use,  ii,  334,  368 
Sodium  silicate,  refinery  use,  ii,  372 
Soda,  specific  heat,  ii,  811 
Sodom  oil  field.  Pa.,  i,  110 
Soft  paraffin,  ii,  380 
Soft  sand,  i,  41 
Soft  wax  press,  ii,  199 
Solar  oil,  condenser  coil  data,  ii,  178 
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Solid  asphalt,  method  of  testing,  i,  588 
Solid  injection,  fuel  engines,  ii,  571,  572 
••Solid"point,  oU,  i.  661 
Solidification  method,  melting  point    deter- 
mination, i,  681 
Solids,  expansion,  ii,  813 

specific  heat,  ii,  811 
Solubility,  paraflin  wax,  i,  538 

petroleum,  i,  535 

solid  hydrocarbons,  i,  536 
Solubility   in   CSs,    petroleum   products,   i, 

588 
SolubiUty  tests,  asphalt,  i,  806 

petroleum  products,  i,  715 
Solvent,  rubber,  ii,  361 
Somaliland,  oil,  i,  158 
Somerfeld  on  friction,  ii,  633 
Somerset  oil  field,  Tex.,  i,  113.  114 
Somerset  township  oil  field,  Pa.,  i,  110 
Sour  distillates,  ii,  334 
Sourlake  oil  field,  Tex.,  i,  113,  564 
South  Africa,  oil.  i,  158 

oil  shale,  i,  834 
South  America,  bitumen,  i,  792 

oil,  i,  146 

oil  shale,  i,  842 

pipe  lines,  i,  380 

rotary  drilling  system,  i,  251 
South   American   oil   fields,    anticlinal   and 

synclinal  structures,  i,  47 
South  Atlantic  oil  district,  Argentina,  i,  149, 
150 

South  America,  i,  146 
South  Bosque  oil  field,  Tex.,  i,  113,  560 
South  Dakota,  natural  gas  production  and 
consumption  statistics,  i,  354,  356 

oil  and  gas,  i,  1 1 1 
South  Elgin  oil  field,  Okla.,  i,  104 
South  Oregon  Basin  gas  pool,  Wyo.,  i,  120 
"South  Islands,"  La.,  salt  domes,  i,  61 
Southern  Nigeria,  oil,  i,  158 
South  Penn  casing,  i,  236 

weights  and  dimensions,  ii,  558 
South  Petroleum  oil  field,  Ky.,  i,  93 
Southern  oil  fields,  Mexico,  standard  casing 

requirements,  i,  221 
Soya  bean  oil,  saponification  number,  i,  711 
Spain,  asphalt  and  bitmninous  rock,  i,  797 

bitumen,  i,  792 

oil  analysis,  i,  581 

oil  and  asphalt,  i,  136 

oil  shale,  i,  834.  846 
Sparta  oil  field.  111.,  i,  87 
Spear,  casing,  i.  287 

Specific  gravities  of  hydrocarbons,  i,  460 
Spedflc  gravity,  ii,  594,  830 

asphalt,  i,  799 


Specific  gravity,  corrections  for  temperature, 
table,  ii,  835,  837 

gasoline,  determination,  i,  752 

natural  gas,  determination,  i,  751 

oil  equivalents,  weight  and  volume,  ii,  833, 
834 

use  of  correction  tables  for  temperature, 
i,  601 
Specific  heat,  ii,  524,  810 

gases,  ii,  528,  811 

liquids,  ii,  812 

of  absorption  of  oils,  i,  742 

oU,  i,  531 

solids,  ii,  811 

woods,  ii,  811 
Speechley  sand,  i,  36.  108 
Speed-friction  experiments,  lubricants,  ii,  631 
Speed  regulation,  internal  combustion  engine, 

u,  547 
Speed  regulator,  pump,  ii,  461 
SpeUer.  F.  N.,  ii,  681 
Spenoerville  oil  field,  Ohio,  i,  100 
Spent  shale,  analysis  of  ash,  i,  872 

heat  recovery,  i,  870 

use  of  carbon  content,  i,  870 
Sperm  oil,  saponification  number,  i,  711 
Spermaceti,  latent  heat  of  fusion,  ii,  823 

melting  point,  ii,  806 
Spindle  oils,  methods  of  testing,  i,  588 

characteristics,  ii,  677 
Spindietpp  oU  field,  Tex.,  1.  59,  113,  114,  252, 

565 
Spindietop  oil  field,  Wyo.,  i,  120 
Spitsbergen,  oil  shale,  i,  848 
Splicing,  cordage,  i,  235 
Split  gland,  cast  iron,  ii,  108 
Spray  ponds,  refinery,  ii,  311 
Sprayers,  internal  combustion  engines,  ii,  530, 

544,571 
Spring  VaUey  oil  field,  Wyo.,  i,  120,  573 
Spud,  i,  282 

Spudders,  standard  drilling,  i,  250 
Spudding,  i,  240 

Spurrior  oil  district,  Tenn.,  i,  108 
St.  Clair  County,  Mich.,  oil,  i,  551 
Squaw  sand,  i,  32,  94,  116 
Squirrel  sand,  i,  28,  106 
Stability,  lubricants,  ii,  643,  672 
Stadia  reduction  tables,  i,  180 
Stadia  rod,  i,  179 
Stadia  slide  rule,  i,  180 
Stadia  traversing  method,  mapping,  i,  197 
Stadler  sand,  i,  39 
Stairway,  tank,  ii,  107 
Standard  buildings,  refineiy,  ii,  228 
Standard  drilling  outfit,  qiecifications,  i,  216 
Standard  drilling  system,  i,  203 
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Standard  fittings,  dimensions,  ii,  278 
Standard  marine  gasoline  engine,  ii,  615 
Standard  pipe,  ixitemal  fluid  pressure,  ii,  531 

weights  and  dimensions,  ii,  553 
Standard  rig,  construction  plan,  i,  204 
Standard  rig  iron,  specifications,  i,  207 
Standard  steel  tankage,  ii,  87 
Standard-tool  drilling  outfit,  i,  202 
Standard  welded  pipe,  specifications,  ii,  549 
Standard  white  distillate,  ii,  339 
Standard  white  oil,  i,  663 
Standard  wrought  pipe,  dimensions,  table,  ii, 

782 
Standardizing    specifications,     combination 

rig.  i,  270 
Starr  oil  field,  Ohio,  i,  100 
Stationary  boiler,  oil  equipment,  ii,  463 
Station  Camp  oil  field,  Ky.,  i,  92.  93 
Station,  in  mapping,  i,  176,  195 
Stationary  engine,  four-cycle  horiiontal,  ii, 

531 
Diesel,  ii,  576 

two-cycle,  internal  combustion,  ii,  537 
Stationary  retort,  oil  shale,  i,  866 
Statistics  of  petroleum  and  natural  gas  pro- 
duction, i,  321-358 
Staunton  gas  pool,  lU.,  i,  87 
Steam,  ii,  793-799 
Steam   and   air   refined   asphalt,   combined 

process,  i,  788 
Steam  boilers,  chinmeys  for,  ii,  308 

refinery,  ii,  287 
Steam  condensation,  Bodmer's  formula,  ii, 

659 
Steam  cylinder  lubrication,  ii,  651 
Steam  distillation,  ii,  343 
Steam  engine,  refinery,  ii,  293 
Steam  fiow  meter,  oil  heater,  ii,  475 
Steam  lines,  refinery,  ii,  242 
Steam  pipe,  standard   dimensions,  table,  ii, 

782-784 
Steam-reflned  asphalt,  batch  method,  i,  788 

processes,  i,  787,  790 
Steam-refined  stock,  ii,  364,  380 
Steam  reducing,  refinery,  ii,  323,  354 
Steam  requirements,  skimming  plant,  ii,  18 
Steam  still,  refinery,  ii,  26,  47,  151 
Steam  still  condenser  box,  refinery,  ii,  57 
Steam  still  products,  ii,  360 
Steam  still  towers,  refinery,  ii,  27,  49, 184 
Steam  stilling,  ii,  14,  323 
Stearic  acid,  melting  point,  ii,  807 
Stearine,  melting  point,  ii,  806 
Stebinger  drum,  i,  180,  195 
Steel,  corrosion,  ii,  570 

Crane  cast,  elastic  limit,  ii,  820 
Crane  cast,  tensile  strength,  ii,  820 


Steel,  effect  of  cold,  ii,  816,  817 

expansion,  ii,  814 

flat  rolled,  weight,  table,  ii,  776 

melting  point,  ii,  807 

protective  coatings,  ii,  570 

radiation  and  reflection  of  heat,  ii,  824 

specific  heat,  ii,  811 

tensile  strength  at  high  temperature,  ii, 
816 
Steel    and    tower    specifications,    skimming 

plant,  ii,  24 
Steel  castings,  refinery,  ii,  279 
Steel  foundry,  oil  fuel,  ii,  505 
Steel  pipes,  U,  501 
Steel  plate,  refinery  construction,  ii,  261 

weight,  table,  ii,  775,  778 
Steel  plate  construction,  skimming  plant,  ii, 

23 
Steel  plate  work,  flux  and  lubricants,  refinery 

ii,41 
Steel  sheets,  weights,  ii,  773 
Steel  specifications,  tanks,  ii,  116 
Steel  tanks,  costs,  ii,  126 

refinery,  ii,  92 
Steel  tubes,  thermal  expansion,  ii,  814 
Steel  tubing,  seamless,  weights,  table,  ii,  785 
Steffy  oil  field,  Ky..  i,  93 
*'Step,"  geologic  field  work,  i,  182,  195 
Stephens  Connty,  Okla.,  bitumen,  i.  791 

grahamite.  i.  71 

ofi.  i,  103,  557 
Stephens  Connty,  Tex.,  Bend  limestone,  i,  31 

oil,  i,  114,  561 
Steuben  County,  N.  Y..  oil,  i,  99 
Steubenville  oil  field,  Ky.,  i,  93 
Stewart's     formultt,     collapsing     pressures, 

pipes,  ii,  505 
Stickers,  pipe  threading,  ii.  536 
StObene,  i,  516,  536 
Stm,  crude,  ii,  44 

dry  coU,  ii,  345 

filter  wash,  ii,  51 

gasoline  extraction  plants,  i,  775 

heat  exchanging,  ii,  50 

hog,  ii,  345 

refinery,  ii,  25.  42,  44.  91,  140,  213.  232 

sweetening,  ii.  334 

tar,  ii,  329 

tower,  ii,  325 
Still  coke,  ii,  330 

Still  condenser  box,  skimming  plant,  ii,  28 
StiU  gas,  ii.  337.  338 
Still  products,  reducing,  ii.  360 

steam,  ii,  360 
Stm  wax.  ii.  329 
Stilling,  fire  precautions,  ii.  406 
Stillwater  oQ  field,  Ky.,  i.  92 
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Stocks,  held  by  pipe  line  and  marketing  com- 
panies, i,  349 

uaed  for  refinery  products,  ii,  359 
Stoker  setting,  refinery,  ii,  235 
Stolimeyer  sand,  Trinidad,  i,  160 
StoUmeyer  Cruse  shale,  Trinidad,  i,  160 
Stone,  specific  heat,  ii,  811 
Stone  Bluff  oil  field,  Okla.,  i,  104 
Stone  work,  refinery  construction,  ii,  248 
Stoneham  sandstone,  i,  36 
Storage,  natural-gas  gasoline,  i,  757 

refinery  yard,  ii,  84 

skimming  plant,  ii,  19 
Storage  tank,  concrete,  ii,  127 

refinery,  ii,  31,  32,  34,  35,  65,  66,  67,  68,  69 
Storehouse,  refinery,  ii,  228 
Story  County,  Iowa,  gas,  i,  90 
Stove  distillate,  ii,  340 
''Stovepipe*'  casing,  standard,  i,  236,  237 
Straight  shot  burner,  ii,  450 
Strainers,  in  drilling,  i,  298 
Strapping,  tank,  ii,  134 
Stratigraphic  intervals,  i,  170 
Stratigraphic  occurrence  of  i)etroleum,  i,  1 1 
Stratigraphy,  relation  to  occurrence  of  pe- 
troleum, i,  11 
Strawn  oil  field,  Tex.,  i,  29,  113 
Stray  sand,  i,  34,  92,  94 
••Stray"  Third  sand,  i,  36 
Street  construction,  asphalt,  i,  816 
Strength,  tubes,  pipes,  cylinders,  ii,  519 
Stress,  steel  pipes,  ii,  519 
Strike,  determination  of,  i,  182 
Stringing,  pipe  line,  i,  408 
Stripping,  refinery,  ii.  323,  324,  326 
Stroke,  internal  combustion  engine,  ii,  543 
Stroud  oil  field,  Okla.,  i,  104 
Structural  classification,  oil  and  gas,  i,  45 
"Structural  contoiu"  lines,'*  oil  geology,  i,  9 
Structural  habits,  oil  and  gas  fields,*  i,  72 
Structural  steel,  specification  for  building,  ii, 

116,  121 
Structural  theory,  oil  occurrence,  i,  44 
Structural  types.  United  States  oil  fields,  i,  79 
Structure  contour  maps,  i,  171 
Stub's  steel  wire  gage,  ii,  272 
Stuffing  box,  cable,  ii,  111 
Stumptown  oil  field,  Ohio,  i,  100 
Styrol,  i,  482 

Sub-aclinal  structures,  i,  45,  46 
*'Sub-Clarksville"  sand,  i,  19 
Suberane,  i,  502 
Sub>Ievel  caving  method,  oil    shale  mining, 

i,  856 
Submarines,  Diesel  engine  and  tests,  ii,  602 
Subsurface  mapping,  oil  geology,  i,  172 
Subsurface  structure,  oil  geology,  i,  174 


Sucker  Rod  oil  field.  Pa.,  i,  110 

Sucker  rods,  fishing  for,  i,  288 

Suction  lift,  pumps,  ii,  210,  212 

Suction  pipe,  oil  heater,  ii.  460 

Sues  Canal,  oil  tanker  tonnage,  i,  376 

Sugar,  as  lubricant,  ii,  643 

Sugar  Creek  oil  field.  Pa.,  i,  110 

Sugar  Grove-Gibson  ville  gas  field,  Ohio,  i,  100 

Sugar  refinery,  fuel  oil  equipment,  ii,  477 

Sugar  Run  oil  field,  Pa.,  i,  110 

Sullivan  County,  Ind.,  oil,  i,  88 

SuUivan  oil  field,  Ind.,  i,  89 

Sulphate  of  lime,  specific  heat,  ii,  811 

Sulphur,  bofling  point,  ii,  806,  807 

determination  by  bomb  method,  i,  588, 709 

heat  of  combustion,  ii,  809 

in  fuel  oil,  ii,  340 

in  oil,  i,  458,  525 

in  saline  domes,  i,  61 

indication  of  oil,  i,  3,  8 

lamp  test,  i,  588,  707 

latent  heat  of  fusion,  ii,  823 

melting  point,  ii,  807 

refinery  use,  ii,  368 

specific  heat,  ii,  811,  812 
Sulphur  bearing  asphalts,  i,  527 
Sulphur  dioxide,  expansion  by  heat,  ii,  812 

refinery  use.  ii,  392 

specific  gravity,  ii,  832 
Sulphur  trioxide  in  fuming  sulphuric  acid, 

table,  ii,  845 
Sulphur  water,  associated  with  oil,  i,  67 
Sulphuric  add,  boiling  point,  ii,  806 

expansion  by  heat,  ii,  812 

fuming,  content,  table,  ii,  842 

gravity  and  strength,  table,  ii,  841-844 

lubricant,  ii,  643 

recovery,  ii,  402 

refinery  use,  ii,  368,  392 

specific  heat,  ii,  812 

sweetening,  ii,  336 

temperature  allowance,  table,  ii,  841 

use,  ii,  334 
Sulphuric  anhydride,  ii,  411 

refinery  use.  ii,  368 
Sulphurous  acid,  ii,  411 

melting  point,  ii,  806 

refinery  use,  ii,  368 
Sumatra,  oU,  i,  161,  162 

analyses,  i,  585 
Summerfield  gas  pool,  Ohio,  i,  100 
Summerland  oil  field,  CaUf.,  i,  16,  81,  82,  540 

nitrogen  in,  i,  530 

sulphur  in,  i,  526 
Summit  County,  Utah,  oil,  i,  115 
Sumner  County,  Tenn.,  oil,  i.  Ill 
Sump  holes  in  oil  drilling,  i,  248 
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Sunbury  shale,  relation  to  Berea  sand,  i,  32 
Sundance  formation,  i,  12,  20,  119 
Sunnybrook  oil  field,  Ky.,  i,  93 
Sunset  oU  field,  Calif.,  i,  82,  83,  542 
Superheated  steam,  properties,  table,  ii,  795, 
796 

specific  heat,  ii,  811 
Super  heater,  refinery,  ii,  292 
Surakhany,  Russia,  oil  analysis,  i,  581 
Surakhany  oil  field,  Russia,  i,  27,  50 
Surface  indications  of  petroleum,  i,  3,  167 
Surface  mapping,  i,  172 
Surface  structures,  petroleum  geology,  i,  174 
Surveys,  pipe  line,  i,  406 
Sviatoi  oil  field,  Russia,  1, 127 
Swab,  oil  well,  i,  313 
Swabbing,  oil  well,  i,  313 
Sweating,  refinery,  ii,  373 

wax  plant,  ii,  199 
Sweating  building,  refinery,  ii,  231 
Sweating  pan,  wax  plant,  ii,  199 
Sweden,  oil  and  gas,  i,  136 

oil  shale,  i,  848 
Swedge,  casing,  i,  288 
Sweet  distillate,  ii,  369 
Sweetening,  ii,  323,  324,  334 
Sweetwater  County,  Wyo.,  oil,  i,  573 
Swing  pipe,  bleachers,  ii,  38,  72,  73 

tanks,  u,  32-37,  66-75,  107 
Swing-pipe  winch,  steel  tanks,  ii,  107 
"Swinging  nipple,"  use  with  gushers,  i,  312 
Switzerland,  bitumen,  i,  792 

oil  and  gas,  i,  136 
Swivel,  rotary,  i,  261 
Swivel  joints,  oil  burners,  ii,  480 
Sycamore  oil  field,  Ohio,  i,  100 
Sylvestrine,  i,  510 
Sjrm-diphenyl  ethylene,  i,  516 
Synclinal  structures,  oU  geology,  i,  45,  47 
Synclines,  United  States  oil  fields,  i,  79 
Syria,  oil,  i,  144 


Tabasco  oil  field,  Mexico,  i,  124 
Tachira  formation,  Venezuela,  i,  152 
Taft  oil  field,  Calif.,  standard  casing  require- 
ments, i,  221 
Tag  closed  tester,  flash  point  determination, 

oU,  i,  624,  631 
Tagiiabue,  Baum6  gravity,  i,  595 
Tagliabue  open  tester,  for  oil,  i,  623 
Tabliabue  temperature  control  apparatus,  ii, 

374 
Talc,  grease  filler,  ii,  674 
Tallow,  melting  point,  ii,  806 

saponification  number,  i,  711 
Tallow  oil,  addless,  ii,  658 


Tamaulipas,  Mexico,  bitumen,  i,  792 
Tamasopo  limestone,  Mexico,  i,  12,  20,  63, 

124,  126 
Tampalachi,  Mexico,  oil  seepage,  i,  64 
Tampico  oil  field,  Mexico,  i,  124 
Tamping,  in  shooting  well,  i,  297 
Taneha-Jenka-Red  Fork-Glenn  Pool  oil  field, 

OkU.,  i,  104 
Tanhuijo  oU  field,  Mexico,  i.  124,  125,  674 
Tank,  acid,  refinery,  ii,  36,  76 

air,  Diesel  engine,  ii,  576 

air,  high  pressure,  ii,  78 

air,  refinery,  ii,  78 

capacity  formula,  ii,  99 

capacity  table,  ii,  770,  772 

filling,  refinery,  ii,  75 

fire  protection  of,  ii,  316 

lye,  refinery,  ii,  40,  77 

oil,  locomotive,  ii,  487 

refinery,  ii,  91,  212,  239 

run-down,  refinery,  ii,  74 

six-ring  steel,  ii,  102,  104,  105 

steel,  refinery,  standard  dimensions,  ii,  92 

steel  roof,  specifications  and  contract,  ii, 
101 

storage,  concrete,  ii,  127 

storage,  refinery,  ii,  31,  32,  34,  35,  65 

working,  refinery,  ii,  70,  71,  72 
Tank  car  shipments,  natural-gas  gasoline,  i, 

757 
Tank  cars,  asphalt,  i,  814 

specifications,  i,  359,  361 
Tank  heads,  tank  cars,  i,  362 
Tank  measurements,  ii,  134,  136 
Tank   spacing,    refinery   storage,   insurance 

rates,  ii,  85 
Tank  steamer,  i,  371 

Tank  steel  specifications,  standard,  ii,  116 
Tank  wagons,  i,  359 
Tankage,  concrete,  refinery,  ii,  86 

skimming  plant,  ii,  19 

standard  steel,  ii,  87 

underground,  refinery,  ii,  86 
Tape,  steel,  i,  181 
Tar,  in  cracking,  ii,  432 

in  lubricants,  ii,  661 

precipitation  test,  petroleum  products,  i, 
588 

refinery,  ii,  341 
Tar  agitators,  ii,  186,  191 
Tar  plug,  crude  stills,  ii,  43 
Tar  sand,  Kentucky,  i,  94 
Tar  sands,  Canada,  i,  5,  123 
Tar  springs,  Athabaska,  Can.,  i,  121 
Tar  stills,  u,  329 

Tar  tests,  for  petroleum  products,  i,  714 
Tar  treating,  refinery,  ii,  371 
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Tarentum  oil  field.  Pa.,  i,  110 
Tarry  solids,  in  cylinder  oils,  ii,  662 
Tatmania,  bitumen,  i,  793 

oU  shale,  i,  166,  834.  847 
Taylor  County,  Tex.,  Canyon  formation,  i,  28 

Cisco  formation,  i,  28 
Taylor  County,  W.  Va.,  oil,  i,  116 
Taylorstown  oil  field,  Pa.,  i,  110 
Tcheleken  oil  field,  Russia,  i,  127 
Teeter  oil  field,  Kans.,  i,  91 
Tehuantepec  oil  field,  Mexico,  i,  124,  125 
Tejon  formation,  i,  12,  17,  83 
Telescopic  hand  level,  i,  179,  182 
Telfair  County,  Ga.,  oil,  i,  84 
Temperanceville  oil  field,  Ohio,  i,  100 
Temperature,  adsoxption,  relation  to  pressure 
and  boiling  point,  i,  748 

bearing  lubrication,  ii,  640 

conversion  tables,  ii,  801 

cylinders,  lubrication,  ii,  653 

determination  by  color,  tables,  ii,  804,  806 

lubricants,  ii,  632,  646 

lubricants,  relation  to  viscosity,  ii,  632 

observed,  i,  598 

steam,  ii,  794 
Temperature  control,  sweating,  ii,  374 

"cracking"  oil  shale,  i,  864 
Temperature    corrections,    Baum6   gravity, 
petroleum,  table,  ii,  836,  838 

specific  gravity,  table,  ii,  835,  837 
Temperature  curves,  viscosity  steam  cylinder 

oUs,  ii,  654 
Tempering,  filters,  ii,  378 
Tenacity,  metals,  ii,  815 
Tenneuee,  Chattanooga  shale,  i,  34 

Mississippian  series,  i,  29 

natural  gas,  consumption  and  production 
statistics,  i,  352,  354 

oU,  i,  111 

oil  production  statistics,  i,  331,  356 

oU  shale,  i,  834,  839 
Tensile  strength,  iron  and  steel,  ii,  816 

pipes,  ii,  527 
Tension  test,  boiler  steel,  ii,  144 

pipe,  ii,  551 

structural  steel,  ii,  116,  122 
Tensleep  sandstone,  i,  13,  22,  98 
Tepetate  oil  field,  Mexico,  i,  124, 125 
Terpene  isomers,  i,  514 
Terpene  (monocyclic),  i,  510 
Terpenes,  i,  514 

oxidation,  i,  458 
Texpinene,  i,  510 
Texpinolene,  i,  510 
Terraces,  structural,  i,  55,  73 

United  SUtes  oil  fields,  i,  79 
Terrebonne  gas  field.  La.,  i,  95,  96 


Terre  Haute  oil  field,  Ind.,  i,  89,  544 
Tertiary   sediments,   contact   with   igneous 
rocks,  i,  64 

volcanic  plugs,  i,  63 
Tertiary  system,  Alaska,  i,  80 

Borneo,  i,  162 

California,  i,  82,  83 

geographic  occurrence,  i,  11 

Greece,  i,  137 

Idaho,  i,  86 

Louisiana,  i,  95 

Mexico,  i,  124 

New  South  Wales,  i,  164 

oil  shale,  i,  873,  890 

oil  strata,  i,  12,  14,  16 

Persia,  i,  142 

Porto  Bico,  i,  161 

Queensland,  i,  166 

Switserland,  i,  136 
.  Tennessee,  i.  Ill 

Texas,  i,  114 

Trinidad,  i,  159,  160 

United  States  oil  fields,  i,  79 

Venezuela,  i,  152 
Test,  absorption,  gasoline  in  natural  gas.  i,  761 

charcoal,  gasoline  in  natural  gas,  i,  763 

compression,  gasoline  in  natural  gas,  i,  760 

internal  combustion  engine,  ii,  548 

pipe,  ii,  526 

pipe,  flattening,  ii,  551 

pipe,  hydrostatic,  ii,  551 

pipe,  tension,  ii,  551 

tank  cars,  i,  364 

tank  steel,  ii,  116 

Vickers  submarine  Diesel  engine,  ii,  604 
Testing  methods,  petroleum,  i,  587 

petroleum  products,  i,  589 

specific  gravity,  i,  594 
Testing,  oil  tankers,  i,  376 
Tetracosane,  i,  470 
Tetradecanaphthene,  i,  500 
Tetradecane,  i,  468,  470,  533 
Tetradecylene,  i,  476 
Tetraethyl  bensol  (sym  1,  2,  4,  5),  i.  488 
Tetrahydro-cardinene,  i,  514 
Tetrahydroferulene,  i,  514 
Tetrahydronaphthalene,  i,  608 
Tetramethyl  bensol,  i,  484 
Tetramethyl-l,  2,  3,  4  bensol,  i,  484 
Tetramethyl  butane,  i,  466 
Tetramethyl  ethylene,  i,  474 
B-tetramethyl  menthene,  i,  478 
Tetramethyl  methane,  i,  460 
Tetramethyl  propane,  i,  464 
Tetraphenyl  ethane,  i,  518 
Tetraphenyl  ethylene,  i,  518 
Tetratiiacontane,  i,  472 
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Tezftfl,  alluvium,  i,  12        • 

Amarillo  gas  fields,  i,  21 

Annona  chalk,  i,  19 

Anticlinal  and  synclinal  structures,  i,  47 

Austin  group,  i,  19 

Bend  limestone,  i,  13,  31 

bitumen,  i,  791 

Brockenridge  oil  field,  i,  31 

Burkburnett  oil  field,  i,  28,  320 

Burkbumett  oil  field,  drilling  system,  i,  202 

Caddo  (Stephens  County)  oil  field,  i,  31 

Cambrian  system,  i,  40 

Canyon  formation,  i,  28 

casing  (rotary  drilling),  requirements,  i, 
221 

Cisco  formation,  i,  28 

coastal,  oil  production  statisUcSj  i,  337,  356 

Desdemona  oil  field,  i,  31 

Duke  sand,  i^  31 

Edwards  limestone,  i,  12 

Electra  oU  field,  i,  21,  22,  28,  47 

Gordon  sand,  i,  31 

Jones  sand,  i,  31 

Marble  Falls  limestone,  i,  31 

Mexia  oil  field,  i,  20,  60 

monocUnal  nos^,  i,  55,  60 

mud  volcanoes,  i,  7 

Nacatoch  sand,  i,  12 

natural  gas  consimiption  and  production 
statistics,  i.  352,  354 

natural-gas  gasoline,  statistics,  i,  786 

northern  and  central,  oil  production  sta- 
tistics, i,  336,  356 

oQ,  i,  114 

oil,  nitrogen  in,  i,  530 

oil  production,  per  well  per  day,  i,  349 

oil  production  statistics,  i,  341,  356 

oil,  refining,  ii,  79 

oil  shale,  i,  848 

oil  strata,  i,  12 

oil,  sulphur  in,  i,  526 

oil,  sulphur  with,  i,  8 

oil,  typical  distillation,  ii,  355 

oil,  tjrpical  gravities,  continuous  stills,  ii, 
328 

oil  wells,  number  of,  i,  349 

Pennsylvanian  series,  i,  22,  28 

Permian  series,  i,  21 

Petrolia  oil  field.  1,  22,  59 

Quaternary  system,  i,  12,  16 

Ranger  oil  field,  i,  31 

rotary  drilling  system,  i,  251 

saline  domes,  i,  59 

salt  with  oil,  i,  8 

Saratoga  chalk,  i,  19 

Spindle  top  well,  i,  252 

Strawn  formation,  i,  29 


Texas,  terraces,  structural,  i,  57 

Trinity  sand,  i,  90 

Veale  sand,  i,  31 

WichiU  County  oil  fields,  i,  21,  22 

Wichita  formation,  i,  22 

Woodbine  sand,  i,  12,  20 
Texas  canvas  packer,  i,  293 
Thamesville  oil  field,  Ontario,  Can.,  i,  122, 

123 
Thasrer  oil  field.  Kans.,  i,  91,  546 
Thermal  capacity,  ii,  810 
Thermal  efficiency,  ii,  530 

Diesel  engine,  ii.  560,  582 
Thermal  units,  ii,  808 
Thermo  dynamics,  ii,  523 
Thermometer,  scales,  comparison,  ii,  832 

Cleveland  open  cup  tester,  i,  627 

flash  and  fire  test,  oil,  i,  626 

specifications,  Pensky-Martens  flash  tester, 
i,  634 

specifications,  Sa^bolt  Universal  Viscosi- 
meter,  i,  644 

specifications,  Tag  closed  tester,  i,  630 

testing  oil,  i,  592 

viscosity  determination,  oil,  i,  626,  643 
Thief,  oU,  i.  424 

Thiophanes,  in  petroleum,  i,  527 
Third  Mountain  sand,  i.  33 
"Third"  sand,  i,  35 
Thirty-foot  sand,  i,  33 
Thirty  oil,  ii,  357 

Thomas  electric  natural-gas  meter,  i,  435 
Thomas  Fork  oil  field,  Ohio,  i,  100 
Thomas  Morse  Liberty  gasoline  engine,  ii,  618 
Thorn  Creek  oil  field,  Pa.,  i,  110 
ThraU  oU  field,  Tex.,  i.  113.  114,  563 
Threading,  pipe,  ii,  550,  552 
Threads,  dies,  ii,  544 

standard,  for  tubular  goods,  i,  301 
Three-four  oil  field,  Okla.,  i,  104 
Three-throw  pumps,  ii,  207 
Throat,  threading  die,  ii.  539 
Thurston  gas  field,  Ohio,  i,  100 
Tidioute  oil  field.  Pa.,  i,  110 
Tiffin  oil  field,  Ohio,  i,  100 
Tiger  Flats  oU  field,  Okla.,  i,  104 
Tiger  Mountain  gas  field,  Okla.,  i,  104 
Tilbury  oU  field,  Ontario,  Can.,  i,  122,  123 
Timor,  bitumen,  i,  793 

oil,  i,  163 
Tin,  latent  heat  of  fusion,  ii,  823 

melting  point,  ii,  807 

radiation  and  reflection  of  heat,  ii,  824 

specific  heat,  ii,  811,  812 
Tin  plate,  weights  and  gages,  table,  ii,  779 
Tiona  sand,  i,  36,  108 
Titicaca  oil  field,  Peru,  i,  148 
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TitusviUe  oU  field,  Pa.,  i.  110 

Tolane,  i,  516 

Toluol  (toluene),  i,  480 

hydrocarbon  solvent,  i,  536 
Tonnage,  oil  tankers,  i,  374 
Tool  joints,  rotary,  i,  259,  262 

standard,  i,  225,  230 
Tools,  fishing,  i,  274 

pipe  line,  i,  400 
TopiU  oU  field,  Meadco,  i,  124,  125,  574 

drilling  methods,  i,  202 
Top-slicing  caving  method,  oil  shale  mining, 

1,856 
Topography,  oil  geology,  i,  169 
Topping,  refinery,  ii,  323,  324,  326,  328 
Topping  plants,  ii,  82,  83 
Tops,  refinery,  ii,  324,  338 
Torchlight  sandstone,  i,  98 
Toronto  gas  pool,  Ohio,  i,  100 
Toronto  oil  field,  Kansas,  i,  01 
Total  immersion  thermometers,  i,  592 
Tower  bridge,  condenser  boxes,  ii,  52,  54, 

56 
Tower  stiUs,  ii,  213,  325,  333 
Towers,  refinery,  ii,  92, 184,  219 

steam  still,  ii,  49 
Towl,  Forrest  M.,  i,  359 
Toyah  oil  field.  Tex.,  i,  113 
Tractor  engines,  horse-power  formula,  ii,  622 
Trammel  Creek  oil  field,  Ky.,  i,  93 
Transformer  oils,  sludge  tests,  i,  705 
Transmission  machinery,  oil  shale  plant,  i, 

861 
Transmission  of  heat,  air  to  water,  ii,  829 

steam  to  water,  ii,  828,  829 
Transmitted  light  for  petroleum  examination, 

i,  662 
Transportation,  methods  for  petroleum,  i, 
359 

natural  gas,  i,  432 

natural-gas  gasoline,  i,  757,  759 

pipe-line  regulations,  i,  428 

wax,  ii,  375 
Transportation  losses,  pipe  line,  i,  425 
Transverse  framing  system,  tank  vessel  con- 
struction, i,  373 
TransylTSnia,  bitumen,  i,  792 

oil,  gas,  and  mud  volcanoes,  i,  131 
Trap  rock,  oil  in,  i,  66 
Traps,  oil  well,  i,  313 

refinery,  ii,  242 
Traverses,  i,  177,  198 
Traversing,  in  mapping,  i,  195 
Travis  CJounty,  Tex.,  oil,  i,  662 
Treating,  fire  precautions,  ii,  409 

refinery,  ii,  367 

typical  time  schedule,  ii,  370 


Trenton  Umestons,  i,  15,  39,  40,  79,  86,  88, 
102,  103,  121 

sulphur  in,  i,  526 
Trenton  series,  i,  13,  15,  94 
Triacontane,  i,  472 
Triangulation,  mapping,  i,  197 
Triassic  system,  geographic  distribution,  i,  11 

Jugo-Slavia,  i,  134 

New  South  Wales,  i,  164 

North  Carolina,  i,  102 

oil  shale,  i,  834,  846 

oil  strata,  i,  12,  14 

Queensland,  i,  166 

South  Africa,  i,  158 

Wyoming,  i,  119 
Trickham  oil  field,  Tex.,  i,  113 
Tricosane,  i,  470 
a-Tricyclodecane,  i,  522 
b-Tricydodecane,  i,  522 
Tridecane,  i,  468 
Tridecylene,  i,  476 
Triethyl  bensol  (sym),  1-,  3-,  5-,  i,  488 
Triethyl  methane,  i,  464 
Trimethy],  1-,  1-,  5,  i,  478 
Trimethyl,  anthracene,  1,  3,  6,  i,  514,  516 
Trimethyl,  anthracene,  1,  2,  4,  i,  516 
Trimethyl,  anthracene,  1,  4,  6,  i,  514 
Trimethyl  bensol,  1,  482 
Trimethyl  l-7-7-bicyclo-l-2-2-heptane,  i,  522 
Trimethyl  2, 7-,  7  bi-cyclo  1-,  1-heptane,  i,  520 
Trimethyl  1-1-3-butadiene,  i,  478 
Trimethyl  2,  butene,  i,  474 
Trimethyl-l,  1,3-cyclohexane,  1,  496 
Trimethyl- 1,  2-,  4-cyclohexane,  i,  498 
Trimethyl-l-,  3-,  5-cyclohexane,  i,  498 
Trimethyl  1-,  3-,  4-cyclohexane,  i,  498 
Trimethyl-l,  2-,  3-cyclopropane,  i,  490 
Trimethyl  1-1-2  dimethylene,  i,  490 
Trimethyl,  1-,  2-,  5-,  4-ethyl  bensol,  i,  486 
Trimethyl,  1-.  3-,  5-,  2-ethyl  bensol,  i,  486 
Trimethyl  ethyl  methane,  i,  462 
Trimethyl  ethylene,  i,  472 
Trimethyl- 1,  2-,  5-  hexamethylene,  i,  498 
Trimethylmethane,  i,  460 
Trimethyl  2-,  2-,  3-,  pentane,  i,  466 
Trimethyl  propyl  methane,  i,  464 
Trimethylene,  i,  490 
Trinidad,  asphalt,  i.  158,  160,  796 

bitumen,  i,  792 

bituminous  lakes,  i,  5 

burnt  clays,  i,  7 

oil,  i.  158,  160 

oil  analysis,  i,  575 

oil,  average  specific  gravity,  i,  322 

oil  production  statistics,  i,  159,  326 

oil  seepages,  i,  4 

pitch  lake,  i,  68 
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Trinidad,  refined  lake  asphalt,  i,  794 

rotary  drilling  system,  i,  251 

stratigraphic  occurrence  of  oil,  i,  17 
Trinity  sand,  i,  12,  20 
Tri-olefine,  i,  478 
Triphenyl  1-3-5-,  benxol,  i,  518 
Triphenyl  ethane,  i,  516 
Triphenyl  methane,  i,  516,  536 
Triplex  pumps,  ii,  207 
Tripper,  filter  plant,  ii,  202 
Tripping,  fishing,  i,  285 
Trip  spear,  i,  285 
Tritriacontane,  i,  472 
Trumble  cracking  process,  ii,  439 
Trumble  dephlegmating  towers,  ii,  219 
Trumble  pipe  still,  ii,  213 
Trumble  refining  process,  ii,  385 
Trunk  pipe  lines,  i,  428 
Trunk  pistons,  Diesel  engine,  ii,  566 
Tubes,  boiler,  standard  dimensions,  ii,  292 

iron    and    steel,    thermal    expansion,    ii, 
814 
Tube  stills,  refinery,  ii,  146,  238 
Tubing,  fishing  for,  i,  288 

oil  well,  i,  301,  501 

oil  well,  weights  and  dimensions,  table,  i, 
306 

seamless  steel,  weights,  table,  ii,  785 
Tubing  catcher,  i,  289 
Tubular  boiler,  oil  fired,  ii,  464 
Tubular  goods  for  oil  country  use,  i,  300 
Tubular  stills,  refinery,  ii,  140 
Tucker  sand,  i,  30,  106 
Tulsa  County,  Okla.,  Claremore  sand,  i,  34 

Mississippi  lime,  i,  29,  30 

Mounds  sand,  i,  30 

ofl,  i,  103,  558 

Oswego  lime,  i,  27 

Red  Fork  sand,  i,  28 

Second  Booch  sand,  i,  30 
Tungsten,  melting  point,  ii,  807 
Tunis,  oil,  i,  157 
Turbine  oils,  characteristics,  ii,  677 

lubricants,  ii,  645 
Turbines,  steam,  refineiy,  ii,  294 
Turbulence,  sprajdng,  Diesel  engine,  ii,  575 
Turbulent  flow,  pipe  lines,  i,  381 
Turkestan,  oil  analyses,  i,  582 
Turkey,  oil,  i,  134 

oil  shale,  i,  848 
Turkeyfoot  oil  field.  Pa.,  i,  110 
Turkeyfoot  oil  field,  W.  Va.,  i,  117 
Turnback  casing  shoe,  i,  237 
Turntable  i,  254 
Turpentine,  i,  512 

boiling  point,  ii,  806 

expansion  by  heat,  ii,  812 


Turpentine,  melting  point,  ii,  806 

specific  heat,  ii,  812 
Tuxpam  oil  field,  Mexico,  i,  124,  574 
28  oil,  ii,  357 

Two-cycle  engines,  ii,  529,  537,  558,  560 
Two-plug  method,  cementing  oil  wells,  i,  295 
Tyler  County,  W.  Va.,  oU,  i,  116,  569 
Tjrrol,  Austria,  bitumen,  i,  792 


Ubbelohde  viscosimeter,  i,  648 
Uinta  County,  Wyo.,  oil,  i,  573 
Uintah  County,  Utah,  oU,  i,  115,  567 
Uintaite,  i,  71.  794 
Ukraine,  oil,  i,  11,  131,  132 
Undecanaphthene,  i,  500 
Undecane.  i,  468 
Undecylene,  i,  474 
Undecylthiophane,  i,  528 
Undecylthiophane-sulphone,  i,  528 
Underdeck  tonnage  register,  oil  tankers,  i,  376 
Underground  glory  hole  method,  oil  shale 

mining,  i.  856 
Underground  tankage,  refinery,  ii,  86 
Underreaming,  standard  drilling,  i,  218,  246 
Unguentum  petrolei,  ii,  380 
Union  County,  Ark.,  oil  and  gas,  i,  80,  539 
Union  Petroleum  Company  colorimeter,  i, 

662,665 
Unit  of  heat,  ii,  808 
Unit  of  viscosity,  ii,  627 
United  States,  asphalt  and  bituminous  rock, 
i,796 

beginning  of  oil  industry  in,  i,  107 

bitumens,  i,  790 

mud  volcanoes,  i,  7 

natural  gas  production  and  consumption 
statistics,  i,  352,  354 

natiu'al-gas  gasoline,  statistics,  i,  351,  786 

oil,  i,  79 

oil  analyses,  i,  538 

oil.  average  specific  gravity,  i,  322 

oil  production  statistics,  i,  324,  356 

oil  production,  per  well  per  day,  i,  349 

oil,   quantity  and  value  produced   since 
1859,  i,  328,  356 

oil  shale,  i,  836 

oil  shale  areas,  i,  871 

oil  wells,  number  of,  i,  349 

pipe  line  rates,  i,  379 

productive  oil  wells,  i,  349 

stocks  of  petroleum,  i,  347,  357 

stratigraphic  occurrence  of  petroleum,  i,  11 
United  States  Committee  on  the  Standard- 
ization of  Petroleum  products,  carbon 
residue  test,  i,  704 

colorimeter,  i,  664 
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United  States  Committee  on  the  Standard- 
ization of  Petroleum  jiroducta,  evapo- 
ration tests,  i,  716 

fatty  oil,  i,  711 

floe  test,  i,  691 
United  States  Navy  Dept.,  specifications  for 
illuminating  oil,  wax,  and  asphaltic 
products,  i,  715 
United  States  Office  Public  Roads,  melting 
point,  asphalt,  i,  802 

solubility  test,  asphalt,  i,  802 

volatilization  test,  asphalt,  i,  802 
United  States  standard  gage,  sheets,  ii,  773, 

774 
Unloading  tank  cars,  rules  for,  i,  367 
Upper  Coroni  formation,  Venesuela,  i,  152 
Upper  Cretaceous  series,  California,  i,  83 

Egypt,  i.  156 

Florida,  i,  84 

Galicia,  i,  132 

Louisiana,  i,  95 

Montana,  i,  97 

oil  strata,  i,  12,  14,  17 

Syria,  1,  144 

Texas,  i,  114 

Venezuela,  i,  152 

Wyoming,  i,  118,  119 
Upper  Devonian,  i,  34 
Upper    Devonian    sands.    New   Brunswick, 

Can.,  i,  123 
Upper  Devonian  shales,  England,  i,  135 
Upper  Freeport,  coal,  1,  24 
Upper  Jurassic  system,  Germany,  i,  134 

Wyoming,  i,  119 
Upper  Medina  rocks,  i,  39 
Upper  Miocene  series,  oU  sands,  i,  68 

California,  i,  83 

Egypt,  i.  156 

Java,  i,  162 
Upper  Oligocene  series,  Russia,  i,  65 
Upper  Sandusky  oil  field,  Ohio,  i,  100 
Upper  Silurian  rocks,  South  Africa,  i,  158 
Upper  Simnybrook  sand,  Ky.,  i,  39,  94 
Upper  Trenton  sand,  i,  94 
Upset  tubing,  ii,  562,  563 
Upshur  County,  W.  Va.,  gas.,  i,  116 
Upton-Thornton  oil  field,  Wyo.,  i.  118,  120. 

571 
Uintah  County,  Utah,  bitumen,  i,  791 
Utah,  bitumen,  i,  791 

gilsonite,  i.  71 

Green  River  formation,  i,  885 

natural  gas  production  and  consumption 
statistics,  i,  352,  354 

oO.  i.  115 

oil  analyses,  i,  567 

oil  shale,  i,  834,  839,  873,  875,  885,  888 


Utah,  uintaite,  i,  71 
Utica  shale,  i,  39,  42 
Utopia  oil  field,  Kans.,  i,  91 
Uvalde  County,  Tez.,  bitiunen,  i,  791 
oU,  i,  113,  114 


Vacuum  method,  natural-gas  gasoline,  pro- 
duction by  states,  i,  786 
Valerylene,  i,  478 
VaUecitos  oU  field,  Calif.,  i,  81 
Valves,  Diesel  engine,  ii,  562 

internal  combustion  engines,  ii,  544,  554 

pressure  relief,  ii,  461 

safety,  Diesel  engine,  ii,  576 

safety,  steam,  ii,  798 
Valylene.  i,  478 

Van  Dyke  and  Irish  tower  still,  ii,  325 
Van  Dyke  tower,  ii,  216,  220 
Vapor,  coil  condenser  data,  ii,  164-179 

volume,  natural-gas  gasoline,  i.  752 
Vapor  exchangers,  condensers,  ii,  181 
Vapor-phase  process,  cracking,  ii,  429.  436 
Vapor  pressure,  gasoline,  method  of  deter- 
mination, i,  726 

relation  to  hydrocarbon  condensation  tem- 
peratures, i,  736 
Vaporization  point,  oils,  ii,  497 
Vaporizers,  internal  combustion  engines,  ii, 

530 
Vaqueros  formation,  i,  17,  83 
Vaseline,  u.  360,  380 
Veale  oil  field,  Tex.,  i.  113 
Veale  sand,  Tex.,  i,  31 
Velma  oil  field,  Okla.,  i.  104 
Velocity,  pipe  line,  i,  403 

piston,  lubrication,  ii,  653,  665 

lubricants,  relation  to  viscosity,  ii.  634,  636 
Velocity  head,  pumps,  ii,  210 
Venango  County,  Pa.,  oil,  i,  35,  107,  569 
Venango  First  sand,  i,  34 
Venango  oil  field.  Pa.,  1,  110 
Venango  sand  group,  i,  34 
Venango  Second  sand,  i,  35 
Venango  Third  sand,  i,  36 
Venedocia  oil  field,  Ohio,  i,  100 
Venezuela,  asphalt,  i,  150,  797 

bitumen,  i,  792 

bituminous  lakes,  i,  5 

mud  volcanoes,  i,  6 

oil,  i,  150 

oil  analysis,  i,  578 

oU,  average  specific  gravity,  i,  322 

oil  production  statistics,  i,  151,  325 

oU,  unit  of  measure,  ii,  761 

pitch  lakes,  i,  68 

stratigraphic  occurrence  of  oil,  i,  11 
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Venice  oil  field,  Pa.,  i,  110 

Vent  tanks,  gaaoline  extraction  plant,  i,  775 

Ventilation,  oil  tankers,  i,  377 

Vento  condenser,  ii,  216 

Vents,  concrete  tanks,  ii,  133 

Ventura  Coimty,  Calif.,  oil,  i,  16,  80,  83,  541 

oil,  nitrogen  in,  i,  530 

oil,  sulphur  in,  i,  526 
Ventura  oU  field,  Calif.,  i,  81 
Venturi  meter,  ii,  360 
Vera  Cmz,  Mexico,  bitumen,  i,  792 

oU,  i,  20,  124,  126 
Vera  oil  field,  Okla.,  i,  104 
Vernon  County,  Mo.,  oil,  i,  97 
Vernon  oil  field,  Kans.,  i,  91 
Vernon  oil  field,  Tex.,  i,  113 
Vertical  Diesel  engine,  ii,  561 
Vertical  retort,  oil  shale,  i,  866 
Vicker's  marine  Diesel  engine,  ii,  599,  602 
Vicker's  solid  injection  sprayer,  ii,  572 
Victoria,  bitumen  and  oil  seepages,  i,  166,  793 
Vigo  Coimty,  Ind.,  oil,  i,  88,  544 
Vinton  County,  Ohio,  oil,  i,  553 
Vinton  oil  field.  La.,  i,  96,  549 
Virgelle  sandstone,  i,  12,  98 
Virgil  oil  field,  Kans.,  i,  91 
Virginia,  petroliferous  deposits,  i,  115 
Viscosimeter,  conversion  table,  i,  642 

types,  i,  643 
Viscosity,  i,  640 

absolute,  i,  640 

coefficient,  i,  393 

comparison  of  viscosimeters,  i,  641 

conversion  curves,  steam  cylinder,  ii,  656 

Engler  viscosimeter,  i,  588,  655,  656 

fuel  oil,  ii,  340 

hydrocarbons,  ii,  647 

kinAnatic,  i,  640 

lubricants,  ii,  626,  360 

oil,  i,  641 

oil  temperatures  of  measurement,  i,  643 

oil  in  pipes,  i,  389 

Redwood  Admiralty  viscosimeter,  i,  655 

Redwood  viscosimeter,  i,  654 

relation  to  density,  i,  391 

relation  to  gravity,  i,  391 

relation  to  temperature,  i,  390 

Saybolt  Furol  viscosimeter,  i,  588,  648 

Saybolt  Thermo  viscosimeter,  i,  588,  648 

Saybolt  Universal  \'i8C08imcter,  i,  588,  644 

temperature  curves,  ii,  632 

temperature  curves,  steam  cylinder  oils,  ii, 
654 
Vitreosil  basins,  acid  recovery,  ii,  403 
Vitriol,  refinery  use,  ii,  368 
Vivian  gas  sand,  i,  18 
Vogt  chilling  machine,  wax  plant,  ii,  194 


Vogt  soft  wax  press,  ii,  199 

Volatile  matter  in  shale,  relation  to  coal,  i, 

835 
Volatmty,  gasoline,  ii,  346,  352 

lubricants,  ii,  644 
Volatilization,  in  lubrication,  ii,  663 
Volatilisation  test,  asphalt,  i,  807 
Volcanic  neck  structure,  i,  63 
Volcanic  plugs,  i,  63,  64 
Volcano  oil  field,  W.  Va.,  i,  117 
Volume,  air,  ii,  786 

compressed  air,  relation  to  pressure,  ii,  298 

compressed  air,  relation  to  pipe  diameter, 
ii.300 

measures,  ii,  762,  766 

pipe  line  flow,  table,  i,  395 

weight  and  energy  equivalents,  ii,  803 
Volume-air  burner,  ii,  452 
Volumetric  composition,  natural  gas,  i,  734 
Volumetric  efficiency,  ii,  530 

W 

Wabash  County,  111.,  oil,  i,  86,  89 

Wager  sand,  i,  92 

Wagoner  County,  Okla.,  second  Booch  sand, 

i,  30 
Wagoner  oil  field,  Okla.  i,  103,  104 
Wahl  ofl  field,  Ohio,  i,  100 
Wales,  oil  and  shales,  i,  135 
Walk  out,  geologic  field  work,  i,  177 
Walker's  formula,  fuel  oil,  ii,  341 
Walkway,  condenser  boxes,  ii,  53,  55,  57,  58 
Wall  Creek  sand,  i,  14,  17,  118.  119 
Walnut-Hepler  oil  field,  Kans.  i,  91 
Walters  oO  field,  Okla.,  i,  104 
Wann  oil  field.  Okla.,  i,  104 
Warm  Springs  oil  field,  Wyo.,  i,  120,  572 
Warping,  monocUnal,  i,  53 
Warren  County,  Ky.,  bitiunen,  i,  791 

oil.  i.  92,  94,  547 
Warren  County,  Pa.,  oil  sands,  i,  35 
Warren  First  sand,  i,  36,  108 
Warren  group  of  oil  sands,  i,  36,  110 
Warren  group,  relation  to  Bradford  sand,  1, 37 
Warren  Second  sand,  Pa.,  i,  36,  108 
Wasatch  County,  Utah,  bitiunen,  i,  791 
Wasatch  formation,  i,  874 
Wash  still  condenser  box,  refinery,  ii,  59 
Washers,  refinery,  ii,  221,  367 
Washington,   natural   gas,    production   and 
consiunption  statistics,  i,  352,  354 

oil  and  gas,  i,  115 
Washington  County,  Ala.,  oil  and  gas,  i,  80 
Washington  County,  Ark.,  oil,  i,  80 
Washington  County,  Fla.,  oil,  i,  84 
Washington  County,  Ind.,  oil,  i,  88 
Washington  County,  Ohio,  oil,  i,  102,  553 
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Washington  County,  Ohio,  Cow  Run  sand, 
1,23 

Keener  sand,  i,  31 

Maxton  sand,  i,  25 

Second  Cow  Run  sand,  i,  25 
Washington  County,  Okla.,  Hogshooter  sand. 
1,29 

oil,  i,  103,  558 

Peru  sand,  i,  27 

Wheeler  sand,  1,  28 
Washington  County,  Pa.,  oil,  i,  558 
Washington  County,  Utah,  oil,  i,  115,  568 
Washington  oil  field,  Pa.,  standard  casing 

requirements,  i,  220 
Washington-Taylorstown  oil  field,  Pa.,  i,  1 10 
Waste  heat,  internal-combustion  engine,  ii, 

554 
Water,  ii.  790-792 

boiling  point,  ii,  806,  807 

expansion  by  heat,  ii,  812 

freesing  point,  ii,  807 

in  monodinal  bulges,  i,  59 

latent  heat  of  evaporation,  ii,  823 

radiation  and  reflection  of  heat,  ii,  824 

^elation  to  oil  occurrence,  i,  72 

specific  heat,  ii,  812 
Water  acid,  ii,  369 

Water  ballast  pipes,  oil  tankers,  i,  377 
Water  cooling,  double  spray  system,  ii,  315 

volumes  of  air  required,  ii,  312 
Water  evaporation,  air  required,  tables,  ii, 

313,  314 
Water  exclusion  from  oil  sands,  i,  290 
Water  in  oil,  i,  531 

centrifuge  method  of  determination,  i,  670 

determination  by  distillation,  i,  588,  668 

test,  i,  662 
Water  level,   relation  to  petroleum  occur- 
rence, i,  74 
Water  lubrication,  pipe  line,  i,  405 
Water  pipe,  dimensions  and  capacity,  tables, 
ii,  771 

standard  dimensions,  table,  ii,  782-784 
Water  supply,  pump  stations,  i,  424 

refinery,  ii,  3,  10,  239 
Water-top  roof,  tanks,  ii,  95 
Water  Tapor,  air  saturation  table,  ii,  314 

specific  gravity,  ii,  832 
Water  white  distillate,  ii,  339 

condenser  coil  data,  ii,  168 
Water  white  oil.  i,  663 
Waters'  oxidation  test,  i,  705 
Watson ville  oil  field.  Calif.,  i.  82 
Waverly  group,  oil  sands,  i,  33, 94 
Wax,  amorphous,  ii.  359 

paraffin,  ii.  375 

sweating,  ii,  373 


Wax  chipping  machine,  ii,  222 
Wax  cooling  machine,  ii,  222 
Wax  distillate,  ii,  355,  364 

condenser  coil  data,  ii,  170 
Wax  molding  press,  ii,  223 
Wax  oil,  ii,  364,  365 

condenser  coU  data,  ii,  178 
Wax  plant,  ii,  92.  194,  222 
Wax  pumps,  ii,  194,  196 
Wax  separation,  fire  hasards,  ii.  413 
Wax  tailings,  ii,  329 
Wayne  County,  Ky.,  "deep"  sand,  i.  94 

Knox  dolomite,  i,  40,  94 

oil,  i,  92,  94,  547 

Trenton  limestone,  i,  40 

Upper  Sunnybrook  sand,  i,  39,  94 

Waverly  group,  i,  34,  94 
Wayne  County,    Ohio,  "Clinton"  sand,  i,39 

oil,  i,  102 
Wayne  Coxmty,  Utah,  oil,  i,  115 
Wayne  County,  W.  Va.,  oil,  i,  116 
Waynesburg  oil  field.  Pa.,  i,  110 
Webb  County,  Tex.,  oil  and  gas  field,  i.  114 
Web  frame  sjrstem,   tank  vessel  construc- 
tion, i.  373 
Web  reinforcement,  ii,  252 
Weighing  method,  gravity  determination,  i, 

618,  621 
Weight  of  air,  u,  786,  788 
Weight  of  gases,  at  atmospheric  pressure,  ii, 

832 
Weight  of  water,  table,  ii,  790 
Weights  and  measures,  ii,  760 
Weights,  volume  and  energy  equivalents,  ii, 

803 
Weimer  oil  field,  Okla.,  i,  104 
Weir  sand,  relation  to  Squaw  sand,  i,  32 
Weld  strength,  tubes  and  pipes,  ii.  530 
Welded  pipe,  specifications,  ii,  549 
Well  for  filter  wash  still,  ii.  51 
WeU  logs,  i.  238 

Well  records,  subsurface  mapping,  i,  173 
Well  shaft,  ii,  241 
Welland  County,  Ontario,  Can.,  oil  and  gas, 

i,  121,  122,  123 
Wellman  cracking  process,  ii.  436 
Wells,  heat-exchanging  stills,  ii,  50 
Wells  County,  Ind.,  oil,  i.  88 
Wells  County,  Ohio,  oil,  nitrogen  in,  i,  530 
Wellsburg  oil  field,  W.  Va..  i,  117 
Wellsville  oil  field,  Kans.,  i,  91 
Wellsville  oil  field,  Ohio,  i,  100 
Welsh  oil  field.  La.,  i,  96.  550 
West  Africa,  bituminous  lakes,  i.  5 

oil,  i,  157 
West  Australia,  oil,  i,  166 
West  Hickory  oil  field,  Pa.,  i.  110 
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West  Indies*  bitumen,  i,  702 

oil,  1.  158 
West  Union  gas  field,  W.  Va.,  i,  117 
West  VlrginiA,  anticlinal  and  synclinal  struc- 
tures, i,  47 

anticlinal  bulges,  i,  50 

application  of  anticlinal  theory  to  pools, 
i,  44 

Bayard  sand,  i,  36 

Berea  sand,  i,  32 

Big  Injun  sand,  i,  32 

Big  Lime  (Greenbrier  limestone),  i,  31 

bitumen,  i,  701 

Cairo  oil  sand,  i,  68 

Cow  Run  sand,  i,  24 

domes  in,  i,  50 

Dunkard  sand,  i,  24 

Eureka-Volcano-Buming    Springs     anti- 
cline, i,  47 

Fifth  sand,  i,  36 

grahamite,  i,  6,  68,  71, 

Keener  sand,  i,  31 

limestones,  i,  20 

Maxon  sand,  i,  31 

Maxton  sand,  i,  25,  38 

Mississippian  series,  i,  15,  20 

natural-gas  gasoline  statistics,  i,  786 

natural  gas  production  and  consumption 
statistics,  i,  352,  354 

natural  gas  springs,  i,  3 

oU,  i,  116 

oil  analyses,  i,  568 

oU,  nitrogen  in,  i,  520 

oil,  oxygen  in,  i,  524 

oil  production,  per  well  per  day,  i,  340 

oil  production  statistics,  i,  330,  356 

oil,  sulphur  in,  i,  526 

oil  and  gas  seepages,  i,  3 

oil  strata,  i,  15 

oil  wells,  number  of,  i,  340 

Pennsylvanian  series,  i,  22 

Permian  rocks,  i,  21 

pipe  line  regulations,  i,  428 

Pittsburgh  coal  bed,  i,  23 

quaquaversal  structure,  i,  50 

Ritchie  mines,  i,  6,  68 

salt  brine,  occurrence  with  oil,  i,  8 

salt  sands,  i,  25 

sandstones,  i,  20 

Sixth  sand,  i,  36 

Squaw  sand,  i,  32 

synclines,  i,  73 

Upper  Freeport  coal,  i,  24 
West  View  oil  field.  Pa.,  i,  110 
Western  Argentina,  oil  district.  South  Amer- 
ica, i,  146,  148 
Westfork  ofl  field,  Tez.,  i,  113 


Westmoreland  Cmiaty,  Ps.*  Speechley  sand,  i, 
36 

Tiona  sand,  i,  36 
Weston  County,  Wyo.,  oil,  i,  570 
Weston  gas  field,  W.  Va.,  i,  117 
Wet-back  Scotch  marine  boilers,  oil  fired,  U, 

480 
Wet  natural  gas,  i,  731 
WeUel  County,  W.  Va.,  oil,  i,  116 
Wexford  oil  field.  Pa.,  i,  110 
Wheeler  oil  field,  Okla.,  i,  50.  104 
Wheeler  sand,  i,  28,  106 
Whipstock,  i,  288 
Whipstock  grab,  fishing  tool,  i,  282 
Whitacie  oU  field,  Ohio,  i,  100 
White  Cottage  oil  field,  Ohio,  i,  100 
White  Medina  sand,  i,  30,  121 
White  petrolatum  ii,  380 
White  Pomt  gas  field,  Tex.,  i,  113 
Whiteley  Creek  oU  field,  Pa.,  i,  110 
Whitterbrook  oil  field,  Ohio,  i,  100 
Whittier  oU  field,  Calif.,  i,  16,  68,  81,  82,  83, 

540 
Wichita  County,  Tex.,  Canyon  formation,  i, 
28 

Cisco  formation,  i,  28 

oil  field,  i,  114,  562 

Pennsylvanian  series,  i,  28 

Permian  series,  i,  21 
Wier  sand,  Ky.,  i,  04 
Wilbarger  Connty,  Tex.,  oil  field,  i,  114 

Permian  series,  i,  21 
Wilcox  sand,  i,  13,  34,  103,  106 
Wiley  Canyon  oil  field,  Calif.,  i,  81 
Wildwood  oU  field.  Ky.,  i,  03 
Wildwood  oU  field.  Pa.,  i.  110 
WUletts  oil  field.  Pa.,  i,  110 
Williamson  County  Tex.,  oil,  i,  114,  563 
Wilson  County,  Kans.,  oil,  i,  00,  546 
Wilson  Run  oil  field,  Ohio.  i.  100 
Winchester  County,  Ky.,  oil,  i,  548 
Windlass,  tank,  ii,  101 
Winfield  oil  field.  Kans.,  i,  01 
Winfield  oil  field.  Pa.,  i,  110 
Wingett,  P.  O.,  oU  field,  Ohio,  i,  100 
Wire,  refinery  use,  ii,  271 
Wire  driUing  lines,  i,  231,  233 
Wirt  County,  W.  Va.,  oil,  i,  116,  117 
Wolfe  County,  Ky.,  Caney  sand,  i,  30 

oU,  i,  02,  548 
Wood,  fuel  oil  equivalent,  ii,  477 
Wood  County,  Ohio,  oil,  i,  102 

oil,  nitrogen  in,  i,  530 

oil,  sulphur  in,  i,  525 
Wood  County,  W.  Va.,  oD,  i,  116,  117,  570 
Wood  pulp,  grease  filler,  ii,  674 
Wood  spirit,  boiling  point,  ii,  806 
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Wood  tanks,  refincfy,  ii.  213.  214 
WoodlMB0  aud,  i,  12,  20.  94.  05 
relation  to  BloflBom  aand,  i,  19 
Wood-roof,  Umka.  standazd  spccificatioiis,  ii, 

95 
Woods,  specifie  heat  of.  ii,  811 
Woodflfidd  ofl  6eld.  Ohio,  i,  100 
Woodson  Coonty,  Kans.,  i,  90 
WoodviDe  ofl  6eld.  Pa.,  i,  110 
Wool,  refinery  inwilating.  ii,  282 
Wooster  gas  pool.  Ohio.  i.  100 
Wooeier  ofl  fields,  Ohio,  i.  50,  100 
Worldnc  streases,  reinforoed  eonovte.  ii,  257 
Workins  tanks,  refinery,  ii,  70,  78 
Worldnc  temperature,  lubricants,  ii,  644 
World's  production  of  petroleum,  i,  78,  324 
Worm,  cast-iron  still,  specifications,  ii,  163 


Worm  A'*»g".  condenser,  ii,  180 
Worthinston  internal  eambustkm  engine,  ii, 

541 
Worthington  marine  Diesd  ensine,  ii,  608 
Wrecks,  tank  can,  i,  368 
Writing  paper,  radiation  and  lefiection  of 

heat,  ii,  824 
Wrought  iron,  radiation  and  reflection  of 

beat,  ii,  824 
Wroui^i  pipe,  standard  dimensions,  table, 

u,  782 
WurtxiUte,  i.  791,793,  794 
Wyandot  County,  Ohio,  <mI,  i,  102 
Wynona  oil  field.  OUa.,  i,  104 
Wyomingp    anticlinal    and   synclinal   struc- 
tures, i,  47,  59 

asphalt,  i,  67 

Benton  shale,  i,  18 

brea,  i.  67 

Cambrian  system,  i,  40 

Colorado  group,  i,  17 

crevice  oil,  i,  67 

Dakota  sand,  i,  20 

Embar  sand,  i,  22,  67 

Frontier  group,  i,  17 

Green  River  fonnation,  i,  887 

Chugwater  red  beds,  i,  22 

Jurassic  system,  i,  12,  20. 119 

Lower  Wall-Creek  sandstone,  i,  18 

Montana  group,  i,  17 

Morrison  formation,  i,  20 

natural-gas  gasoline  statistics,  i,  786 

natural  gas  production  and  consumption 
sUtistics,  i.  352,  354 


I 


Wyofliag,  oil.  i.  118 
oil  in  gnuiite,  i,  67 

ofl  produetaon,  per  vcD  per  day.  i.  349 
oil  pfodnetaoD  statiBtaca,  i,338,  356 
oil  shale,  i.  834. 840. 873.  887.  888 
oil  apriag^  i,  68 
od  tar.  i.  67 

ofl  wells,  number  of.  i,  349 
Peay  sands,  i.  18 
Permian  system,  i.  22.  67 
Piene  formation,  i.  17 
Powder  Rrrer  field,  i,  20,  21 
producing  sands,  i.  119 
Salt  Creek  ofl  field,  i,  18.  356 
Shannon  ofl  field,  i  17 
Sundance  formation,  i.  12.  20 


I   Xylene  (xylol),  i,  480 


Yale  oil  field.  OUa.  i,  104 

Yampa  ofl  field,  Colo,  i,  84.  85 

Yard  storage,  refinery,  ii,  84 

Yarhola  ofl  field.  OUa.  i.  104 

Yates  Center  ofl  field.  Kans..  i.  91 

Yeager  ofl  field.  OUa..  i.  104 

Tenaagyat,  Boniia,  India,  oil  ansJiyas,  i,  582 

oil  field,  i,  47.  50,  140 
Yenangyaung.  Burma,  India,  ofl  field,  s3^n»- 

metrical  ^*»»M»iit»^  structure  of,  i,  47 
Yield  point,  tests  of  commercial  pipe,  ii,  526 
Yields,  refinery  operation,  ii,  421 
Young's  cracking  proeess,  ii,  428 
TovBg  Coonty,  T«jl,  Bend  limeetone,  i,  31 

oil,  i.  563 
Youngstown  ofl  field,  Okla.  i,  34.  104 


Zacamiztle  oil  field.  Mexico,  i,  124,  125 

Zimar  oU  field.  Pa.,  i,  110 

Zinc,  latent  heat  of  fusion,  ii,  823 

melting  point,  ii,  806.  807 

radiation  and  reflection  of  heat,  ii,  824 

refinery  use,  ii,  279 

q>ecific  heat,  ii,  81 1 
ZoUarsville  ofl  field.  Pa.,  i,  110 
Zorriioe  ofl  field,  Peru,  i,  148,  578 
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